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PREFACE 


The Title List of Documents Made Publicly Available is a 
monthly publication. It contains descriptions of the in¬ 
formation received and generated by the U.S. Nuclear 
Regulatory Commission (NRC). This information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma¬ 
terials and (2) nondocketed material received and gen¬ 
erated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records. This series of documents is in¬ 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

The docketed information contained in the Title List in¬ 


cludes the information formerly issued through the De¬ 
partment of Energy publication Power Reactor Docket 
Information, last published in January 1979. Microfiche 
of the docketed information listed in the Title List is 
available for sale on a subscription basis from the Na¬ 
tional Technical Information Service (NIIS). See 
NOTES at the end of the Preface for the complete NITS 
address. 


We encourage your comments, criticisms, and sugges¬ 
tions. In particular, if there are title descriptions that are 
not meaningful, please let us know so that we can cor¬ 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


DOCKETED ITEMS 


The listings within Docket 50 are divided into the cate¬ 
gories used for filing and searching in the NRC Public 
Document Room. Those categories are 


A. Application/construction stage documents and 
correspondence 

B. Utility Preliminary Safety Analysis Reports 
(PSAR), amendments 

C. Utility Environmental Reports (ER), amend¬ 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and FES), supplements and cor¬ 
respondence 

E. NRC Safety Evaluation Reports (SER), supple¬ 
ments and correspondence 

F. Security, medical, emergency, and fire-protection 
plans 

G. Legal and adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Reports (FSAR) and 
amendments 


L. Limited work authorizations (LWA) and related 
correspondence 

M. Antitrust reviews and antitrust correspondence 

N. Antitrust hearing transcripts, testimony, and brief¬ 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and correspondence 

P. Operating license stage documents and correspon¬ 
dence 

Q. Inspection reports, IE Bulletins, Circulars and In¬ 
formation Notices, civil penalties, and related cor¬ 
respondence 

R. Periodic operating reports and related correspon¬ 
dence 

S. Reportable occurrences, PNOs, PNSs, and related 
correspondence 

T. Transcripts, testimony, and briefings on non¬ 
antitrust matters 

U. Congressional/executive correspondence 

V. Licensing of operators and related correspondence 

W. Decommissioning stage documents and correspon¬ 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 
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DOCKETED ITEMS (cont.) 


Appendix A sets forth those categories and describes that category were filed in the time period of the report, 

the materials available in each. Omission of a category in 

the listing for a docket indicates that no documents in The principal elements of the entries in the list are 


(T) P. Operating license stage documents & correspondence 

© © 

8907070172 Commends util for exemplary hospitality extended to visiting Soviet technical 
working group on 890608. 


® © ® 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27 



CLARK, P.R. General Public Utilities Corp.—GPU Service Corp. 2 pp. 50442:181-50442:182 


1. NRC/PDR Document category (see Appendix A). 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. Description of information contained in the docu¬ 
ment. 

4. Personal author(s). An asterisk in this position in¬ 
dicates that there is no personal author. 

5. Author affiliation (NRC, corporate, agency, or 
nonindividual source). 

6. Date of document described. 

7. Recipient of the document. 

8. Recipient affiliation (NRC or corporate). 

9. Pages in this document. 

10. This five-digit number is the NRC 48X microfiche 
designation. 


11. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the microfiche on which 
this document ends. 

13. The three-digit portion of this entry is the number 
of the frame on which this document ends. 


The Docketed Items list is arranged sequentially by 
Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are 
items that were submitted as enclosures to principal 
items. In general, indented items are not in accession 
number sequence. If the docketed document has a con¬ 
tract (FIN) number of a formal report number, it will ap¬ 
pear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 


The nondocketed items are divided into the categories 
used for filing and searching in the NRC Public Docu¬ 
ment Room. These categories and their symbols are: 


10CFR—Commission Meeting Records 


ACRS—Advisory Committee on Reactor Safe¬ 
guards 

ADVCM—NRC Advisory Committees 
COMMISSION—NRC Commissioners 
CONTRACT—NRC Contracts and Modifications 
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NONDOCKETED ITEMS (cont.) 


DISCLOSURE—Financial Disclosure Informa¬ 
tion 

FOIA—Freedom of Information Act Requests 
and Releases 

GEN TECH IS—Generic Technical Issues 

IE—Inspection and Enforcement Issuances 

MISC—Public Document Room Miscellaneous 

NUREG—NRC-Issued Formal Reports and Re¬ 
lated Correspondence 

ORG—Organizational File 

PR—Proposed Rules 

PRM—Petitions for Rulemaking 

PROJ—Projects 

PT21—10 CFR Part 21 Deficiency Reports 
QA999—Quality Assurance Inspections 
REGGD—Regulatory Guides 
RES—Research and Technical Assistance Reports 


REVIEW GRP—Research Review Groups 
RM—Rulemakings 

SECY—Staff Position Papers Before the Commis¬ 
sion 

STATE PROG—State Programs 

TOPREP—Vendor Topical Reports and Corre¬ 
spondence 

WASH—AEC-Issued Formal Reports and Corre¬ 
spondence 

WM—Waste Management Documents 

WMRES—Waste Management Contract Docu¬ 
ments 

XPORTLIC—Exports and Import Licenses 

Appendix B sets forth these categories and describes the 
material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that 
category were filed in the time period of the report. 

The principal elements of the riondocketed items are 


(T) NUREG—NRC-Issued Formal Reports and Related Correspondence 

© ® Q 

8910100307 NUREG/CR-5340 DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE 

TEST VI-2 

© © 

OSBORNE, M.F., COLLINS, J.L., LORENZ, R.A. Oak Ridge National Laboratory. 

® ® ® ® © 

FIN B-0127. ORNL/TM-11105. 89/09/30. Division of Systems Research (Post 880717). 69 pp. 

@ @ © @ 

51409:065-51409:134. 


1. Nondocket category. 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. NRC Report Number. 


4. Title and description of information contained in 
the document. 

5. Personal author(s). An asterisk in this position in¬ 
dicates that there is no personal author. 
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NONDOCKETED ITEMS (cont.) 


6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification number (FIN), 
if any. 

8. Secondary report number, if any. 

9. Date of document described. 

10. NRC organizational recipient (or sponsor). 

11. Pages in this document. 

12. This five-digit number is the NRC 48X microfiche 
designation. 


NOTES: 

1. The address for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington, DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac¬ 
count holders may charge their orders by calling 
202-275-2060. 

2. The address for NTIS is 

National Technical Information Service 
5285 Port Royal Road 
Springfield, Virginia 22161 


13. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

14. This five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by 
Accession Number within category. Indented items pre¬ 
ceded by a dash are enclosures to unindented items. 


To place orders for or to obtain price information about 
NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 487-4650. Specify the NRC re¬ 
port number and title when you place your order. Publi¬ 
cations can be charged to American Express, Visa, or 
Mastercard credit cards; supply the charge card number 
when placing your order. 

3. The address for the PDR is 

2120 L Street, NW., Lower Level 
Washington, DC 20555 

To place orders, either write to the NRC PDR or call 
(202) 634-3273. When ordering documents listed in this 
publication, please identify the Document Accession 
Number for each citation. Paper copy and microfiche of 
the documents listed in this title list may be purchased. 
Reproduction charges and method of payment, based on 
the current reproduction contract, are obtainable from 
the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 
27 

27-048 LOUISVILLE, KY, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 
Docket 40 

40-C299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0772 BENDIX CORP., TETERBORO, NJ 2 

40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, 2 

CO 

40-1341 TENNESSEE VALLEY AUTHORITY, 2 

CHATTANOOGA, TN 

40-1478 KERR-MCGEE OIL INDUSTRIES, INC., 2 

OKLAHOMA CITY, OK 

40-1650 WYMAN-GORDON CO., NORTH 2 

GRAFTON, MA 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-2678 CINCINNATI, UNIV. OF, CINCINNATI, OH 2 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 2 

40-3453 ATLAS CORP., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 3 

WY 

40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 3 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 3 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 3 

NEWFIELD, NJ 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 3 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 3 

40-7604 BP CHEMICALS AMERICA, INC., LIMA, 3 

OH 

40-8027 SEQUOYAH FUELS CORP., GORE, OK 4 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 5 

40-8102 EXXON CORP., HOUSTON, TX 5 

40-8452 BEAR CREEK URANIUM CO., CASPER, 5 

WY 

40-8502 TOTAL MINERALS CORP., CASPER, WY 5 

40-8584 MINERALS EXPLORATION CO., 5 

RAWLINS, WY 

40-8681 UMETCO MINERALS CORP., BLANDING, 5 

UT 

40-8698 PLATEAU RESOURCES, LTD., LAKE 6 

POWELL, UT 

40-8724 CHEMETRON CORP., PITTSBURGH, PA 6 

40-8768 RIO ALGOM MINING CORP., OKLAHOMA 6 

CITY, OK 


Docket Name Page 

40-8778 MOLYCORP, INC., LOS ANGELES, CA 6 

40-8781 CENTRAL ELECTRIC GENERATING 6 

BOARD EXPLORATION 

40-8786 URANIUM RESOURCES, INC., DALLAS, 6 

TX 

40-8794 MOLYCORP, INC., LOS ANGELES, CA 7 

40-8805 CERAC, INC., MILWAUKEE, Wl 7 

40-8820 AMAX, INC., GOLDEN, CO 7 

40-8857 POWER RESOURCES, INC., GLENROCK, 7 

WY 

40-8902 ARCO COAL CO. DIV. (ATLANTIC 7 

RICHFIELD CO.), GRANTS, NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 7 

40-8904 SOHIO WESTERN MINING CO., SALT 8 

LAKE CITY, UT 

40-8905 QUIVIRA MINING CO., GRANTS, NM 8 

40-8907 UNC MINING & MILLING (DIV. OF 8 

UNITED NUCLEAR CORP.), 

40-8914 HECLA MINING CO., COEUR D’ALENE, 8 

ID 

40-8943 FERRET EXPLORATION CO. OF 8 

NEBRASKA, DENVER, CO 

40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 8 

40-8964 RIO ALGOM MINING CORP., OKLAHOMA 8 

CITY, OK 

40-8968 HYDRO RESOURCES, INC., DALLAS, TX 9 

40-8971 U.S. ENERGY CORP., RIVERTON, WY 9 

40-8989 ENVIROCARE OF UTAH, INC., SALT 9 

LAKE CITY, UT 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 9 

50-3 INDIAN POINT STATION, UNIT 1 9 

50-5 PENNSYLVANIA STATE UNIV. 9 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 9 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT, 10 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 10 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 10 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 10 

STATION 

50-54 CINTICHEM 12 

50-57 BUFFALO MATERIALS RESEARCH 12 

CENTER 

50-59 TEXAS A&M UNIV. RESEARCH 12 

REACTOR 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-62 

UNIV. OF VIRGINIA RESEARCH 

12 

50-249 

DRESDEN NUCLEAR POWER STATION, 

26 

REACTOR 



UNIT 3 


50-73 

GENERAL ELECTRIC NUCLEAR TEST 

12 

50-250 

TURKEY POINT PLANT, UNIT 3 

27 


REACTOR 


50-251 

TURKEY POINT PLANT, UNIT 4 

28 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

12 

50-254 

QUAD-CITIES STATION, UNIT 1 

29 

50-89 

GENERAL ATOMICS 

12 

50-255 

PALISADES NUCLEAR PLANT 

31 

50-97 

CORNELL UNIV. ZERO POWER 

REACTOR 

13 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

32 

50-113 

UNIV. OF ARIZONA RESEARCH 

REACTOR 

13 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

34 

50-116 

IOWA STATE UNIV. RESEARCH 

REACTOR 

13 

50-261 

H.B. ROBINSON PLANT, UNIT 2 

35 

50-131 

OMAHA VETERANS ADMINISTRATION 

13 

50-263 

MONTICELLO NUCLEAR GENERATING 
PLANT 

36 

HOSPITAL RESEARCH REACTOR 




50-133 

HUMBOLDT BAY POWER PUNT, UNIT 3 

13 

50-265 

QUAD-CITIES STATION, UNIT 2 

37 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 

13 

50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

38 


RESEARCH REACTOR 


50-267 

FORT ST. VRAIN NUCLEAR 

39 

50-155 

BIG ROCK POINT NUCLEAR PUNT 

13 

GENERATING STATION 


50-156 

UNIV. OF WISCONSIN RESEARCH 

14 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

40 


REACTOR 


50-270 

OCONEE NUCLEAR STATION, UNIT 2 

42 

50-157 

CORNELL UNIV. RESEARCH REACTOR . 

14 

50-271 

VERMONT YANKEE NUCLEAR POWER 

44 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

14 


STATION 



RESEARCH REACTOR 


50-272 

SALEM NUCLEAR GENERATING 

45 

50-163 

GENERAL ATOMICS 

14 


STATION, UNIT 1 


50-170 

ARMED FORCES RADIOBIOLOGY 

14 

50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

47 


RESEARCH INSTITUTE 




50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

15 

50-275 

DIABLO CANYON NUCLEAR POWER 
PLANT, UNIT 1 

47 

50-184 

NATIONAL INSTITUTE OF STANDARDS 
& TECHNOLOGY REACTOR 

15 

50-277 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 2 

49 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

15 

50-278 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 3 

50 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

15 

50-280 

SURRY POWER STATION, UNIT 1 

51 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

15 

50-281 

SURRY POWER STATION, UNIT 2 

53 


1 


50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

54 

50-213 

HADDAM NECK PUNT 

17 


UNIT 1 


50-219 

OYSTER CREEK NUCLEAR POWER 

18 

50-285 

FORT CALHOUN STATION, UNIT 1 

55 


PUNT 


50-286 

INDIAN POINT STATION, UNIT 3 

56 

50-220 

NINE MILE POINT NUCLEAR STATION, 
UNIT 1 

19 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

57 



50-288 

REED COLLEGE RESEARCH REACTOR 

59 

50-223 

UNIV. OF LOWELL RESEARCH 

20 



REACTOR 


50-289 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 1 

59 

50-228 

AEROTEST RADIOGRAPHY & 

21 




RESEARCH REACTOR 


50-293 

PILGRIM NUCLEAR POWER STATION, 

60 

50-237 

DRESDEN NUCLEAR POWER STATION, 

21 


UNIT 1 



UNIT 2 


50-295 

ZION NUCLEAR POWER STATION, UNIT 

1 

61 

50-243 

OREGON STATE UNIV. RESEARCH 

22 




REACTOR 


50-296 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

62 

50-244 

ROBERT EMMET GINNA NUCLEAR 

22 




PUNT, UNIT 1 


50-298 

COOPER NUCLEAR STATION 

63 

50-245 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

23 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

64 



50-302 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 

65 

50-247 

INDIAN POINT STATION, UNIT 2 

25 


3 
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Docket Name Page 

50-304 ZION NUCLEAR POWER STATION, UNIT 66 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 67 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 67 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 68 

50-311 SALEM NUCLEAR GENERATING 69 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 71 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 71 

50-315 DONALD C. COOK NUCLEAR POWER 72 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 74 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 75 

PLANT, UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 77 

PUNT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 78 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PUNT, UNIT 79 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 80 

50-323 DIABLO CANYON NUCLEAR POWER 81 

PUNT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PUNT, 83 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PUNT, 84 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 85 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PUNT, UNIT 1 85 

50-328 SEQUOYAH NUCLEAR PUNT, UNIT 2 87 

50-329 MIDUND PLANT, UNIT 1 89 

50-330 MIDUND PUNT, UNIT 2 89 

50-331 DUANE ARNOLD ENERGY CENTER 89 

50-333 JAMES A. FITZPATRICK NUCLEAR ‘ 90 

POWER PUNT 

50-334 BEAVER VALLEY POWER STATION, 92 

UNIT 1 

50-335 ST. LUCIE PUNT, UNIT 1 93 

50-336 MILLSTONE NUCLEAR POWER 94 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 95 

50-339 NORTH ANNA POWER STATION, UNIT 2 96 

50-341 ENRICO FERMI ATOMIC POWER PUNT, 97 

UNIT 2 

50-344 TROJAN NUCLEAR PUNT 98 

50-346 DAVIS-BESSE NUCLEAR POWER 99 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PUNT, 101 

UNIT 1 


Docket Name Page 

50-352 LIMERICK GENERATING STATION, UNIT 102 

1 

50-353 LIMERICK GENERATING STATION, UNIT 103 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 104 

1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 105 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 106 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PUNT, 107 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PUNT, UNIT 108 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 109 

50-369 WILLIAM B. MCGUIRE NUCLEAR 110 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 112 

STATION, UNIT 2 

50-373 USALLE COUNTY STATION, UNIT 1 113 

50-374 USALLE COUNTY STATION, UNIT 2 114 

50-382 WATERFORD GENERATING STATION, 114 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 115 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 117 

STATION, UNIT 2 

50-389 ST. LUCIE PUNT, UNIT 2 118 

50-390 WATTS BAR NUCLEAR PUNT, UNIT 1 119 

50-391 WATTS BAR NUCLEAR PUNT, UNIT 2 120 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 121 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 122 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 122 

50-400 SHEARON HARRIS NUCLEAR POWER 123 

PUNT, UNIT 1 

50-409 U CROSSE BOILING WATER REACTOR 124 

50-410 NINE MILE POINT NUCLEAR STATION, 124 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION, 126 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 127 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 128 

50-416 GRAND GULF NUCLEAR STATION, UNIT 130 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 131 

2 

50-423 MILLSTONE NUCLEAR POWER 131 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PUNT, 132 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PUNT, 134 

UNIT 2 


XI 



Docket 

Naim 

Page 

STN-50- 

437 

FLOATING NUCLEAR PLANT 

136 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

136 

50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

136 

50-440 
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PATHFINDER MINES CORP., RIVERTON, WY 40-2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-6622 3 
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RIO ALGOM MINING CORP., MOAB, UT 40-8084 5 

RIO ALGOM MINING CORP., OKLAHOMA 40-8964 8 
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RESEARCH INSTITUTE 
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STATION, UNIT 3 
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BRUNSWICK STEAM ELECTRIC PLANT, 50-324 83 

UNIT 2 

BUFFALO MATERIALS RESEARCH CENTER 50-57 12 

BYRON STATION, UNIT 1 STN-50-454 143 

BYRON STATION, UNIT 2 STN-50-455 144 

CALLAWAY PLANT, UNIT 1 STN-50-483 149 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-317 75 

UNIT 1 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-318 77 

UNIT 2 

CATAWBA NUCLEAR STATION, UNIT 1 50-413 127 

CATAWBA NUCLEAR STATION, UNIT 2 50 : 414 128 

CINTICHEM 50-54 12 

CLINTON POWER STATION, UNIT 1 50-461 146 

COMANCHE PEAK STEAM ELECTRIC 50-445 141 

STATION, UNIT 1 

COMANCHE PEAK STEAM ELECTRIC 50-446 142 

STATION, UNIT 2 

COOPER NUCLEAR STATION 50-298 63 

CORNELL UNIV. RESEARCH REACTOR 50-157 14 

CORNELL UNIV. ZERO POWER REACTOR 50-97 13 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 50-302 65 

DAVIS-BESSE NUCLEAR POWER STATION, 50-346 99 

UNIT 1 

DIABLO CANYON NUCLEAR POWER PLANT, 50-275 47 

UNIT 1 

DIABLO CANYON NUCLEAR POWER PUNT, 50-323 81 

UNIT 2 

DONALD C. COOK NUCLEAR POWER 50-315 72 

PUNT, UNIT 1 

DONALD C. COOK NUCLEAR POWER 50-316 74 

PUNT, UNIT 2 

DRESDEN NUCLEAR POWER STATION, 50-10 9 

UNIT 1 

DRESDEN NUCLEAR POWER STATION, 50-237 21 

UNIT 2 

DRESDEN NUCLEAR POWER STATION, 50-249 26 

UNIT 3 

DUANE ARNOLD ENERGY CENTER 50-331 89 

EDWIN I. HATCH NUCLEAR PUNT, UNIT 1 50-321 79 

EDWIN I. HATCH NUCLEAR PUNT, UNIT 2 50-366 108 

ENRICO FERMI ATOMIC POWER PUNT, 50-16 10 

UNIT 1 

ENRICO FERMI ATOMIC POWER PUNT, 50-341 97 

UNIT 2 

FLOATING NUCLEAR PUNT STN-50-437 136 

FORD NUCLEAR REACTOR 50-2 9 

FORT CALHOUN STATION, UNIT 1 50-285 55 

FORT ST. VRAIN NUCLEAR GENERATING 50-267 39 

STATION 

GE ADVANCED BWR DESIGN STN-50-605 158 


GENERAL ATOMICS 

50-89 

12 

GENERAL ATOMICS 

50-163 

14 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

12 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

14 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

130 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

131 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

35 

HADDAM NECK PLANT 

50-213 

17 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

104 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

13 

INDIAN POINT STATION, UNIT 1 

50-3 

9 

INDIAN POINT STATION, UNIT 2 

50-247 

25 

INDIAN POINT STATION, UNIT 3 

50-286 

56 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

13 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

90 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

1 

50-348 

101 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

2 

50-364 

107 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

67 

LA CROSSE BOILING WATER REACTOR 

50-409 

124 

LASALLE COUNTY STATION, UNIT 1 

50-373 

113 

LASALLE COUNTY STATION, UNIT 2 

50-374 

114 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

102 

LIMERICK GENERATING STATION, UNIT 2 

50-353 
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MAINE YANKEE ATOMIC POWER PLANT 

50-309 

68 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

10 

MIDLAND PLANT, UNIT 1 

50-329 

89 

MIDLAND PLANT, UNIT 2 

50-330 

89 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 1 

50-245 

23 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

94 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

131 

MONTICELLO NUCLEAR GENERATING 

PLANT 

50-263 

36 

NATIONAL INSTITUTE OF STANDARDS & 
TECHNOLOGY REACTOR 

50-184 

15 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

19 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

124 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

95 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

96 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 
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OCONEE NUCLEAR STATION, UNIT 2 

50-270 

42 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

57 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

50-131 

13 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

22 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

18 

PALISADES NUCLEAR PLANT 

50-255 

31 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

153 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

155 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

156 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

15 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

49 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

50 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

9 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

137 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

138 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

60 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

38 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

64 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

54 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

67 

QUAD-CITIES STATION, UNIT 1 

50-254 

29 

QUAD-CITIES STATION, UNIT 2 

50-265 

37 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

71 

REED COLLEGE RESEARCH REACTOR 

50-288 

59 

RIVER BEND STATION, UNIT 1 

50-458 

146 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

22 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

45 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

69 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

15 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

105 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

106 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

138 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

140 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

85 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

87 

SHEARON HARRIS NUCLEAR POWER 

50-400 

123 


PLANT, UNIT 1 


Name 

Docket 

Page 

SHOREHAM NUCLEAR POWER STATION 

50-322 

80 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

150 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

152 

ST. LUCIE PLANT, UNIT 1 

50-335 

93 

ST. LUCIE PLANT, UNIT 2 

50-389 

118 

SURRY POWER STATION, UNIT 1 

50-280 

51 

SURRY POWER STATION, UNIT 2 

50-281 

53 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

115 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

117 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

12 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

59 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

78 

TROJAN NUCLEAR PLANT 

50-344 

98 

TURKEY POINT PLANT, UNIT 3 

50-250 

27 

TURKEY POINT PLANT, UNIT 4 

50-251 

28 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

47 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

13 

UNIV. OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

50-326 

85 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

12 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

20 

UNIV. OF MISSOURI RESEARCH REACTOR 
COLUMBIA 

50-186 

15 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

15 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

158 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

122 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

12 

UNIV. OF WISCONSIN RESEARCH 
REACTOR 

50-156 

14 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

44 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

50-395 

121 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

10 

WATERFORD GENERATING STATION, UNIT 50-382 

3 

114 

WATTS BAR NUCLEAR PUNT, UNIT 1 

50-390 

119 

WATTS BAR NUCLEAR PUNT, UNIT 2 

50-391 

120 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

110 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

112 

WOLF CREEK GENERATING STATION 

STN-50-482 

147 

WORCESTER POLYTECHNIC INSTITUTE 

50-134 

13 


RESEARCH REACTOR 



Name 


Docket Page 


Name 


Docket Page 


WPPSS NUCLEAR PROJECT, UNIT 2 50-397 122 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 153 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 10 

ZION NUCLEAR POWER STATION, UNIT 1 50-295 61 

ZION NUCLEAR POWER STATION, UNIT 2 50-304 66 

SYSTEM 80+ STANDARDIZED NUCLEAR 52-002 158 

POWER PLANT DES., 

Domestic Licensing of Special Nuclear 
Material - Docket 70 

B&W FUEL CO., LYNCHBURG, VA 70-1201 161 

BABCOCK & WILCOX CO., APOLLO, PA 70-0364 160 

BABCOCK & WILCOX CO., APOLLO, PA 70-0135 159 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0027 158 

CIMARRON CORP., OKLAHOMA CITY, OK 70-0925 161 

CIMARRON CORP., OKLAHOMA CITY, OK 70-1193 161 

CINTICHEM, INC., TUXEDO, NY 70-0687 160 

COMBUSTION ENGINEERING, INC., 70-0036 159 

HEMATITE, MO 

COMBUSTION ENGINEERING, INC., 70-1100 161 

WINDSOR, CT 

GENERAL ATOMICS, SAN DIEGO, CA 70-0734 160 

GENERAL ELECTRIC CO., PLEASANTON, CA 70-0754 161 

GENERAL ELECTRIC CO., WILMINGTON, NC 70-1113 161 

LOUISIANA ENERGY SERVICES, 70-3070 162 

WASHINGTON, DC 

MASSACHUSETTS INSTITUTE OF 70-0938 161 

TECHNOLOGY, CAMBRIDGE, MA 

MISSOURI, UNIV. OF, COLUMBIA, MO 70-0270 160 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 70-0143 159 

SIEMENS NUCLEAR POWER CORP., 70-1257 161 

BELLEVUE, WA 

TENNESSEE VALLEY AUTHORITY, 70-2941 161 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, 70-2917 161 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, 70-1966 161 

CHATTANOOGA, TN 

TRI-STATE MOTOR TRANSIT CO., JOPLIN, 70-1739 161 

MO 

UNC RECOVERY SYSTEMS (UNITED 70-0820 161 

NUCLEAR CORP.), WOOD RIVER 

UNC, INC., UNCASVILLE, CT 70-0371 160 

WESTINGHOUSE ELECTRIC CORP., 70-1151 161 

PITTSBURGH, PA 

Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 

ACCU-TECH EVALUATION SERVICES, INC. 71-0728 165 

ALONSO & CARUS IRON WORKS, INC. 71-0615 164 


AMERSHAM CORP. 

71-0370 

163 

ARIZONA NUCLEAR POWER PROJECT 

71-0567 

164 

ATLANTIC RESEARCH CORP. 

71-0461 

164 

BASIN SERVICES, INC. 

71-0723 

165 

BOSTON EDISON CO. 

71-0211 

162 

CANSPEC TESTING, INC. 

71-0725 

165 

CAROLINA POWER & LIGHT CO. 

71-0345 

163 

CARRIER CORP. 

71-0601 

164 

CCC INTERNATIONAL, INC. 

71-0719 

165 

CHEM-NUCLEAR SYSTEMS, INC. 

71-0231 

163 

CONSOLIDATED EDISON CO. OF NEW 

YORK, INC. 

71-0069 

162 

CONSTRUCTION ENGINEERING 
CONSULTANTS, INC. 

71-0413 

163 

CONTINENTAL AIRLINES, INC. 

71-0727 

165 

DAIRYLAND POWER COOPERATIVE 

71-0025 

162 

DETROIT EDISON CO. 

71-0526 

164 

DUKE POWER CO. 

71-0266 

163 

DUQUESNE LIGHT CO. 

71-0275 

163 

FLORIDA POWER CORP. 

71-0332 

163 

FOSTER WHEELER CONSTRUCTORS, INC. 

71-0684 

165 

GEORGIA POWER CO. 

71-0726 

165 

INDIANA MICHIGAN POWER CO. 

71-0377 

163 

INDUSTRIAL NDT CO. 

71-0611 

164 

INSPECTION SERVICES 

71-0620 

164 

ISOMEDIX, INC. 

71-0009 

162 

J.L. SHEPHERD & ASSOCIATES 

71-0122 

162 

LONG ISLAND LIGHTING CO. 

71-0516 

164 

MK-FERGUSON CO. 

71-0607 

164 

MODEL: 3206B, 3227B & 3218, AMERSHAM 
CORP. 

71-9167 

167 

MODEL: 4.5 TON CF, ENERGY, DEPT. OF 

71-6642 

166 

MODEL: 51032-1 & 51032-1A, ADVANCED 
NUCLEAR FUELS CORP. 

71-6581 

166 

MODEL: 57.5 X 108 CORE, ENERGY, DEPT. 
OF 

71-5914 

165 

MODEL: 650, AMERSHAM CORP. 

71-9032 

166 

MODEL: 660, 660A, 660AE, 660B, 660BE, 
660E, AMERSHAM 

71-9033 

166 

MODEL: 6717-B, AMERSHAM CORP. 

71-6717 

166 

MODEL: 676 & 676E, AMERSHAM CORP. 

71-9029 

166 

MODEL: 680 & 680E, AMERSHAM CORP. 

71-9035 

166 

MODEL: 684 & 684E, AMERSHAM CORP. 

71-9028 

166 

MODEL: 715, AMERSHAM CORP. 

71-9039 

167 

MODEL: 741 & 741E, AMERSHAM CORP. 

71-9027 

166 

MODEL: 927A1 & 927C1, COMBUSTION 

71-6078 

166 


ENGINEERING, INC. 
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MODEL: Al 500 SU, AMERSHAM CORP. 

71-9006 

166 

MODEL: Al 520, AMERSHAM CORP. 

71-9007 

166 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

166 

MODEL: C-10, AMERSHAM CORP. 

71-9133 

167 

MODEL: CENTURY S & SA, CENTURY 
UNIVERSAL S & SA, 

71-9135 

167 

MODEL: CI-20WC-2 & CI-20WC-2A, 

CINTICHEM, INC. 

71-9098 

167 

MODEL: CNS 1-13C, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9081 

167 

MODEL: CNS 1-13G, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9216 

167 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

167 

MODEL CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

165 

MODEL: GAMMACELL 220, NORDION 
INTERNATIONAL, INC. 

71-9242 

167 

MODEL: GE-100, GENERAL ELECTRIC CO. 

71-5926 

165 

MODEL: GE-8500, ENERGY, DEPT. OF 

71-6697 

166 

MODEL: HN-100 SERIES 3, ET AL, 

SCIENTIFIC ECOLOGY 

71-9151 

167 

MODEL: HUSMAN IRRADIATOR, 
AGRICULTURE, DEPT. OF 

71-9182 

167 

MODEL: IF-300, NUCLEAR PACKAGING, INC. 

71-9001 

166 

MODEL: LCG-25A, -B, -C, SENTINEL-25A, - 
B,ET AL, 

71-4888 

165 

MODEL: MCC, WESTINGHOUSE ELECTRIC 
CORP. 

71-9239 

167 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71-9225 

167 

MODEL: NATICK IRRADIATOR, 

AGRICULTURE, DEPT. OF 

71-5362 

165 

MODEL: NCI-21 PF-1, NUCLEAR 

CONTAINERS, INC. 

71-9234 

167 

MODEL: NFS-URANYL NIT., NUCLEAR FUEL 
SERVICES, INC. 

71-5059 

165 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

166 

MODEL: NUPAC 14/190H, L & M, LN-14- 
170H, L & M, NUPAC 

71-9159 

167 

MODEL: R-1, ENERGY, DEPT. OF 

71-9511 

167 

MODEL: RA-2, RA-3, GENERAL ELECTRIC 

CO. 

71-4986 

165 

MODEL: RCC, RCC-1, RCC-2, RCC-3 & RCC- 
4 , WESTINGHOUSE 

71-5450 

165 

MODEL: S3G CBDCA, ENERGY, DEPT. OF 

71-9786 

167 

MODEL: SENTINEL IS, TELEDYNE ENERGY 
SYSTEMS 

71-9153 

167 


MODEL: TN-8, TN-8L, TRANSNUCLEAR, INC. 

71-9015 

166 

MODEL URIPS-8A & URIPS-8B, NAVY, 

DEPT. OF 

71-6786 

166 

NAVY, DEPT. OF 

71-0371 

163 

NORTH CAROLINA STATE UNIV., RALEIGH, 
NC 

71-0331 

163 

NORTHEASTERN RESEARCH & TESTING, 

INC. 

71-0419 

164 

NORTHERN INSPECTION SERVICES, INC. 

71-0647 

164 

OMAHA PUBLIC POWER DISTRICT 

71-0256 

163 

PARKER INDUSTRIAL X-RAY LABORATORY 
CORP. 

71-0136 

162 

PENNSYLVANIA STATE UNIV. 

71-0470 

164 

PHILADELPHIA ELECTRIC CO. 

71-0056 

162 

POWER AUTHORITY OF THE STATE OF 

NEW YORK 

71-0240 

163 

POWER PIPING CO. 

71-0617 

164 

ROCHESTER GAS & ELECTRIC CORP. 

71-0019 

162 

SCIENTIFIC MEASUREMENT SYSTEMS, INC. 

71-0609 

164 

SHAFER VALVE CO. 

71-0600 

164 

STONE & WEBSTER ENGINEERING CORP. 

71-0347 

163 

UNION ELECTRIC CO. 

71-0520 

164 

VIRGINIA ELECTRIC & POWER CO. 

71-0194 

162 

VIRGINIA POLYTECHNIC INSTITUTE & 

STATE UNIV. 

71-0554 

164 

WASHINGTON PUBLIC POWER SUPPLY 
SYSTEM 

71-0485 

164 

WISCONSIN ELECTRIC POWER CO. 

71-0378 

163 

Licensing of Independent Spent Fuel 
Storage - Docket 72 



CAROLINA POWER & LIGHT CO., 50-261 

72-0003 

167 

CAROLINA POWER & LIGHT CO., 50-324 & 
50-325 

72-0006 

168 

DUKE POWER CO., 50-269, 50-270 & 50-287 

72-0004 

168 

MODEL: CASTOR V/21, GENERAL NUCLEAR 
SYSTEMS, INC. 

72-1000 

168 

MODEL: CONSTAR, B&W FUEL CO. 

72-1006 

168 

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR 
ASSOCIATES 

72-1007 

168 

NORTHERN STATES POWER CO., 50-282 & 
50-306 

72-0010 

168 

PUBLIC SERVICE CO. OF COLORADO, 50- 
267 

72-0009 

168 

VIRGINIA ELECTRIC & POWER CO., 50-280 
& 50-281 

72-0002 

167 

UNKNOWN 

DOCKET 

162 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 LOUISVILLE, KY, U.S. ECOLOGY, INC. 


9109040138 Rev 2 to ROP 62, “Facility Security.” 

BOOKER.S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/27. 
350pp. 58997:059-58998:203. 

9109050207 Provides written notification of environ monitoring results in excess of 
action levels from 910401 -0506.Results of reanalysis conducted by Controls for Envi¬ 
ron Pollution on 910702 listed. 

PALMER,W.J. U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 91/07/16. 
ROBERTSON.G. Washington. State of. 2pp. 59029:237-59029:238. 

9109050205 Provides written notification of environ air sample results exceeding action 
levels.Results consistent w/levels previously reported for tritium by Controls for Envi¬ 
ron Pollution.Samples above action levels listed. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 91/07/19. 

ROBERTSON,G. Washington, State of. 2pp. 59029:239-59029:240. 

9109060140 Forwards,for NRC review & approval.proposed rev to stds manual.Principal 
effect of proposal is implementation of environ monitoring reporting levels as recom¬ 
mended by State of WA Dept of Health in 900109 Itr to licensee. 

PALMER.A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/06. 
LOHAUS.P.H. Operations Branch (870413-901229). 28pp. 59033:107-59033:134. 

9109050210 Provides written notification of environ air sample results exceeding action 
levels from 910701-0815.Results consistent w/historical data resulting from site moni¬ 
toring program & background levels within Hanford Reservation. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/16. 

ROBERTSON.G. Washington, State of. 3pp. 59029:241-59029:243. 

9109050212 Provides written notification of environ air sample results exceeding action 
levels.Results consistent w/levels previously reported by Controls for Environ 
Pollution.Vendor reviewing results obtained by other facilities in area. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/16. 

ROBERTSON.G. Washington, State of. 2pp. 59019:025-59019:026. 

9109090095 Forwards 1990 facility utilization rept,per License Condition 32 of License 
16-19204-01. 

SAUER,R.E. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/22. 
LOHAUS.P.H. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 20pp. 59049:301-59049:320. 

9109060044 Provides written notification of environ air sample results exceeding action 
levels from 910722-0805.Results consistent w/historical data resulting from site moni¬ 
toring program & background levels found within Hanford Reservation. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/29. 

ROBERTSON.G. Washington, State of. 3pp. 59032:097-59032:099. 

9109060049 Revises 910606 Itr advising NRC of 12 occupational & breathing zone air 
samples exceeding action level for gross beta.Results of 12 samples,collected be¬ 
tween 910326-0410, listed on end. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/29. 
ROBERTSON,G. Washington, State of. 4pp. 59032:354-59032:357. 

9109090030 Forwards two receipts for controlled copies 19 & 20 of Richland Operating 
Procedures.NRC project mgt copies of procedures have been updated accordingly.W/ 
o end. 

KENNEDY,J.E. Low-Level Waste Management Branch (Post 901230). 91/09/03. 
BOOKER.S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). Ip. 59055:056- 
59055:056. 

9109090034 Responds to 910807 Itr re proprietary submittal of monthly operating 
repts,per License Condition 4 of Amend 9 to Ucense SNM 16-19204-01.Requests 
review of alternate format for rept before it is implemented. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/09/03. 
SAUER,R.E. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 3pp. 59053:352- 
59053:354. 

9109160167 Forwards two receipts for controlled copies 15 & 16 of Beatty operating 
procedures.W/o ends. 

KENNEDY,J.E. Low-Level Waste Management Branch (Post 901230). 91/09/04. 
BOOKER,S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). Ip. 59115:351- 
59115:351. 

9109110082 Forwards revised license renewal application submitted to WA State Dept 
of Health for activities conducted at low-level radwaste disposal facility. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/09/05. 
LOHAUS.P.H. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 200pp. 59084:001-59084:320. 

9109160202 Provides written notification of environ air sample results exceeding action 
levels at US Ecology Richland,WA site. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/09/05. 
ROBERTSON.G. Washington, State of. 2pp. 59157:352-59157:353. 

9109180221 Informs licensee of results from perimeter TLD exceeding action level 50 
mrem per quarter during Second Quarter 1991 at Richland,WA low-level radwaste dis¬ 
posal facility. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/09/05. 
ROBERTSON.G. Washington, State of. 2pp. 59157:350-59157:351. 

9109190235 Advises that no concerns noted re proposed rev to Richland Operating 
Procedure 62, “Facility Security” transmitted via 910823 Itr. 

ELSEN.M.J. Washington, State of. 91/09/11. PALMER,A. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). Ip. 59165:281-59165:281. 


9109190236 Ack receipt of 910829 Itr informing State of WA of steps taken to correct 
noncompliances noted in 910701-03 insp of License WN-1019-2. Requests that final 
resolution of Recommendations 3-7 be submitted by 911018. 

ELSEN.M.H. Washington, State of. 91/09/12. SAUER,R. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). Ip. 59165:282-59165:282. 

9109190201 Ack receipt of 910823 Itr forwarding rev to Richland Operating Procedure 
ROP-62.Rev does not appear to conflict w/any license conditions or requirements of 
Facility Stds Manual. 

KENNEDY,J.E. Low-Level Waste Management Branch (Post 901230). 91/09/13. 
PALMER.A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). Ip. 59165:360- 
59165:360. 

9109190234 Documents receipt of US Ecology 910703 Itr reporting perimeter TLD read¬ 
ings equaling action levels for month of May 1991. 

HOGG.R.C., LOHAUS.P.H. Division of Low-Level Waste Management & Decommis¬ 
sioning (Post 870413). 91/09/13. Division of Low-Level Waste Management & De¬ 
commissioning (Post 870413). 2pp. 59167:048-59167:049. 

9109200164 Advises of review of US Ecology 910829 Itr,revising occupational air 
samples,reported on 910606,which exceeded action levels. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/13. Low-Level Waste Management Branch (Post 901230). 2pp. 59171:067- 
59171:068. 

9109200175 Ack that,pursuant to Condition 4 of NRC license 16-19204-01, US Ecology 
submitted monthly rept on receipt & burial of SNM at Hanford for month of Jul 1991. 
HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/13. Low-Level Waste Management Branch (Post 901230). 2pp. 59171:096- 
59171:097. 

9109200180 Advises of review of US Ecology 910703 Itr reporting occupational air 
samples.collected on 910531,exceeding action levels. 

HOGG.R.C.. LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/13. Low-Level Waste Management Branch (Post 901230). 2pp. 59171:103- 
59171:104. 

9109190184 Ack receipt of 910822 submittal of facility utilization rept for Hanford facility 
for 1990.Licensee reviewed rept & found it consistent w/monthly SNM repts from 
1990 & annual summary for 1990. 

LOHAUS.P.H. Program Management & Quality Assurance Branch (880911-881012). 
91/09/16. SAUER,R.E. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 2pp. 
59166:354-59166:355. 

9109300078 Documents review of US Ecology 910816 Itr reporting environ air monitor¬ 
ing samples exceeding actions levels from 910701-22.Reported sample analyses 
below proposed reporting levels & no further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/23. Low-Level Waste Management Branch (Post 901230). 2pp. 59245:200- 
59245:201. 

9109300084 Documents review of US Ecology 910816 Itr reporting environ air monitor¬ 
ing samples exceeding action levels for 910603-0701. No disagreements raised w/ 
data interpretations or conclusions reached by licensee. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/23. Low-Level Waste Management Branch (Post 901230). 2pp. 59244:203- 
59244:204. 

9109300087 Documents review of US Ecology 910716 Itr reporting environ air monitor¬ 
ing samples exceeding action levels for 910401-0506. No disagreement raised w/data 
interpretations or conclusions reached by licensee. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/23. Low-Level Waste Management Branch (Post 901230). 2pp. 59244:201- 
59244:202. 

9109300095 Documents review of US Ecology 910829 Itr reporting environ air monitor¬ 
ing samples exceeding action levels from 910722- 0805.Reported concentrations 
below proposed reporting levels & no further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/23. Low-Level Waste Management Branch (Post 901230). 2pp. 59253:099- 
59253:100. 

9109300099 Documents review of US Ecology 910719 Itr reporting environ air monitor¬ 
ing samples exceeding action levels for tritium for periods 910404-0603.No further 
action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
09/23. Low-Level Waste Management Branch (Post 901230). 2pp. 59253:106- 
59253:107. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


9109040254 Rept for First Half 1991 re Gas Hills environ program per 10CFR40.65 & 
Condition 39 of license.W/three oversize drawings. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/08/19. Urani¬ 
um Recovery Reid Ofc, R4. 353pp. 58991:001-58991:346. 

9109060040 “Neshaps Radon Flux Measurement Program” for Dec 1990.W/one over¬ 
size drawing. 

* Arix Corp. 90/12/31. 60pp. 59046:178-59046:237. 

9109300102 Informs that evaluation of above-grade tailings disposal area - reclamation 
plan will be forwarded by 910920,per 910802 request. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/09/01. 
HALL,R.E. Uranium Recovery Field Ofc, R4. Ip. 59243:123-59243:123. 
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DOCKETED ITEMS 


DOCKET 40-0772 BENDIX CORP., TETERBORO, NJ 

9012040212 Responds to 900806 Itr & final radiological characterization rept of facility & 
adjoining MetPath.Inc property.List addl info needed in order to complete review of 
site 

KINNEMAN.J.D. Region 1 (Post 820201). 90/11/26. SCHWIND.M.S. Allied-Signal 
Aerospace Co. 4pp. 59257:128-59258:118. 

-9012040214 Forwards final radiological characterization rept for facility. 

SCHWIND.M.S. Allied-Signal Aerospace Co. 90/08/06. KINNEMAN.J. Region 1 (Post 
820201). ip. 59257:132-59257:132. 

-9012040215 "Final Radiological Characterization Rept for Allied-Signal Aerospace Te- 
terboro Facility & Surrounding Properties Tetefboro.NJ.” 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 90/08/31. 225pp. 59257:133- 
59258:030. 

-9012040216 “Field Sampling & Analysis Plan Allied Signal A Surrounding Properties.” 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 90/11/26. 57pp. 59258:031- 
59258:101. 

-9012040220 “Western Drainage Channel Bank Stabilization Plan.” 

* Hobbit Engineering, Inc. 89/03/07.19pp. 59258:102-59258:118. 

9109270213 Discusses Allied-Signal Bendix Aerospace & MetPath.Inc release for unre¬ 
stricted use. 

ULLRICH,B. Region 1 (Post 820201). 91/09/10. KINNEMAN.J.D. Region 1 (Post 
820201). 12pp. 59252:302-59252:304. 


DOCKET 40-1162 WESTERN NUCLEAR, INO, LAKEWOOD, CO 

9109300114 “Semiannual Environ Monitoring Report for Jan-June 1991.” W/910903 Itr. 
BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/06/30. HALL.R. 
Uranium Recovery Field Ofc, R4. 22pp. 59247:074-59247:091. 

9109190132 Amends license SUA-56,revising conditions 9 & 74,authorizing possession 
& use of unlimited natural U in form of waste tailings & implementation of compliance 
monitoring program. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/12. BAKER.S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 3pp. 59147:099-59147:110. 

-9109190137 Amend 58 to license SUA-56,revising conditions 9 & 74 re possession & 
use of U waste tailings & implementation of compliance monitoring program. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/12. 9pp. 59147:102-59147:110. 

9109110126 Responds to NRC 910802 Itr requesting that licensee indicate schedule for 

S ing comparative analysis of impact on long-term performance of Day Loma 
Heap Leach site. Formal response to be submitted by 910915. 

R.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/08/16. 
HALL.R.E. Uranium Recovery Field Ofc, R4. Ip. 59068:112-59068:112. 

9109110129 Informs that 910808 submittal re Canonie environ field sampling work plan 
revised.Final work plan will be discussed when formal response to 910514 Itr submit¬ 
ted. 

BAKER,SJ. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/08/16. HALL.R. 
Uranium Recovery Field Ofc, R4. Ip. 59068:265-59068:265. 

9109170283 Submits organization history,facilities,equipment & summary of professional 
qualifications for Kail Consulting,Ltd formed in 1988. 

* Kail Consulting, Ltd. 91/08/20. 3pp. 59118:016-59116:016. 

9109180173 Comments on NRC reclamation review for facility.Agrees w/ determination 
that sites 48FR2861 & 48FR2863 not eligible for natl register. Eligibility of site 
48FR2862 unknown & site 48FR2864 eligible for natl register. 

MARCEAU.T.E. Wyoming, State of. 91/08/21. Uranium Recovery Field Ofc, R4. Ip. 
59139:046-59139:046. 

9109190035 Discusses 910814 meeting re proposed borrow exploration program for 
Split Rock mill disposal area reclamation plan. 

JACOBY,D.L Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Feld 
Ofc, R4. 3pp. 59146:011-59146:013. 

9109200034 Requests that licensee submit data recovery plan for NRC review & 
approval.Plan should be developed by suitable archeological contractor. 

HALL,R.E Uranium Recovery Retd Ofc, R4. 91/09/05. BAKER.S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 2pp. 59167:353-59167:354. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

9109190224 Discusses review of 910401 response to 901107 request for comparative 
analysis of impact of current closure criteria on Iona term performance of facility. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. Tennessee Valley Authority. 
2pp. 59141:241-59141:242. 


DOCKET 40-1478 KERR-MCGEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK 

9109190277 Concludes that rept entitled, “Radiological Characterization Survey/Cush¬ 
ing Refinery Site” adequate as scoping survey to plan first stages of Cushing Refinery 
Site decommissioning, however,addl surveys & supporting documentation necessary. 
FAUVER.D.N. Decommissioning & Regulatory Issues Branch (Post 901230). 91/09/ 
10. STILL.ET. Kerr-McGee Corp. Ip. 59167:190-59167:190. 


DOCKET 40-1650 WYMAN-GORDON CO., NORTH GRAFTON, MA 

9109040470 Responds to 910423 request for addl info re hydrogeological info.W/one 
oversize drawing. 

THARP,J.W. Wyman-Gordon Co. 91/08/27. BANGART.R.L Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 39pp. 59301:017-59301:046. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

9109160196 “Rept on Rn-222 Flux Survey,Lucky MC Tailings Facility.” 
HOWELL,T.E. Pathfinder Mines Corp. 91/03/25. 68pp. 59105:234-59105:303. 


9109300153 “Semiannual Effluent Monitoring Rept for Jan-June 1991.” W/910829 Itr. 
HARDGROVE.T.W. Pathfinder Mines Corp. 91/06/30. HALL,R. Uranium Recovery 
Field Ofc, R4.18pp. 59243:265-59243:282. 

9109100387 Informs that licensee intends to decommission license SUA-672 beginning 
910903.Bldg & immediate grounds will be decontaminated & cleaned as required 
based upon predecommissioning radiological survey. 

HARDGROVE.T.W. Pathfinder Mines Corp. 91/08/12. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 2pp. 59056:340-59056:341. 

9109110035 Forwards “Rept on Ra-222 Flux Survey” & correspondence between EPA 
& Pathfinder Mines Corp re rept 

HARDGROVE.T.W. Pathfinder Mines Corp. 91/08/12. JACOBY,D. Uranium Recovery 
Field Ofc, R4. 26pp. 59069:334-59070:046. 

-9109110037 “Rept on Ra-222 Flux Survey,Shirley Basin Tailings Facility.” 

HOWELL,T.E. Pathfinder Mines Corp. 91/03/25. 48pp. 59069:360-59070:046. 

9109190095 Discusses area of concern noted during review of semiannual effluent 
monitoring rept for second half of 1990.Recommends resite background radon moni¬ 
tor to obtain more representative background sample. 

HALL.R.E Uranium Recovery Field Ofc, R4. 91/08/23. HARDGROVE.T.W. Pathfinder 
Mines Corp. Ip. 59146:051-59146:051. 


DOCKET 40-2678 CINCINNATI, UN1V. OF, CINCINNATI, OH 


9109240164 Forwards order imposing civil monetary penalty in amount of $8,750.Effec- 
tiveness of corrective actions will be reviewed dunng next insp. 

THOMPSON,H.L Office of Nuclear Material Safety & Safeguards. 91/09/20. 
HARRISON,D. Cincinnati, Univ. of, Cincinnati, OH. 4pp. 59183:011-59183:035. 

-9109240175 Order imposing civil monetary penalty in amount of $8,750 for activities 
not in full compliance w/NRC requirements. 

THOMPSON,H.L Office of Nuclear Material Safety & Safeguards. 91/09/20. Cincin¬ 
nati, Univ. of, Cincinnati, OH. 21pp. 59183:015-59183:035. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 


9109050049 Forwards section of team of assessment at facility during wk of 910805- 
09.Section prepared & provided prior to mgt dose- out at site. 

CLARK,A.T. Fuel Cycle Safety Branch. 91/00/28. HICKEY,J.W. Fuel Cycle Safety 
Branch. 5pp. 59026:345-59026:349. 

9109170014 Lists agenda items for discussion at 910912 meeting.Topics include,NRC 
plans & schedule for considering adjustments & changes in fee structure & possible 
revs to fee structure for multiple activities covered by Sequoyah license. 
PRESTEMON.D.L Swidler & Berlin. 91/09/11. FUNCHES.J. Office of the Controller 
(Post 890205). 2pp. 59133:238-59133:240. 


DOCKET 40-3453 ATLAS CORP., DENVER, CO 


9109040230 Responds to verbal request for addl info re piezometers. Atlas has been 
monitoring 37 embankment piezometers required by section 4.2.2.3 of license renewal 
application & condition 30.C.W/one oversize figure. 

BLUBAUGH.R.E. Atlas Corp. 91/07/08. KONWINSKI.G. Uranium Recovery Field Ofc, 
R4. 3pp. 58981:263-56981:265. 

9109050072 Responds to 910808 telcon re dust control at tailings impoundment of 
Moab facility. 

BLUBAUGH.R.E. Atlas Corp. 91/08/09. WARD.D. Uranium Recovery Field Ofc, R4. 
2pp. 59009:173-59009:174. 

9109190074 Forwards Itr & ends discussed during 910808 telcon & requests response 
by 910816. 

HALL.R.E. Uranium Recovery Field Ofc. R4. 91/08/09. BLUBAUGH.R.E Atlas Corp. 
Ip. 59146:017-59146:021. 

9109190030 Responds to 910820 telcon requests for certain data & info re Atlas Corp 
mill site.Addl info may be obtained in PDRs in Denver ofc or in Washington, DC. 
HALL.R.E Uranium Recovery Field Ofc, R4. 91/08/23. SWANSON,M. Affiliation Not 
Assigned. 2pp. 59146:009-59146:010. 

9109190036 Ack receipt of 910809 response to 910808 telcon & 910710- 0809 Itrs re 
blowing dust at facility.Soil monitoring program should be instituted to determine 
whether tailings being blown from facility. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/28. BLUBAUGH.R.E. Atlas Corp. 
ip. 59146:042-59146:042. 

9109200028 Forwards Amend 15 to license SUA-917,incorporating new organizational 
structure,required soil sampling methodology & revised piezometer monitoring pro¬ 
gram. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91 /09/03. BLUBAUGH.R.E. Atlas Corp. 
3pp. 59170:001-59170:016. 

-9109200033 Matls licensing package for amend 15 to license SUA-917 for Atlas Corp. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/30. 13pp. 59170:004-59170:016. 

9109200057 Discusses application for amend 15 to license SUA-917. Recommends li¬ 
cense condition 11 be revised due to discrepancy mill organizational structure. 
WARD.D.C. Uranium Recovery Field Ofc, R4. 91/09/03. Uranium Recovery Field Ofc, 
R4. 4pp. 59170:045-59170:048. 

9109300230 Ack receipt of 910809 invoice for annual license fee associated w/former 
U milling facility & requests that mill site be categorized w/U mills currently undergo¬ 
ing decommissioning & reclamation & be exempt from fee. 

BLUBAUGH.R. Atlas Corp. 91/09/05. License Fee & Debt Collection Branch (Post 
890827). 32pp. 59243:136-59243:199. 
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DOCKET 40-4492 AMERICAN NUCLEAR CORP„ CASPER, WY 

9100300101 “Semiannual Rapt on Radioactive Effluent for Jan-June 1991.” W/910827 
Itr. 

SALISBURY,W.C. American Nuclear Corp. 91/06/30.14pp. 59243:230-59243:243. 

9109100302 Submits 910731 market value of trust account for permit 352. Informs that 
bond amount 

M/08/12. CARPENTER,S.A. American Nuclear 


•109000002 Forwards plat of mill site area.water quality data & Sept 1990 water quality 
for Willow Springs & MW wells 1-13. 

SAUSBURY.W.C. American Nuclear Corp. 91/06/19. KONWINSKI.G. Uranium Recov¬ 
ery Field Ofc, R4. 14pp. 59009:159-59009:172. 

•109230071 Forwards Amend 44 to license SUA-667,revising Condition 30 to allow dis¬ 
posal of addl 12,500 cubic yards of byproduct matt in Tailing Pond 1 as described in 
910321.0726 & 31 submittals. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/20. CARPENTER,SA American 
Nuclear Corp. 2pp. 59191:225-59191:237. 

-9109230093 Amend 44 to license SUA-667 for Americal Nuclear Corp, revising Li¬ 
cense Condition 30,authorizing disposal of byproduct mat! in Tailings Pond 1. 
HALLR.E. Uranium Recovery Field Ofc, R4. 91/08/20. 8pp. 59191:227-59191:234. 

-9109230101 Discusses licensee 910321 Itr,requesting amend to license SUA-667,au¬ 
thorizing receipt & disposal of addl byproduct matl in Tailings Pond 1.Recommends 
that license be granted amend. 

MICHAUD.P.W. Uranium Recovery Reid Ofc, R4. 91/08/20. Uranium Recovery Field 
Ofc, R4. 3pp. 59191:235-59191:237. 

•109180225 Informs that review of annual surety update indicated proposed rev to 
surety amount does not meet requirements of criterion 9 of app A to 10CFR40. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. CARPENTER,S. American Nu¬ 
clear Corp. 2pp. 59134:194-59134:195. 

•109190021 Informs that all income received on American Nuclear Corp surety account 
to be applied to principal. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91 /08/23. SHAFFER,R. Wyoming, State 
of. 2pp. 59146:007-59146:008. 

•109100127 Ack receipt of 910216 Itr submitting alternate concentrate limit proposal & 
describing results of investigative drilling program. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/08/28. American Nuclear Corp. 4pp. 
59146:022-59146:033. 

-9109100143 Matls licensing package for amend 45 to license SUA-667 for Gas Hills 
Protect 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/28. 8pp. 59146:026-59146:033. 

9109190256 Discusses review of alternate concentration limit proposal & other ground 
water data for American Nuclear Corp Gas Hills site. 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. 91/08/28. Uranium Recovery 
Field Ofc. R4. 8pp. 59146:062-59146:069. 

•109200017 Discusses American Nuclear Corp 910226 submittal of semiannual environ 
monitoring rept for second half of 1990. No areas of concern noted.No further action 
necessary. 

MICHAUD.P.W. Uranium Recovery Field Ofc, R4. 91 /09/10. Uranium Recovery Field 
Ofc, R4. 2pp. 59167:358-59167:359. 


market value is in excess of required 
SHAFFER,R. Wyoming, State of. ( 
Coro. ID. 59056:326-59056:326. 


DOCKET 40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 

9109090244 Confirms that Mallinckrodt retained original copy of amend, extending expi¬ 
ration date of Itr of credit,in response to telcon. 

DUROS.K.W. Mallinckrodt, Inc. 91/08/19. MO.T. NRC - No Detailed Affiliation Given. 
Ip. 59041:310-59041:310. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

9109110119 Requests extension of time to answer questions on license renewal submit¬ 
tal until 911115. 

HOPKINS,R.J. Pathfinder Mines Corp. 91/08/19. HALL.R.E. Uranium Recovery Field 
Ofc, R4. Ip. 59069:016-59069:016. 

9109300109 Forwards ALARA audit, per license SUA-442,condition 36. 

NOLTE.M.C. Pathfinder Mines Corp. 91/08/27. Uranium Recovery Field Ofc, R4. 3pp. 
59243:131-59243:133. 


9109180012 Approves request for 30 day extension for submittal of environ monitoring 
rept as required by condition 22 of license SUA-442. 

HALLR.E. Uranium Recovery Reid Ofc, R4. 91/09/10. MURDOCK,E.S. Pathfinder 
Mines Corp. Ip. 59133:330-59133:330. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 

9109100404 Addresses concerns expressed in 910523 Itr re corrective action 
program.Informs that addl time necessary to evaluate potential alternatives & develop 
specific plans for proposal to reduce hazardous constituent concentration levels. 
JUDAY.R.A. Petrotomics Co. (formerly Getty/Petrotomics Co.). 91/07/18. HALLR. 
Uranium Recovery Field Ofc, R4. 2pp. 59057:284-59057:285. 

9109200046 Responds to 910802 Itr request for comparison of reclamation plan w/cur- 
rent reclamation criteria.Comparison will be prepared & submitted for review by 
911031. 

JUDAY.R.A. Petrotomics Co. (formerly Getty/Petrotomics Co.). 91/08/28. HALLR.E. 
Uranium Recovery Reid Ofc, R4. Ip. 59167:352-59167:352. 

9109090006 Forwards insp rept 40-6659/91-01 on 910813.No violations or deviations 
noted. 

HALLR.E. Uranium Recovery Field Ofc, R4. 91/09/03. JUDAY.R. Petrotomics Co. 
(formerly Getty/Petrotomics Co.). 2pp. 59000:083-59000:091. 

—9109090007 Insp rept 40-6659/91-01 on 910813.No violations or deviations 
noted.Major areas inspected:site reclamation activities & radiation safety program in¬ 
cluding mgt organization & controls/operations review & training. 

WARD.D.C., GARCIA.P.J., HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/08/30. 
7pp. 59000:085-59000:091. 


DOCKET 40-7102 SHIELDALLOY METALLURGICAL CORP., NEWFIELD, NJ 


9109030011 Responds to 910607 Itr requesting clarification re Shieldalloy Metallurgical 
Corp handling & sale of 55,920 lbs of ferrosilicon zirconium.NRC does not consider 
inadvertent receipt & transfer of source matl,substantial safety hazard. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 91/08/21. STERN.R. New Jersey, State of. 
2pp. 58928:168-58928:173. 

9109030132 Summary of 910814 meeting w/licensee in Rockville,MD re decommission¬ 
ing of two slag piles containing NRC licensed source matl & sampling,analysis of sur¬ 
face water & offsite contamination from overland runoff from lime dust pile. 
FARAZ.Y.H. Fuel Cycle Safety Branch. 91/08/26. HICKEY,J.W. Fuel Cycle Safety 
Branch. 9pp. 58994:331-58994:339. 

9109030139 Forwards summary of 910814 meeting in Rockville,MD.List of 
attendees,example EA & SER prepared for renewal of source matl license & Branch 
Technical Position re disposal or on- site storage of thorium & U wastes.W/o ends. 
FARAZ.Y.H. Fuel Cycle Safety Branch. 91 /08/26. SMITH,D. Shieldalloy Metallurgical 
Corp. ip. 58994:330-58994:330. 

9109250116 Forwards revised summary of 910814 meeting w/Shieldalloy Metallurgical 
Corp in Rockville,MD. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 91/09/13. SMITH,D. Shieldalloy Metallurgical 
Corp. Ip. 59200:313-59200:321. 

-9109250123 Summary of 910814 meeting w/Shieldalloy Metallurgical Corp in 
Rockville,MD re Cambridge,OH site,including decommissioning of two slag piles con¬ 
taining source matl & sampling & analysis of surface water. List of attendees end. 
FARAZ.Y.H. Fuel Cycle Safety Branch. 91/09/13. HICKEY,J.W. Fuel Cycle Safety 
Branch. 8pp. 59200:314-59200:321. 

9109230081 Forwards “Shieldalloy Metallurgical Corp,Cambridge,OH West Pile Decom¬ 
missioning Plan Supporting Design Calculations & Recommendations in Ref to NRC 
Comments.” 

SMITH,D.R. Shieldalloy Metallurgical Corp. 91/09/16. FARAZ.Y.H. Fuel Cycle Safety 
Branch. 8pp. 59234:028-59234:082. 

-9109230089 “Shieldalloy Metallurgical Corp,Cambridge,OH West Pile Decommission¬ 
ing Plan Supporting Design Calculations & Recommendations in Ref to NRC Com¬ 
ments.” W/one oversize drawing. 

* ENSR Consulting & Engineering (formerly ERT). 91/02/28. 48pp. 59234:036- 
59234:082. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 


9109180110 Ack receipt of 910819 Itr requesting extension of deadline for submittal of 
responses to NRC request for info re license renewal application & concurs w/exten- 

HALL.R.E Uranium Recovery Field Ofc, R4. 91/08/29. HOPKINS,R.J. Pathfinder 
Mines Corp. Ip. 59133:331-59133:331. 

9109300105 Requests 30-day extension to submit 2nd Quarter 40.65 monitoring rept 
due to personnel changes.Rept will be forwarded on or before 910930. 

MURDOCK,E.S. Pathfinder Mines Corp. 91/09/03. GARCIA, P. Uranium Recovery 
Reid Ofc, R4. Ip. 59243:122-59243:122. 

9109170009 Forwards Insp Rept 40-6622/91-01 on 910812-15 & notice of 
vidlation.beficiencies indicate that addl mgt oversight of various programs necessary. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/09. HOPKINS,R. Pathfinder Mines 
Corp. 2pp. 59119:337-59119:356. 

—9109170011 Notice of violation from insp on 910812-1 S.Violations noted: written pro¬ 
cedures not established for shipments of yellowcake product,calibr of critical instru¬ 
ments & response to fires. 

* Uranium Recovery Reid Ofc, R4. 91/09/09. 2pp. 59119:339-59119:340. 

-9109170013 Insp Rept 40-6622/91-01 on 910812-15.Violations noted.Major areas 
inspected:U milling operations & radiation safety programs including,mgt organization 
& controls/operations review,training & retraining & radwaste mgt. 

GARCIA,P.J., MICHAUD.P.W., WARD.D.C. Uranium Recovery Field Ofc, R4. 91/09/ 
09.16pp. 59119:341-59119:356. 


9109060107 Forwards conservative inventory calculation,based on data presented in 
App C of Oak Ridge Assoc Univs Jul 1988 rept. Inventory of total thorium at site de¬ 
termined to be 1,570 mCi. Decommissioning funding plan must be submitted. 
BYKOSKI.L.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/08/ 
30. LOUTTIT.J.J. Whittaker Corp. 4pp. 59031:124-59031:127. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 


9109060126 Forwards info re calcium fluoride ponds which receive effluent from ground- 
water treatment plant,consisting of results of samples from Ponds 6 through 9. 
HUNTER,J.J. Fansteel Metals (subs, of Fansteel, Inc.). 91/08/30. HAUGHNEY.C. 
Fuel Cycle Safety Branch. 7pp. 59030:352-59030:358. 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC., LIMA, OH 


9109040491 Forwards "OH EPA Underground Injection Control Permits.” per 910828 
request. 

RUPERT.W.M. BP Chemicals International. 91/08/30. YOUNG,Y. NRC - No Detailed 
Affiliation Given. Ip. 59007:191-59008:109. 

-9109040493 “OH EPA Underground Injection Control Permits.” 

* BP Chemicals International. 91/08/30. 150pp. 59007:192-59008:109. 
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9106110235 Comments on BP Chemical rept, “SAR - Inter-Pond Sludge & Contaminat¬ 
ed Soil Mobilization;Radiological Pathway Analysis of Residual Activity Below Closure 
Cells;Soil Sampling Plan for Closure Cells.” 

VITKUS.TJ. Oak Ridge Associated Universities. 91/09/03. YOUNG.Y. NRC - No De¬ 
tailed Affiliation Given. 4pp. 59035:353-59085:355. 

9109130227 Responds to questions & provides suppl info re SAR & other documents 
submitted to NRC on 910710 covering scope of work to be accomplished under exist¬ 
ing license & schedule for implementation of scope of work under existing amends. 
RUPERT,W.M. BP Chemicals International. 91/09/10. YOUNG.Y. NRC - No Detailed 
Affiliation Given. 7pp. 59118:199-59118:215. 

-9109160230 Forwards drawing of waste disposal deep well.W/o end. 

FELL.R.B. Vistron Corp. 70/01/14. HUETER.LJ. Atomic Energy Commission (Pre 
750119). ip. 59118:206-59118:206. 

-9109160233 Submits info re deep well waste water disposal sys.per 700615 telcon re¬ 
quest 

FACER.J.R. Vistron Corp. 70/06/17. ASHLEY,E.C. Atomic Energy Commission (Pre 
750119). 4pp. 59118:207-59118:210. 

-9109160236 Requests analysis of alternate means of disposal of U-bearing wastes to 
establish most practical method of disposal to minimize likelihood that U may later 
enter pathway to man. • 

LAYF1ELD.R.L. Atomic Energy Commission (Pre 750119). 71/03/26. BELL.R.B. Vis¬ 
tron Corp. 2pp. 59118:211-59118:212. 

-9109160237 Submits response to AEC 710326 Itr re radiation levels' in waste water 
stream & deep well disposal. 

FELL.R.B. Vistron Corp. 71/04/15. LAYFIELD.R.L Atomic Energy Commission (Pre 
750119). 3pp. 59118:213-59118:215. 

9109200009 Summary of 910823 meeting w/BP Chemicals America,Inc re proposed de¬ 
commissioning activities for licensee waste retention ponds.NRC requested that li¬ 
censee provide info to NRC re pond closure plan provided to State of OH EPA. 
YOUNG,W. Decommissioning & Regulatory Issues Branch (Post 901230). 91/09/12. 
JOHNSON.T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 3pp. 
59170:233-59170:235. 

9109300174 Forwards preliminary confirmatory survey results of scrap metal & associat¬ 
ed components from 1 acrylonitrile plant & outdoor soil areas at BP Chemicals 
America,Inc,Lima,OH facility. 

VITKUS.TJ. Oak Ridge Associated Universities. 91/09/17. YOUNG.Y. Decommission¬ 
ing & Regulatory Issues Branch (Post 901230). 9pp. 59253:039-59253:048. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., GORE, OK 

9109170204 Provides responses to address NRC open issues re facility, including con¬ 
tract workers leaving site w/o urinalysis,SX not posted as radiation area,survey of 
mails released offsite for beta-gamma & notification of exposure. 

LACEY,L Sequoyah Fuels Corp. 90/12/20. NRC - No Detailed Affiliation Given. 15pp. 
59127:124-59127:138. 

9109180252 Forwards lab results of ten soil samples sent to ORNL for Th-230.total U & 
total Ra analysis.Map showing approx locations of samples & results of split sampling 
end. 

KONWINSKI.G.R. Uranium Recovery Reid Ofc, R4. 91/08/15. BEACH AB. Region 4 
(Post 820201). 7pp. 59139:075-59139:081. 

9109030087 Advises that vendor believes tamper sating out-of-date cylinders provides 
negligible benefit compared to task of maintaining cylinders in tamper safe condition,in 
response to 910621 submittal of Amend 14 re License Condition 15. 

LACEY,LR. Sequoyah Fuels Corp. 91/08/20. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58995:260-58995:260. 

9109050313 Forwards Independent Oversight Program Rept for wk ending 910818. 
GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/08/22. 
GRAVES,R. Sequoyah Fuels Corp. 14pp. 59029:205-59029:218. 

9109050012 Forwards radiation safety insp rept 40-8027/91-11 on 910617-28 & notice 
of violation.Weaknesses re maint & adherence to operating procedures in SFC revised 
work activities in handling of solid waste identified. 

BEACH AB. Region 4 (Post 820201). 91/08/26. GRAVES,R. Sequoyah Fuels Corp. 
4pp. 58944:272-58944:288. 

-9109050013 Notice of violation from insp on 910617-28.Violation noted: failure to 
caiibr pulse generator calibrator (model MP-1 Eberline Pulsar) on 910620. 

* Region 4 (Post 820201). 91/08/26. Ip. 58944:276-58944:276. 

-9109050016 Insp rept 40-8027/91-11 on 910617-28.Violations noted.Major areas 
inspected:activities re operations,radiation safety,environ protection & review of SFC 
actions related to facility-wide environ program. 

YANDELL.LA Region 4 (Post 820201). 91/08/22.12pp. 58944:277-58944:288. 

9109090186 Forwards notice of receipt of 910701 petition on behalf of Citizens Action 
for Safe Environ,requesting that NRC deny licensee application to renew license due 
to radionuclides & chemical toxics discharged by licensee facility. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/08/27. WHITE- 
CARTER.K. EcoLaw Institute, Inc. 6pp. 59053:311-59053:344. 

-9109090189 Notice of receipt of 910701 petition filed on behalf of Citizens Action for 
Safe Environ for directors decision. Requests that NRC deny licensee license renewal 
ftp ptlcfltion 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/08/27. 8pp. 
59053:317-59053:324. 

—9109090194 Forwards 910802 MOU of ASLBP issued in license renewal 
proceeding,which,per 10CFR2.1205(k)(2) refers to Citizens Action for Safe Environ 
“Limited Appearance Intervention & Objection to Renewal,” dtd 910701. 

GOLDBERG,J.R. Deputy Assistant General Counsel for Enforcement 91/08/14. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 3pp. 59053:325- 
59053:344. 

9109100363 Advises that implementation of performance improvement program,per Insp 
Rept 40-8027/91-06,underway.Vendor plans to present essential elements of program 
at 910911 & 12 meeting in Rockville,MD. 

GRAVES,R. Sequoyah Fuels Corp. 91/08/27. MARTIN,R.D. Region 4 (Post 820201). 
Ip. 59080:355-59080:355. 


9109170290 Advises of construction of stormwater runoff collection sys which culmi¬ 
nates in 16.7 acre reservoir to provide for biodenitrification,storage & sampling of facil¬ 
ity runoff prior to discharge into environs. 

LACEY,LR. Sequoyah Fuels Corp. 91/08/28. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 59139:281-59139:281. 

9109130117 Forwards “Semiannual Effluent Rept for First Half 1991 for Sequoyah 
Fuels Corp” & corrected repts for First & Second Half 1990,correcting calculations. 
LACEY,LR. Sequoyah Fuels Corp. 91/08/29. MARTIN,R.D. Region 4 (Post 820201). 
Ip. 59108:072-59108:075. 

-9109130118 "Semiannual Effluent Rept for First Half 1991 for Sequoyah Fuels Corp,” 
consisting of results of radioactivity in gaseous & liquid effluents. 

* Sequoyah Fuels Corp. 91/06/30. Ip. 59108:073-59108:073. 

-9109130120 Corrected "Semiannual Effluent Rept for First Half 1990 for Sequoyah 
Fuels Corp,” consisting of listing of radioactivity in gaseous & liquid effluents. 

* Sequoyah Fuels Corp. 90/06/30. Ip. 59108:074-59108:074. 

-9109130122 Revised "Semiannual Effluent Rept for Sequoyah Fuels Corp for Second 
Half 1990,” consisting of listing of radioactivity in gaseous & liquid effluents. 

* Sequoyah Fuels Corp. 90/12/31. Ip. 59108:075-59108:075. 

9109110127 Forwards independent oversight program rept for wk ending 910825.lmpor- 
tant progress made in areas re contamination control,health & safety & procedure up- 
q ra£ j e activitiss 

GEKLER.W.C. * PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/08/30. 
GRAVES,R. Sequoyah Fuels Corp. 12pp. 59099:332-59099:343. 

9109050226 Application for amend to License SUB-1010,reflecting recent changes in fa¬ 
cility organizational structure & to personnel. Detailed explanation of changes at¬ 
tached. 

LACEY,L.R. Sequoyah Fuels Corp. 91/09/03. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 43pp. 58998:275-58998:317. 

9109100399 Submits results of review of 910828 Itr discussing liner/ cover for Pond 
2.Approach acceptable.Runoff should be directed to collection ditch & should not be 
allowed to follow natural drainage path to reservoir. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/05. LACEY,LR. Sequoyah Fuels Corp. 
Ip. 59078:243-59078:243. 

9109130155 Forwards independent oversight program rept for wk of 910901 .noting 
good repts on contamination control in areas of plant & conduct of maint operations 
to ensuring ALARA conditions. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/09/06. 
GRAVES,R. Sequoyah Fuels Corp. 10pp. 59112:246-59112:255. 

9109200014 Discusses review of Sequoyah Fuels Corp facility environ investigation find¬ 
ings rept 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. 91/09/06. BUTCHER,E.J. Region 
4 (Post 820201). 8pp. 59167:249-59167:256. 

9109130195 Documents 910626 meeting in Region IV ofc to discuss deficiencies noted 
re operating procedures in Insp Rept 40-8027/91-06.Elements of procedure improve¬ 
ment program listed. 

BEACH AB. Region 4 (Post 820201). 91/09/09. GRAVES,R. Sequoyah Fuels Corp. 
2pp. 59113:001 -59113:003. 

9109130200 Ack receipt of 910812 Itr informing NRC of licensee plans to install mist 
eliminator to hydrogen fluoride offgas treatment sys to improve existing treatment 
sys.Agrees that licensing action not required. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/11. LACEY,LR. Sequoyah Fuels Corp. 
ip. 59112:258-59112:258. 

9109180048 Ack receipt of 910731 Itr informing NRC of steps taken to correct violations 
noted in insp rept 40-8027/91-09 on 910701. 

CALLAN.LJ. Region 4 (Post 820201). 91/09/11. GRAVES,R. Sequoyah Fuels Corp. 
2pp. 59117:067-59117:072. 

9109200224 Responds to 910815 Itr re concerns that NRC was not complying w/NRC 
open meeting policy w/respect to 910731 meeting between Sequoyah Fuels Corp & 
NRC & that NRC will continue to exclude public from enforcement conferences. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/09/12. CURRAN,D. 
Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 4pp. 
59171:147-59171:150. 

9109230048 Forwards Independent Oversight Program rept for wk ending 910908. 
GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/09/12. 
GRAVES,R. Sequoyah Fuels Corp. 15pp. 59175:274-59175:288. 

9109200214 Forwards "Notification of Existence of Defect” pursuant to requirements of 
10CFR21 re heat treating problem on packing nuts of UF6 cylinder valves supplied to 
facility. 

LACEY,LR. Sequoyah Fuels Corp. 91/09/13. BERNERO.R.M. Office of Nuclear Ma¬ 
terial Safety & Safeguards. 4pp. 59156:176-59156:179. 

9109240422 Requests supporting info to show that foreign matls introduced into cylin¬ 
ders effectively removed in process of returning out of date cylinders to svc.per 
910920 Itr. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/20. LACEY,L.R. Sequoyah Fuels Corp. 
Ip. 59200:241-59200:241. 


9109260090 Forwards documents for incorporation into staff hearing file re facility re¬ 
newal proceeding. 

HORN.M. Fuel Cycle Safety Branch. 91/09/23. UTTAL.S. Office of the General Coun¬ 
sel (Post 860701). 4pp. 59217:239-59217:242. 

9109300026 PNO-IV-91-029:on 910924,during work on rupture disk downstream of relief 
valve from number 5 cleanup reactor cold trap,workers encountered solidified 
UF6.Workers wore appropriate protective clothing. 

VASQUEZ.G.M. Region 4 (Post 820201). 91/09/24. 2pp. 59225:043-59225:044. 
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DOCKET 40-8084 RIO ALGOM MINING CORP., MOAB, UT 

9109300157 “Semiannual Environ Monitoring Rept for Jan-June 1991.” W/910829 Itr. 
FOSSEV.F.G. Rio Algom Mining Corp. 91/06/30. 21 pp. 59243:244-59243:264. 

9109160256 Grants approval for 910716 amend to change liner matl. 

MEIBURG.A.S. Environmental Protection Agency. 91/08/15. FERDINAND,B. Rio 
Algom Mining Corp. 2pp. 59106:238-59106:239. 

9109160042 Confirms 910830 telcon w/licensee re NRC position on placement of mine 
waste rock on tailing disposal areas. Placement of mine waste rock to provide access 
over soft tailings not prohibited by NRC. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. PATTISON.R.S. Rio Algom 
Mining Corp. Ip. 59133:304-59133:304. 

9109200012 Forwards license condition that governs ground-water work at site,recent 
review memo discussing ground water program & lab data for tailings impoundment 
solution.W/o ends. 

HALUR.E. Uranium Recovery Reid Ofc, R4. 91/09/05. NOVAK,M. Utah, State of. 
2pp. 59168:011-59168:012. 


DOCKET 40-8102 EXXON CORP., HOUSTON, TX 

9109100394 Forwards irrevocable standby Itr of credit 1395/S-00759 available 911130 
re Exxon Coal & Mineral Co. 

OBERAIGNER.T. Royal Bank of Canada. 91/07/23. HAWKINS,E. Uranium Recovery 
Field Ofc, R4. 4pp. 59056:342-59056:345. 

9109190160 Semiannual environ monitoring results covering period 910101-0630. 
RANGE,D.M. Exxon Corp. 91/08/20. Uranium Recovery Field Ofc, R4. 61pp. 
59147:026-59147:090. 

9109160347 Responds to 910802 Itr requesting evaluation of Highland Tailings basin 
reclamation plan per 10CFR40,app A. Determines that design consistent w/NRC tech¬ 
nical position. Comments encl.W/one oversize drawing. 

PATTON,J.D. Exxon Corp. 91/08/28. HALL.R.E. Uranium Recovery Field Ofc, R4. 
13pp. 59114:311-59114:324. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

9109100411 Submits results of effluent & environ monitoring data for piezometer static 
water levels,water quality data & radiochemistry LLD. 

CHASE,G. Bear Creek Uranium Co. 91/07/24. HALL.R.E. Uranium Recovery Field 
Ofc. R4. 22pp. 59056:301-59056:322. 

9109050052 Forwards Bear Creek U annual rept on tailings water* mgt sys, for 
review.W/o end. 

CHASE,G. Bear Creek Uranium Co. 91/07/29. HALL.R.E. Uranium Recovery Field 
Ofc. R4. Ip. 59009:253-59009:253. 

9109180005 Confirms 910903 telcon re NRC request for Bear Creek to reevaluate their 
910723 responses to NRC 910405 comments on proposed reclamation plan.Revised 
responses shall be submitted by 911001. 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/09/03. MEDLOCK.R. Union Pacific 
Resources (formerly Rocky Mountain Energy). Ip, 59133:284-59133:284. 

9109180014 Summary of 910909 meeting w/licensee re soil characterization & erosion 
protection aspects of reclamation plan prior to finalizing response to NRC request for 
addl info.List of attendees end. 

JACOBY,D.L Uranium Recovery Field Ofc, R4. 91/09/11. Uranium Recovery Field 
Ofc, R4. 3pp. 59133:285-59133:287. 


DOCKET 40-8502 TOTAL MINERALS CORP., CASPER, WY 

9109050062 Responds to comments in 910801 Itr re incorrect calculations of upper 
control limits.Licensee will accept agency compromise of adopting limits set in Chris¬ 
tensen Ranch. 

CHAPMAN,W.J. Total Minerals Corp. 91/08/09. MOONEY,G. Environmental Quality 
Laboratory, Inc. 11pp. 58993:276-58993:286. 

9109230028 Summary of 910801 meeting w/Total Minerals Corp in Denver,CO re li¬ 
censee proposal to temporarily replace manager of environ affairs w/qualified consult¬ 
ant to present preliminary info for future amend request. 

HAWKINS,E.F. Uranium Recovery Reid Ofc, R4. 91/08/09. Uranium Recovery Reid 
Ofc, R4. 2pp. 59186:314-59186:315. 

9109090275 Requests info or opinions re Total Minerals presentation on bond estimate 
submitted to Land Quality,specifically area of plant decontamination & disposal of 
plant rubble & equipment 

MOONEY.G. Wyoming, State of. 91/08/13. HALL.R. Uranium Recovery Field Ofc, R4. 
35pp. 59049:037-59049:071. 

9109190068 Ack receipt of 910715 Itr & 910618 package providing baseline water qual¬ 
ity data gathered from wells in ore zone. Amends license condition 26 to reflect 
review results. 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/08/14. Total Minerals Corp. 3pp. 
59147:192-59147:205. 

-9109190118 Amend 21 to license SUA-1341 .revising condition 26 re minimal density 
of baseline water quality data prior to mining. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/14. 11pp. 59147:195-59147:205. 

9109200055 Submits comments on review of 910222 bond estimate submitted to Land 
Quality.Requests 1991-92 bond estimate be based on & include pump rating curves 
which give accurate indication of amount of power consumed during groundwater res¬ 
toration. 

MOONEY.G. Wyoming, State of. 91/08/14. CHAPMAN,W. Total Minerals Corp. 3pp. 
59155:355-59155:357. 

9109050099 Confirms request for 30-day extension for submittal of annual rept,per 
910815 telcon. 

CHAPMAN,W.J. Total Minerals Corp. 91/08/16. MOONEY.G. Environmental Quality 
Laboratory, Inc. Ip. 58993:260-58993:260. 


9109110222 Approves permission to begin lixiviant injection into Unit 3 Wellfield exten¬ 
sion at Christensen Ranch site. Approval constitutes fulfillment of amend 2 commit¬ 
ment & will be entered as item 13 to change vol for permit 478. 

MOONEY.G. Wyoming, State of. 91/08/16. CHAPMAN,W. Total Minerals Corp. Ip. 
59068:340-59068:340. 

9109190047 Requests that monitor wells MW-33 & MW-34 be deleted from list of re¬ 
quired monitor wells. Revised page 18 to reflect addendum request end. 

CHAPMAN,W.J. Total Minerals Corp. 91/08/16. MOONEY.G. Wyoming, State of. 2pp. 
59146:046-59146:047. 

9109200045 Application for amend to license SUA-1341 .requesting that two wells listed 
be removed from required list of monitor wells associated w/mining area,requesting 
administrative change (910802) be reflected & requests time extension. 

CHAPMAN,W.J. Total Minerals Corp. 91/08/16. HALL.R. Uranium Recovery Field Ofc, 
R4. 2pp. 59167:245-59167:246. 

9109200029 Amends license conditions 10,26 & 28 re possession & use of unlimited 
amounts of U,per 910816 Itr discussing submittal date extension re annual rept,annual 
bond review,monitor well deletion & organizational structure mod. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/27. Total Minerals Corp. 4pp. 
59155:327-59155:341. 

-9109200032 Amend 22 to license SUA-1341 .revising conditions 10,26 & 28 re posses¬ 
sion & use of unlimited amounts of U. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/27. 11pp. 59155:331-59155:341. 

9109300233 Confirms notification of status of trend well T-6 located on west side of 
mining units 1 & 2 at Irigaray Mine,per 910905 telcon.Requests removal of well from 
list of required monitoring wells. 

CHAPMAN,W.J. Total Minerals Corp. 91/09/05. MOONEY.G. Wyoming, State of. 2pp. 
59243:085-59243:086. 


DOCKET 40-8584 MINERALS EXPLORATION CO., RAWLINS, WY 

9109130011 Forwards results of 100 radon flux measurements performed on 900807-08 
on sweetwater tailings pond .Tests can be used to show compliance W/40CFR61 std 
for operating U mill tailings piles. 

HORTON,T.R. Scientific Analysis, Inc. 90/08/28. ROYBAL,D. Minerals Exploration Co. 
(subs, of Union Oil Co. of California). 13pp. 59105:161-59105:173. 

9109100327 “Semiannual 10CFR40.65 Rept Covering Environ Monitoring” for Jan-June 
1991 .W/910807 Itr. 

WORMAN.G.W. Union 76 Minerals Exploration Co. 91/06/30. HALL.R.E. Uranium Re¬ 
covery Field Ofc, R4. 4pp. 59049:346-59049:349. 

9109090229 Forwards semiannual groundwater monitoring rept.W/o end. 

PAULSON,O.A. Union 76 Minerals Exploration Co. 91/07/31. HALL.R.E. Uranium Re¬ 
covery Field Ofc, R4. Ip. 59041:023-59041:023. 

9109050137 Forwards semiannual groundwater monitoring rept.W/o end. 

PAULSON,O.A. Minerals Exploration Co. (subs, of Union Oil Co. of California). 91/08/ 
12. HALL.R.E. Uranium Recovery Field Ofc, R4.17pp. 59009:152-59009:152. 

9109050251 Forwards 1990 results of radon flux measurements conducted In Sweetwa¬ 
ter U project tailings cell on 900807 & 08,per 910812 request. 

PAULSON.O.A. Minerals Exploration Co. (subs, of Union Oil Co. of California). 91/08/ 
12. HALL.R.E. Uranium Recovery Field Ofc, R4.17pp. 58993:080-58993:096. 

9109050133 Ack receipt of 910802 Itr re analysis of reclamation plan. Informs that 
review of plan completed & will be cleared for submission to NRC by 910930. 
PAULSON,O.A. Minerals Exploration Co. (subs, of Union Oil Co. of California). 91/08/ 
14. HALL.R.E. Uranium Recovery Reid Ofc, R4. Ip. 59009:153-59009:153. 

9109110060 Forwards D Hammer 910730 Itr which sets bond for Sweetwater U project. 
PAULSON,O.A. Minerals Exploration Co. (subs, of Union Oil Co. of California). 91/08/ 
14. HALL.R.E. Uranium Recovery Field Ofc, R4. 6pp. 59068:270-59068:275. 

9109190025 Concurs w/910731 request to withhold confidential financial info per 
10CFR2.790. 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/08/21. STEVENSON,T.A. Kennecott 
Corp. 2pp. 59146:038-59146:039. 

9109190264 Advises that confidential financial info submitted by Kennecott Corp on 
910731 per change of ownership application should be withheld from public disclosure 
in accordance W/10CFR2.790. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Field 
Ofc, R4. 2pp. 59146:070-59146:071. 

9109190091 Discusses licensee results of land use survey for area within 5 miles of 
mill.No significant changes in land use occurred since last review.No further action 
necessary. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 91/08/23. Uranium Recovery Field 
Ofc, R4. Ip. 59146:050-59146:050. 

9109180180 Forwards corrected page to 10CFR40.65 rept re passive radon monitoring. 
PAULSON,O.A. Union Oil Co. of California (dba Unocal). 91/08/30. HALL.R.E. Urani¬ 
um Recovery Field Ofc, R4. 2pp. 59139:060-59139:061. 

9109200089 Submits staff review of licensee data contained in environ monitoring rept 
for second half 1990.Staff concludes that licensee has submitted all data required by 
license.Area of concern re radon detectors not providing reliable readings. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 91/09/10. Uranium Recovery Field 
Ofc, R4. 2pp. 59167:228-59167:229. 


DOCKET 40-8681 UMETCO MINERALS CORP., BLANDING, UT 


9109270135 Forwards revised application for source matl license,form NRC-2,for facility 
w/five complete sets of application documents in support of renewal. 

VAN HORN.R.A. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/08/23. 
HALUR.E. Uranium Recovery Field Ofc, R4. 2pp. 59248:001-59251:317. 
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-9109270138 Revised application for renewal of license SUA-1358, authorizing posses¬ 
sion & use of unlimited natural U for generation of eiectricity.W/seven oversize draw- 

^UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/08/31. 1.500pp. 
59248:003-59251:317. 

9109090218 Forwards contractor-provided groundwater study for White Mesa mill as 
promisedMeeting to discuss groundwater issues would benefit both parties,after 

VAN HORN.RA UMETCO Minerals Corn. (subs, of Union Carbide Corp.). 91/07/15. 
HALLR.E. Uranium Recovery Field Ofc. R4. Ip. 59041:022-59041:022. 

9109120020 Submits compliance rept for Jui 1991 re completion dates, to bring cell 2 at 
White Mesa Mill to below 20 pQ/m2/sec. 

VAN HORN.RA UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/08/15. 
DICKSTEIN.I.L. Environmental Protection Agency. 2pp. 59079:312-59079:313. 

9109190078 Forwards technical evaluation & notes of tailings retention sys. 
HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/08/27. 
HALLR.E. Uranium Recovery Field Ofc. R4.81pp. 59147:111-59147:191. 

9109190069 Grants amend 27 to license SUA-1358 & forwards amended license w/ 
Staff Technical Position.Amend allows placement of interim cover over exposed tail¬ 
ings to cads. 

HALL R E. Uranium Recovery Field Ofc, R4. 91/08/28. BRICE.W.W. UMETCO Miner¬ 
als Corp. (subs, of Union Carbide Corp.). 2pp. 59133:305-59133:329. 

-9109180074 Amend 27 to license SUA-1358 for Umetco Minerals Corp. revising Li¬ 
cense Condition 53. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/28. 11pp. 59133:307-59133:317. 

-9109180092 “Staff Technical Position on Testing & tnsp Plans During Const of DOE 
Remedial Action at Inactive U Mill Tailing Sites." 

* Low-Level Waste Management Brandi (Post 901230). 89/01/31. 9pp. 59133:3IB- 
59133:326. 

-9109180107 Discusses 910721 Itr requesting amend to license SUA-1358, authorizing 
const on reclamation of cell 2 as detailed in licensee proposed reclamation plan sub¬ 
mitted on 910714. 

JACOBY,D.L Uranium Recovery Field Ofc, R4. 91/08/28. Uranium Recovery Field 
Ofc, R4.3pp. 59133:327-59133:329. 

9109190181 Concludes that licensee submitted appropriate technical evaluations of tail¬ 
ings disposal sys per requirement of license condition 26. 

JACOBY, D.L Uranium Recovery Field Ofc, R4. 91/08/30. Uranium Recovery Field 
Ofc, R4. 2pp. 59139:091-59139:092. 

9109300082 Semiannual effluent release rapt for Jan-June 1991. 

HARMICK.J.S. UMETCO Minerals Corp 1 . (subs, of Union Carbide Corp.). 91/08/30. 
HALLR.E. Uranium Recovery Field Ofc, R4.66pp. 59256:334-59257:098. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., LAKE POWELL, UT 

9109130030 "NESHAPS Radon Flux Measurement Program." 

* Arix Corp. 91/01/31. 37pp. 59094:046-59094:082. 

9109130084 Forwards "NESHAPS Radon Flux Measurement Program." Program includ¬ 
ed total of both mill generated tailing & ore cleanup. 

MORRILL.V.W. Plateau Resources, Ltd. 91/03/05. Environmental Protection Agency. 
4pp. 59092:336-59093:015. 


DOCKET 40-8724 CHEMETRON CORP., PITTSBURGH, PA 

9109080057 Submits draft comments on Harvard & Bert Ave characterization rept pre¬ 
pared by Dames & Moore.Further details re surface soil sampling for radiological con¬ 
taminants needed to assess adequacy of procedures. 

COTTEN.P. Oak Ridge Associated Universities. 91/08/13. JOHNSON.T. NRC - No 
Detailed Affiliation Given. 4pp. 59032:350-59032:353. 

9109090078 Discusses Newburgh Heights site remediation plan. Raises concerns re 
Section 8 relating to limited number of ,, future activities’* identified. 

BELLS.D. Ulmer & Berne. 91/08/20. WETTERHAHN.M. Winston & Strawn. 2pp. 
59069:258-59069:259. 

9109090081 Submits comments on Newburgh Heights fadttiy site characterization rept 
(License SUB-1357). 

BELL.S.D. Ulmer & Berne. 91/08/20. JOHNSON,T. Division of Low-Level Waste Man¬ 
agement & Decommissioning (Post 870413). 3pp. 59049:298-59049:300. 

9109300053 Submits comments on Harvard Ave & Bert Ave characterization 
rept Further details needed re surface soil sampling for radiological contaminants to 
evaluate adequacy of procedures. 

CXDTTEN,P. OakRidge Associated Universities. 91/08/23. JOHNSON,T. Division of 
Low-Level Waste Management & Decommissioning (Post 870413). 5pp. 59253:032- 
59253:036. 

9109190252 Responds to 910820 hr re Chemetron Corp site in Newburgh Heights,OH & 
provides status of efforts subsequent to last Itr of 910804. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/11. OAKAR.M.R. 
House of Rep. 2pp. 59166:235-59166:269. 

9109180144 Advises that 910829 plan to assess dispersed contaminated matis from 
former catalyst mfg area at Harvard Ave site, generally approved. 

GROBE.JA Region 3 (Post 820201). 91/09/12. LEDERMAN.M.G. Chemetron Corp. 
2pp. 59117:131-59117:149. 

-9109180148 Forwards "Review of Radiological Practices & Possible Offsite Dispersion 
of Contaminated Matis Phase I Determination of Magnitude for Scope of Investigation 
Phase II Plan & Schedule Rept," for review & approval. 

KOH,B. Chemetron Corp. 91/08/29. NORELIUS,C.E. Region 3 (Post 820201). Ip. 
59117:133-59117:133. 

-9109180149 “Review of Radiological Practices & Possible Offsite Dispersion of Con¬ 
taminated Matis Phase I Determination of Magnitude for Scope of Investigation Phase 
II Plan & Schedule Rept” 

NICOLOSI.J.F. Chemetron Corp. 91/08/29.16pp. 59117:134-59117:149. 


9109180172 Forwards corrected version of “Remediation Plan for Harvard & Bert Ave 
Sites Sections 1.0 * 12.0." 

ADAMS,T.G. Dames & Moore. 91/09/13. NRC • No Detailed Affiliation Given. Ip. 
59174:084-59174:142. 

-9109190176 Corrected version of "Remediation Plan for Harvard & Bert Ave 
Sites,Sections 1.0 -12.0." 

* Dames & Moore. 91/08/16. 52pp. 59174:086-59174:142. 

9109190228 Forwards ORAU comments on Chemetron Corp site characterization rept 
dtd 910628.ORAU comments included in NRC 910815 Itr,but not transmitted until 
910823. 

HUFFERT.A. Decommissioning & Regulatory Issues Branch (Post 901230). 91/09/16. 
LEDERMAN.M. Chemetron Corp. Ip. 59165:280-59165:280. 

9109200327 Requests correct copies of remediation plan for Bert Ave dump in Newburg 
Ho«ghts,OH. 

JONES,K. Ohio, State of. 91/09/16. HUFFERT.T. NRC • No Detailed Affiliation Given. 
Ip. 59177:342-59177:342. 

9109250203 Summary of 910822 meeting w/licensee to discuss comments on Site 
Characterization Reptdtd 910628,Remediation Plan,dtd 910816 & licensees plans for 
surveying* decontaminating areas at McGean-Rohco complex. 

HUFFERTAM. Decommissioning & Regulatory Issues Branch (Post 901230). 91/09/ 
19. JOHNSON,T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 2pp. 
59194:153-59194:154. 

9109260222 Responds to NRC 910814 Itr re violations noted in insp of SUB-1357 & 
proposed imposition of civil penalty.Corrective actions:factory made radiologically con¬ 
trolled area & restricted to personnel only w/radiation worker training. 
LEDERMAN.M.G. Chemetron Corp. 91/09/20. Document Control Branch (Document 
Control Desk). 14pp. 59375:145-59375:158. 

9109260182 Forwards computer disk containing data input used to generate projected 
exposures given in Chemetron Corp Remediation Plan for Harvard & Bert Avenue 
sites & list of data files on disk & scenario re use of file.W/o disk. 

MONSALVE-JONES Dames & Moore. 91/09/23. HUFFERT.T. NRC - No Detailed Af¬ 
filiation Given. 3pp. 59235:142-59235:144. 


DOCKET 40-8768 RIO ALGOM MINING CORP., OKLAHOMA CITY, OK 

9109190233 Advises that Staff review of 910130 environ monitoring rept for Rio Algom 
O-Sand project acceptable. No Items of concern noted in review & no further action 
necessary. 

GRIMM.J.P. Uranium Recovery Field Ofc, R4. 91/08/09. Uranium Recovery Reid Ofc, 
R4. 2pp. 59139.-097-59139:098. 

9109200065 Ack receipt of 910712 submittal requesting deferral of your company O- 
Sand pilot project environmental requirements. Amend 4 to License SUA-1387 end. 
HALLR.E. Uranium Recovery Field Ofc, R4. 91/09/03. WICHERS.D. Rio Afgom 
Mining Corp. 3pp. 59167:332-59167:347. 

-9109200081 Matis licensing package for amend 4 to license SUA-1387 for Rio Algom 
Mining Corp.Requests for proposal for less stringent monitoring. 

HALLR.E. Uranium Recovery Field Ofc, R4. 91/08/30. 13pp. 59167:335-59167:347. 

9109170173 Discusses insp rept 40-8768/91-01 on 910815.No violations noted. 
HALLR.E. Uranium Recovery Reid Ofc, R4. 91/09/12. FERDINAND,B. Rio Algom 
Mihing Corp. 2pp. 59110:186-59110:192. 

-9109170205 Insp rept 40-8768/91-01 on 910815.No violations noted.Major areas 
inspected:U in situ operations & radiation safety program including mgt organization & 
controls/operations review. 

GRIMM,J.P., HALLR.E. Uranium Recovery Reid Ofc, R4. 91/09/12. 2pp. 59110:188- 
59110:192. 


DOCKET 40-8778 MOLYCORP, INC., LOS ANGELES, CA 


9109170289 Forwards irrecovable standby Ltr of Credit 233-796 from San Paolo Bank 
issued to NRC at request & for account of Molycorp.Inc.Ltr of credit replaces parent 
company guarantee from Union Oil of California. 

BARNUM.E.C. Molycorp, Inc. (subs, of Union Oil of California). 91/09/05. 
HAUGHNEY.C. Fuel Cycle Safety Branch. 3pp. 59139:278-59139:280. 


DOCKET 40-8781 CENTRAL ELECTRIC GENERATING BOARD EXPLORATION 


9109190007 Requests termination of source matl license SUA-1403 & waiver of FY 
1991 billing of $100,100 based on termination of SUA-1403. 

COOPER,P.G. Central Electricity Generating Board Exploration (America), Inc. (CEGB 
America). 91 /08/22. BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 
2pp. 59146:003-59146:004. 


DOCKET 40-8786 URANIUM RESOURCES, INC., DALLAS, TX 


9109190040 Submits final findings of no significant impact re termination of source matl 
license SUA-1400 for publication in FR. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. MEYER,D. Regulatory Publica¬ 
tions Branch. 3pp. 59146:014-59146:016. 

9109200118 Forwards final finding of significant impact re termination of source matl li¬ 
cense SUA-1400 authorizing R&D operation of North Platte in situ leach project locat¬ 
ed in Converse county,WY. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. Uranium Resources, Inc. 2pp. 
59164:033-59164:036. 

—9109200128 Notice of final finding of no significant impact re termination of source 
matl license SUA-1400 authorizing R&D operation of North Platte in situ leach project 
located in Converse county,WY. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/09. 2pp. 59164:035-59164:036. 
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DOCKET 40-8794 MOLYCORP, INC., LOS ANGELES, CA 

9109170289 Forwards irrecovable standby Ltr of Credit 233-796 from San Paolo Bank 
issued to NRC at request A for account of Molycorp,Inc. Ltr of credit replaces parent 
company guarantee from Union Oil of Califomia. 

BARNUM.E.C. Molycorp. Inc. (subs, of Union Oil of California). 91 /09/05. 
HAUGHNEY.C. Fuel Cycle Safety Branch. 3pp. 59139:278-59139:280. 


DOCKET 40-8805 CERAC, INC., MILWAUKEE, Wl 

9109280024 Responds to NRC 910723 ltr re violations noted in insp of License SMB- 
1402 on 910613.Corrective actions.pitot traverses taken on all ventilation stacks & will 
be taken each year between June 1 & 15. 

DREZDZON.M.A. Cerac, Inc. 91/08/12. SCHULTZ,W.H. Region 3 (Post 820201). 
23pp. 59215:328-59215:350. 


DOCKET 40-8820 AMAX, INC., GOLDEN, CO 

9109030070 Submits certificate of disposition of metis,NRC Form 314. 

KERRIGAN.J.E. AMAX, Inc. 91/08/16. Region 2 (Post 820201). Ip. 58941:021- 
58941:024. 

—9109030076 Certificate of disposition of matis:all matls procured &/or possessed by 
licensee under license SMB-1418,containing radioactive waste were 

consolidated,stabilized & stored in designated area on industrial site owned by AMAX. 
KERRIGAN,J.E. AMAX, Inc. 91/08/16. 4pp. 58941:022-58941:024. 

9109200073 Advises that AT Clark has been assigned NRC Project Manager for license 
SMB-1418 held by Amax.lnc on its site'near Pancersburg.WV. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/16. LIGHTNER.R.G. Energy, Dept of. 
Ip. 59171:016-59171:016. 

9109200077 Advises that AT Clark has been assigned NRC Project Manager for license 
SMB-1418 held by Amax.lnc on its site near Parkersburg,WV.CIark succeeds RD 
Hurt,who has accepted position w/Defense Nuclear Safety Board. 

HICKEY.J.W. Fuel Cycle Safety Branch. 91/09/16. KEPPLER.P. AMAX. Inc. Ip. 
59170:357-59170:357. 


DOCKET 40-8857 POWER RESOURCES, INC., GLENROCK, WY 

9109110166 Forwards response to 910618 ltr which included 11 questions re “Section 
21,20 & 30-Sand Mine Units GroundWater Restoration Plan.” Plan end. 
HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
06/26. HALL.R.E. Uranium Recovery Field Ofc, R4. 4pp. 59094:083-59094:103. 

-9109110180 “Section 21,20 & 30-Sand Mine Units Ground Water Restoration Plan." 
* Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/06/26. 17pp. 
59094:087-59094:103. 

9109200093 “Semiannual Effluent & Environmental Monitoring Rept for Jan-June 
1991.” W/910829 ltr. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
06/30. HALL.R.E. Uranium Recovery Field Ofc. R4. 49pp. 59167:281-59167:329. 

9109190231 Submits proposals to modify groundwater monitoring program at Power 
Resources,Inc Highland U project.Timely response requested. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
08/01. HALL.R.E. Uranium Recovery Field Ofc, R4. 4pp. 59139:093-59139:096. 

9109100238 Forwards revised pages to facility application for amend to license SUA- 
1511.Revised pages result of minor changes requested by WY Dept of Environ Qual- 

iSlLDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
08/09. HALL.R.E. Uranium Recovery Reid Ofc, R4. 94pp. 59050:064-59050:167. 

9109110050 Advises that review of 910708 PRI determined that application for permit 
603 substantially complete & w/encl permit conditions,technically adequate. 

SHAFFER,R. Wyoming, State of. 91/08/09. KEARNEY,B. Power Resources, Inc. (for¬ 
merly Sparkling City Nuclear Corp.). 4pp. 59068:266-59068:269. 

9109190151 Ack receipt of 910723 response to environ assessment & determines that 
adequate info submitted for licensing action to proceed.Amends license condition 40 

re ke aa liwfl m lalih/ u/afur Hfltfl 

HALL.R.E. Uranium Recovery Reid Ofc. R4. 91/08/14. KEARNEY,W. Power Re¬ 
sources Corp. 3pp. 59146:343-59146:356. 

—9109190156 Matls licensing package for amend 33 to license SUA-1511 for Power 
Resources.lnc. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/14. 11pp. 59146:346-59146:356. 

9109110085 Advises that during Wyoming Dept of Environ Quality technical review that 
minor change discovered in proposed permit area of West Highland requiring amend 
to section 20, T36N.R72W. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
08/19. HALL.R.E. Uranium Recovery Reid Ofc, R4. 2pp. 59068:278-59068:279. 

9109180258 Discusses licensee ground water restoration activities in A/B Wellfield 
area.Licensee requests permission to change monitoring frequency of wells.Request 
should not be considered license amend. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
08/19. HALL.R.E. Uranium Recovery Reid Ofc, R4. 2pp. 59134:254-59134:255. 

9109190165 Submits rept of annual A LARA audit performed 910717-19. 
HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
08/27. HALL.R.E. Uranium Recovery Field Ofc, R4. 26pp. 59141:243-59141:268. 

9109180116 Summary of 910829 meeting w/licensee in Cheyenne,WY re current facility 
operations & future operations,including E-Field & F-Field of proposed West Highland 
amend area. 

MILLER-CORBETT Uranium Recovery Field Ofc, R4. 91/08/30. Uranium Recovery 
Field Ofc, R4. 2pp. 59133:332-59133:333. 

9109180188 Informs that monitoring well CMU-13 has gone on excursion 
status.Forwards table of excursion parameters since 910131. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
08/30. HALL.R.E. Uranium Recovery Field Ofc, R4. 3pp. 59134:205-59134:207. 


9109180025 Approves 910819 request for amend to license SUA-1511 & forwards 
amended license.Amend reduces monitoring frequency Section 21 excursion status 
wells M-40.M-41.M-42 & M-43. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/09/05. HILDENBRAND.P. Power Re¬ 
sources, Inc. (formerly Sparkling City Nuclear Corp.). 3pp. 59156:274-59156:287. 

-9109180029 Amend 34 to license SUA-1511 for Power Resources,Inc, revising license 
condition 40. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. 10pp. 59156:277-59156:287. 

9109180215 Forwards revised figure 16 for environ assessment per 910904 teicon w/B 
Kearney. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
09/05. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 59135:268-59135:269. 

9109190188 Discusses licensee request to amend license authorizing reduction of moni¬ 
tor well sampling frequency for excursion status wells. 

MILLER-CORBETT Uranium Recovery Field Ofc, R4. 91/09/05. Uranium Recovery 
Reid Ofc, R4. 2pp. 59139:083-59139:084. 

9109190226 Discusses NRC current review of Power Resources.lnc submittal entitled, 
“West Highland Amend” which requests amend to license SUA-1511,to allow expan¬ 
sion of existing mine production at highland U project Draft EA not end. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. BENOIT,D. Wyoming, State of. 
2pp. 59146:001-59146:002. 

9109300255 Forwards baseline groundwater quality data & proposed upper control limits 
for E-Wellfield,50-Sand Mine unitfor review & approval. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
09/05. HALL.R.E. Uranium Recovery Reid Ofc, R4.16pp. 59243:064-59243:079. 

9109300124 Forwards baseline water quality data for production zone EMP wells.Data 
inadvertently omitted from original submittal on 910905. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91 / 
09/13. HALL.R.E. Uranium Recovery Field Ofc, R4. 9pp. 59247:092-59247:100. 


DOCKET 40-8902 ARCO COAL CO. DIV. (ATLANTIC RICHFIELD CO.), GRANTS, 

NM 


9109110242 Submits addl info to 910509 request for amend to license SUA-1470. 
ZIEGLER,R.S. Atlantic Richfield Co. (ARCO). 91/08/20. HALL.R.E. Uranium Recovery 
Reid Ofc, R4. 29pp. 59099:046-59099:099. 

9109190117 Forwards radiological effluent & environ monitoring data rept per 
10CFR40.65 for period of Jan-June 1991. 

ZIEGLER,R.S. Atlantic Richfield Co. (ARCO). 91/08/20. HALL,R. Uranium Recovery 
Field Ofc. R4. Ip. 59139:106-59139:177. 

-9109190128 “Radiological Effluent & Environ Data for ARCO Bluewater Mill" for 
period Jan-June 1991. 

* Atlantic Richfield Co. (ARCO). 91/06/30. 71pp. 59139:107-59139:177. 

9109180238 Requests reclamation surety bond adjustment,as provided under Condition 
25 of license SUA-1470. Reclamation costs surety bond adjustment end. 

ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 91/08/21. HALL.R. Uranium Recovery 
Field Ofc, R4. 3pp. 59134:196-59134:198. 

9109200111 Summary of 910813 meeting w/ARCO re possible methods of handling 
addl contaminated matls encountered at site during cleanup operations.Figure used to 
demonstrate location & suspected extent of old deposits end. 

JACOBY,D.L. Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Field 
Ofc, R4. 3pp. 59156:253-59156:255. 

9109110209 Reiterates licensee commitment to ensure that disposal of mill tailings will 
be completed in compliance w/radon natl emission std for hazardous air 
pollutants.Requests that EPA consider proposal to ensure agreement by end of yr. 
PURDY,S.M. Atlantic Richfield Co. (ARCO). 91/08/23. LUKE.B. Environmental Protec¬ 
tion Agency. 2pp. 59068:281-59068:282. 

9109180118 Forwards addendum to bluewater U mill groundwater ACL petition dtd 
900630 in response to 901106 ltr. Land area transferred to govt for long-term care re¬ 
defined. 

ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 91/08/27. HALL.R.E. Uranium Recovery 
Field Ofc. R4. 2pp. 59126:270-59126:296. 

-9109180131 “Alternate Concentration Limits Petition Addendum." W/one oversize 
drawing. 

* Atlantic Richfield Co. (ARCO). 91/08/27. 24pp. 59126:272-59126:296. 

9109190015 Concludes that ARCO Coal Co performed acceptable land use survey & 
identified no significant changes in land use. No further action necessary. 

GARCIA,P.J. Uranium Recovery Field Ofc, R4. 91/09/05. Uranium Recovery Field 
Ofc, R4. 2pp. 59146:036-59146:037. 

9109190140 Concludes that licensee performed acceptable ALARA audit & review iden¬ 
tified no areas of concern. 

GARCIA,P.J. Uranium Recovery Field Ofc, R4. 91/09/05. Uranium Recovery Field 
Ofc, R4. 2pp. 59139:099-59139:100. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 


9109180177 Forwards semiannual rept for second half 1991 re U mill & tailings 
fadlity.W/o end. 

HILES.M.D. Homestake Mining Co. 91/08/23. HALL.R. Uranium Recovery Field Ofc, 
R4. Ip. 59139:059-59139:059. 

9109180196 Requests reclassification into “other classifications” category for annual 
matls fee starting FY92. 

CRAFT,F.R. Homestake Mining Co. 91/08/28. NRC - No Detailed Affiliation Given. Ip. 
59139:066-59139:066. 
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9109180204 Forwards responses to NRC 910709 & 0802 comments on reclamation 
plan submitted on 910131. 

CRAFT.R.F. Homestake Mining Co. 91/08/28. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 53pp. 59186:241-59186:293. 

9109200021 Informs that staff concludes that evaporation pond as constructed meets 
design specs based on review of licensee 910405 submittal & 901218 insp.No further 
action necessary. 

GARCIA.P.J. Uranium Recovery Field Ofc, R4. 91/08/30. Uranium Recovery Field 
Ofc, R4.3pp. 59167:355-59167:357. 

9109270203 Forwards rept on tailing impoundment at licensee Grant Mill for period of 
910601 - 0831 .Rept certifies that structure meets all current criteria & safe for tailing 

Hl^SjSE^Homestake Mining Co. 91/09/08. MARTINEZ A New Mexico, State of. 
23pp. 59221:122-59221:144. 

9109200086 Ack receipt of 910828 Itr transmitting response to NRC comments on pro¬ 
posed reclamation plan submitted in Jan 1991. Recommends that response to 
910802 Itr include request for removal of authorization to operate. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/10. CRAFT.F.R. Homestake 
Mining Co. 2pp. 59167:330-59167:331. 


DOCKET 40-8904 SOHIO WESTERN MINING CO, SALT LAKE CITY, UT 

9109110211 Informs that RSO N Savignac will supervise cleanup of remnant windblown 
soils at L-Bar facility on 911001 .RSO will define areas requiring further cleanup & 
verify adequacy of remediation. 

OSBORN.T.G. SOHIO Western Mining Co. 91/08/13. GONZALES,R. NRC - No De¬ 
tailed Affiliation Given. Ip. 59068:280-59068:280. 

9109190084 Amends license condition 31 re groundwater compliance monitoring pro¬ 
gram & requests analysis of seepage recovery waters from various withdrawal points. 
HALUR-E. Uranium Recovery Field Ofc, R4. 91/08/14. SOHIO Western Mining Co. 
3pp. 59147:091-59147:098. 

-9109190121 Amend 18 to license SUA-1472,revising condition 31 re implementation of 
groundwater compliance monitoring program. 

HAL1_R.E. Uranium Recovery Field Ofc, R4. 91/08/14. 5pp. 59147:094-59147:098. 

9109190093 Discusses 910215,28 & 0412 ttrs submitting annual ground-water corrective 
action program review,semiannual ground-water rept & compliance monitoring pro¬ 
gram amend request 

KONW1NSKI.G.R. Uranium Recovery Field Ofc, R4. 91/08/14. Uranium Recovery 
Field Ofc. R4.5pp. 59139:101-59139:105. 

9109180178 Confirms understanding reached between NRC & vendor re previous re¬ 
quest that Minerals Exploration Co provide NRC w/written review of reclamation plan 

PIERC^RE. Kennecott Corp. 91/08/27. HALUR.E. Uranium Recovery Field Ofc, R4. 
2pp. 59121:354-59121:355. 

9109200102 Advises that Kennecotts analysts will be submitted for review on or before 
920131,in response to 910802 Itr. 

SCHURTZ.G.D. Kennecott Corp. 91/08/29. HALUR.E. Uranium Recovery Reid Ofc, 
R4. Ip. 59167:280-59167:280. 


DOCKET 40-8905 QUIVIRA MINING CO, GRANTS, NM 


9109090193 Hydrological monitoring rept for first half,1991,per discharge plan - 169.W/ 
910628 Itr. 

LUTHIGER.P. Quivira Mining Co. 91/06/30. OHRBOM.R. New Mexico, State of. 5pp. 
59041:017-59041:021. 

9109200015 “Effluent Monitoring Rept for First Half of 1991.” W/910830 Itr. 
LUTHIGER.P. Quivira Mining Co. 91/06/%. HALL.R. Uranium Recovery Field Ofc, R4. 
26pp. 59170:017-59170:044. 

9109110248 Submits groundwater monitoring rept for period 910401-0630 as required 
by discharge plan 363 & NRC Old Stope Leaching monitor well analytical results for 
second quarter 1991. 

LUTHIGERP. Quivira Mining Co. 91/07/31. OHRBOM.R. New Mexico, State of. 3pp. 
59068:337-59068:339. 

9109100289 Forwards annua) review of corporation corrective action plan for 
facilfty.Plan reviews hydrologic effects on different geologic units resulting from ap¬ 
proved corrective measures. 

LUTHIGER.P. Quivira Mining Co. 91/08/01. HALL.R. Uranium Recovery Field Ofc, R4. 
98pp. 59057:063-59057:160. 

9109200011 Informs that staff concludes that Quivira Mining Co performed acceptable 
land use survey. No further action necessary. 

GARCIA, PjTuranium Recovery FkSdOfc, R4. 91/09/05. Uranium Recovery Field 
Ofc, R4. 2pp. 59168:013-59168:014. 

9109180016 Denies licensee 910731 amend request re reclamation plan QC program to 
allow use of nuclear gauge for field density control rather than sandcone apparatus. 
HALL.R.E Uranium Recovery Field Ofc, R4. 91/09/11. FERDINAND,B. Qumran En¬ 
terprises, Inc., dba On-Site instruments. 2pp. 59156:272-59156:273. 


9109250125 Response of United Nuclear Corp to order.* Requests that matter remain 
open,but stayed pending conclusion of negotiations,which have been actively conduct¬ 
ed by both sides. 

HALL.R.M. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell & Moring. 
#391 12218. 91/09/19. Commissioners (Post 750119). 3pp. 59193:180-59193:188. 

-9109250129 Requests further info as defined in end demand for info to process 
910614 submittal. 

MARTIN,R.D. Region 4 (Post 820201). 91/08/26. VELASQUEZ,J.R. United Nuclear 
Corp. (subs, of UNC, Inc.). Ip. 59193:183-59193:183. 

-9109250131 Demand for info.* W/Certificate of Svc. 

MARTIN,R.D. Region 4 (Post 820201). 91/08/26. 5pp. 59193:184-59193:188. 


DOCKET 40-8914 HECLA MINING CO., COEUR D’ALENE, ID 

9109180255 Requests submittal of analysis of tailings disposal on aquifer & discussion 
of current & future aquifer use.NRC informs of scheduled site verification survey on 
910906. 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/08/16. DREW,LA Hecla Mining Co. 
Ip. 59135:270-59135:270. 

9109170208 Forwards insp rept 40-8914/91-03 on 910906.No violations noted. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/12. Hecla Mining Co. 2pp. 
59110:146-59110:152. 

-9109170216 Insp rept 40-8914/91-03 on 910906.No violations noted. Major areas 
inspected:independent insp of surface cleanup operations & collection of soil samples 
for radiological analyses for cleanup verification from processes areas. 

WARD.D.C.. JACOBY.D.L, HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/11. 
5pp. 59110:148-59110:152. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

9109190042 Recommends approval of Ferret Exploration Co of Nebraska,Inc respiratory 
protection program by adding license condition, citing submittal. 

GRIMM.J.P. Uranium Recovery Field Ofc, R4. 91/08/12. Uranium Recovery Reid Ofc, 
R4. 3pp. 59146:043-59146:045. 

9109200100 Forwards amend 12 to License SUA-1534 accepting 910514 proposed res¬ 
piratory protection program. 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/08/12. KNODE.R. Ferret Exploration 
Co. of Nebraska, Inc. 3pp. 59167:230-59167:242. 

-9109200103 Amend 12 to license SUA-1534 for Ferret Expoloartion Co of 
Nofarfts Kfl i ; I nc_ 

HALUR.E. Uranium Recovery Field Ofc, R4. 91/08/12. 10pp. 59167:233-59167:242. 

9109190012 Provides staff review of data re environ monitoring rept for facility for Jul - 
Dec 1990. 

WARD.D.C. Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Reid Ofc, 
R4. 2pp. 59146:034-59146:035. 

9109190029 Concludes that Ferret Exploration Co of Nebraska,Inc performed accepta¬ 
ble ALARA audit for facility.No further action necessary. 

WARD.D.C. Uranium Recovery Field Ofc, R4. 91/08/21. Uranium Recovery Reid Ofc, 
R4. 2pp. 59146:040-59146:041. 

9109300211 Forwards recent decision of US Court of Appeals re 3,000 acre aquifer 
exemption.Court upheld EPA decision to exempt Chadron aquifer for Crow Butte in- 
situ mine. 

COLLINGS.S.P. Ferret Exploration Co. of Nebraska, Inc. 91/09/06. HALL.R. Uranium 
Recovery Field Ofc, R4.12pp. 59247:111-59247:122. 


DOCKET 40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 

9109030132 Summary of 910814 meeting w/licensee in Rockville,MD re decommission¬ 
ing of two slag piles containing NRC licensed source matl & sampling,analysis of sur¬ 
face water & offsite contamination from overland runoff from lime dust pile. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 91/08/26. HICKEY,J.W. Fuel Cycle Safety 
Branch. 9pp. 58994:331-58994:339. 

9109030139 Forwards summary of 910814 meeting in Rockvilie.MD.List of 
attendees,example EA & SER prepared for renewal of source matl license & Branch 
Technical Position re disposal or on- site storage of thorium & U wastes.W/o ends. 
FARAZ.Y.H. Fuel Cyde Safety Branch. 91/08/26. SMITH.D. Shieldalloy Metallurgical 
Corp. Ip. 58994:330-58994:330. 

9109170021 Requests minutes from 910814 meeting re Shieldalloy Cambridge.OH 
site. Mailing address listed. 

SIMON,V. Environmental Protection Agency. 91/09/06. FARAZ.Y. NRC - No Detailed 
Affiliation Given. Ip. 59133:237-59133-237. 

9109250116 Forwards revised summary of 910614 meeting w/Shieldallov Metallurgical 
Corp in Rockville,MD. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 91/09/13. SMITH.D. Shieldalloy Metallurgical 
Corp. Ip. 59200:313-59200:321. 


DOCKET 40-8907 UNC MINING & MILLING (DIV. OF UNITED NUCLEAR CORP.), 

9109100328 Forwards semiannual effluent & environ monitoring repts for Jan-June 
1991.W/0 end. 

MORALES,EM. United Nuclear Corp. (subs, of UNC, Inc.). 91/08/16. HALUR.E. Ura¬ 
nium Recovery Field Ofc, R4. Ip. 59049:350-59049:350. 

9109250178 Order.* UNC filed request for hearing on amend to license, adding Condi- 
tion 34.NRC determined that unless Commission receives objection from UNC or 
NRC.hearina request denied. W/Certificate of Svc.Served on 910911. 

CHILK.SJ. Office of the Secretary of the Commission. #391 12194. 91/09/11. United 
Nuclear Corp. (subs, of UNC, Inc.). 3pp. 59193:255-59193:257. 


-9109250123 Summary of 910814 meeting w/Shieldalloy Metallurgical Corp in 
Rockville,MD re Cambridge,OH site,including decommissioning of two slag piles con- 
S«W?Vf ce ,- matl & sampKrifl & analysis of surface water.Ust of attendees end. 
FARAZ.Y.H. Fuel Cycle Safety Branch. 91/09/13. HICKEY,J.W. Fuel Cycle Safety 
Branch. 8pp. 59200:314-59200:321. y 


DOCKET 40-8964 RIO ALGOM MINING CORP, OKLAHOMA CITY, OK 

9109050093 Forwards cultural resource sections for inclusion in draft environ assess¬ 
ment for Rio Algom Mining Corp Smith Ranch project. 

‘ 5 terior « of. Bureau of Land Management. 91/08/19. 

GRIMM,J. Uranium Recovery Field Ofc, R4. 5pp. 59009:154-59009:158. 
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9109110230 informs that Bureau of Land Mgt concurs w/Rosenberg assessment of his¬ 
torical rept for Rio Algom Mining Co Smith Ranch Project re sites 
48C01281,48C01294 & 48C01296 as noneiigibie trail segments. 

MORTIMER.W.H. Interior, Dept, of. Bureau of Land Management 91/08/19. HALL.R. 
Uranium Recovery Field Ofc, R4. 4pp. 59068:341-59068:344. 

9109260183 Forwards revs to mine permit 633 applications which document results of 
licensee wetland inventory.W/one oversize drawing. 

WICHERS.D.L. Rio Algom Mining Corp. 91/08/27. SHAFFER,R. Wyoming, State of. 
3pp. 59226:017-59226:020. 

9109300116 Forwards corrected page D9-16B for insertion into permit 633 application 
document submitted on 910827 re potential jurisdictional wetlands inventory. 
WICHERS.D.L Rio Algom Mining Corp. 91/08/29. SHAFFER,R. Wyoming, State of. 
2pp. 59243:134-59243:135. 

9109300244 Forwards cultural resources sections for inclusion in draft environ assess¬ 
ment for Rio Algom Mining Corp Smith Ranch project. 

MORTIMER.W.H. Wyoming, State of. 91/09/05. HALL.R. Uranium Recovery Field 
Ofc. R4. 5pp. 59243:080-59243:084. 

9109200047 Discusses Rio Algom Mining Corp application for license to conduct in situ 
leach mining of U at Smith Ranch site.lnfo describing consultations held by NRC pro¬ 
vided. 

HALLR.E. Uranium Recovery Field Ofc, R4. 91/09/11. MARCEAU.T. Wyoming, State 
of. 4pp. 59167:348-59167:351. 


9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109100240 Semiannual effluent & waste disposal rept for period Jan- June 1991.W/ 
910829 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/06/30. 55pp. 59083:152- 
59083:206. 

9109050129 Forwards fitness for duty program performance data for Jan-Jun 1991. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/26. Document Control 
Branch (Document Control Desk). 6pp. 59019:049-59019:054. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALLAS, TX 

9109200010 Forwards lab results re 910818 samples for verification of background 
groundwater quality.W/o end. 

HALLR.E. Uranium Recovery Field Ofc. R4. 91/09/05. PELIZZA.M. Uranium Re¬ 
sources, Inc. 2pp. 59167:243-59167:244. 


DOCKET 40-8971 U.S. ENERGY CORP., RIVERTON, WY 

9109180250 Forwards annual update for license SUA-1524 & fee for annual rept filing. 
WEBBER.K. U.S. Energy Corp. 91/08/27. GARCIA,P. Uranium Recovery Field Ofc, 
R4. 9pp. 59135:271-59135:279. 


DOCKET 40-8989 ENVIROCARE OF UTAH, INC., SALT LAKE CITY, UT 

9109100247 Informs that K Dragonette will tour site on 910911 to prepare for 910922 
meeting w/state officials re proceeding. W/Certificate of Svc.Served on 910829. 
GRAY.J.R. Commissioners (Post 750119). #391 12163. 91/08/29. Atomic Safety and 
Licensing Board Panel. 2pp. 59023:300-59023:301. 

9109090257 Record of telcon w/C Judd on 910904 re confirmation of two upcoming 
site visits,determination of facility technical staff partidpating in site visits & finalization 
of site visit agenda. 

WASTLER.Sl. NRC - No Detailed Affiliation Given. 91/09/04. 2pp. 59049:244- 
59049:245. 

9109250137 Confirms 910906 telcon requesting C Oidershaw be placed on svc listW/ 
Certificate of Svc.Served on 910912. 

MCDOW.J. Atomic Safety and Licensing Board Panel. #391 12195. 91/09/10. 
JULIAN,E.L. Office of the Secretary of the Commission. 2pp. 59193:211-59193:212. 

9109230217 Responds to 910807 request to expedite review of Envirocare of UT.Inc 
license application. Estimates completion of licensing & environ review process by Dec 
1992. 

THOMPSON,H.L NRC - No Detailed Affiliation Given. 91/09/17. DUFFY,L.P. Energy, 
Dept of. 7pp. 59189:153-59189:159. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating license stage documents & correspondence 


9108290048 Authorizes removal of protected-proprietary classification of listed licensing 
submittals related to QA procedures. 

RAISKUMS.G.A. Atomic Energy of Canada, Ltd. 91/08/16. HUGHES.D. Pennsylvania 
State Univ., University Park, PA. 3pp. 59057:006-59057:060. 


-9109060124 “Tech Spec Protrol Software QA Plan Fault-Tolerant Process Control 
Sys.” 

FOURNIER.R.D., DROZIAK.R.W., BOWMAN,G. Atomic Energy of Canada, Ltd. 90/ 
06/28. 27pp. 59057:034-59057:060. 


9109090184 Forwards amend to “Safety Analysis Rept for Breazeale Reactor." 
VOTH.M.H. Pennsylvania State Univ., University Park, PA. 91 /08/23. Document Con¬ 
trol Branch (Document Control Desk). 9pp. 59055:057-59055:063. 


9109040255 Forwards addl info to 910708 info to suppl 910419 application for License 
Amend 30 to License R-2,consisting of AECL 910816 Itr re removal of protected clas¬ 
sification of licensing submittals for QA procedures. 

VOTH.M.H. Pennsylvania State Univ., University Park, PA. 91/08/27. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 58998:213-58998:215. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment..,” & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109200277 Rev 0 to EPIP 0200-02,Pages 1-7 & indexes,changing procedure number 
to DAM-100. 

LAMBROS.S., JORDAN,L.A. Commonwealth Edison Co. 91/09/05. Ip. 59177:314- 
59177:314. 

9109200314 Rev 0 to EPIP 0200-03,Pages 1-8,changing procedure number to DAM- 

200 . 

LAMBROS.S., JORDAN,L.A. Commonwealth Edison Co. 91/09/05. Ip. 59177:340- 
59177:340. 

9109200320 Rev 2 to EPIP 0600-S4, “Environs Inventory Checklist,” adding ref to 
review EPIP 0600-02 prior to usage of checklist 

* Commonwealth Edison Co. 91 /09/06. 9pp. 59175:316-59175:324. 


P. Operating license stage documents it correspondence 

9109100292 Informs that NRC has no objection to disposing of two oldest piles of radio¬ 
active ash due to radiological contamination levels being below exempt concentration 
limits specified in 10CFR30.14 & 30.70. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. PORTA,F.R. Ann Arbor, Ml. 2pp. 
59022:340-59022:351. 

-9109100301 “Groundwater Dose Assessment for Disposal of Radioactively Contami¬ 
nated Sewage Sludge Ash in Ann Arbor Municipal Landfill.” 

* Division of Low-Level Waste Management & Decommissioning (Post 870413). 91/ 
08/21.10pp. 59022:342-59022:351. 


9109200324 Rev 2 to EPIP 0600-SI, “TSC Inventory Checklist,” adding statement to 
review EPIP 0600-2 prior to implementing checklist. 

* Commonwealth Edison Co. 91/09/06. 5pp. 59175:331-59175:335. 

9109200326 Rev 2 to EPIP 0300-02, “Initial Notifications (Primary Responsibility-Station 
Director),” requesting procedure be posted. 

* Commonwealth Edison Co. 91/09/06. 23pp. 59175:338-59175:360. 

9109230095 Rev 1 to EPIP 0300-S8, “NRC Emergency Notification Phone Reporting 
Requirements.” 

WHALEN.R. Commonwealth Edison Co. 91/09/06.14pp. 59192:014-59192:027. 


P. Operating license stage documents & correspondence 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 
Q. Inspection reports, IE Bulletins it correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list encl. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts.plant station performance & other items of mutual interest 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 


Q. Inspection reports, IE Bulletins & correspondence 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1965.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list encl. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 
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9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:09p. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110058 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109170001 Monthly operating repts for Aug 1991 for Dresden Nuclear Power 
Station. W/910901 ftr. 

MAXWELL.D.C., EENIGENBURG.E. Commonwealth Edison Co. 91/08/31. 28pp. 
59120:101-59120:128. 

9109170236 Forwards corrected cover sheet for "Radioactive Effluent Rept for Dresden 
Nuclear Power Station,Jan-June 1991,” correcting time period of rept 
EENIGENBURG.E. Commonwealth Edison Co. 91/09/03. DAVIS,A.B. Region 3 (Post 
820201). Ip. 59133:263-59133:264. 

-9109170237 Corrected cover Itr forwarding “Radioactive Effluent Rept Dresden Nucle¬ 
ar Power Station,Jan-June 1991." 

EENIGENBURG.E. Commonwealth Edison Co. 91/08/29. DAVIS,A.B. Region 3 (Post 
820201). ip. 59133:264-59133:264. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


R. Periodic operating reports & related correspondence 

9109050027 “Enrico Fermi Atomic Power Plant,Unit 1 Annual Rept for Yr Ending 
910630.” W/910830 Itr. 

ORSER.W.S., ANDERSEN,R.L., MCKEON.R. Detroit Edison Co. 91/06/30. 7pp. 
58999:271-58999:277. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F. Security, medical, emergency & fire protection plans 

9109050019 Forwards Insp Repts 50-020/91-02 & 70-0938/91-02 on 910715-18.No 
safety concerns or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/21. BERNARD.J.A., MASSE,F.X. Mas¬ 
sachusetts Institute of Technology, Cambridge, MA. 2pp. 59030:221-59030:237. 

-9109050022 Insp Repts 50-020/91-02 & 70-0938/91-02 on 910715-l8.No violations 
noted.Maior areas inspectedioperational status of licensee emergency preparedness 
program & status of licensee action on previously identified items. 

AUSTIN.MA, BORES,RJ. Region 1 (Post 820201). 91/08/20. 6pp. 59030:223- 
59030:228. 

-9001090044 Suggests investigation of weaknesses identified in Insp Rept 50-020/84- 
01 during next emergency planning insp at MIT. Concerns raised about review include 
applicability of regulations quoted to non-power reactors & power levels. 

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. 
Dir.(891001-901215). 89/12/28. ERICKSON,RA Emergency Preparedness Branch. 
2pp. 59030:229-59030:229. 

-8911300157 Requests licensee respond to evaluation of emergency action level con¬ 
cerns noted in Insp Rept 50-020/84-01. 

ERICKSON,R A Emergency Preparedness Branch. 89/11/28. ADAMS A Office of 
Nuclear Reactor Regulation, Director (Post 870411). 7pp. 59030:230-59030:237. 


P. Operating license stage documents & correspondence 

9109030054 Confirms that,prior to 911015,MIT will provide info necessary to satisfy 
NRC financial assurance requirements. 

POWELL,P.C. Massachusetts Institute of Technology, Cambridge, MA 91/08/22. 
MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). Ip. 58995:258-58995:258. 


R. Periodic operating reports ft related correspondence 


9109040401 "MIT Research Reactor Annual Rept to NRC for Jul 1990 to June 1991.” 
W/910830 Itr. 

KWOK.K.S., BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA. 
91/06/30. 32pp. 59017:081-59017:112. 


V. Operator Examinations 


9109120054 Responds to 910604 Itr re draft examiner std for "Administration of NRC 
Requalification Exams at Nonpower Reactors,” including comments from Natl Organi¬ 
zation of Test Research & Training Reactors. 

GALLO,R.M. Operator Licensing Branch. 91/08/28. BERNARD,JA Massachusetts In¬ 
stitute of Technology, Cambridge, MA 7pp. 59104:043-59104:049. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


Q. Inspection reports, IE Bulletins ft correspondence 


9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91 .Current status summary sheet for nonpower reactor facilities also end. 

REESE,J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors, De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency ft lire protection plans 


9109030249 Rev 3 to figure 10.1 of emergency plan, “Protective Action Flow Chart for 
General Emergencies. 

MARKT.D.I. Yankee Atomic Electric Co. 91/08/27. 3pp. 58992:346-58992:348. 

9109160022 Forwards agenda for 911017 session on 10CFR50 rule which affects 
manner in which data is passed during accidents re emergency classifications. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 6pp. 59096:352-59096:357. 

9109110031 Responds to 910830 request for addl info re changes to emergency oper¬ 
ating procedures to allow operation of main coolant pumps in event of small break 
LOCA & training of reactor operators w/regard to procedural changes. 

HASELTINE.J. Yankee Atomic Electric Co. 91/09/05. SEARS,P. Project Directorate I- 
2. 2pp. 59088:342-59088:343. 

9109170066 Forwards safety insp rept 50-029/91-10 on 910714-0824. Inspectors con¬ 
cluded that facility operated in safe manner ft determined that performance of li¬ 
censed activities in conformance w/NRC regulatory requirements. 

LINVILLE.J.C. Region 1 (Post 820201). 91/09/05. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 59109:179-59109:199. 

-9109170070 Safety insp rept 50-029/91-10 on 910714-0824. Major areas 
inspected:plant operations,radiological controls,maint & surveillance,emergency pre¬ 
paredness & security. 

ROGGE,J.F. Region 1 (Post 820201). 91/09/05. 16pp. 59109:183-59109:199. 

9109250141 Discusses 910903 telcon re Staff questions related to 910826 submittal on 
facility PTS concern. 

HSII.G. Reactor Systems Branch. 91/09/12. Reactor Systems Branch. 3pp. 
59202:181-59202:218. 


9109260060 Revised EPIPs,including rev 7 to OP-3315, "Control Room Actions During 
Emergency” & Rev 5 to OP-3324, Technical Support Ctr Operations." 

* Yankee Atomic Electric Co. 91/09/18.102pp. 59219:004-59219:106. 

9109300139 Responds to violations noted in Safety Insp Rept 50-029/91-09 on 
910616-21 .Corrective actions:new direct phones powered from phone company in¬ 
stalled in control room to replace loss of power phones which occurred on 910615. 
THAYER,J.K. Yankee Atomic Electric Co. 91/09/20. Ofc of Enforcement (Post 
870413). 6pp. 59253:079-59253:084. 


a Inspection reports, IE Bulletins A correspondence 

9109050019 Forwards Insp Repts 50-020/91-02 & 70-0938/91-02 on 910715-18.No 
safety concerns or violations noted 

JOYNER.J.H. Region 1 (Post 820201). 91/08/21. BERNARD.J.A., MASSE.F.X. Mas¬ 
sachusetts Institute of Technology, Cambridge, MA 2pp. 59030:221-59030:237. 

-9109050922 Insp Repts 50-020/91-02 ft 70-0938/91-02 on 910715-18.No violations 
noted.Maior areas inspected:operational status of licensee emergency preparedness 
program ft status of licensee action on previously identified items. 

AUSTIN,MA, BORES,RJ. Region 1 (Post 820201). 91/08/20. 6pp. 59030:223- 
59030:228. 

-9001090044 Suggests investigation of weaknesses identified in Insp Rept 504)20/84- 
01 during next emergency planning insp at MIT. Concerns raised about review include 
applicability of regulations quoted to non-power reactors & power levels. 

WEISS, S.H. Non-Power Reactors, Decommissioning & Environmental Proj. 
Dir.(891001-901215). 89/12/28. ERICKSON.R.A Emergency Preparedness Branch. 
2pp. 59030:229-59030:229. 

—8911300157 Requests licensee respond to evaluation of emergency action level con¬ 
cerns noted in Insp Rept 504)20/844)1. 

ERICKSON.R.A. Emergency Preparedness Branch. 89/11/28. ADAMS.A Office of 
Nuclear Reactor Regulation, Director (Post 870411). 7pp. 59030:230-59030:237. 


G. Adjudicatory correspondence 


9109250059 Forwards comments of Union of Concerned Scientists & New England Co¬ 
alition on Nuclear Pollution re recent util repts submitted in response to 910731 order 
CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). #391 12216. 91/09/16. MURLEY.T.E. Office of Nuclear Reactor Regulation 
Director (Post 870411). 9pp. 59193:103-59193:111. ^ 


9109300130 Notification of 910924 meeting w/util in Rockville,MD to discuss licensee 
comments of Union of Concerned Scientists & New England Coalition on Nuclear Pol¬ 
lution re responses to Commission order concerning CLI-91-11 & pressure temp info 
PRESCOTT,PJ. Project Directorate 1-3. 91/09/19. MURLEY.T., MIRAGLIA.F.’ 
RUSSELL.W. NRC - No Detailed Affiliation Given. 5pp. 59257:111-59257:115. 


H. General correspondence 


9109040422 Responds to Commission correspondence re 2.206 petition to shut down 
PjantThree Commission meetings held to obtain info & views from 
NRC.^etitioners.licensee & public. Commission issued memo ft order CLI-91-11 on 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/21. FLEISCHMAN.P.R. Affiliation Not 
Assigned. Ip. 58982:309-58982:309. 
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9100090111 Responds to correspondence to Commission re 2.206 petition to shut 
down plantCommission meetings held to obtain info & views from 

NRC,petitioners,licensee & public.Commission issued memo & order on 910731.Order 
end. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/26. HARPER.C. Massachusetts, Univ. 
of, Amherst MA. REED.N.D., THOMAS,J. Affiliation Not Assigned. 12pp. 59040:333- 
59041:013. 

9109060115 Responds to correspondence to Commission re 2.206 petition to shutdown 
plantThree Commission meetings held to obtain info & views from 

NRC,petitioners,licensee & public. Commission issued memo & order CLI-91-11 on 
910730. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/27. HILTON,A.M. Affiliation Not As¬ 
signed. Ip. 59015:126-59015:157. 

9109060161 Responds to correspondence to Commission re 2.206 petition to shut 
down facility. Enel memorandum & order CLI-91-11 issued to licensee on 910731. 
SHANKMAN.S.F. Project Directorate 1-3. 91/08/27. EDWARDS,L. Affiliation Not As¬ 
signed. Ip. 59025:001-59025:032. 

9109090021 Forwards memo & order CLI-91-11 & informs that review of util technical 
review complete. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/27. MUCKERHEIDE.J. Massachu¬ 
setts, Commonwealth of. Ip. 59056:232-59056:263. 

9109110033 Responds to correspondence to Commission re 2.206 petition to shut 
down fadlity.EncI memorandum & order CLI-91-11 issued to licensee on 910731. 
SHANKMAN.S.F. Project Directorate 1-3. 91/08/27. WIJNHOVEW.N. Affiliation Not 
Assigned. Ip. 59069:270-59069:301. 

9109130024 Responds to correspondence to Commission re 2.206 petition to shut 
down Yankee Rowe.Three Commission & two public meetings held to obtain 
info.Commission issued end Memorandum & Order CLI-91-11 to licensee.W/o end. 
SHANKMAN.S.F. Project Directorate 1-3. 91/09/05. BLUHM.P. Affiliation Not As¬ 
signed. 3pp. 59111:233-59111:235. 

-9109170022 Approves of petition requesting shut down of Yankee Rowe Nuclear 
Power Plant & requests renewal. 

BLUHM.P. Affiliation Not Assigned. 91/08/16. SELIN,I. Commissioners (Post 750119). 
2pp. 59111:234-59111:235. 

9109130248 Responds to correspondence to Commission re 2.206 petition to shut 
down planLThree Commission meetings held to obtain info & view from 
NRC.petitioners,licensee & publlc.Memo & Order CLI-91-11 issued on 910731. 
SHANKMAN.S.F. Project Directorate 1-3. 91/09/06. DION-PERRY.M. Affiliation Not 
Assigned. Ip. 59095:329-59095:331. 

-9109130249 Requests that nuclear power plant be closed. 

DION-PERRY.M. Affiliation Not Assigned. 91/08/20. Commissioners (Post 750119). 
2pp. 59095:330-59095:331. 

9109270169 Responds to correspondence to President re petition to shut down 
plantThree Commission meetings held to obtain info & views from 
NRC,petitioners,licensee & public.Memorandum & order CLI-91-11 end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
12. KELLY,M. Affiliation Not Assigned. Ip. 59221:084-59221:121. 

9109250249 Responds to correspondence to Commission re 2.206 petition to shut 
down facility.Forwards memo & Order CLI-91-11. 

SHANKMAN.S.F. Project Directorate 1-3. 91/09/17. TAYLOR,B. Earth Works. Ip. 
59203:001-59203:032. 


P. Operating license stage documents ft correspondence 

9109060134 Discusses 910821 telcon between P Prescott & J McCumbor re visit to 
Precision Cutting,Inc (subsidiary of Westinghouse) planned for 910823.Purpose of visit 
to assess progress made on development of manipulator & vessel cutting equipment. 
PRESCOTT,P. Project Directorate 1-3. 91/08/27. Project Directorate 1-3. Ip. 
59010:151-59010:151. 

9109120274 Discusses 910905 telcon re environ operability review for facility main cool¬ 
ant pumps. 

LYONS,J. Plant Systems Branch. 91/09/05. MILANO,P. NRC - No Detailed Affiliation 
Given. 2pp. 59087:026-59087:027. 

9109160249 Forwards info from licensee in response to questions raised by Staff re li¬ 
censee 910826 submittal. 

MILANO,P.D. Project Directorate 1-3. 91/09/06. Project Directorate 1-3. 100pp. 
59106:240-59106:353. 

9109130067 Forwards summaries of telcons between NRC technical staff & util re info 
in licensee 910730 & 0826 submittals. 

MILANO.P.D. Project Directorate 1-3. 91/09/09. Project Directorate 1-3. 4pp. 
59120:031-59120:057. 

-9109170041 Discusses 910830 & 0903 telcons w/YAE re 910730 Itr from S Shultz re 
responses to requests for addl info. 

COLLINS,T. NRC - No Detailed Affiliation Given. 91/09/03. MILANO,P. Project Direc¬ 
torate 1-3. 3pp. 59120:035-59120:037. 

-9109130083 Discusses author questions to util during 910826 telcon re main coolant 
pump operation. 

RAJAN.J. Mechanical Engineering Branch. 91/09/09. Mechanical Engineering Branch. 
17pp. 59120:038-59120:057. 

9109130105 Trip rept of 910823 visit to facility to gather info & assess capabilities of 
PCI Energy Svcs to perform job for which licensee contracted. 

PRESCOTT,P. Project Directorate 1-3. 91/09/10. SHANKMAN.S. Project Directorate I- 
3. 5pp. 59107:238-59107:242. 

9109130169 Record of telcon w/util on 910804 to determine significance of changes 
licensee made in thermal hydraulic modeling of reactor vessel.Util committed to run 
analysis of original thermal hydraulic model to satisfy NRC concerns. 

PRESCOTT,P. Project Directorate 1-3. 91/09/10. Ip. 59113:005-59113:005. 


9109160258 Documents 910828 & 29 telcon between NRR & util re Tables 
2.3,2.7,2.8,2.9 & Figures 2-5,2-6,2-13,2-14 & 2-15 in Attachment 1 to 910826 Itr. 
ELLIOT.B.J. Materials & Chemical Engineering Branch. 91/09/10. Materials & Chemi¬ 
cal Engineering Branch. Ip. 59106:226-59106:226. 

9109200027 Forwards NRC questions re 910730-0826 submittals.Questions being for¬ 
mally transmitted for record purposes. 

MILANO.P.D. Project Directorate 1-3. 91/09/10. PAPANIC.G.A. Yankee Atomic Elec¬ 
tric Co. 10pp. 59168:001-59168:010. 

9109200114 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 59156:218-59156:221. 

9109130121 Discusses 910804 telcon w/util & PCI Energy Svcs re RV sample schedule 
& role PCI Energy Svcs will have In obtaining RV sample.Pratice sample will be ob¬ 
tained by late Oct & results will be available approx late Nov 1991. 

PRESCOTT,P. Project Directorate 1-3. 91/09/11. Project Directorate 1-3. Ip. 
59115:340-59115:340. 

9109180185 Informs that facility assessment should include discussion of cavitation 
forcing function frequency & amplitude,RC sys support configuration,sys stresses,sys 
natural frequencies & natural frequency of RC pump. 

PARKHILL.R. License Renewal Project Directorate (Post 901216). 91/09/11. 
PRESCOTT,P. NRC - No Detailed Affiliation Given. Ip. 59139:062-59139:062. 

9109250141 Discusses 910903 telcon re Staff questions related to 910826 submittal on 
facility PTS concern. 

HSII,G. Reactor Systems Branch. 91/09/12. Reactor Systems Branch. 3pp. 
59202:181-59202:218. 

—9109250152 Ack receipt of document on 910904-06 & 10 re facility. 

HSII.G. Reactor Systems Branch. 91/09/12. Reactor Systems Branch. 18pp. 
59202:184-59202:218. 

9109170165 Requests relief for installing non-code repair to EDG fuel oil sys piping At 
facility. 

PAPANIC.G. Yankee Atomic Electric Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 59120:086-59120:093. 

9109270177 Discusses 910818 telcon between P Prescott & J McCumber re upcoming 
visit to facilities to observe work in progress during period from 910930-1003. 
PRESCOTT.P. Project Directorate 1-3. 91/09/19. Project Directorate 1-3. Ip. 
59226:026-59226:026. 

9109300130 Notification of 910924 meeting w/util in Rockville,MD to discuss licensee 
comments of Union of Concerned Scientists & New England Coalition on Nuclear Pol¬ 
lution re responses to Commission order concerning CLI-91-11 & pressure temp info, 
PRESCOTT,PJ. Project Directorate 1-3. 91/09/19. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 59257:111-59257:115. 


Q. Inspection reports, IE Bulletins 6 correspondence 


9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 56979:091-58979:177. 

9109100204 Informs of 911009 reactor vessel Insp program status meeting at South¬ 
west Research Inst in San Antonio,TX to discuss current status of entire insp pro- 

RaSELTINE.J.D. Yankee Atomic Electric Co. 91/08/30. SEARS,P. Project Directorate 
1-2. ip. 59082:354-59082:354. 

9109170066 Forwards safety insp rept 50-029/91-10 on 910714-0824. Inspectors con¬ 
cluded that facility operated in safe manner & determined that performance of li¬ 
censed activities in conformance w/NRC regulatory requirements. 

LINVILLE.J.C. Region 1 (Post 820201). 91/09/05. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 59109:179-59109:199. 

—9109170070 Safety insp rept 50-029/91-10 on 910714-0824. Major areas 
inspected:plant operations,radiological controls,maint & surveillance,emergency pre¬ 
paredness & security. 

ROGGE,J.F. Region 1 (Post 820201). 91/09/05. 16pp. 59109:183-59109:199. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230228 Forwards evaluation criteria for licensee to assess adequacy of program 
designed per Bulletin 88-008 re piping connected to RCS.Response consistent 
SEARS,P.M. Project Directorate 1-3. 91/09/17. PAPANIC.GA Yankee Atomic Electric 
Co. 7pp. 59187:049-59187:055. 

9109300139 Responds to violations noted in Safety Insp Rept 50-029/91-09 on 
910616-21 .Corrective actions:new direct phones powered from phone company in¬ 
stalled in control room to replace loss of power phones which occurred on 910615. 
THAYER,J.K. Yankee Atomic Electric Co. 91/09/20. Ofc of Enforcement (Post 
870413). 6pp. 59253:079-59253:084. 
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ft PeriocBe operating reports ft related correspondence 

9*09030255 "Yankee Nuclear Power Station Effluent & Waste Disposal Semiannual 
Rept for First & Second Quarters 1991" W/910828 Hr. 

PAPANIC.G. Yankee Atomic Electric Co. 91/06/30. 22pp. 58994:105-58994:126. 

9109190334 Monthly operating rept for Aug 1991 for Yankee Atomic Power Statton.W/ 
910910 Hr. 

SAMMARCO.H., BERRY.R.L Yankee Atomic Electric Co. 91/08/31. 6pp. 59119:101- 
59119:106. 


S. Reportable occurrences, UERs & reiatod eorreapondanca 

9109040225 LER 91-003-00:on 910801 .determined that IS surveillance of radioactive 
liquid effluent continuous sampler for turbine bldg sump not performed from 910710- 
0820-Caused by personnel error.Operators counseled.W/910830 Itr. 

MARET.G.A., ST LAURENT.N.N. Yankee Atomic Electric Co. 91/08/30. 4pp. 
58981:185-58981:188. 

9109040086 LER 91-004-00:on 910803,turbine generator static exciter input breaker 
opened t caustng loss of generator fieid t turb»ne trip & reactor scram.Cause under 
investigidion.Becftar removed from svc.W/910830 itr. 

MARETTgA, ST LAURENT.N.N. Yankee Atomic Electric Co. 91/09/02. 3pp. 
59009:018-59009:020. 


9109110031 Responds to 910830 request for add Info re changes to emergency oper- 
atirw procedures to alow operation of main coolant pumps in event of small break 
LOCA & training of reactor operators w/regard to procedural changes. 

HASELT1NEJL Yankee Atomic Electric Co. 91/09/05. SEARS,P. Protect Directorate I- 
2. 2pp. 59088:342-59088:343. 

9109270014 Extends invitation to attend power reactor operator license examiners/ 
training manager meeting in Region I on 911106-07 to provide forum for discussion of 
various topics & issues re operator licensing function. 

HODGES.M.W. Region 1 (Post 820201). 91/09/19. THAYER.J.K. Yankee Atomic 
Electric Co. 4pp. 59216:067-59216:070. 


DOCKET 50-54 CtNTlCHEM 


F. Security, medical, e me rge n c y ft fire protection plans 

I 

9109170217 Advises that changes to physical security plan for protection of SNM of 
moderate strategic afortiflcance, transmitted via 910319 Itr,consistent w/provisions of 
10CFR50.54(p) & 70.32(e) ft acceptable. 

JOYNERJ.H. Region 1 (Post 820201). 91/08/02. MCGOVERN,JJ. Cintichem, Inc. 
2pp. 59127:111-59127:112. 


a I nsp ecti on repeats, ME Bulletins ft correspon denc e 

9109240142 Ack receipt of 910801 Itr in response to NRC 910619 Itr informing NRC of 
steps taken to coned violations noted in insp repts 50-054/91-03 & 70-0687/91-03. 
JOYNERJ.H. Region 1 (Post 820201). 91/09/03. MCGOVERNJJ. Cintichem, Inc. 
2pp. 59190354-59190359. 


ft Periodic operating reports A related correspondence 

9109240043 Forwards results of NRC TLD direct radiation monitoring for second quarter 
of 1991. 

BpRESjy. Region 1 Post 820201). 91/08/26. MCGOVERN.JJ. Ontichem, Inc. 4pp. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


F. Security, medical, emer ge nc y ft fire protection plans 

9 1092400 26 D etermin es that charms to Buffalo Matts Research Ctr security plan con¬ 


sistent w/provisions of 10CFR50.54/p) ft 
JOYNERAHL Radon 1 (Poet 820201). 
Univ. of, Buffalo, NY. 2pp. 59172:082-591 


j. 91/08/12. RENNIE,D.W. New York, State 
2pp. 59172:082-59172:083. 


CL i nsp ec t i o n reports, IE 


’ "ZZZZZ'* L°^S- 8a !® t L‘ nsp 50-057/914)4 910820.No violations noted. 

1 (Post 820201). 91/09/13. RENNIE.D.W. New York, Stati 
Uiw. of, Buffalo, IW. 4pp. 59182:166-59182:172. 


Sa tety insp rapt 504)57/914)4 on 910820.No violations noted. Maio 
_™-^.^ctedartBtus of licensee plans ft activities concerning repair ft mod of reac 

MJCTIIJAjLAu, BORES.RJ. Region 1 (Post 820201). 91/09/11. 3pp. 59182:170 


SOCKET 58-58 TEXAS AftM UNIV. RESEARCH REACTOR 
It PeriocSe operattag reports A related correspondence 

tjrt^ofjexaa A&M Udv AGN-201M Training 
ASM Urfv M College Station, TX. 91/05/31. 9pp. 


9109110278 “Annual Operating R 
Reactor June 1990-May 199l.’*W/f 
BERRY.T.O^ WESTONJ.W. Texas 
59100200-59100208. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


a Inspection reports, IE Bulletins ft correspondence 

9109240350 Forwards insp repts 50-062/91-02 ft 50-396/914)2 on 910820-23.No viola¬ 
tions or deviations noted. 

PEEBLES.T.A. Region 2 (Post 820201). 91/08/29. MULDER.R.U. Virginia, Umv. of, 
Charlottesville, VA. 2pp. 59184:323-59184:331. 

-9109240355 Insp repts 504)62/91-02 & 50-396/91-02 on 910820-23.No violations or 
deviations noted.Major areas inspected:annual insp of Class I non-power reactor. 
BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 91/08/29. 7pp. 59184:325- 
59184:331. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


Q. Inspection reports, IE Bulletins ft correspondence 

9109180115 Provides nonpower reactor insps performed during first ft second half of 
CY91 .Current status summary sheet for nonpower reactor facilities also end. 
REESE.J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors, De¬ 
commissioning ft Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency ft fire protection plane 

9109300028 Forwards Rev 10 to physical security plan updating procedure to require 
reporting major physical security events to NRC operations ctr no later than 1 h fol¬ 
lowing security eventRev withheld (ref 10CFR2.790). 

VERNETSON.W.G. Florida. Univ. of, Gainesville, FL 91/09/18. Document Control 
Brandi (Document Control Desk). 2pp. 59245:340-59245:341. 


DOCKET 50-89 GENERAL ATOMICS 


F. Security, medical, emergency ft fire protection plane 

9109130060 Forwards partially withheld Insp Rept 50-089/914)2, 50-089/91-03,50-163/ 
91-02,50-163/91-03 & 70-0734/914)3. Violations noted.Enel partially withheld (ref 
10CFR2.790). 

REESE.J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:273- 
59107:276. 

-9109130068 Partially withheld Insp Repts 50-089/914)2,50-089/91-03, 50-163/91- 
02,50-163/91-03 & 70-0734/91-03.Violations noted. Major areas inspected:security 
plans,procedures & reviews. Partially withheld ref 10CFR2.790. 

NORDERHAUG.LR. Region 5 (Post 820201). 91/09/06. Ip. 59107:276-59107:276. 

9109130103 Forwards Insp Repts 50-089/914)1 & 50-163/91-01 on 910715-19.Viola¬ 
tions noted but not cited. 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.M. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:132- 


-9109130104 Insp Repts 504)89/914)1 & 50-163/91-01 on 910715-19. Violations noted 
but not dted.Major areas inspectedraudits, corrective 
actions,expenments,requalification training, health physics.design changes & emergen- 

QUAU-S.P.M., JOHNSON AD., REESE, J.H. Region 5 (Post 620201). 91/09/06. 5pp. 
59107:134-59107:138 


CL Inspection reports, IE Bulletins ft correspondence 

91 !?15!S 0 Forwards partially withheld Insp Rept 50-089/91-02, 50-089/914)3 50-163/ 
10CTR2790) 791 " 03 & 70-0734/91-03. Violations noted.Enci partially withheld (ref 

REESE,j.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.N. General 
^^i f0fmeri y Technologies, IncVGeneral Atomic Co.). 2pp. 59107:273- 
59107:276, 

plans,procedures & reviews. Partially withheld ref 10CFR2J90 ^ ^ 

M107l76 AUG,LR " REESE,J,H - Reflion 5 (Post 82 °201). 91/09/06. Ip. 59107:276- 

ReP “ * W)89/91 - 01 * SO-163/91^1 on 910715-19.Viola- 

Z 813010 ^ Re ^r 1 ' 01 “tr 

M^jwpertnents.requalifiealion training, health physic*,design changes & emergen- 

59 U 10^3 R 5910?^ NAD '’ REESE,J - H> Reflk>n 5 < Po8t 820201 >* 91/09/06. 5pp. 

91 rvl?5y£ P ™**? 8 n^Power reactor insps performed during first & second half of 
REESFJ| U I2 fT 15 , ^?Jo«!x for non P° wer reactor facilities also encL 

Re 8 w y 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors De¬ 
commissioning ft Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 
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V. Operator Examinations 

9109130103 Forwards Insp Repts 60-089/91-01 & 50-163/91-01 on 910715-19.Viola¬ 
tions noted but not cited. 

REESE.J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.M. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:132- 
59107:138. 

—9109130104 Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19. Violations noted 
but not cited. Major areas inspected:audits, corrective 
actions,experiments,requalification training, health physics,design changes & emergen¬ 
cy planning. 

QUALLS,P.M. Region 5 (Post 820201). 91/09/06. 5pp. 59107:134-59107:138. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


V. Operator Examinations 

9109110153 Forwards rev of operator requalification program for reactors.Revs reflect 
latest requirements of 10CFR55 as well as current practices at sites. 

ADERHOLD.H.C. Cornell Univ., Ithaca, NY. 91/08/29. Office of Nuclear Reactor Reg¬ 
ulation, Director (Post 870411). 9pp. 59100:228-59100:236. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91 .Current status summary sheet for nonpower reactor facilities also end. 

REESE,J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors, De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


R. Periodic operating reports & related correspondence 

9109160281 Annual rept for license R-52 for period 900701-910630 for TRIGA Mark I 
reactor at univ. 

DOANE.H. Arizona, Univ. of, Tucson, AZ. 91/08/28. Region 5 (Post 820201). 7pp. 
59119:153-59119:159. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency A fire protection plans 

9109040081 Forwards proprietary Update 2 for physical security plan. Enel withheld (ref 
10CFR2.790(d)). 

HENDRICKSON.R. Iowa State Univ., Ames, IA. 91/08/26. Document Control Branch 
(Document Control Desk). Ip. 59003:001-59003:001. 


DOCKET 50-131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 
REACTOR 


H. General correspondence 

9109200036 Responds to 910805 Itr written on behalf of Dept of Veterans Affairs Medi¬ 
cal Ctr re request for exemption from annual fees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91 /08/23. HOAGLAND.P. 
House of Rep. Ip. 59264:191-59264:194. 

-9109200041 Requests that Omaha Veterans Affairs Medical Ctr receive exemption 
from 10CFR171 licensing fee requirements. 

HOAGLAND.P. House of Rep. 91/08/05. SELIN,I. Office of the Controller (Post 
890205). 2pp. 59264:192-59264:193. 


P. Operating license stage documents & correspondence 

9109040459 Discusses potential decommissioning time estimates for VA Hosp TRIGA 
reactor. 

ADAMS,A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/08/22. BLOTCKY.A. Veterans Admin. Medical Center, Omaha, NE. 4pp. 
58982:001-58982:018. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency A fire protection plans 

9109130139 Forwards Safeguards Insp Rept 50-133/91-02 on 910715-18. Violations 
noted but not cited re recordkeeping.Details withheld (ref 10CFR2.790(d)). 

REESE,J.H. Region 5 (Post 820201). 91/08/26. SHIFFER.J.D. Pacific Gas & Electric 
Co. 3pp. 59107:277-59107:280. 

-9109130140 Partially withheld Physical Security Insp Rept 50-133/91-02 on 910715-18 
A 0814 (ref 10CFR2.790(d)).Violations noted but not cited.Major areas 
inspected:security plan A implementing procedures,mgt effectiveness A security pro- 

icHUSTER.M.D., REESE, J.H. Region 5 (Post 820201). 91/08/26. Ip. 59107:280- 
59107:280. 


Q. Inspection reports, IE Bulletins A correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.'* Svc list end. 

CUNNINGHAM,R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109130139 Forwards Safeguards Insp Rept 50-133/91-02 on 910715-18. Violations 
noted but not cited re recordkeeping.Details withheld (ref 10CFR2.790(d)). 

REESE,J.H. Region 5 (Post 820201). 91/08/26. SHIFFER.J.D. Pacific Gas A Electric 
Co. 3pp. 59107:277-59107:280. 

-9109130140 Partially withheld Physical Security Insp Rept 50-133/91-02 on 910715-18 
A 0814 (ref 10CFR2.790(d)). Violations noted but not cited.Major areas 
inspected:security plan A implementing procedures,mgt effectiveness A security pro¬ 
gram audit. 

SCHUSTER,M.D.. REESE,J.H. Region 5 (Post 820201). 91/08/26. Ip. 59107:280- 
59107:280. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports A related correspondence 

9109100324 “Humboldt Bay Power Plant,Unit 3 Semiannual Radioactive Effluent Re¬ 
lease Rept,Jan-June 1991." W/910830 Itr. 

WOMACK,L.F. Pacific Gas A Electric Co. 91/06/30. 20pp. 59077:001-59077:020. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


F. Security, medical, emergency A fire protection plans 

9109230154 Forwards revised security plan. Plan withheld. 

BOBEK.L.M. Worcester Polytechnic Institute, Worcester, MA. 91/09/19. Document 
Control Branch (Document Control Desk). Ip. 59188:297-59188:297. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


P. Operating license stage documents A correspondence 

9109040369 Responds to request for addl info re Generic Ltr 89-10,Suppl 3, “Consider¬ 
ation of Results of NRC-Sponsored Tests of Motor-Operated Valves.’ 

BECKMAN,W.L Consumers Power Co. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58997:053-58997:056. 

9109100155 Forwards “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jan-June 1991,” Rev 6 to ODCM A corrected semiannual radioactive effluent re¬ 
leases repts for 1986 to 1990. 

BECKMAN,W.L Consumers Power Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59074:189-59074:326. 

-9109100197 Rev 6 to ODCM. 

* Consumers Power Co. 91/06/28.111pp. 59074:219-59074:326. 

9109120218 Forwards request for addl info to complete review of station blackout rule. 
STRANSKY.R. Project Directorate 111-1. 91/09/03. BECKMAN,W.L Consumers Power 
Co. 4pp. 59087:042-59087:045. 

9109170341 Informs that review of amend 18 to license DPR-6 complete. Amend re- 

r ' res util to adhere to “Plan for Big Rock Point integrated Assessment” Concludes 
t amend found acceptable. 

STRANSKY.R. Project Directorate 111-1. 91/09/10. BECKMAN,W.L Consumers Power 
Co. 2pp. 59118:032-59118:033. 


Q. Inspection reports, IE Bulletins A correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Unk in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240385 Ack receipt of 910719 response to 910701 transmittal re violation noted in 
insp rept 50-155/91-06 for late reporting of inadvertent start of pump. 

CLAYTON,B. Region 3 (Post 820201). 91/09/19. BECKMAN,W.L. Consumers Power 
Co. Ip. 59185:062-59185:062. 
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R. Periodic operating reports & related correspondence 

9109050218 Forwards semiannual fitness for duty program performance rapt for period 
Jan-June 1991,per 10CFR26.71(d). 

SLADE.G.B. Consumers Power Co. 91/08/23. Document Control Branch (Document 
Control Desk). 17pp. 59029:220-59029:236. 

9109040377 Provides semiannual update 15 of integrated plan covering review of CRD 
sys, upgrading reactor bldg crane breaks & breaker replacement strategy. 

BECKMAN,W.L Consumers Power Co. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 23pp. 58997:030-58997:052. 

9109100155 Forwards “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jan-June 1991,” Rev 6 to ODCM & corrected semiannual radioactive effluent re¬ 
leases repts for 1986 to 1990. 

BECKMAN,W.L Consumers Power Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59074:189-59074:326. 

—9109100159 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jan-June 1986," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 86/06/30. Ip. 59074:195-59074:195. 

-9109100161 Revised “Big Rock Point Semiannual Effluent Release Rept for Jul-Dec 
1986" consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 86/12/31. Ip. 59074:196-59074:196. 

-9109100166 Revised “Big Rock Point Semiannual Radioactive Effluent Release Rept 
for Jan-June 1987," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 87/06/30. Ip. 59074:197-59074:197. 

-9109100170 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1987," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 87/12/31. Ip. 59074:198-59074:198. 

-9109100175 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jan-June 1988," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 88/06/30.1p. 59074:199-59074:199. 

-9109100176 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1988," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 88/12/31. Ip. 59074:200-59074:200. 

-9109100181 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jan-June 1989," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 89/06/30. Ip. 59074:201-59074:201. 

-9109100187 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1989," consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 89/12/31. Ip. 59074:202-59074:202. 

-9109100189 Revised “Big Rock Point,Semiannual Radioactive Effluent Release 
Rept,Jan-June 1990,” consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 90/06/30. Ip. 59074:203-59074:203. 

-9109100192 Revised “Big Rock Point Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1990,” consisting of summation of all liquid effluent releases. 

* Consumers Power Co. 90/12/31. Ip. 59074:204-59074:204. 

-9109100194 “Big Rock Point Semiannual Radioactive Effluent Release Rept Jan-June 
1991." 

HAGER,J., NEAL.T.R, BEER.J.L. Consumers Power Co. 91/06/30.14pp. 59074:205- 
59074:218. 

-9109100197 Rev 6 to ODCM. 

* Consumers Power Co. 91/06/28.111pp. 59074:219-59074:326. 

9109100325 Monthly operating rept for Aug 1991 for Big Rock Point Nuclear PlantW/ 
910904 Itr. 

JOHNSTON.J.R., BECKMAN,W.L Consumers Power Co. 91/08/31. 5pp. 59074:352- 
59074:356. 


S. Reportable occurrences, LERs & related correspondence 

9109170101 LER 91 -006-00:on 910822,fusable-link on Are door auto closing mechanism 
discovered missing,rendering fire barrier inoperable.Caused by personnel errorNew fu- 
sable-link installed. W/910909 Itr. 

BOURASSA.M.D., BECKMAN,W.L Consumers Power Co. 91/09/09.4pp. 59157:035- 
59157:038. 

9109130237 Eraresses appreciation for clarification of reporting requirements for start¬ 
ing of diesel fire pump.NRC position remains that situation described in LER does not 
constitute spurious EsF actuation & therefore,reportable. 

STRANSKYR. Project Directorate 111-1. 91/09/10. BECKMAN.W.L. Consumers Power 
Co. 2pp. 59113:038-59113:042. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


H. General correspondence 

9109040274 Advises that effective 910828,GM Maxwell replaced S VanSciver as 
member of reactor safety committee. 

CASHWELLR.J. Wisconsin, Univ. of, Madison, Wl. 91/08/28. Document Control 
Branch (Document Control Desk). Ip. 58998:222-58998:222. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


V. Operator Examinations 

9109110153 Forwards rev of operator requalification program for reactors. Revs reflect 
latest requirements of 10CFR55 as welt as current practices at sites. 

ADERHOLD.H.C. Cornell Univ., Ithaca, NY. 91/08/29. Office of Nuclear Reactor Reg¬ 
ulation, Director (Post 870411). 9pp. 59100:228-59100:236. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


V. Operator Examinations 

9109060077 Informs that requalification program for RO/SRO meets requirements of 
regulations & acceptable. 

ADAMSA Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/08/26. KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 3pp. 
59015:115-59015:117. 


DOCKET 50-163 GENERAL ATOMICS 


F. Security, medical, emergency & fire protection plans 


9109130060 Forwards partially withheld Insp Rept 50-089/91-02, 50-089/91-03,50-163/ 
91-02,50-163/91-03 & 70-0734/91-03. Violations noted.EncI partially withheld (ref 
10CFR2.790). 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:273- 
59107:276. 

-9109130068 Partially withheld Insp Repts 50-089/91-02,50-089/91-03, 50-163/91- 
02,50-163/91-03 & 70-0734/91-03.Violations noted. Major areas inspected:security 
plans,procedures & reviews. Partially withheld ref 10CFR2.790. 

NORDERHAUG.LR. Region 5 (Post 820201). 91/09/06. Ip. 59107:276-59107:276. 

9109130103 Forwards Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-1 ^Viola¬ 
tions noted but not cited. 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.M. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:132- 
59107:138. 

-9109130104 insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19. Violations noted 
but not cited.Major areas inspected-.audits, corrective 
actions,experiments,requalification training, health physics,design changes & emergen¬ 
cy planning. 

QUALLS,P.M. Region 5 (Post 820201). 91/09/06. 5pp. 59107:134-59107:138. 


Q. Inspection reports, IE Bulletins & correspondence 


9109130060 Forwards partially withheld Insp Rept 50-089/91-02, 50-089/91-03,50-163/ 
91-02,50-163/91-03 & 70-0734/91-03. Violations noted.EncI partially withheld (ref 
10CFR2.790). 

REESE J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:273- 
59107:276. 

-9109130068 Partially withheld Insp Repts 50-089/91-02,50-089/91-03, 50-163/91- 
02,50-163/91-03 & 70-0734/91-03.Violations noted. Major areas inspectedrsecurity 
plans.procedures & reviews. Partially withheld ref 10CFR2.790. 

NORDERHAUG.LR., REESE,J.H. Region 5 (Post 820201). 91/09/06. Ip. 59107:276- 
59107:276. 

9109130103 Forwards Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19.Viola- 
tions noted but not cited. 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.M. General 
Atomics (formerly GA Technologies, inc./General Atomic Co.). 2pp. 59107:132- 
59107:138. 

-9109130104 Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19. Violations noted 
but not cited.Major areas inspected:audits, corrective 
actions,experiments,requalification training, health physics,design changes & emergen¬ 
cy planning. 

QUALLS.P.M., JOHNSON,A.D., REESE,J.H. Region 5 (Post 820201). 91/09/06. 5pp. 
59107:134-59107:138. 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91 .Current status summary sheet for nonpower reactor facilities also end. 

REESE,J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors. De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


V. Operator Examinations 

9109130103 Forwards Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19.Viola¬ 
tions noted but not cited. 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.M. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:132- 
59107:138. 

-9109130104 Insp Repts 50-089/91-01 & 50-163/91-01 on 910715-19. Violations noted 
but not cited.Major areas inspected:audits, corrective 
actions,experiments.requalification training, health physics.design changes & emergen¬ 
cy planning. 

QUALLS.P.M. Region 5 (Post 820201). 91/09/06. 5pp. 59107:134-59107:138. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


P. Operating license stage documents & correspondence 


9109100144 Application for amend to License R-84,reflecting assignment of R Bum¬ 
garner as new institute director.Curricuium vitae end. 

IRVING.G.W. Armed Forces Radiobiological Research Institute. 91/08/05. Region 1 
(Post 820201). 5pp. 59053:296-59053:300. 
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9109250078 Requests withdrawal of 910805 Itr requesting amend to License R-84.lntent 
of request was to indicate change of command from GW Irving to Captian RL Bum- 

S amer on 910830. 

UMGARNER.R.L. Defense, Dept, of. Defense Nuclear Agency. 91/09/09. Document 
Control Branch (Document Control Desk). Ip. 59201:025-59201:025. 

9109190229 Forwards revised proposed changes to tech specs for AFRRI facility li¬ 
cense R-84. 

BUMGARNER,R.L. Defense, Dept, of, Defense Nuclear Agency. 91/09/10. Document 
Control Branch (Document Control Desk). 10pp. 59167:022-59167:047. 

-9109190232 Proposed tech specs for AFRRI,changing safety analyses where required 
& replacing pages. 

* Defense, Dept of. Defense Nuclear Agency. 91/09/10. 16pp. 59167:032-59167:047. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec 
3.0.D.Tech Spec applies uniformly to any equipment having both normal & emergency 
power sources. 

CALVO.J.A. Technical Specifications Branch. 90/07/10. BUTLER,W.R. Project Direc¬ 
torate 1-2. 3pp. 59135:204-59135:205. 


Q. Inspection reports, IE Bulletins A correspondence 

9108090210 NRC info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY 
REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 

9109300023 Forwards insp rept 50-184/91-02 on 910820-23.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/10. ROWE.J.M. Commerce, Dept. of. 
3pp. 59225:036-59225:042. 

-9109300027 Insp rept 50-184/91-02 on 910820-23.No violations noted. Major areas 
inspected:organization & staffing,audits, operator requalification & surveillances. 
DRAGOUN.T., BORES,R.J. Region 1 (Post 820201). 91/09/06. 4pp. 59225:039- 
59225:042. 


V. Operator Examinations 

9109300023 Forwards insp rept 50-184/91-02 on 910820-23.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/10. ROWE.J.M. Commerce, Dept. of. 
3pp. 59225:036-59225:042. 

-9109300027 Insp rept 50-184/91-02 on 910820-23.No violations noted. Major areas 
inspected:organization A staffing,audits, operator requalification A surveillances. 
DRAGOUN.T., BORES,R.J. Region 1 (Post 820201). 91/09/06. 4pp. 59225:039- 
59225:042. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


F. Security, medical, emergency A tire protection plans 

9109300167 Revised emergency plan for Univ of Missouri research reactor.W/910918 
Itr. 

MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 91/09/18. 7pp. 59253:117- 
59253:122. 


Q. Inspection reports, IE Bulletins A correspondence 

9109170088 Forwards insp rept 50-186/91-04 on 910821 .Four violations noted A being 
considered for escalated enforcement action. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/10. RHYNE,J.J. Missouri, Univ. of, 
Columbia, MO. 2pp. 59109:241-59109:247. 

-9109170096 Insp rept 50-186/91-04 on 910821.Four violations noted A being consid¬ 
ered for escalated enforcement actions.Major areas inspected:circumstances sur¬ 
rounding 910805 inddent re shipment of 11 ci of Re-186. 

MITCHELL,M.W., PELKE.P.R., SNELL,W.G. Region 3 (Post 820201). 91/09/10. 5pp. 
59109:243-59109:247. 


9109170047 Confirms plans to conduct enforcement conference on 910918 in Glen 
Ellyn,IL to discuss circumstances surrounding 910805 inadvertent switching of sam¬ 
ples in hot cell.Agenda end. 

GREENMAN.E.G. Region 3 (Post 820201). 91/09/11. RHYNE.J.J. Missouri, Univ. of. 
Columbia, MO. 5pp. 59109:059-59109:063. 

9109270099 Discusses enforcement conference rept 50-186/91-05 on 910918. 
NORELIUS.C.E. Region 3 (Post 820201). 91/09/23. RHYNE,J.J. Missouri, Univ. of, 
Columbia, MO. 2pp. 59217:054-59217:073. 

-9109270105 Enforcement conference rept 50-186/91-05 on 910918. Major areas 
discussed:circumstances surrounding 910805 inadvertent switching of samples in hot 
cell,which resulted in incorrect shipment. 

MITCHELL,M.W., PELKE.P.R., SNELL,W.G. Region 3 (Post 820201). 91/09/23. 18pp. 
59217:056-59217:073. 


R. Periodic operating reports A related correspondence 

9109040106 "Univ of Mi Research Reactor Operations Annual Rept Jul 1990 - June 
1991.” W/910827 Itr. 

MEYER,W.A., MCKIBBEN.J.C. Missouri. Univ. of, Rolla, MO. 91/06/30. WEISS,S.H. 
NRC - No Detailed Affiliation Given. 200pp. 59018:001-59018:189. 


S. Reportable occurrences, LERs A related correspondence 

9109100359 Advises that on 910805,two shipments made from univ w/ incorrect radion¬ 
uclides A activities listed on shipping papers A package,per 10CFR71.5.Person re¬ 
sponsible for discrepancy counseled A restrictions imposed. 

REILLY,W.F., MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 91/09/04. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59080:001-59080:004. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 

9109240169 Forwards insp rept 50-192/91-01 on 910801-22.No inspector- identified 
violations or deviations noted.One licensee- identified violation noted. 

BUTCHER,E.J. Region 4 (Post 820201). 91/09/17. WEHRING.B.W. Texas, Univ. of, 
Austin, TX. 2pp. 59183:038-59183:043. 

-9109240180 Insp rept 50-192/91-01 on 910801-22.No inspector-identified violations or 
deviations noted.One licensee-identified violations noted.Major areas 
in$pected:radiation protection activities A transportation program. 

MURRAY,B. Region 4 (Post 820201). 91/09/16. 4pp. 59183:040-59183:043. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 A 50-362/91-12 on 
910708-12 A notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

-9109160048 Insp repts 50-206/91-21,50-361/91-21 A 5Q-362/91-21 on 910708- 
12.Vio!ations noted.Major areas inspected:personal dosimeter program,radiological 
survey program,health physics A chemistry staffing A occupational exposures. 
CARSON,L.C. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-59096:346. 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

9109300018 Summary of ACRS 376th meeting on 910808-09 re full term OL for San 
Onofre Unit Revaluation of risks during low power A shutdown operations A review of 
SECY-91-172, "Regulatory Impact Survey - Final Rept." 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/08/28. SELIN,I. 
Commissioners (Post 750119). 9pp. 59253:023-59253:031. 


P. Operating license stage documents A correspondence 

9109110185 Informs that on 910809 vol control tank level transmitter LT-1100 was re¬ 
paired A calibr satisfactorily,per request for temporary waiver of compliance from re¬ 
quirements of TS 3.3.1, "Safety Injection Sys A Containment Spray Sys....” 
KRIEGER.R.W. Southern California Edison Co. 91/08/09. MARTIN,J.B. Region 5 
(Post 820201). Ip. 59092:245-59092:245. 

9109030277 Notification of contract execution,task order 10: "NDE Support at San 
Onofre Nuclear Power Plant,” awarded to TET.Inc. 

MCCUBBIN.S. Division of Contracts A Property Management (Post 890205). FIN L- 
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES,M., CHAMPION.T. NRC - No Detailed Affiliation Given. Ip. 
58944:248-58944:250. 

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10, "NDE Support at 
San Onofre Nuclear Power Plant,” under contract. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06. 
PAYNE,D. Thompson Engineering Testing, Inc. (formerly vester J. Thompson, Jr., 
Inc.). 2pp. 58944:249-58944:250. 

9109090042 Grants temporary waiver of compliance from TS 3.3.1, "Operating Status of 
Safety Injection A Containment Spray Sys,” requirements. 

VIRGILIO.M.J. Assistant Director for Region IV/V Reactors (Post 901216). 91/08/29. 
RAY.H.B. Southern California Edison Co. 4pp. 59049:074-59049:077. 

9109090103 Provides corrected value for radiological environ data submitted as input 
for FTOL,per 910806 Itr. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/03. Document Control 
Branch (Document Control Desk). 2pp. 59049:287-59049:288. 
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9109090115 Notifies of proposed mods to allow individual flow rate testing of two main 
feedwater pumps G3A & G3B. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/03. Document Control 
Branch (Document Control Desk). 2pp. 59053:302-59053:303. 

9109090147 Summary of 910709-10 meeting w/util re ECCS tech spec amend request 
BRADFUTE.J.O. Project Directorate V. 91/09/03. Project Directorate V. 32pp. 
59040:244-59040:275. 

9109090197 Revises schedule for submittal of addl info re TMI Item III.D.3.4 concerning 
control room hatMtaWlity.Submittal date for info will be 911122. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/05. Document Control 
Branch (Document Control Desk). 3pp. 59034:204-59034:206. 

9109100257 Informs of rescheduling of submittal re installation of steam generator over¬ 
fill protection sys.per Generic Ltr 89-19. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/06. Document Control 
Branch (Document Control Desk). Ip. 59087:171-59087:171. 

9109110225 Suppi 2 to Amend Application 188 to License DPR-13, revising Tech Spec 
3.3 re safety injection & containment spray sys & 3.5.5 re containment isolation instru¬ 
mentation to reflect mods made during Cycle 11 refueling outage. 

MORGAN,H.E. Southern California Edison Co. 91/09/09. Document Control Branch 
(Document Control Desk). 2pp. 59085:245-59085:340. 

-9109110225 Suppi 2 to Amend Application 188 to License DPR-13,changing Tech 
Spec 3.3 re safety injection & containment spray sys & 3.5.5 re containment isolation 
instrumentation to reflect mods made during Cycle 11 refueling outage. 

MORGAN.H.E Southern California Edison Co. 91/09/09. 53pp. 59085:247-59085:299. 

-9109110227 Proposed Tech Spec 3.3 re safety injection & containment spray sys,3.5.5 
re containment isolation instrumentation & 4.4 re emergency power sys periodic test- 

♦'touthem California Edison Co. 91/09/09. 43pp. 59085:300-59085:340. 

9109170295 Notification of 910920 meeting w/util in Rockville.Md to discuss details & 
status of outstanding licensing issues at facility. 

BRADFUTE.J.O. Assistant Director for Redon IV/V Reactors (Post 901216). 91/09/ 
12. MURLEY.T., MIRAGUA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 
59116:353-59116:355. 

9109200281 Forwards SSER re SEP Topic IH-3A “Effects of High Water Level on 
Structures.” Methodology & criteria used to resolve issues acceptable. 

KALMAN.G. Project Directorate V. 91/09/16. RAY.H.B. Southern California Edison 
Co. 3pp. 59157:292-59157:297. 

-9109200286 Safety evaluation re SEP Topic III-3A “Effects of High Water Level on 
Structures.” Methodology & criteria used to resolve issues acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 3pp. 
59157:295-59157:297. 

9109300152 Forwards environ assessment & notice of issuance of environ assessment 
& finding of no significant impact re 900728 request for full-term OL for facility.Notice 
forwarded to Ofc of FR for publication. 

KALMAN.G. Project Directorate V. 91/09/16. RAY.H.B. Southern California Edison 
Co. 3pp. 59256:235-59256:270. 

-9109300204 Notice of issuance of environ assessment & finding of no significant 
impact re 900728 request for full-term OL for facility. 

DYER.J.ER. Project Directorate V. 91/09/16.4pp. 59256:238-59256:241. 

-9109300206 Environ assessment re conversion of provisional OL to full-term OL 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 29pp. 
59256:242-59256:270. 

9109190218 Forwards application for amend to License DPR-13,consisting of Amend 
Application 198,revising TS Section 3.2, ‘‘Chemical & Vol Control Sys” to reflect in¬ 
crease in amount of trisodium phosphate stored in containment racks. 

RAY.H.B. Southern California Edison Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59167:143-59167:188. 

-9109190219 Application for amend to License DPR-13,consisting of Amend Applica¬ 
tion 198,revising Tech Spec Section 3.2, “Chemical & Vol Control Sys” to reflect in¬ 
crease in amount of trisodkim phosphate stored in containment racks. 

RAY.H.B. Southern California Edison Co. 91/09/17.11pp. 59167:145-59167:155. 

-9109190221 Proposed Tech Spec Sections 3.2 re chemical & vol control sys,3.3.1 re 
operating status for safety injection & containment spray sys & 3.3.3 re min boron 
concentrations in RWST & safety injection lines. 

* Southern California Edison Co. 91/09/17. 33pp. 59167:156-59167:188. 

0100260010 Notification of contract execution.mod 6,Task Order 12, “San Onofre, Intake 
Structure Evaluation,” to 'Technical Assistance In Support of NRC Licensing Activi¬ 
ties.” Contractor Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN ID- 
17621. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
59^1:0^0^11) TH0MAS,B * NRC ' No Detail Affiliation Given. Ip. 59221:009- 


- • Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, “San 

Onofre,lntake Structure Evaluation,” to 'Technical Assistance in Support of NRC Li¬ 
censing Activities.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18. 
SALUJAJ. Viking Systems International. Ip. 59221.*010-59221:010. 

9100300127 Notification of 910925 meeting w/util in Rockville.MD to discuss details & 
status of outstanding licensing issues at facility. 

BRADFUTM.O. Project electorate V. 91/09/19. MURLEY.T., MIRAGLIA.F., 
RUSSELLW. NRC - No Detailed Affiliation Given. 4pp. 59257:107-59257:110. 

0100270080 Forwards nonproprietary WCAP-13047 & proprietary WCAP-13046, "As- 

KSS Support Rep ‘ acemert D ^ 9n '' Prop ^ y 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/20. Document Control 
Branch (Document Control Desk). 4pp. 59235:168-59235:238. 


-9109270082 Requests WCAP-13046, “As-Built Rept for SONGS 1 Thermal Sheild 
Support Replacement Design,” be withheld from public disclosure (ref 

D^lAZZA^.P.^Westinghouse Electric Corp. 91/08/28. MURLEY.T. Document Control 
Branch (Document Control Desk). 9pp. 59235:172-59235:181. 


-9109270096 Nonproprietary WCAP-13047. “As-Built Rept for SONGS 1 Thermal 
Shield Support Replacement Design.” 

GOOSSEN.J.E., KUENZELAJ., YU.C. Westinghouse Electric Corp. WCAP-13047. 91/ 
08/31. 56pp. 59235:182-59235:238. 


9109270116 Provides Acceptance Criteria for Reactor Vessel Thermal Shield Monitoring 
Program in accordance w/License Condition 3.M, "Cycle 11 Thermal Shield Monitor¬ 
ing Program” of Provisional Operating License DPR-13. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/20. Document Control 
Branch (Document Control Desk). 12pp. 59235:271-59235:282. 


9109270131 Provides addl info in support of Amend Application 175,re programmatic 
controls for Radiological Effluent TS & REMP in administrative controls section of TS 
& relocation of procedural details to ODCM or PCP.per Generic Ltr 89-01. 
ROSENBLUM,R.M. Southern California Edison Co. 91/09/23. Document Control 
Branch (Document Control Desk). 3pp. 59252:288-59252:294. 


-9109270136 Proposed Tech Specs re implementation of programmatic controls for Ra¬ 
diological Effluent Tech Specs & REMP in administrative controls section of Tech 
Specs & relocation of procedural details to ODCM or PCP. 

* Southern California Edison Co. 91/09/23. 3pp. 59252:292-59252:294. 


9109300176 Forwards Calculation DC-3608, “Sphere Shell Buckling Evaluation at San 
Onofre Unit 1,” per SEP Topic III-7.B, “Design Codes,Criteria & Load Combinations.” 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/26. Document Control 
Branch (Document Control Desk). 2pp. 59245:009-59245:166. 


-9109300178 Calculation DC-3608, “Sphere Shell Buckling Evaluation at San Onofre 
Unit 1.” 

* Southern California Edison Co. DC-3608. 91/08/29. 158pp. 59245:011-59245:166. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-56979:177. 

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on 
910708-12 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

-9109160030 Notice of violation from insp on 910708-12.Violation noted: on 910522,li¬ 
censee radwaste shipment arrived at low-level radwaste burial S'le w/loose cask tie¬ 
down cables & not fully tightened metal expansion ring for holding cask. 

* Region 5 (Post 820201). 91/08/28. Ip. 59096:335-59096:335. 

-9109160048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708- 
1ZViolations noted.Major areas inspected:personal dosimeter program,radiological 
survey program, health physics & chemistry staffing & occupational exposures. 
CARSON,LC., YUHAS.G.P. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336- 


9109060055 Responds to NRC 910802 ltr re violations/deviations noted in insp Repts 
50-206/91-19,50-361/91-19 & 50-362/91-19 on 910601-0713.Corrective 

actions:Procedure SOI 23-0-21 re equipment status control revised on 910819. 
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59032:084-59032:096. 


9109100100 Provides Info requested In reporting requirements of NRC Bulletin 89- 
001,Suppi 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri¬ 
mary water stress corrosion cracking.EncI withheld. 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/30. Document Control 
Branch (Document Control Desk). 4pp. 59076:085-59076:088. 

9109240448 Notification of contract execution: “Safety Sys Methodology Initiative Team 
Insp San Onofre,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
03"1- 9^/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy- 
THOMAS ’ B -k NRC - No Detailed Affiliation^ Given. Ip. 

59192:336-59192:338. 


-9109240449 Ltr Contract NRC-03-90-031.awarding Task Order 24,to “Safety Svs 
methodology Initiative Team insp - San Onofre.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338. 

9109110(M6 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test ’ 
Link in 4.16 KV GE Switchgear. Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

Edison Ccf lpp. sa&S:!^ 201 ' 91/09m 
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R. Periodic operating reports & related correspondence 

9109030192 Forwards “San Onofre Nuclear Generating Station Semiannual Effluent 
Rept,Jan-June 1991,” Rev 6 to “ODCM Nuclear Generation Site Unit 1” & Rev 23 to 
"ODCM Nuclear Generation Site Units 2 & 3.” 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control 
Branch (Document Control Desk). 2pp. 58950:001-58951:025. 

-9109030194 “San Onofre Nuclear Generating Station Semiannual Effluent Release 
Rept,Jan-June 1991.” 

* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025. 

9109180095 Monthly operating rept for Aug 1991 for San Onofre Nuclear Generating 
Station,Unit 1 .W/910916 Itr. 

VITTUM.S.L, ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 10pp. 
59145:291-59145:300. 


S. Reportable occurrences, LERs & related correspondence 

9109170185 LER 91-014-00:on 910807,entry into Tech Spec occurred.Caused by inop¬ 
erable volume control tank level transmitters. Procedures revised to preclude disabling 
both trains of charging pumps.W/910909 Itr. 

KRIEGER.R.W. Southern California Edison Co. 91/09/09. 9pp. 59157:062-59157:070. 

9109200211 LER 91-015-00:on 910816.failure to satisfy tech spec surveillance require¬ 
ments occurred associated w/fire protection sys foam tank level 
measurements.Caused by improper valve line.Survei!lance revised.W/910916 Itr. 
KRIEGER.R.W. Southern California Edison Co. 91/09/16. 8pp. 59195:082-59195:089. 


V. Operator Examinations 

9109120172 Advises that JD Davis (Senior Operator License SOP-50319) terminated 
employment w/util on 910829. License allowed to expire. 

KRIEGER.R.W. Southern California Edison Co. 91/09/06. Document Control Branch 
(Document Control Desk). Ip. 59104:174-59104:174. 
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F. Security, medical, emergency & fire protection plans 

9109040002 Procedure Change Notice 91-19 to Rev 5 to EPIP 1.5-30, "On-Shift Chem¬ 
istry Technician.” 

* Connecticut Yankee Atomic Power Co. 91/07/29. 8pp. 58996:317-58996:324. 

9109160019 Forwards agenda for 911015 session on 10CFR50 rule that affects manner 
in which data is passed during accidents re emergency classifications. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 5pp. 59096:347-59096:351. 


H. General correspondence 

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi¬ 
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:187- 
59217:195. 


P. Operating license stage documents & correspondence 

8909250203 Forwards plant Interfacing Sys LOCA audit rept conducted on 890724- 
0804,SALP input & draft transmittal of rept to licensee,for release to licensee. 
CONGEL.FJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/09/20. VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 
2pp. 59241:210-59241:350. 

-8909250210 Plant audit on 890724-0804.No regulatory findings identified.Areas 
audited:equipment,activities & human performance important to prevent, mitigate or re¬ 
cover from interfacing sys LOCA events & subsequent core melt 
CHUNG,J.W., GOLLA.J.A., CORREIA,R. NRC - No Detailed Affiliation Given. 89/09/ 
14. 138pp. 59241:212-59241:350. 

9109040151 Concludes that changes to util QA program acceptable in that QA program 
continues to satisfy criteria of App B of 10CFR50. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/23. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
3pp. 58998:236-58998:238. 

9109040099 Forwards operability, reportability & communications task group final rept. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
08/26. Document Control Branch (Document Control Desk). 15pp. 58996:287- 
58996:301. 

9109050308 Forwards exemptions & SE supporting one-time extension of test period for 
type B & C tests until next refueling outage. 

WANG.A.B. Project Directorate 1*4. 91/08/28. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 59009:175-59009:184. 

-9109050311 Exemption from requirements of 10CFR50,app J,permitting one-time ex¬ 
tension of test period for type B & C tests until next refueling outage. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/08/28. Connecticut 
Yankee Atomic Power Co. 5pp. 59009:177-59009:181. 

-9109050316 Safety evaluation supporting exemption to app J permitting one-time ex¬ 
tension of test period for type B & C tests until next refueling outage. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59009:182-59009:184. 


9109060149 Forwards amend 143 to license DPR-61 & safety evaluation. Amend grants 
one-time exemption from schedular requirements of l0CFR50,app J,sections III.D.2(a) 
& III.D.3. 

WANG.A.B. Project Directorate 1-4. 91/08/28. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59025:043-59025:051. 

—9109060153 Amend 143 to license DPR-61,providing one-time exemption from sched¬ 
ular requirements of 10CFR50,app J,sections III.D.2(a) & III.D.3. 

STOLZ.J.F. Project Directorate 1-4. 91/08/28. 4pp. 59025:045-59025:051. 

9109040380 Application for amend to License DPR-61 .modifying Tech Specs to restore 
auxiliary feedwater sys to condition in which it will start automatically & achieve full 
design basis flow w/o operator assistance or control air sys. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/08/30. Document Control Branch (Document Control Desk). 6pp. 58997:001- 
58997:027. 

—9109040385 Proposed Tech Specs re restoration of auxiliary feedwater sys to condi¬ 
tion in which it will start automatically & achieve full design basis flow w/o assistance 
from operator action or control air sys. 

* Connecticut Yankee Atomic Power Co. 91/08/31. 21pp. 58997:007-58997:027. 

9109040441 Forwards invoices received by utils for FY91 annual matls license 
fees.Payment of listed invoices will be made by wire transfer on 910906. 
MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 91/08/30. License Fee & Debt Collec¬ 
tion Branch (Post 890827). 8pp. 59017:266-59017:273. 

9109110078 Responds to 910703 request for addl info re design & const of various as¬ 
pects of instrumentation & associated components of new switchgear bldg at facility. 
SEARS,C.F. Connecticut Yankee Atomic Power Co. SEARS,C.F. Northeast Utilities. 
91/09/03. Document Control Branch (Document Control Desk). 4pp. 59084:353- 
59084:356. 

9109110300 Forwards Rev 14 to QA program. 

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001- 
59086:140. 

9109200172 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 59171:093-59171:095. 

9109230155 Discusses normal station svc transformer A & load ctr transformer tap set¬ 
tings for Haddam Neck & Millstone Nuclear Power Station units. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/17. Document Control Branch (Document Control Desk). 3pp. 59191:355- 
59191:357. 

9109280110 Forwards Westinghouse nonproprietary & proprietary responses to NRC 
questions on WCAP-12766, ‘Application of WCOBRA/TRAC Best Estimate UPI Model 
to Haddam Neck PWR w/Zircaloy Fuel.” Proprietary responses withheld (ref 
10CFR2.790). 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/19. Document Control Branch (Document Control Desk). 4pp. 59203:220- 
59203:282. 

—9109260112 Requests that proprietary responses to NRC questions on WCAP-12766, 
“Application of WCOBRA/TRAC Best Estimate UPI Model to Haddam Neck PWR w/ 
Zircaloy Fuel" be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA,R.P. Westinghouse Electric Corp. 91/09/06. MURLEY.T. Document Control 
Branch (Document Control Desk). 59pp. 59203:224-59203:282. 


Q. Inspection reports, IE Bulletins & correspondence 


9109250006 Partial response to FOIA request for records.App B & C records available 
In PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

—8907110037 Forwards insp plan for pilot interfacing sys LOCA team insp at plant on 
890724-0804 (Insp Rept 50-213/89-201 J.Security clearance Itr from contractors 
should be addressed to team leader for site-access training. 

CHUNG,J.W. Risk Application Branch. 89/06/30. Risk Application Branch. 36pp. 
59241:174-59241:209. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-56979:090. 

9108140275 NRC Info Notice 91-051, “inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109180106 Responds to NRC 910731 request for info re Requalification Program Eval¬ 
uation Rept 50-213/91-12 during period 910610-13. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/06. Region 1 (Post 820201). 2pp. 59108:167-59108:170. 

-9109160109 Proposed tech spec 3.4.3,clarifying at what times certain actions must be 
taken if limiting condition for operation not met. 

* Connecticut Yankee Atomic Power Co. 91/09/06. 2pp. 59108:169-59108:170. 
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9109160172 Forwards relief request 3-22,rev 1,re performing exams in accordance w/ 
ASME code section XI.Request explicitly states that nozzle-to-safe end weld exams 
would also be deferred to end of present insp interval. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/06. Document Control Branch (Document Control Desk). 6pp. 59114:281- 
59114:286. 

9109160239 Responds to NRC 910730 Itr re violations noted in Insp Rept 50-213/91- 
11 .Corrective actionsrappropriate relief request re catibr block matl used to inspect re¬ 
actor pressure vessel submitted via 910719 Itr. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/06. DURR.J.P. Region 1 (Post 820201). 6pp. 59119:003-59119:015. 

9109200110 Notification of contract execution,mod 1,task order, A 2: “Electrical Distribu¬ 
tion Sys Functional Insp - Haddam Neck," to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” Contractor:Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 59167:276- 
59167:279. 

—9109200125 Ltr contract NRC-03-89-027,mod 1,awarding task order 12: “Electrical 
Distribution Sys Functional Insp - Haddam Neck," to “Nuclear Power Reactor 
Operations, Mods & Maint Insp Svcs.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1342. 91/09/12. 
LOFY.RA PARAMETER, Inc. Ip. 59167:277-59167:279. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240045 Notification of significant licensee meeting 91-112 w/util on 911010 to dis¬ 
cuss SALP mat meeting. 

RULAND.W.H. Region 1 (Post 820201). 91/09/17. Region 1 (Post 820201). 2pp. 
59172:194-59172:195. 


R. Periodic operating reports & related correspondence 

9109050092 “Semiannual Radioactive Effluents Release Rept,Jan-June 1991.” W/ 
910828 Itr. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/30.14pp. 59030:290-59030:304. 

9109160332 Monthly operating rept for Aug 1991 for Connecticut Yankee Haddam Neck 
PlantW/910913 ltr. 

EMMONS,K.W., STETZ.J.P. Yankee Atomic Electric CO. 91/08/31. 10pp. 59119:107- 
59119:116. 


S. Reportable occurrences, LERs & related correspondence 

9109030169 LER 90-025-01 on 901101 .determined that AFW flow instrumentation po¬ 
tentially unqualified.Caused by Mure to identify requirement for environ 
qualification.!ransmitters operable as installed.W/910827 Itr. 

LEBARON.L.E., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/08/27. 5pp. 
58980:051-58980:055. 

9109030245 LER 91-015-00:on 910730,determined that rupture of heating steam line in 
cable spreading area of svc bldg adversely affected safety related equtpmenlCaused 
by installation error.S team isolated to affected area of sys.W/910827 Itr. 

DERRIG.M., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/08/27. 4pp. 
58981:165-58981:168. 

9109170095 LER 91-016-00:on 910814,spent fuel pool cooling sys isolated to clean svc 
water piping.Caused by need to remove spent fuel cooling sys from svc to clean 
supply & return svc water piping to spent fuel heat exchangers.W/910911 ltr. 
KASUGA.R., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/09/11. 4pp. 
59157:031-59157:034. 

9109240430 LER 91-017-00:on 910823,svc water pump strainers declared 

inoperable.Caused by excessive debris & silt suspended in CT River as result of Hurri¬ 
cane Bob.Four strainer baskets cleaned &/or replaced.W/910920 Itr. 

MCCRACKEN,D., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/09/20. 5pp. 
59252:264-59252:268. 


V. Operator Examinations 

9109160106 Responds to NRC 910731 request for info re Requalification Program Eval¬ 
uation Rept 50-213/91-12 dining period 910610- 13. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util¬ 
ities. 91/09/06. Region 1 (Post 820201). 2pp. 59108:167-59108:170. 

-9109160109 Proposed tech spec 3.4.3,clarifying at what times certain actions must be 
taken if limiting condition for operation not met 

’ ConnecticutYankee Atomic Power Co. 91/09/06. 2pp. 59108:169-59108:170. 

9109270045 Extends invitation to power reactor operator license exacniners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MROCZKA,EJ. Connecticut 
Yankee Atomic Power Co. 5pp. 59216:199-59216:203. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency A fire protection plans 

9109030259 Forwards Safety Insp Rept 50-219/91-22 on 910623-0727. Seven open 
items,two unresolved items & one nondted violation noted 

WENZINGER.EC. Region 1 (Post 820201). 91/06/23. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 58953:105-58953:127. 


-9109030263 Insp Rept 50-219/91-22 on 910623-0727.Noncited violation noted re 
startup following 13 refueling outage.Major areas inspected:plant operations,radiation 
protection.emergency preparedness,security & maint/surveillance. 

RULAND.W.H. Region 1 (Post 820201). 91/08/23. 21pp. 58953:107-58953:127. 

9109160252 EPIPs including,Rev 6 to 9473-IMP-1300.il, “Emergency Radiological Sur¬ 
veys Offsite” & Rev 0 to EPIP-OC-.23, “Thyroid Blocking.” W/910829 Itr. 

BARTON,JJ. General Public Utilities Corp. - GPU Service Corp. 91/08/29. 70pp. 
59118:289-59118:360. 


P. Operating license stage documents & correspondence 

9109130226 FOIA request for documents re Oyster Creek Nuclear Plant operated by 
GPU at Toms River,NJ & TMI units. 

DEKOK.D. Affiliation Not Assigned. 91/07/03. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). 6pp. 59115:297-59115:302. 

9109030109 Discusses revs to upper shelf energy values for reactor vessel beltline 
welds for facility. 

DROMERICK.A.W. Project Directorate 1-4. 91/08/22. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 58951:077-58951:079. 

9109030232 Forwards safety evaluation accepting util plan & schedule for conformance 
to station blackout rule contingent upon satisfactory resolution of recommendations 
presented in SE. 

DROMERICK.A.W. Project Directorate 1-4. 91/08/23. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 58937:195-58937:234. 

-9109030242 Safety evaluation accepting util plan & schedule for conformance to sta¬ 
tion blackout rule contingent upon satisfactory resolution of recommendations pre- 
sented 

• Project Directorate 1-4. 91/08/23.10pp. 58937:199-58937:234. 

9109100003 Forwards Rev 1 to Tech Spec Change Request 201 to License DPR-16,re¬ 
vising Tech Specs to accomodate implementation of 21-month operating cycle w/3- 
month outage. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/08/29. Document 
Control Branch (Document Control Desk). Ip. 59076:332-59076:338. 

—9109100004 Rev 1 to Tech Spec Change Request 201 to License DPR-16, revising 
Tech Specs to accomodate implementation of 21-month operating cycle w/3-month 
outage. 

BARTON,JJ. General Public Utilities Corp. - GPU Service Corp. 91/08/29. 6pp. 
59076:333-59076:338. 

9109090035 Forwards Staff position re evaluation of structural integrity of degraded 
steel containment,per 910724 meeting. Response requested within 21 days re intent 
to comply w/ position. 

DROMERICK.A.W. Project Directorate 1-4. 91/09/03. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 59040:020-59040:022. 

9109120187 Forwards Amend 153 to License DPR-16,revising Tech Specs 

3.4. A.3.3.4.A.4.3.4.D.2 & associated bases to incorporate 10CFR50.46 LOCA analysis. 
DROMERICK.A.W. Project Directorate 1-4. 91/09/05. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59104:112-59104:129. 

-9109120190 Amend 153 to License DPR-16,revising Tech Specs 3.4.A.3, 

3.4. A.4.3.4.D.2 & associated bases to incorporate 10CFR50.46 LOCA analysis. 
STOLZ.J.F. Project Directorate 1-4. 91/09/05.11pp. 59104:114-59104:124. 

—9109120193 Safety evaluation supporting Amend 153 to License DPR-16. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 3pp. 
59104:125-59104:127. 

—9109120194 Notice of issuance of Amend 153 to License DPR-16,which revised Tech 
Specs 3.4.A.3.3.4.A.4.3.4.D.2 & associated bases to incorporate 10CFR50.46 LOCA 
analysis. 

DROMERICK.A.W. Project Directorate 1-4. 91/09/05. 2pp. 59104:128-59104:129. 

9109130230 Final response to FOIA request for all documents pertaining to Oyster 
Creek from Dec 1964 through Dec 1978 including general ofc review board docu¬ 
ments to presentApp B document being placed in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. DEKOK.D. Affiliation Not Assigned. 2pp. 59115:303-59115:306. 

-9109130236 Forwards response to inquiries by ACRS member. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 69/05/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 59115:305-59115:306. 

9109200117 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. BARTON.J.J. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 59156:215-59156:217. 

9109160289 Forwards environ assessment & finding of no significant impact re 910425 
submittal requesting license amend to revise tech specs table 4.15-2,items 2a & 3a 
concerning channel functional test requirements. 

DROMERICK.A.W. Project Directorate 1-4. 91/09/11. BARTON JJ. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59105:355-59105:360. 

-9109160298 EIA & finding of no significant impact supporting license amend to revise 
tech specs table 4.15-2,items 2a & 3a re channel functional test requirements for 
main stack & turbine bldg vent radioactive gaseous effluent sys. 

STOLZJ.F. Project Directorate 1-4. 91/09/1! 4pp. 59105:357-59105:360. 

9109200104 Forwards amend 154 to license DPR-16 & safety evaluation. Amend adds 
TS 4.3.1 which requires inservice insp program for piping to be performed,per generic 
Itr 88-01. 

DROMERICK,A.W. Project Directorate 1-4. 91/09/12. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 59157:273-59157:282. 

—9109200109 Amend 154 to license DPR-16,adding TS 4.3.1 which requires inservice 
insp program for piping to be performed,per Generic Ltr 88-0! 

STOLZJ.F. Project Directorate 1-4. 91/09/12. 4pp. 59157:276-59157:279. 
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-9109200126 Safety evaluation supporting amend 154 to license DPR-16. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 3pp. 
59157:280-59157:282. 

9109250068 Informs of change to Category B integrated schedule project 
listing.Observation 26,BA 402AGA,reactor overfill protective sys mods presently 
scheduled for 14R refueling outage is being rescheduled to 15R. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/09/18. Document 
Control Branch (Document Control Desk). 2pp. 59200:341-59200:342. 

9109260109 Forwards environ assessment & finding of no significant impact re licensee 
910628 request for exemption from 10CFR50.62(c)(3) technical requirements. 
DROMERICK.A.W. Project Directorate 1-4. 91/09/18. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59209:209-59209:213. 

-9109260126 Environ assessment & finding of no significant impact re licensee 910628 
request for exemption from l0CFR50.62(c)(3) technical requirements.Concludes that 
proposed action will not have significant effect on quality of human environ. 

STOL2.J.F. Project Directorate 1-4. 91/09/18. 3pp. 59209:211-59209:213. 

9109300196 Forwards notice of consideration of issuance of amend to license & oppor¬ 
tunity for hearing.Notice re 910829 application for amend to revise TS 4.2.A & 4.2.C.I. 
DROMERICK.A.W. Project Directorate 1-4. 91/09/18. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59243:283-59243:289. 

-9109300201 Notice of consideration of issuance of amend to license DPR-16 & oppor¬ 
tunity for hearing.Proposed amend would revise TS 4.2.A & 4.2.C.I. 

STOL2.J.F. Project Directorate 1-4. 91/09/18. 5pp. 59243:285-59243:289. 

9109240339 Summary of ACRS 371st meeting on 910307-09 in Bethesda,MD re train¬ 
ing & qualification of civilian nuclear power plant personnel,reactor operating experi¬ 
ence & events & FTOL for Oyster Creek Nuclear Plant. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/20. ACRS - Advisory 
Committee on Reactor Safeguards. 50pp. 59195:305-59195:354. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 86pp. 58979:091-58979:177. 

9109030259 Forwards Safety Insp Rept 50-219/91-22 on 910623-0727. Seven open 
items,two unresolved items & one noncited violation noted. 

WENZINGER.E.C. Region 1 (Post 820201). 91/08/23. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 58953:105-58953:127. 

-9109030263 Insp Rept 50-219/91-22 on 910623-0727.Noncited violation noted re 
startup following 13 refueling outage.Major areas inspected:plant operations,radiation 
protection,emergency preparedness,security & maint/surveillance. 

RULAND.W.H. Region 1 (Post 820201). 91/08/23. 21pp. 58953:107-58953:127. 

9109170068 Ack receipt of 910722 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-219/91-16. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/28. BARTON,J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 2pp. 59109:200-59109:205. 

9109060186 Responds to NRC Itr re violations noted in insp rept 50-219/91-18.Correc- 
tive actions:Procedure change reviewed by GPUN & determined to be technically sat¬ 
isfactory. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/08/30. Document 
Control Branch (Document Control Desk). 4pp. 59034:009-59034:012. 

9109200001 “Inservice Insp Data Repts," describing exams performed in conjunction 
w/inservice insp program during Cycle 13 refueling outage. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91 /Q9/05. Document 
Control Branch (Document Control Desk). 350pp. 59169:001-59169:235. 

9109240131 Ack receipt of 910820 Itr in response to NRC 910719 Itr informing NRC of 
steps taken to correct violations re licensed operator medical exams. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/09/06. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59182:299-59182:303. 

9109230003 Forwards safety insp rept 50-219/91-26 on 910826-30.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/10. BARTON,J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 3pp. 59156:011-59156:020. 

-9109230004 Insp rept 50-219/91-26 on 910826-30.No violations noted. Major areas 
inspected:radioloaical controls program,audits & appraisals,control room 

habitability,operation of area radiation monitors & operation of count room instru¬ 
ments. 

O’CONNELL,P., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 7pp. 59156:014- 
59156:020. 

9109240294 Forwards safety insp rept 50-219/91-20 on 910708-17 & notice of viola¬ 
tion. 

KNAPP,M.R. Region 1 (Post 820201). 91/09/11. BARTON,J.J. General Public Utilities 
Corp. - GPU Service Corp. 5pp. 59184:172-59184:188. 

-9109240298 Notice of violation from insp on 910708-17.Violation noted: failure to 
identify,on shipping papers,that shipment OC-1081-91 was hazardous substance (as¬ 
bestos). 

* Region 1 (Post 820201). 91/09/11. Ip. 59184:177-59184:177. 


-9109240303 Insp rept 50-219/91-20 on 910708-17. Violations noted.Major areas 
inspected:radiological controls program,status of previously identified items,staffing & 
organization,facility tours & external exposure controls. 

0’CONNELL,P., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 11pp. 59184:178- 
59184:188. 

9109200104 Forwards amend 154 to license DPR-16 & safety evaluation. Amend adds 
TS 4.3.1 which requires inservice insp program for piping to be performed.per generic 
Itr 88-01. 

DROMERICK.A.W. Project Directorate 1-4. 91/09/12. BARTON,J.J. General Public 
Utilities Corp. - GPU Sen/ice Corp. 3pp. 59157:273-59157:282. 

-9109200109 Amend 154 to license DPR-16,adding TS 4.3.1 which requires inservice 
insp program for piping to be performed.per Generic Ltr 88-01. 

STOLZ.J.F. Project Directorate 1-4. 91/09/12. 4pp. 59157:276-59157:279. 

-9109200126 Safety evaluation supporting amend 154 to license DPR-16. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 3pp. 
59157:280-59157:282. 

9109240072 Notification of significant licensee meeting 91-114 w/util on 910930 to dis¬ 
cuss entrance into high radiation areas as documented in insp rept 50-219/91-20. 
RULAND.W.H. Region 1 (Post 820201). 91/09/13. Region 1 (Post 820201). 2pp. 
59173:202-59173:203. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250255 Ack receipt of 880919 Itr in response to Bulletin 88-008. Informs that Staff 
finds response consistent w/mod or monitoring alternatives stated in bulletin. 
DROMERICK.A.W. Project Directorate 1-4. 91/09/18. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 6pp. 59202:016-59202:021. 


R. Periodic operating reports & related correspondence 

9109100395 “Oyster Creek Nuclear Generating Station Semiannual Effluent Release 
Rept.Jan-June 1991 .W/910830 Itr. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/30. 37pp. 
59087:224-59087:260. 

9109250149 Monthly operating rept for Aug 1991 for Oyster Creek Nuclear Generating 
Station.W/910913 Itr. 

BRADLEY,E., BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/08/ 
31. 7pp. 59194:119-59194:126. 


S. Reportable occurrences, LERs & related correspondence 

9109040326 LER 91-004-00:on 910803,trouble alarm received for fire zone on 51-ft ele¬ 
vation of reactor bldg & hourly instead of continuous fire watch set.Caused by person¬ 
nel error & inadequate guidance.Guidance established.W/910827 Itr. 

GODKNECHT.M., BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/ 
08/27. 5pp. 58981:212-58981:216. 


V. Operator Examinations 


9109040058 Informs of SRO licensing exam scheduled for 911104-08 & forwards ref 
matl requirements,requirements for administration of exam & NRC rules & guidelines 
for administration. 

CONTE, R.J. Region 1 (Post 820201). 91/08/26. BARTON,J.J. General Public Utilities 
Corp. - GPU Service Corp. 11pp. 58935:207-58935:217. 

9109240131 Ack receipt of 910820 Itr in response to NRC 910719 Itr informing NRC of 
steps taken to correct violations re licensed operator medical exams. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/09/06. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 59182:299-59182:303. 

9109270047 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. BARTON,J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 4pp. 59216:220-59216:223. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109040011 Forwards safety insp rept 50-220/91-12 & 50-410/91-12 on 910623- 
0727.No violations noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/26. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58935:003-58935:029. 

-9109040014 Insp repts 50-220/91-12 & 50-410/91-12 on 910623-0727.No violations 
noted.Major areas inspected:reactive insp of plant operations,radiological 

controls,maint,surveillance, security,engineering & tech support & safety assessment. 
SUMMERS,R.J. Region 1 (Post 820201). 91/08/23. 24pp. 58935:006-58935:029. 

9109170051 Forwards insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No viola¬ 
tions noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 59109:086-59109:096. 

-9109170057 Insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No violations 
noted.Major areas inspected:mgt support & program plans,protected area physical 
barriers,detection & assessment aids & security training. 

DEXTER,T.W., KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 91/09/05. 7pp. 
59109:090-59109:096. 
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9109240442 Concludes that changes to EPIP re emergency action levels meets intent 
of 10CFR50.54(q), 

JOYNER.J.H. Region 1 (Post 820201). 91/09/12. SILVtA,B.R. Niagara Mohawk Power 
Corp. 2pp. 59200:264-59200:265. 

9109300015 Forwards request for exemption from 10CFR5Q,App ESection IV.F.2 to 
permit cancellation of 1991 emergency plan exercise currently scheduled for 
911001 .Emergency response already exercised during 910613 loss of annunciators. 
WILGZEK.S.W. Niagara Mohawk Power Corp. 91/09/19. Document Control Branch 
(Document Control Desk). 6pp. 59253:106-59253:113. 


P. Operating license stage documents & correspondence 

9109030004 Forwards written confirmation of licensee response to specific discussion 
items re implementation of Reg Guide 1.97 at facility. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/26. Document Control Branch 
(Document Control Desk). 4pp. 58926:222-58926:225. 

9109040454 Forwards “Nine Mile Point Station Unit 1 Semiannual Radioactive Effluent 
Release RepUan-June 1990," corrected semiannual radioactive release rept for Nov 
1990 & changes to ODCM. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/29. Document Control Branch 
(Document Control Desk). Ip. 59003:080-59003:101. 

-9109040458 “Nine Mite Point Unit 1 .Summary of Changes to ODCM.” 

* Niagara Mohawk Power Corp. 91/08/29. 2pp. 59003:100-59003:101. 

9109100020 Forwards suppl to 910514 response to NRC 910722 request for addl info 
re torus toad reanalysis. Util anticipates completion of NRC review of reanalysis by end 
of 1991. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/29. Document Control Branch 
(Document Control Desk). 8pp. 59052:027-59052:034. 

9109120235 Responds to request for addl info re reactor vessel pressure-temp limits 
tech spec amend. 

SYLV1A.B.R. Niagara Mohawk Power Corp. 91/08/30. Document Control Branch 
(Document Control Desk). 11pp. 59090:029-59091:006. 

-9109120248 Final rept “Nine Mile Point Unit 1 Surveillance Capsule Program,” for Ni¬ 
agara Mohawk Power Corp. 

MANAHAN.M.P. Battelie Memorial Institute. NMEL-90001. 91/01/31. 320pp. 
59090:040-59091:006. 

9109200138 Provides progress of Region 1 910220-21 engineering symposium action 
rtemsjnduding guidance on operability & reportaftlity.ertoorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SYLV1A.B.R. Niagara Mohawk 
Power Corp. 3pp. 59156:192-59156:194. 

9109180153 Responds to request for addl info on uninterruptible power supply issues in 
910910 Itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/09/11. VARGA.SA Assistant Director 
for Region I Reactors. 3pp. 59145:343-59145:345. 

9109230053 Forwards request for addl info on performance of steel containments re 
910424 & 0715 meetings between util & NRC discussing torus wail thinning & overall 
performance capabilities. 

BRINKMAN.D.S. Project Directorate 1-1. 91/09/16. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 59191:243-59191:246. 


a Inspection reports, IE Bulletins & correspondence 

9109090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
rffastiter&S* Svc fist oncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc fist end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSS1.C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040011 Forwards safety insp rept 50-220/91-12 & 50-410/91-12 on 910623- 
0727.No violations noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/26. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58935:003-58935:029. 

-9109040014 Insp repts 50-220/91-12 & 50-410/91-12 on 910623-0727.No violations 
notsdMajor areas inspected:reactive insp of plant operations, radiological 
controls,maint T surveillance, security.engineering & tech support & safety assessment 
SUMMERS.R.J. Region 1 (Post 820201). 91/08/23.24pp. 58935:006-58935:029. 

9109180220 Provides clarification re NRC position concerning licensee acceptance of 
another licensee fitness for duty training program.per request made during initial fit¬ 
ness for duty Insp Repts 50-220/91-15 & 50-410/91-13 on 910709-12. 

BERATTAJ.P. Niagara Mohawk Power Corp. 91/08/26. Document Control Branch 
(Document Control Desk). Ip. 59115:353-59115:353. 

9109170051 Forwards insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No viola¬ 
tions noted. 

JOYNERJ.H. Region 1 (Post 820201). 91/09/06. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 59109:086-59109:096. 

-9109170057 trap repts 50-220/91-18 & 50-410/91-18 on 910812-16. No violations 
notecLMajor areas inspected:mgt support & program plans,protected area physical 
bar riers,d etection A assessment aids & security training. 

DEXTER.T.W., KING.E.B., KE1MIG.R.R. Region 1 (Post 820201). 91/09/05. 7pp. 
59109:090-59109:096. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI .C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:10659263:194. 

9109300159 Informs of recent design basis reconstitution program re LOCA suppression 
chamber heatup analysis.per safely sys functional insp. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/09/23. Document Control Branch 
(Document Control Desk). 3pp. 59253:074-59253:076. 


R. Periodic operating reports & related correspondence 


9109160177 Forwards fitness for duty program performance data for six month 
period,Jan-June 1991. 

BERATTA.J.P. Niagara Mohawk Power Corp. 91/08/22. Document Control Branch 
(Document Control Desk). 7pp. 59108:15659108:161. 

9109040454 Forwards “Nine Mile Point Station Unit 1 Semiannual Radioactive Effluent 
Release RepUan-June 1990,” corrected semiannual radioactive release rept for Nov 
1990 & changes to ODCM. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/29. Document Control Branch 
(Document Control Desk). Ip. 59003:08659003:101. 

—9109040455 “Nine Mile Point Unit 1 Semiannual Radioactive Effluent Release 
RepUan-June 1991." 

* Niagara Mohawk Power Corp. 91/06/30.15pp. 59003:081-59003:096. 

-9109040458 “Semiannual Radioactive Effluent Release Rept Nine Mile Point Unit 
1 ,Gaseous Effluents-Summation of all Releases Elevated & Ground Level Update of 
Jul-Dec 1990 Data Using Actual Results...Correcttons to Nov 1990 Data.” 

* Niagara Mohawk Power Corp. 90/11/30.3pp. 59003:097-59003:099. 

-9109040458 “Nine Mile Point Unit 1,Summary of Changes to ODCM.” 

* Niagara Mohawk Power Corp. 91/08/29.2pp. 59003:10659003:101. 

9109160318 Monthly operating rept for Aug 1991 for Nine Mile Point Unit 1.W/910906 
Itr. 

COLEMAN.D.E, DAHLBERG.KA Niagara Mohawk Power Corp. 91/08/31. 8pp. 
59119:194-59119-.201. 


$. Reportable occurrences, LERs & related correspondence 


9109030091 NPDES noncompliance notifications 910109,Unit 1 oil spill catchment 
basin discharged.On 910123,Unit 2 cooling tower basin overflowed to site drainage 
ditch sys.On 910219, svc water discharged from Outfall 007 at Unit 2. 
DAHLBERG.KA., MCCORMICK.M.H. Niagara Mohawk Power Corp. 91/08/19. Docu¬ 
ment Control Branch (Document Control Desk). 16pp. 58952:28658952:300. 

9109170244 LER 91-009-00:on 910812,plant discovered outside design bases.Caused 
by personnel error.Battery charger breaker coordination performed & plant change re¬ 
quest initiated. W/910909 Itr. 

GOODNEY.D., FIRL1T,J.F. Niagara Mohawk Power Corp. 91/09/09. 6pp. 59157:106 
59157:113. 


V. Operator Examinations 


9109170055 Informs of scheduled 911118 site visit to evaluate requalification program & 
licensed personnel.Ref matl requirements,administration of requalification exam guide¬ 
lines & NRC rules for examinees end. 

CONTE.R.J. Region 1 (Post 820201). 91/09/04. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 10pp. 59109:097-59109:106. 

9109270040 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 5pp. 59216:181-59216:185. 


DOCKET 56223 UNIV. OF LOWELL RESEARCH REACTOR 


Q. inspection reports, IE Bulletins & correspondence 


9109090158 Forwards initial exam rept 50-223/OL-91-01 on 910805. 

GALLO,R.M. Operator Licensing Branch. 91/08/29. BEGHIAN.L. Lowell, Univ. of 
Lowell, MA. 2pp. 59049:121-59049:176. 

—9109090161 Exam rept 56223/OL-91-01 on 910805.Exam results:applicant passed 
exam. 

ERESIAN.W., SYZMANSKI.T.L Operator Licensing Branch. 91/08/29. 54pp. 
59049:123-59049:176. 


V. Operator Examinations 


9109090158 Forwards initial exam rept 50-223/OL-91-01 on 910805. 

GALLO,R.M. Operator Licensing Branch. 91/08/29. BEGHIAN.L Lowell, Univ. of, 
Lowell, MA. 2pp. 59049:121-59049:176. 

—9109090161 Exam rept 50-223/OL-91-01 on 910805.Exam results:applicant p a ss ed 
exam. 

ERESIAN.W., SYZMANSKI.T.L Operator Licensing Branch. 91/08/29. 54oo. 
59049:123-59049:176. 
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DOCKET 50-228 AEROTEST RADIOGRAPHY A RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91.Current status summary sheet for nonpower reactor facilities also end. 

REESE,J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors, De¬ 
commissioning & Environmental Prqj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9109050151 Revised EPIPs,including rev 8 to CEPIP 3101-01, "Environ Sample Collec¬ 
tion Procedures for Air.Water,Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01, 
"Survey techniques for Station Ground Containment..," & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109200277 Rev 0 to EPIP 0200-02,Pages 1-7 & indexes,changing procedure number 
to DAM-100. 

LAMBROS.S., JORDAN,LA. Commonwealth Edison Co. 91/09/05. Ip. 59177:314- 
59177:314. 

9109200314 Rev 0 to EPIP 0200-03,Pages 1-8,changing procedure number to DAM- 
200 . 

LAMBROS.S., JORDAN,L.A. Commonwealth Edison Co. 91/09/05. Ip. 59177:340- 
59177:340. 

9109200271 Rev 2A of DSSP 200-T3,Table 1, "Switch Selector Position," changing 
EPIP 200-20 in first column to DSSP 100-CR. 

LAMBROS.S., JORDAN,LA. Commonwealth Edison Co. 91/09/06. 2pp. 59177:264- 
59177:265. 

9109200320 Rev 2 to EPIP 0600-S4, "Environs Inventory Checklist" adding ref to 
review EPIP 0600-02 prior to usage of checklist. 

* Commonwealth Edison Co. 91/09/06. 9pp. 59175:316-59175:324. 

9109200324 Rev 2 to EPIP 0600-SI, "TSC Inventory Checklist” adding statement to 
review EPIP 0600-2 prior to implementing checklist. 

* Commonwealth Edison Co. 91/09/06. 5pp. 59175:331-59175:335. 

9109200326 Rev 2 to EPIP 0300-02, "Initial Notifications (Primary Responsibility-Station 
Director)," requesting procedure be posted. 

* Commonwealth Edison Co. 91/09/06. 23pp. 59175:338-59175:360. 

9109230095 Rev 1 to EPIP 0300-S8, "NRC Emergency Notification iPhone Reporting 
Requirements.” 

WHALEN,R. Commonwealth Edison Co. 91/09/06.14pp. 59192:014-59192:027. 

9109190001 Forwards summary of actions in response to NRC concerns noted in Insp 
Roots 50-237/90-07 & 50-249/90-08 re emergency preparedness program.Corrective 
actionsJnventory procedure revised to include two extra TLD badges. 

SCHUSTER,T. Commonwealth Edison Co. 91/09/10. DAVIS,A.B. Region 3 (Post 
820201). 10pp. 59141:167-59141:176. 


P. Operating license stage documents & correspondence 

9109260141 Forwards safety evaluation accepting licensee revised control room habit¬ 
ability assessments of 1987,per NUREG-0737,ltem III.D.3.4. 

CUNNINGHAM,LJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/06/13. BARRETT,R.J. Project Directorate 111-2. 3pp. 59209:231- 
59209:258. 

-9109260156 Safety evaluation accepting licensee revised control room habitability as¬ 
sessments of 1987. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 25pp. 
59209:234-59209:258. 

9109040054 Confirms plans for 910906 meeting to discuss status of implementation of 
corrective action programs in area of maint pnor to commencement of fall outage. 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/27. REED.C. Commonwealth 
Edison Co. Ip. 58935:199-58935:199. 

9109040165 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109120062 Requests withholding info from public disclosure re 910503 Itr & 910424 
affidavit for Topical Rept ANF-89-80(P) entitled, "Dresden Units 2 & 3 8x8 Extended 
Bumup Design Rept” 

SIEGEL.B.L Project Directorate II1-2. 91/09/03. KOVACH,T.J. Commonwealth Edison 
Co. 3pp. 59104:050-59104:052. 

9109110017 Responds to NRC 910702 request for addl info re identification of deficient 
motor-operated valves,per Generic Ltr 89-10,Suppl 3. Reevaluation of criteria resulted 
in reduction of valves determined to be deficient 

CHRZANOWSKI.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 

9109130241 Forwards amends 114 & 111 to licenses DPR-19 & DPR-25, respectively & 
safety evaluation.Amends revise pressure/temp limits for RCS. 

SIEGEL,B.L Project Directorate II1-2. 91/09/05. KOVACH,T.J. Commonwealth Edison 
Co. 3pp. 59095:332-59095:354. 

-9109130243 Amends 114 & 111 to licenses DPR-19 & DPR-25,respectively, revising 
pressure/temp limits for RCS. 

BARRETT,RJ. Project Directorate 111-2. 91/09/05. 16pp. 59095:335-59095:350. 

-9109130245 Safety evaluation supporting amends 114 & 111 to licenses DPR-19 & 
DPR-25 respectively. 

* Office ofNuclear Reactor Regulation, Director (Post 870411). 91/09/05. 4pp. 
59095:351-59095:354. 


9109160084 Provides schedule info for recommendations re suppl safety evaluation for 
station blackout & presents revised schedule for completion of station blackout proce¬ 
dure rev & implementation of emergency diesel generator reliability. 

RICHTER.M.H. Commonwealth Edison Co. 91/09/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 59118:075-59118:077. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030165 Forwards Insen/ice Insp Relief Request CR-13 re hydrostatic tests at test 
pressure of 1.10 times sys nominal operating pressure,per ASME Boiler & Pressure 
Vessel Code Case N-498 

RICHTER.M.H. Commonwealth Edison Co. 91/08/20. MURLEY.T.E. Office of Nudear 
Reactor Regulation, Director (Post 870411). 3pp. 58951:293-58951:295. 

9109170020 Requests response to 910909 Itr re complaint from former employee of 
Fluor Constructors Inti,Inc concerning improper termination for voidng concerns over 
safety issues. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/09. REED.C. Commonwealth Edison Co. 
8 pp. 59109:011-59109:018. 

9109190001 Forwards summary of actions in response to NRC concerns noted in Insp 
Repts 50-237/90-07 & 50-249/90-08 re emergency preparedness program.Corrective 
actions:inventory procedure revised to include two extra TLD badges. 

SCHUSTER,T. Commonwealth Edison Co. 91/09/10. DAVIS.A.B. Region 3 (Post 
820201). 10pp. 59141:167-59141:176. 

9109190060 Forwards safety insp repts 50-237/91-22 & 50-249/91-22 on 910629-0822 
& notice of violation. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:064-59134:088. 

-9109190062 Notice of violation from insp on 910629-0822.Violations noted:mechanical 
maint failed to accomplish locking & tightening of steam separator shroud hold down 
bolts & procedures initialed w/o observation of performance. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/12. 2pp. 59134:066-59134:067. 

-9109190068 Safety insp repts 50-237/91-22 & 50-249/91-22 on 910629-0822.Viola- 
tions noted.Major areas inspected:LERs, operational safety,monthly maint & 
surveillance,training effectiveness,SEP items & safety assessment. 

BURGESS,B.L. Region 3 (Post 820201). 91/09/11. 22pp. 59134:068-59134:088. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170001 Monthly operating repts for Aug 1991 for Dresden Nuclear Power 
Station.W/910901 Itr. 

MAXWELL,D.C., EENIGENBURG.E. Commonwealth Edison Co. 91/08/31. 28pp. 
59120:101-59120:128. 

9109170236 Forwards corrected cover sheet for "Radioactive Effluent Rept for Dresden 
Nuclear Power Station,Jan-June 1991," correcting time period of rept. 
EENIGENBURG.E. Commonwealth Edison Co. 91/09/03. DAVIS,A.B. Region 3 (Post 
820201). Ip. 59133:263-59133:264. 

-9109170237 Corrected cover Itr forwarding “Radioactive Effluent Rept, Dresden Nucle¬ 
ar Power Station,Jan-June 1991." 

EENIGENBURG.E. Commonwealth Edison Co. 91/08/29. DAVIS.A.B. Region 3 (Post 
820201). Ip. 59133:264-59133:264. 


S. Reportable occurrences, LERs & related correspondence 

9109040144 LER 91-021-00:on 910731 .improper setpoint of second level undervoltage 
relays occurred.Caused by mgt deficiency.Relays installed,settings established for 
Units 2 & 3 & detailed procedures for design document prepared.W/910829 Itr. 
LAWSON,S., EENIGENBURG.E. Commonwealth Edison Co. 91/08/22. 5pp. 
59009:025-59009:029. 

9109110089 LER 91-022-00:on 910805,control rod drive F-3 drift occurred due to pilot 
solenoid failure.Caused by air leakage.Scram pilot solenoid valves replaced & placed 
back in svc. W/910829 Itr. 

RAVELO.W.V., EENIGENBURG.E. Commonwealth Edison Co. 91/08/29. 6pp. 
59111:001-59111:006. 

9109100393 LER 91-023-00:on 910807.2A recirculation pump discharge motor-operated 
valve failed to close.Caused by torque switch setting problem.Improved version of di¬ 
agnostic computer software implemented.W/910904 Itr. 

ESTRELLA,D., EENIGENBURG.E. Commonwealth Edison Co. 91/09/04. 6pp. 
59095:208-59095:213. 
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9109170223 LER 91-025-00:on 910812,SRM/IRM functional test tech spec require- 
nrents discovered not met.Caused by procedure deficiencies.Procedures reviewed by 
staff sys engineer. W/910904 Itr. 

SAMPSON.B.W., EENIGENBURG.E. Commonwealth Edison Co. 91/09/04. 6pp. 
5S1 57:089-59157:094. 

0109160267 LER 91-027-00:on 910813,core spray min flow valve 2-1402-38B inadvert¬ 
ently dosed when flow transmitter valved back in.Caused by procedural 
daflclency.Caution will be added to warn personnel re valve actuation.W/910906 Itr. 
SKOGLUND.R.R., EENIGENBURG.E. Commonwealth Edison Co. 91/09/06. 4pp. 
59157:008-59157:011. 

9109150268 LER 91-026-00:on 910813.LPCI sys min flow valve closed during search 
for ground on 12-volt dc bus.On 910815,LPcl Sys I! min flow valve & HPCI turbine 
stop valve closed. Caused by procedure deficiency.W/910911 Itr. 

RIVERA,!., EENIGENBURG.E. Commonwealth Edison Co. 91/09/06. 5pp. 59157:012- 
59157:016. 

9109230065 LER 91-029-0Q:on 910821 .main steam line log radiation setpoints non-con¬ 
servative occurred.Caused by procedure deficiency.lM Dept trained on event in tail- 

§ ate session. W/910912 Itr. 

OYAR.J., EENIGENBURG.E. Commonwealth Edison Co. 91/09/12. 5pp. 59195:145- 
59195:149. 

9109230058 LER 91-0l7-00:on 910825,unplanned primary containment isolation valve 
movement occurred during auxiliary power transfer.Caused by deficient relays.Mod for 
Group l relays installed.W/910917 Itr. 

JOHNSON,E., EENIGENBURG.E. Commonwealth Edison Co. 91/09/17. Document 
Control Branch (Document Control Desk). 6pp. 59195:139-59195:144. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


O- Bnepaction reports, IE Bulletins & correspondence 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CV91 .Current status summary sheet for nonpower reactor facilities also end. 
REESE.J.H. Region 5 (Post 820201). 91/09/10. WEISS,S. Non-Power Reactors, De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109040113 Forwards safety insp rept 50-244/91-15 on 910625-0812.Site mgt initial re¬ 
sponse to resolving issues re circuit card failures in undervoitage monitoring/protec¬ 
tion sys found to be comprehensive. 

UNVILLE,J.C. Region 1 (Post 820201). 91/08/27. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 58936:033-58936:048. 

—9109040118 Insp rept 50-244/91-15 on 910625-0812.Site mgt initial response to re¬ 
solving issues found to be comprehensive.Major areas inspected:plant 
operations,radiological controls, maint/surveillance & emergency preparedness. 
MCCABE,E.C. Region 1 (Post 820201). 91/08/23.12pp. 58936:037-58936:048. 

9109280036 “1991 Ginna Station Plume Exposure Exercise 910911.” 

* Rochester Gas & Electric Corp. 91 /09/11. 250pp. 59210:236-59212:036. 

9109280221 Advises that 910501 & 0624 Itrs re changes to plant security plan,identified 
as Revs A & B respectively,consistent w/ provisions of 10CFR50.54(p) & acceptable. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/13. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 59235:139-59235:141. 


f*. Operating license stage documents & correspondence 

9109190225 Suppls 890203 response to Generic Ltr 88-14, “Instrument Air Supply Sys 
Problems Affecting Safety-Related Equipment." Results of air quality testing at facility 
in Mar & Apr 1989 listed. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/06/17. JOHNSON.A.R. Project Di¬ 
rectorate 1-3. 3pp. 59167:019-59167:021. 

9109240001 Informs that rev 2 to guard training & qualification plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

JOYNER.J.H. Region 1 (Post 820201). 91/08/16. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 59162:117-59182:118. 

9109040345 Discusses installation of containment isolation signal to AOV 745 by end of 
1992 refueling outage. 

MECREDY.R. Rochester Gas & Electric Corp. 91/08/26. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. Ip. 58998:220-58998:220. 

9109080191 Forwards amend 45 to license DPR-18 & safety evaluation. Amend revises 
containment internal pressure limitations to be consistent w/initial conditions assumed 
in Westinghouse BAST analysis & RG&E containment integrity analysis. 
JOHNSON,A. Project Directorate 1-3. 91/08/28. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 59025:052-59025:079. 

_ 91 09060194 Amend 45 to license DPR-18,revising containment internal pressure limi¬ 
tations. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/28. 5pp. 59025:055-59025:059. 

_g 1090601 95 Safety evaluation supporting amend 45 to license DPR-18. 

* Office of Nudear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59025:060-59025:079. 

0109200204 Provides progress of Region I 910220-21 engineering symposium action 
items.inciuding guidance on operability & reportability,endorsing NSAC-125 for 
1 OCFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 59171:122-59171:125. 

9109270180 Provides correction to util response to generic Itr 88-14, “Instrument Air 
Supply Sys Problems Affecting Safety Related Equipment.” 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/17. JOHNSON,A.R. Document 
Control Branch (Document Control Desk). Ip. 59252:295-59252:295. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109060001 Forwards Electrical Distribution Sys Functional Insp Rept 50-244/91-80 on 
910506-0607 & notices of violation & deviation. 

HODGES,M.W. Region 1 (Post 820201). 91/08/21. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 59033:046-59033:093. 

-9109060002 Notice of violation from insp on 910506-0607.Violation notedifailure to 
write l&C/electrical equipment failure safety-related rept for three undervoitage 
relays,w/as found voltage settings below Tech Spec limits. 

* Region 1 (Post 820201). 91/08/21. Ip. 59033:049-59033:049. 

—9109060004 Notice of deviation from insp on 910506-0607.Deviation noted: 125-volt dc 
control circuit conductors from Trains A & B component cooling water pumps shared 
same four conductor cables. 

* Region 1 (Post 820201). 91/08/21. 2pp. 59033:050-59033:051. 

-9109060005 Insp Rept 50-244/91-80 on 910506-0607.Violations & deviations 
noted. Major areas inspkrted:functionality of electrical distribution sys. 

CHEUNG,L, ANDERSON,C.J. Region 1 (Post 820201). 91/08/21. 40pp. 59033:052- 
59033:093. 

9109040073 Forwards safety insp rept 50-244/91-17 on 910812-16.Tech spec require¬ 
ment inadvertently deleted from procedure during last rev identified. 

JOYNER.J.H. Region 1 (Post 820201). 91/08/23. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 58935:327-58935:338. 

-9109040079 Insp rept 50-244/91-17 on 910812-16.Violations noted but not cited.Major 
areas inspected:radiologicaI control program on site,organization,control room 
habitability,operation of area radiation monitors & control of high radiation areas. 
0’CONNELL.P., LANCE,R., PASCIAK.W. Region 1 (Post 820201). 91/08/23. 8pp. 
58935:331-58935:338. 

9109040113 Forwards safety insp rept 50-244/91-15 on 910625-0812.Site mgt initial re¬ 
sponse to resolving issues re circuit card failures in undervoitage monitoring/protec¬ 
tion sys found to be comprehensive. 

LINVILLE.J.C. Region 1 (Post 820201). 91/08/27. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 58936:033-58936:048. 

-9109040118 Insp rept 50-244/91-15 on 910625-0812.Site mgt initial response to re¬ 
solving issues found to be comprehensive.Major areas inspected:plant 
operations,radiological controls, maint/surveillance & emergency preparedness. 
MCCABE,E.C. Region 1 (Post 820201). 91/08/23. 12pp. 58936:037-58936:048. 

9109180075 Responds to 910722 Itr re proposed response dates for four unresolved 
items identified during NRC exit meeting for electrical distribution sys insp 
(EDSFI).Dates incorporated into EDSFI rept. 

HODGES,M.W. Region 1 (Post 820201). 91/09/05. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 59117:086-59117:088. 

9109240030 Responds to 910905 Itr,providing addl info re insp rept 50-244/91-11. Item 
3.1.2 considered resolved based on actions taken.Addl info re item 3.2.2 will be con¬ 
sidered during NRC resolution of item in future NRC insp. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/09/09. MECREDY.R.C Rochester 
Gas & Electric Corp. 3pp. 59172:091-59172:095. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109200168 Forwards “Semiannual Radioactive Effluent Release Rept,RE Ginna,Jan- 
June 1991,” revised “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1990” 
& revised “Effluent & Waste Disposal Semiannual Rept for Jan-June 1990.” 
MECREDY.R.C. Rochester Gas & Electric Corp. 91 /08/29. Document Control Branch 
(Document Control Desk). 2pp. 59171:073-59171:092. 

-9109200169 “Semiannual Radioactive Effluent Release Rept,RE Ginna, Jan-June 
1991." 

* Rochester Gas & Electric Corp. 91/06/30. 15pp. 59171:075-59171:089. 

—9109200173 Revised “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1990,” 
consisting of summation of all liquid effluents. 

* Rochester Gas & Electric Corp. 90/12/31. 2pp. 59171:090-59171:091. 

—9109200177 Revised “Effluent & Waste Disposal Semiannual Rept for Jan-June 
1990 ” consisting of table listing solid waste & irradiated fuel shipments. 

’ Rochester Gas & Electric Corp. 90/06/30. Ip. 59171:092-59171:092. 

9109240150 Monthly operating rept for Aug 1991 for RE Ginna Nuclear Power Plant.W/ 
910916 Itr. 

DODGE,R.E., MECREDY.R.C. Rochester Gas & Electric Corp. 91/08/31. 5pp 
59189:256-59189:260. 
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S. Reportable occurrences, LERs & related correspondence 

9109190072 FOIA request for documents re North Anna Unit 1 & Ginna steam genera¬ 
tor tube rupture events. 

WILLIAMS,O.G. JRA Associates. 91/03/11. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 59176:051-59176:051. 

9109130162 LER 91-007-00:on 910731,“B” Emergency Diesel Generator started auto¬ 
matically due to initiation signal from Bus 16 & 17 undervoltage monitoring/protection 
sys.Caused by temp related switch failure.Switch replaced.W/910829 Itr. 

BACKUS,W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 91/08/29. 12pp. 
59116:069-59116:080. 

9109160088 Forwards 10CFR21 evaluation notification re design defect of solid state 
switch printed circuit cards for 480 volt safeguards undervoltage monitoring/protection 

SIcREDY.R .C. Rochester Gas & Electric Corp. 91/09/04. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59118:071.-59118:074. 

9109160127 LER 91-008-00:on 910805,failure of one of two trains of undervoltage pro¬ 
tection discovered on Safeguards Bus 14 due to temp related failure of solid state 
switch printed circuit card.Circuit card replaced.W/910904 Itr. 

BACKUS,W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/04. 10pp. 
59127:029-59127:038. 

9109250235 Special rept:on 910903,svc water leak inside containment sump A pump 
identifieti.Abnorma! Procedure AP-SW.1, ‘‘Svc Water Leak,” entered.Work order pack¬ 
age prepared to identify & repair svc water leak. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/17. Document Control Branch 
(Document Control Desk). 4pp. 59203:198-59203:201. 


T. Hearing transcripts on non-antltrust matters 

9109190086 Partial response to FOIA request for documents.EncI app A documents 
being made available in PDR.App B documents withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/14. WILLIAMS,O.G. JRA Associates. 5pp. 59176:052-59177:263. 

-9109190114 Transcript of telcons w/Ginna & NRC personnel on 820125. Pp 1-125. 

* NRC - No Detailed Affiliation Given. 82/01/25. 125pp. 59176:057-59176:182. 

-9109190129 Transcript of 820219 discussion w/B Snow re 820125 facility steam gen¬ 
erator tube rupture event. Pp 1-32. 

* NRC - No Detailed Affiliation Given. 82/02/19. 33pp. 59176:183-59176:215. 

-9109190139 Transcript of 820217 discussion w/N Meaker re 820125 facility steam 
generator tube rupture eventPp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/17. 30pp. 59176:216-59176:246. 

-9109190144 Transcript of 820219 discussion w/SJ Lentine re 820125 facility steam 
generator tube rupture event.Pp 1-24. 

* NRC - No Detailed Affiliation Given. 82/02/19. 24pp. 59176:247-59176:270. 

-9109190147 Transcript of 820219 discussion w/RP Zimmerman re 820125 facility 
steam generator tube rupture event.Pp 1-41. 

* NRC - No Detailed Affiliation Given. 82/02/19. 41pp. 59176:271-59176:312. 

-9109190149 Transcript of 820220 discussion w/C Peck re 820125 facility steam gen¬ 
erator tube rupture eventPp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/20. 30pp. 59176:313-59176:342. 

—9109190153 Transcript of 820219 discussion w/AG Morris re 820125 facility steam 
generator tube rupture event.Pp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/19. 30pp. 59176:343-59177:011. 

-9109190157 Transcript of 820219 discussion w/M Foster re 820125 facility steam gen¬ 
erator tube rupture eventPp 1-22. 

* NRC - No Detailed Affiliation Given. 82/02/19. 22pp. 59177:012-59177:033. 

-9109190159 Transcript of 820220 discussion w/T Hafera re 820125 facility steam gen¬ 
erator tube rupture eventPp 1-31. 

* NRC - No Detailed Affiliation Given. 82/02/20. 31pp. 59177:034-59177:064. 

-9109190202 Transcript of 820221 discussion w/WH Backus re 820125 facility steam 
generator tube rupture eventPp 1-32.’ 

* NRC - No Detailed Affiliation Given. 82/02/21. 32pp. 59177:065-59177:074. 

-9109190204 Transcript of 820222 discussion w/JT Berry re 820125 facility steam gen¬ 
erator tube rupture eventPp 1-32. 

* NRC - No Detailed Affiliation Given. 82/02/22. 32pp. 59177:075-59177:105. 

-9109190207 Transcript of 820220 discussion w/R Hurley re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-40. 

* NRC - No Detailed Affiliation Given. 82/02/20. 40pp. 59177:106-59177:143. 

-9109190210 Transcript of 820222 discussion w/M Sexton re 820125 facility steam 
generator tube rupture eventPp 1-16. 

* NRC - No Detailed Affiliation Given. 82/02/22. 16pp. 59177:144-59177:158. 

-9109190214 Transcript of 820223 discussion w/JC Noon re 820125 facility steam gen¬ 
erator tube rupture eventPp 1-14. 

* NRC - No Detailed Affiliation Given. 82/02/23. 14pp. 59177:159-59177:172. 

-9109190217 Transcript of 820223 discussion w/GF Larizza re 820125 facility steam 
generator tube rupture eventPp 1-30.Related documentation end. 
f NRC - No Detailed Affiliation Given. 82/02/23. 90pp. 59177:173-59177:263. 


V. Operator Examinations 

9109120198 Notification of contract execution,Task Order 120, “Operator Licensing 
Exams,Ginna Nuclear Power Plant” to “Technical Assistance to Support Licensing 
Activities” awarded to Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/08/30. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 59100:320- 
59100:324. 


-9109120202 Ltr contract awarding Task Order 120, “Operator Licensing Exams.Ginna 
Nuclear Power Plant," to "Technical Assistance in Support of Licensing Activities." 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 91/08/ 
27. PETERSEN,L.R. Sonalysts, Inc. 4pp. 59100:321-59100:324. 

9109270033 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,W.M. Region 1 (Post 820201). 91/09/19. MECREDY.R.C. Rochester Gas & 
Electric Corp. 5pp. 59216:131-59216:135. 
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F. Security, medical, emergency & fire protection plans 

9109180113 Revised EPIPs,including Rev 5 to EPIP 4005,Rev 8 to EPIP 4006„Rev 8 to 
EPIP 4007,Rev 5 to EPIP 4227,Rev 9 to EPIP 4301,Rev 5 to EPIP 4305B,Rev 6 to 
EPIP 4606,Rev 11 to EPIP 4112-1 & Rev 3 to EPIP Form 4606-1. 

BUCH.W.H., DEMBEK.T., BROOKS,L.D. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 91/08/21. 200pp. 59137:251-59138:129. 

9109230007 Forwards safety insp rept 50-245/91-13 on 910630-0817. Licensee staff 
questioning attitudes,extensive reviews & prompt correction of design deficiencies as¬ 
sociated w/ containment isolation sys reflect programmatic strengths. 
WENZINGER.E.C. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 59156:033-59156:055. 

—9109230009 Insp rept 50-245/91-13 on 910630-0817.Licensee staff attitude & prompt 
correction of design deficiencies reflect programmatic strengths.Major areas 
inspected:plant operations,security,surveillance & maint. 

RAYMOND,W. Region 1 (Post 820201). 91/09/10. 21pp. 59156:035-59156:055. 

9109190216 Rev 4 to EPIP 4013, “Control Room Data Coordinator." 

BUCH.W.H., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
91/09/15. 6pp. 59165:284-59165:289. 


H. General correspondence 

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi¬ 
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:1 ST- 
59217:195. 


P. Operating license stage documents & correspondence 

9109040151 Concludes that changes to util QA program acceptable in that QA program 
continues to satisfy criteria of App B of 10CFR50. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/23. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
3pp. 58998:236-58998:238. 

9109040099 Forwards operability,reportability & communications task group final rept. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 / 
08/26. Document Control Branch (Document Control Desk). 15pp. 58996:287- 
58996:301. 

9109040396 Provides info re cracks discovered during 1991 refueling outage on low 
pressure steam turbine A rotor.Since no indications remain in 6TA wheel hub,rotor re¬ 
turned to svc w/ wheel in place. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/08/29. Document Control Branch (Document 
Control Desk). 10pp. 59006:344-59006:353. 

9109040441 Forwards invoices received by utils for FY91 annual matls license 
fees.Payment of listed invoices will be made by wire transfer on 910906. 
MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 91/08/30. License Fee & Debt Collec¬ 
tion Branch (Post 890827). 8pp. 59017:266-59017:273. 

9109110246 Forwards SE supporting systematic evaluation program topic VI-7.C.1 re in¬ 
dependence of redundant on-site power sys. 

JAFFE.D.H. Project Directorate 1-4. 91/09/03. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59079:187-59079:191. 

—9109110250 Safety evaluation supporting independence of redundant on-site power 
sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 3pp. 
,59079:189-59079:191. 

9109120094 Forwards SE accepting licensee conformance w/systematic evaluation pro- 

3 ram topic VII-1.A, “Isolation of Reactor Protection Sys from Nonsafety Sys.” 
AFFE.D.H. Project Directorate 1-4. 91/09/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic 
Power Co. 2pp. 59087:110-59087:114. 

-9109120098 SER accepting licensee conformance w/systematic evaluation program 
topic VI1-1 .A, “Isolation of Reactor Protection Sys from Nonsafety Sys.” 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 3pp. 
59087:112-59087:114. 

9109120254 Forwards safety evaluation re SEP Topic 111-6 concerning verification that 
structures,sys & components important to safety be designed to withstand effects of 
natural phenomena,per listed IE bulletins. 

JAFFE.D.H. Project Directorate 1-4. 91/09/04. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59092:330-59092:333. 
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—9109120256 Safety evaluation re conformance w/SEP Topic 111-6 on verification of 
structures,sys & components important to safety be designed to withstand effects of 
natural phenomena,per listed IE bulletins. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 2pp. 
59092:332-59092:333. 

9109110300 Forwards Rev 14 to QA program. 

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001- 
59086:140. 

9109200143 Provides progress of Region i 910220-21 engineering symposium action 
rtems,inciuding guidance on operability & reportabiiity,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59156:198-59156:200. 

9109180175 Discusses conformance to Reg Guide 1.97,Rev 2 & addresses NRC con¬ 
clusions in SER dtd 910424. 

ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
ROMBERG.W.D. Northeast Utilities. 91/09/11. Document Control Branch (Document 
Control Desk). 7pp. 59146:141-59146:147. 

9109230151 Discusses add! info re safety-related motor-operated valve testing & 
surveiltance^per 910715 Itr. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/09/17. 
Document Control Branch (Document Control Desk). 14pp. 59192:266-59192:279. 

9109230155 Discusses normal station svc transformer A & load dr transformer tap set¬ 
tings for Haddam Neck & Millstone Nuclear Power Station units. 

MROCZKA.EJ. Northeast Nuclear Enemy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/17. Document Control Branch (Document Control Desk). 3pp. 59191:355- 
59191:357. 


9109170056 Forwards insp repts 50-245/91-80,50-336/91-80 & 50-423/91-61 on 
910708-12 & 22-26.Weak performance noted. 

HEHL.C.W. Region 1 (Post 820201). 91/09/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59109:107-59109:136. 

-9109170064 Insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 910708-12 & 
22-26.Major areas inspected:extent of performance related problems identified in most 
recent SAUP rept 

SUMMERS.R., MEYER,G. Region 1 (Post 820201). 91/08/29. 27pp. 59109:1 IQ- 
59109:136. 

9109230007 Forwards safety insp rept 50-245/91-13 on 910630-0817. Ucensee staff 
questioning attitudes,extensive reviews & prompt correction of design deficiencies as¬ 
sociated w/ containment isolation sys reflect programmatic strengths. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/10. MROCZKA.EJ. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 59156:033-59156:055. 

-9109230009 Insp rept 50-245/91-13 on 910630-0817.Ucensee staff attitude & prompt 
correction of design deficiencies reflect programmatic strengths.Major areas 
inspectedrplant operations,security,surveillance & maint. 

RAYMOND,W. Region 1 (Post 820201). 91/09/10.21pp. 59156:035-59156:055. 

9109230012 Forwards radiological controls insp repts 50-245/91-15, 50-336/91-21 & 
50-423/91-17 on 910812-16.No violations noted.Severai commendable initiatives 
noted including enhancement of high radiation area access point 
JOYNER,J.H. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59156:057-59156:070. 

-9109230015 Radiological controls insp repts 50-245/91-15,50-336/91-21 & 50-423/ 
91-17 on 910812-16.No violations noted.Major areas inspected:action on previous 
insp findings,organization & staffing & training & qualification. 

NIM1TZ.R.L, PASCIAK.W.J. Region 1 (Post 820201). 91/09/09. 12pp. 59156:059- 
59156:070. 


CL Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91 /08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1965.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-58979:177. 

9109090279 Notification of contract execution,task order 42, “Electrical Distribution Sys 
Functional Insp - Millstone l." ContractonAECL Technologies. 

MANN.R. Contract Administration Branch (890205-900602). NRC03-90-031. 91/08/ 
23. SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post 
870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 59049:034- 
59049:036. 

-9109090280 Itr contract NRC-03-90-031 awarding task order 42, “Electrical Distribu¬ 
tion Sys Functional Insp - Millstone I.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/08/ 
20. SHIFLETT.D.R. AECL Technologies. 2pp. 59049:035-59049:036. 

9109090033 Ack receipt of 910628 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-245/91-03.NRC considers establishment of task groups 
imjxxtant determining root causes of performance inadequacies. 

WENZINGER.E.C. Region 1 (Post 820201). 91/08/28. MROCZKA.EJ. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 59001:147-59001:159. 

9109130098 Responds to 910708 notice of violation from insp on 910108-0313 & for¬ 
wards payment of civil penalty in amount of $50,000.Corrective actions:design review 
commissioned to evaluate traveling screen performance in severe weather. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.EJ. Northeast Utilities. 91/08/28. Ofc of Enforcement (Post 870413). 
15pp. 59112:006-59112:020. 

9109040396 Provides info re cracks discovered during 1991 refueling outage on low 
pressure steam turbine A rotor.Since no indications remain in 6TA wheel hub,rotor re¬ 
turned to svc w/ wheel in place. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.EJ. Northeast Utilities. 91/08/29. Document Control Branch (Document 
Control Desk). 10pp. 59006:344-59006:353. 

9109110208 Forwards requests for addl info re third 10-yr inservice insp program. 
JAFFE.D.H. Project Directorate 1-4. 91/09/03. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 8pp. 59079:175-59079:182. 

9109240200 Ack receipt of 910730 Itr informing NRC of steps taken to correct violations 
noted in combined insp repts 50-245/91-11,50-336/91-14 & 50-423/91-14. 

JOYNERJ.H. Region 1 (Post 820201). 91/09/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59183:071-59183:079. 

9109120254 Forwards safety evaluation re SEP Topic 111-6 concerning verification that 
structures,sys & components important to safety be designed to withstand effects of 
natural phenomena,per listed IE bulletins. 

JAFFE.D.H. Project Directorate 1-4. 91/09/04. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59092:330-59092:333. 


9109170092 Responds to NRC 910730 Itr re violations noted in insp rept 50-245/91-12 
on 910521-0629.Corrective actions:revising STI-008, “Matl Control Group & Stores 
Monthly Warehouse Insp Checklist” 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 91/09/12. MARTIN,T.T. Region 1 (Post 820201). 
7pp. 59120:094-59120:100. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109110008 Forwards “Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Ra¬ 
dioactive Effluents Reptjan-June 1991.” Annual radioactive effluents dose rept will 
indude assessment of doses due to liquid/gaseous effluents. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 91/08/30. Document Control Branch (Document 
Control Desk). Ip. 59091:078-59091:161. 

-9109110009 “Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Radioactive 
Effluents Reptjan-June 1991.” 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/30. 56pp. 
59091:079-59091:161. 

9109170256 Monthly operating rept for Aug 1991 for Millstone Unit 1.W/ 910913 Itr. 
SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 91/08/31. 5pp. 59121:248-59121:252. 


S. Reportable occurrences, LERs & related correspondence 

9109030168 LER 91-004-01 :on 910307,emergency diesel generator declared inoperable 
following automatic trip on low lube oil pressure.Caused by low ambient room temp 
condition.Revised procedures impiemented.W/910822 Itr. 

CASSIDY,M.D., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/08/22. 6pp. 58980:059-58980:064. 

9109130182 LER 91-022-00:on 910802,Surveillance Procedure SP 412S of wide-range 
Yarway reactor pressure vessel level calibr failed to meet procedure acceptance 
criteria-Caused by lifted lead. Lead landed.W/910903 Itr. 

COHEN,S., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91 /09/03. 5pp. 59116:102-59116:106. 

9109130177 LER 91-024-00:on 910804,main steam line high flow trip occurred.Plant op¬ 
eration unaffected & no safety consequences resulted.New setpoint implemented & 
functionally tested while unit shutdown.W/910904 Itr. 

LINDSAY,E., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
SCACE.S.E. Northeast Utilities. 91 /09/04. 5pp. 59116:097-59116:101. 

9109240401 LER 91-010-01 :on 910412,kerite control circuit cable in dryweli determined 
to be not environmentally qualified based on preliminary technical evaluation.Caused 
by lack of industry awareness.W/910916 Itr. 

J^ULL.T.S., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
SCACE.S.E. Northeast Utilities. 91/09/16. 6pp. 59252:258-59252:263. 1 

9109250067 LER 91-025-00:on 910816,control rods failed to meet Tech Spec.Caused 
by manufacturing problem related to core assembly of scram pilot solenoid 
valves.Procedural enhancements implemented.W/910916 Itr. 

UNDSAY E-J SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). 91/09/16. 7pp. 59212:042-59212:048. 


V. Operator Examinations 


-9109120256 Safety evaluation re conformance w/SEP Topic 111-6 on verification of 
structures,sys & components important to safety be designed to withstand effects of 
natural phenomena,per listed IE bulletins. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04 2dd 
59092:332-59092:333. 


9109270045 Extends invitation to power reactor operator license examiners/trainina 
also^mcl meet,n 9 on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 

1 (Post 820201). 91/09/19. MROCZKA.EJ. Connecticut 
Yankee Atomic Power Co. 5pp. 59216:199-59216:203. 
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DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9109160051 Discusses implementation of emergency response data sys & responsibility 
to provide site visit to discuss specific implementation needs.Informs of 911016 meet¬ 
ing to discuss data transmittal. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. BRAM.S. Consolidated Edison Co. of 
New York, Inc. 5pp. 59098:140-59098:144. 

9109200174 Forwards appendix B to NUREG/CR-5580 re draft INEL evaluation of facili¬ 
ty for Generic Issue 57, “Effects of Fire Protection Sys Actuation on Safety-Related 
Equipment," to be forwarded to licensee for review & comments. 

BASDEKAS.D.L Division of Safely Issue Resolution (Post 880717). 91/08/30. 
WILLIAMS,F. Project Directorate 1-1. Ip. 59158:287-59159:035. 

->9109200287 Forwards draft app B to NUREG/CR-5580 for transmittal to licensee for 
review & comments. 

MACDONALD,P.E. Idaho National Engineering Laboratory. FIN L-1220. 91/08/30. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 105pp. 59158:289- 
59159:035. 

9109160251 Rev 8 to IP-1016, “Obtaining Meteorological Data.” W/ 910903 Itr. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/03. 48pp. 59118:241- 
59118:288. 

9109270063 Forwards final SALP rept 50-247/90-99 for period of 900401-910430.Con¬ 
tinuing progress noted re improving safety performance of facility. 

MARTIN,T.t. Region 1 (Post 820201). 91/09/20. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 59216:273-59216:312. 

->9109270072 Final SALP rept 50-247/90-99 for period of 900401-910430. 

* Region 1 (Post 820201). 91/09/20. 30pp. 59216:276-59216:312. 


P. Operating license stage documents & correspondence 

9109050055 Advises that 910719 response to Generic Ltr 89-13, “Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment," fulfills reporting requirements of Itr & item 
considered closed. 

WILLIAMS,F.J. Project Directorate 1-1. 91/08/26. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 4pp. 58993:287-58993:290. 

9109200174 Forwards appendix B to NUREG/CR-5580 re draft INEL evaluation of facili¬ 
ty for Generic Issue 57, “Effects of Fire Protection Sys Actuation on Safety-Related 
Equipment,” to be forwarded to licensee for review & comments. 

BASDEKAS.D.L Division of Safety Issue Resolution (Post 880717). 91/08/30. 
WILLIAMS,F. Project Directorate 1-1. Ip. 59158:287-59159:035. 

•>9109200267 Forwards draft app B to NUREG/CR-5580 for transmittal to licensee for 
review & comments. 

MACDONALD.P.E. Idaho National Engineering Laboratory. FIN L-1220. 91/08/30. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 105pp. 59158:289- 
59159:035. 

9109240277 Forwards info re activities at facility,for review & followup.EncI withheld (ref 
10CFR2.790(b)).Requests that results of review & disposition of matter be submitted 
to Region I within 60 days of Itr date. 

HEHL.C.W. Region 1 (Post 820201). 91/09/09. BRAM.S. Consolidated Edison Co. of 
New York, Inc. 4pp. 59184:149-59184:152. 

9109200182 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W.D. Region 1 (Post 820201). 91/09/10. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 59171:100-59171:102. 

9109250104 Forwards errata to steam generator exam program rept, submitted by 
910726 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/11. Document Control 
Branch (Document Control Desk). Ip. 59201:022-59201:024. 

9109300059 Forwards “Reactor Containment Bldg Integrated Leak Rate Test,Types A,B 
& C Periodic Test,Indian Point Unit 2." 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/20. Document Control 
Branch (Document Control Desk). Ip. 59244:001-59244:103. 

-9109300061 “Reactor Containment Bldg Integrated Leak Rate Test,Types A, B & 
C,Periodic Test,Indian Point Unit 2." 

* Stone & Webster Engineering Corp. 91/06/30.103pp. 59244:002-59244:103. 

9109300106 Confirms that all actions & hardware mods,described in 890203 response 
to Generic Ltr 88-17 re loss of DHR implemented & operational,as applicable. 
BRAM.S.B. Consolidated Edison Co. of New York. Inc. 91/09/20. Document Control 
Branch (Document Control Desk). Ip. 59253:123-59253:123. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9106140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9106140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040037 Forwards insp rept 50-247/91-16 on 910609-0720.No violations noted. 
COWGILL.C.J. Region 1 (Post 820201). 91/08/23. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 58935:158-58935:181. 


-9109040060 Insp rept 50-247/91-16 on 910609-0720. No violations noted. Major areas 
inspectedzroutine daily insps including unscheduled backshift insps of onsite activities. 
LOBEL.R. Region 1 (Post 820201). 91/08/22. 21pp. 58935:161-58935:181. 

9109040092 Forwards insp rept 50-247/91-19 on 910729-0801.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/08/26. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 58936:001-56936:016. 

-9109040117 Insp rept 50-247/91-19 on 910729-0801.No violations noted. Major areas 
inspected:radiological controls program. 

SHERBINI.S., PASCIAK.W. Region 1 (Post 820201). 91/08/19. 13pp. 58936:004- 
58936:016. 

9109090092 Forwards SER on Westinghouse Owners Group pressurizer surge line ther¬ 
mal stratification generic detailed analysis.SER provides guidance for 28 Westing- 
house plants that could not be shown acceptable by Westinghouse Owners Group 
analysis. 

WILLI AMS, F.J. Project Directorate 1-1. 91/08/27. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 3pp. 59040:281-59040:293. 

—9109090101 SER accepting WOG pressurizer surge line thermal stratification generic 
detailed analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/27. 10pp. 
59040:284-59040:293. 

9109110162 Responds to 910211 demand for info as result of Ofc of Investigations 
Rept 1-89-005.Areas discussed include,audits & surveillances,maint quality improve¬ 
ment program, personnel training & nuclear safety ombudsman program. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91 /08/28. Ofc of Enforcement 
(Post 870413). 16pp. 59100:209-59100:224. 

9109170062 Confirms dates of 910930-1011 for partial electrical distribution sys func¬ 
tional insp at facility.Insp purpose is to determine whether electrical distribution sys 
capable of performing intended function.Listed documents requested. 

LANNING.W.D. Region 1 (Post 820201). 91/08/30. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 4pp. 59109:152-59109:155. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

i 

9109270063 Forwards final SALP rept 50-247/90-99 for period of 900401-910430.Con¬ 
tinuing progress noted re improving safety performance of facility. 

MARTIN,T.T. Region 1 (Post 820201). 91/09/20. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 59216:273-59216:312. 

-9109270072 Final SALP rept 50-247/90-99 for period of 900401-910430. 

* Region 1 (Post 820201). 91/09/20. 30pp. 59216:276-59216:312. 

9109300112 Responds to Suppl 2 to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." Table in Rev 3,Addendum 2 to WCAP- 
12245 should be corrected to indicate that one plug replaced w/Alloy 690 plug. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/20. Document Control 
Branch (Document Control Desk). 2pp. 59253:072-59253:073. 


R. Periodic operating reports & related correspondence 


9109100240 Semiannual effluent & waste disposal rept for period Jan- June 1991.W/ 
910829 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/06/30. 55pp. 59083:152- 
59083:206. 

9109050129 Forwards fitness for duty program performance data for Jan-Jun 1991. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/26. Document Control 
Branch (Document Control Desk). 6pp. 59019:049-59019:054. 

9109230077 Monthly operating rept for Aug 1991 for Indian Point Station.W/910913 Itr. 
SPIVAK.J., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/31. 6pp. 
59191:344-59191:349. 


S. Reportable occurrences, LERs & related correspondence 


9109040409 LER 91-012-00:on 910722,pinhole leak detected in 2 inch svc water sys 
piping supplying cooling water to motor of fan cooler unit 23.Cause of leakage to be 
ascertained.Section of pipe replaced & installed to correct leakage.W/910820ltr. 
ELLWANGER.J.R.. * Consolidated Edison Co. of New York, Inc. 91/08/20. 4pp. 
59009:090-59009:093. 

9109050153 LER 91-013-00:on 910725,reactor trip generated by RPS two out of four 
coincidence logic for over temp delta temp. Caused by spike in over temp delta temp 
setpoint channel. Prior to reactor startup,Loop 2 calibr.W/910826 Itr. 

WHITNEY,M., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/26. 5pp. 
59059:248-59059:252. 

9109040097 LER 91-014-00:on 910730,hydrogen cyanide toxic gas monitor channel 1 
alarmed,resulting in transfer of central control room ventilation from normal to incident 
mode.Caused by failure of tape to advance.Monitor replaced.W/910829 Itr. 

LOUIE,R., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/29. 4pp. 
59009:021-59009:024. 

9109160076 LER 91-015-00:on 910805,actuation of toxic gas monitor occurred,initiating 
ESF.Caused by alarm generated by ammonia toxic gas monitor sys.Chemists will use 
extra care in handling of reagent.W/910904 Itr. 

LOUIE,R.. BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/04. 4pp. 
59127:025-59127:028. 

9109130167 LER 91-016-00:on 910806,inadvertent actuation occurred of toxic gas 
monitors,initiating ESF.Caused by tear in paper tape.Paper tape cassette & electro¬ 
mechanical type monitors replaced.W/910905 Itr. 

LOUIE,R., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/05. 4pp. 
59116:081-59116:084. 
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9109230219 RO:on 910912,inoperable high pressure water fire protection sys 
identified.Caused by post-maint testing.Testing completed & all pumps returned to 
svc. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/13. MARTIN,T.T. 
Region 1 (Post 820201). 2pp. 59189:141-59189:142. 


V. Operator Examinations 

9109100364 Informs that final grading of annual requalification license exam conducted 
during wks of 910805 & 12 complete.Results included in end requalification program 
self-evaluation rept satisfactory.Rept withheld (ref 10CFR9.17(a)(6)). 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/08/30. BETTENHAUSEN,L 
Region 1 (Post 820201). 2pp. 59082:214-59082:215. 

9109270038 Extends invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to discuss various topics & issues re operator 
licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 5pp. 59216:171-59216:175. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & lire protection plane 

9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01, "Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01, 
"Survey techniques for Station Ground Containment...," & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109200277 Rev 0 to EPIP 0200-02,Pages 1-7 & indexes,changing procedure number 
to DAM-100. 

LAMBROS.S., JORDAN,LA. Commonwealth Edison Co. 91/09/05. Ip. 59177:314- 
59177:314. 

9109200314 Rev 0 to EPIP 0200-03,Pages 1-8,changing procedure number to DAM- 

200 . 

LAMBROS.S., JORDAN,L.A. Commonwealth Edison Co. 91/09/05. Ip. 59177:340- 
59177:340. 

9109200271 Rev 2A of DSSP 2O0-T3,Table 1, "Switch Selector Position,” changing 
EPIP 200-20 in first column to DSSP 100-CR. 

LAMBROS.S., JORDAN,LA. Commonwealth Edison Co. 91/09/06. 2pp. 59177:264- 
59177:265. 

9109200320 Rev 2 to EPIP 0600-S4, "Environs Inventory Checklist,” adding ref to 
review EPIP 0600-02 prior to usage of checklist. 

* Commonwealth Edison Co. 91/09/06. 9pp. 59175:316-59175:324. 

9109200324 Rev 2 to EPIP 0600-SI, “TSC Inventory Checklist,” adding statement to 
review EPIP 0600-2 prior to implementing checklist 

* Commonwealth Edison Co. 91/09/06. 5pp. 59175:331-59175:335. 

9109200326 Rev 2 to EPIP 0300-02. "Initial Notifications (Primary Responsibility-Station 
Director)," requesting procedure be posted. 

* Commonwealth Edison Co. 91/09/06. 23pp. 59175:338-59175:360. 

9109230095 Rev 1 to EPIP 0300-S8, “NRC Emergency Notification Phone Reporting 
Requirements.” 

WHALEN,R. Commonwealth Edison Co. 91/09/06.14pp. 59192:014-59192:027. 

9109190001 Forwards summary of actions in response to NRC concerns noted in Insp 
Repts 50-237/90-07 & 50-249/90-08 re emergency preparedness program.Corrective 
actions:inventory procedure revised to include two extra TLD badges. 

SCHUSTER,T. Commonwealth Edison Co. 91/09/10. DAVIS,A.B. Region 3 (Post 
820201). 10pp. 59141:167-59141:176. 


P. Operating license stage documents & correspondence 

9109260141 Forwards safety evaluation accepting licensee revised control room habit¬ 
ability assessments of 1987,per NUREG-0737,ltem III.D.3.4. 

CUNNINGHAM,LJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/06/13. BARRETT,R.J. Project Directorate 111-2. 3pp. 59209:231- 
59209:258. 

-9109260155 Safety evaluation accepting licensee revised control room habitability as¬ 
sessments of 1987. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 25pp. 
59209:234-59209:258. 

9109040054 Confirms plans for 910906 meeting to discuss status of implementation of 
corrective action programs in area of maint prior to commencement of fall outage. 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/27. REED.C. Commonwealth 
Edison Co. Ip. 58935:199-58935:199. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109120062 Requests withholding info from public disclosure re 910503 Itr & 910424 
affidavit for Topical Rept ANF-89-80(P) entitled, "Dresden Units 2 & 3 8x8 Extended 
Bumup Design Rept.” 

SIEGEL,B.L Project Directorate 111-2. 91/09/03. KOVACH,T.J. Commonwealth Edison 
Co. 3pp. 59104:050-59104:052. 

9109110017 Responds to NRC 910702 request for addl info re identification of deficient 
motor-operated valves,per Generic Ltr 89-10,Suppl 3.Reevaluation of criteria resulted 
in reduction of valves determined to be deficient. 

CHR2ANOWSKI.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 


9109130241 Forwards amends 114 & ill to licenses DPR-19 & DPR-25, respectively & 
safety evaluation.Amends revise pressure/temp limits for RCS. 

SIEGEL,B.L Project Directorate 111-2. 91/09/05. KOVACH,T.J. Commonwealth Edison 
Co. 3pp. 59095:332-59095:354. 

-9109130243 Amends 114 & 111 to licenses DPR-19 & DPR-25,respectively, revising 
press ure/t emp limits for RCS. 

BARRETT,R.J. Project Directorate 111-2. 91/09/05.16pp. 59095:335-59095:350. 

-9109130245 Safety evaluation supporting amends 114 & 111 to licenses DPR-19 & 
DPR-25,respectively. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 4pp. 
59095:351-59095:354. 

9109160064 Provides schedule info for recommendations re suppl safety evaluation for 
station blackout & presents revised schedule for completion of station blackout proce¬ 
dure rev & implementation of emergency diese! generator reliability. 

RICHTER,M.H. Commonwealth Edison Co. 91/09/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 59118:075-59118:077. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030165 Forwards Inservice Insp Relief Request CR-13 re hydrostatic tests at test 
pressure of 1.10 times sys nominal operating pressure,per ASME Boiler & Pressure 
Vessel Code Case N-498. 

RICHTER,M.H. Commonwealth Edison Co. 91/08/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 58951:293-58951:295. 

9109030010 Forwards Relief Request CR-14 from inservice insp requirements for reac¬ 
tor vessel closure studs.Each stud will be examined in place using enhanced end shot 
UT & flaws will be sized using bore probe UT. 

RICHTER,M.H. Commonwealth Edison Co. 91/08/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 6pp. 58952:303-58952:308. 

9109170020 Requests response to 910909 Itr re complaint from former employee of 
Fluor Constructors Inti,Inc concerning improper termination for voicing concerns over 
safety issues. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/09. REED.C. Commonwealth Edison Co. 
8 pp. 59109:011-59109:018. 

9109190001 Forwards summary of actions in response to NRC concerns noted in Insp 
Repts 50-237/90-07 & 50-249/90-08 re emergency preparedness program.Corrective 
actions:inventory procedure revised to include two extra TLD badges. 

SCHUSTER,T. Commonwealth Edison Co. 91/09/10. DAVIS.A.B. Region 3 (Post 
820201). 10pp. 59141:167-59141:176. 

9109190060 Forwards safety insp repts 50-237/91-22 & 50-249/91-22 on 910629-0822 
& notice of violation. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:064-59134:088. 

-9109190062 Notice of violation from insp on 910629-0822.Violations noted:mechanical 
maint failed to accomplish locking & tightening of steam separator shroud hold down 
bolts & procedures initialed w/o observation of performance. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/12. 2pp. 59134:066-59134:067. 

-9109190066 Safety insp repts 50-237/91-22 & 50-249/91-22 on 910629-0822.Viola- 
tions noted.Major areas inspected:LERs, operational safety.monthly maint & 
surveillance,training effectiveness,SEP items & safety assessment. 

BURGESS,B.L. Region 3 (Post 820201). 91/09/11. 22pp. 59134:068-59134:088. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170001 Monthly operating repts for Aug 1991 for Dresden Nuclear Power 
Station. W/910901 Itr. 

MAXWELLD.C., EENIGENBURG.E. Commonwealth Edison Co. 91/08/31 28dd 
59120:101-59120:128. 

9109170236 Forwards corrected cover sheet for "Radioactive Effluent Rept for Dresden 
Nuclear Power Station,Jan-June 1991,” correcting time period of rept. 
EENIGENBURG.E. Commonwealth Edison Co. 91/09/03. DAVIS,A.B. Reaion 3 (Post 
820201). Ip. 59133:263-59133:264. 

-9109170237 Corrected cover Itr forwarding "Radioactive Effluent Rept, Dresden Nucle¬ 
ar Power Station,Jan-June 1991.” 

EENIGENBURG.E. Commonwealth Edison Co. 91/08/29. DAVIS.A.B. Region 3 (Post 
820201). Ip. 59133:264-59133:264. 
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S. Reportable occurrences, LERe & related correspondence 

9109190263 LER 91-006-00:on 910817,reactor $cram occurred during surveillance test¬ 
ing of main turbine stop valves.Caused by fast acting solenoid valve not positioning 
properly. Valve repaired or returned to GE.W/910916 Itr. 

O’NEILL, J., EENIGENBURG.E. Commonwealth Edison Co. 91/09/16. 10pp. 
59166:180-59166:189. 
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F. Security, medical, emergency & fire protection plans 

9109100152 Forwards insp repts 50-250/91-26 & 50-251/91-26 on 910708-12 & notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. GOLDBERG,J.H. Florida Power & 
Ught Co. 4pp. 59023:079-59023:113. 

-9109100167 Notice of violation from insp on 910708-12.Violations noted: licensee did 
not label onsite storage cask containing radioactive matl in excess of 10CFR20 app C 
limits,w/ adequate info. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. 3pp. 59023:083-59023:085. 

-9109100297 Insp repts 50-250/91-26 & 50-251/91-26 on 910708-12. Violations 
noted.Major areas inspected:radiation protection program review of HP 
activities,including program organization & staffing & mgt & administrative controls. 
KUZO.G.B., TE#TA,E.D., POTTER,J.P. Region 2 (Post 820201). 91/08/13. 28pp. 
59023:086-59023:113. 

9109050085 Forwards changes to Rev 0 to physical security plan,per discussions w/ 
NRC during preoperational insp of security sys.EncI withheld (ref 10CFR2.790(a)(3) & 
73.21). 

PLUNKETT,T.F. Florida Power & Light Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 59030:338-59030:338. 

9109110288 Forwards Emergency Plan Implementing Procedure 20101, “Duties of 
Emerg ency Coordinator” a Rev 22 to Turkey Point Radiological Emergency Plan." 
PLUNKETT,T.F. Florida Power & Light Co. 91 /09/04. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59085:001-59085:244. 

-9109110291 EPIP 20101, “Duties of Emergency Coordinator.” 

* Florida Power & Ught Co. 91/09/04. 285pp. 59085:002-59085:090. 

-9109110293 Rev 22 to “Turkey Point Radiological Emergency Plan.” 

* Florida Power & Ught Co. 91/09/04. 215pp. 59085:091-59085:244. 

9109100345 Forwards util objectives for 1991 facility annual emergency preparedness 
exercise 

PLUNKETT,T.F. Florida Power & Light Co. 91 /09/05. Document Control Branch (Doc¬ 
ument Control Desk). 9pp. 59080:005-59080:013. 

9109240441 Ack receipt of 910830 Itr which transmits Rev 0 to facility physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE,W.E. Region 2 (Post 820201). 91/09/18. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 59200:261-59200:263. 


G. Adjudicatory correspondence 

9109250133 Memorandum & order.* Rejects & overrules Licensing Board rule in LBP- 
90-32 that Board may raise sua sponte issue in OL or OL amend proceeding where all 
parties have withdrawn or been dismissed.W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #391 12193. 91/09/11. Nucle¬ 
ar Energy Accountability Project. 5pp. 59193:203-59193:207. 


P. Operating license stage documents & correspondence 

9109240329 Requests review of end info re allegation RII-91-A-0072 & comments for¬ 
warded within 45 days of receipt of Itr. Enel withheld (ref 10CFR2.790). 

REYES,L.A. Region 2 (Post 820201). 91/04/30. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59184:303-59184:305. 

9109030149 Forwards amends 147 & 142 to licenses DPR-31 & DPR-41, respectively & 
safety evaluation.Amends consist of changes to TS section 3/4.8.2 to reflect results 
from preoperational testing of new battery chargers. 

AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG,J.H. Florida Power & Light 
Co. 3pp. 58951:043-58951:054. 

-9109030157 Amends 147 & 142 to licenses DPR-31 & DPR-41 .respectively, revising 
TS to reflect results from preoperational testing of new battery chargers, 
BERKOW.H.N. Project Directorate 11-2. 91/08/26. 7pp. 58951:046-58951:052. 

-9109030160 Safety evaluation supporting amends 147 & 142 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2pp. 
58951:053-58951:054. 

9109050305 Forwards amends 148 & 143 to licenses DPR-31 & DPR-41 & SE. Amend 
revises TS 4.7.2.b to allow reactor coolant temp heatup to 547 F prior to conducting 
component cooling water HX performance tests. 

AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG,J.H. Florida Power & Light 
Co. 3pp. 58993:054-58993:065. 

-9109050309 Amends 148 & 143 to licenses DPR-31 & DPR-41 .respectively, revising 
TS 4.7.2.b to allow reactor coolant temp heatup to 547 F prior to conducting compo¬ 
nent cooling water HX performance tests. 

BERKOW.H.N. Project Directorate 11-2. 91/08/26. 6pp. 58993:057-58993:062. 

-9109050312 Safety evaluation supporting amends 148 & 143 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 3pp. 
58993:063-58993:065. 


9109060073 Forwards amends 146 a 141 to licenses DPR-31 a DPR-41, respectively a 
safety evaluation.Amends revise Tech Specs 2.2 re limiting safety sys settings a 3/ 
4.3.2 re ESFAS instrumentation for implementation of setpoint methodology. 
AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG,J.H. Florida Power a Ught 
Co. 3pp. 59024:312-59024:341. 

—9109060076 Amends 146 a 141 to licenses DPR-31 a DPR-41 .respectively, revising 
Tech Specs 2.2 re limiting safety sys settings a 3/4.3.2 re ESFAS instrumentation for 
implementation of Westinghouse setpoint five-column methodology. 

BERKOW.H.N. Project Directorate 11-2. 91/08/26.18pp. 59024:315-59024:332. 

-9109060078 Safety evaluation supporting amends 146 a 141 to licenses DPR-31 a 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 9pp. 
59024:333-59024:341. 

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases 
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84, “Design a 
Fabrication Acceptability ASME Section III.Div 1.” 

NORRIS.J.A. Project Directorate 11-2. 91/08/27. GOLDBERG,J.H. Florida Power a 
Light Co. 2pp. 59009:254-59009:255. 

9109160009 Informs that changes to topical QA rept consistent w/ provisions of 
10CFR50,App B requirements & acceptable. 

GIBSON.A.F. Region 2 (Post 820201). 91/08/27. GOLDBERG,J.H. Florida Power a 
Ught Co. 5pp. 59096:288-59096:293. 

9109060180 Summary of 910613-14 meeting w/BaW Owners Group on lead plant app 
G analysis on 910613 a 14.List of attendees a handouts end. 

AULUCK.R. Project Directorate 11-2. 91/08/30. Project Directorate 11-2. 85pp. 
59015:198-59015:281. 

9109120178 Requests listed addl info re Baw Owners WF-70 program & App G analy- 

AULUCK.R. Project Directorate 11-2. 91/09/05. GOLDBERG,J.H. Florida Power a Light 
Co. 3pp. 59100:317-59100:319. 

9109180166 Summary of 910718 meeting w/util in Rockville,MD re status of outage ac¬ 
tivities at facility a licensing activities under util Corporate Nuclear Licensing Group. 
AULUCK.R:, NORRIS.J.A. Project Directorate 11-2. 91/09/12. Project Directorate 11-2. 
2pp. 59133:351-59133:352. 

9109190258 Forwards unsatisfactory performance testing incident repts, per 
10CFR26.Test specimens submitted to Roche Biomedical Labs for evaluation. 
BOHLKE.W.H. Florida Power a Light Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 22pp. 59201:313-59201:338. 

9109250259 Application for amends to licenses DPR-31 a DPR-41 .revising snubber 
visual insp surveillance requirements a acceptance criteria in accordance w/guidance 
provided in Generic Ltr 90-09. 

BOHLKE.W.H. Florida Power a Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59208:210-59208:223. 

—9109250265 Proposed tech specs 3Z4.7.6, “Snubbers," revising snubber visual insp 
surveillance requirements. 

* Florida Power a Light Co. 91/09/17. 11pp. 59208:213-59208:223. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100152 Forwards insp repts 50-250/91-26 a 50-251/91-26 on 910708-12 a notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. GOLDBERG,J.H. Florida Power a 
Light Co. 4pp. 59023:079-59023:113. 

-9109100167 Notice of violation from insp on 910708-12.Violations noted: licensee did 
not label onsite storage cask containing radioactive matl in excess of 10CFR20 app C 
limits,w/ adequate info. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. 3pp. 59023:083-59023:085. 

-9109100297 Insp repts 50-250/91-26 a 50-251/91-26 on 910708-12. Violations 
noted.Major areas inspected-.radiation protection program review of HP 

activities,including program organization a staffing a mgt a administrative controls. 
KUZO.G.B., TESTA,E.D., POTTER.J.P. Region 2 (Post 820201). 91/08/13. 28pp. 
59023:086-59023:113. 

9109100213 Forwards insp repts 50-250/91-24 a 50-251/91-24 on 910622- 0726.No 
violations noted. 

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. GOLDBERG,J.H. Florida Power a 
Light Co. 3pp. 59023:049-59023:065. 

-9109100223 Insp repts 50-250/91-24 a 50-251/91-24 on 910622-0726.No violations 
noted.Major areas inspected:monthly surveillance observations,monthly maint 
observations.operational safety, mgt meeting a plant events. 

BUTCHER,R.C., SCHNEBLI.G.A., TROCINE.L. Region 2 (Post 820201). 91/08/16. 
14pp. 59023:052-59023:065. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100059 Forwards insp rept 50-250/91-28 & 50-251/91-28 on 910729- 0802.No vio¬ 
lations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/22. GOLDBERG,J.H. Florida Power a 
Light Co. 3pp. 59021:123-59021:132. 
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-9109100065 Insp repts 50-250/91-28 & 50-251/91-28 on 910729-0802.No violations 
noted.Major areas inspected-.review of completed inservice insp exam 
records,augmented insp,evaluations & disposition of exam findings & review of radio- 

SoLF/.J.L* BLAKE.JJ. Region 2 (Post 820201). 91/08/16. 7pp. 59021:126- 
59021:132. 

9109100135 Forwards insp repts 50-250/91-22 & 50-251/91-22 on 9l0617-0707.No 
violations or deviations noted. 

JUUAN.C.A. Region 2 (Post 820201). 91/08/29. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 59022:211-59022:221. 

-9109100162 Insp repts 50-250/91-22 & 50-251/91-22 on 910617-0707.No violations 
or deviations noted.Major areas inspected: licensee preoperational test activities asso¬ 
ciated w/EPS enhancement project at plant 

HUNT.M.D., SHYMLOCK.M.B. Region 2 (Post 820201). 91/08/28. 9pp. 59022:213- 
59022:221. 

9109050065 Forwards changes to Rev 0 to physical security plan,per discussions w/ 
NRC during preoperational insp of security sys.Encl withheld (ref 10CFR2.790(a) (3) & 
73.21). 

PLUNKETT,T.F. Florida Power & Light Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59030:338-59030:338. 

9109100255 Forwards insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816.No 
violations identified. 

BLAKE.C.A. Region 2 (Post 820201). 91/08/30. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 59023:040-59023:047. 

-9109100272 Insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816. No violations 
noted.Major areas in$pected:d-c distribution sys. 

FlLUON>.J., SHYMLOCK.M. Region 2 (Post 820201). 91/08/28. 5pp. 59023:043- 
59023:047. 

9109120108 Ack receipt of 881006,1219 & 900509 responses to NRC Bulletin 88-009, 
“Thimble Tube Thinning." Util actions fully responded to issues in bulletin & accepta¬ 
ble. 

AULUCK.R. Project Directorate 11-2. 91/09/06. GOLDBERG,J.H. Florida Power & Light 
Co. 2pp. 59104:134-59104:135. 

9109170074 Responds to NRC Itr re violations noted in insp repts 50-250/91-26 & 50- 
251/91-26.Corrective actbns:increased supervisory attention to radioactive mat! con¬ 
trols using supervisor tour concept 

GOLDBERG.J.H. Florida Power & Light Co. 91/09/12. Document Control Branch 
(Document Control Desk). 10pp. 59126:343-59126:352. 

9109250022 Notification of contract execution: “Design Validation Insp Follow-up 
(DV1FU), - Turkey Point," awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1528-1. 
91/09/13. SCHWINK.W.S. Program Management Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59207:036-59207:038. 

-9109250024 Ltr contract NRC-03-90-031,awarding task order 23 to “Design Validation 
Insp Follow-up (DVIFU), - Turkey Point” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SH1FLETT.D.R. AECL Technologies. 2pp. 59207:037-59207:038. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250259 Application for amends to licenses DPR-31 & DPR-41 .revising snubber 
visual insp surveillance requirements & acceptance criteria in accordance w/guidance 
provided in Generic Ltr 90-09. 

BOHLKE.W.H. Florida Power & Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59208:210-59208:223. 

-9109250265 Proposed tech specs 3/4.7.6, “Snubbers,” revising snubber visual insp 
surveillance requirements. 

* Florida Power & Light Co. 91/09/17.11pp. 59208:213-59208:223. 


R. Periodic operating reports & related correspondence 


9109090213 “Semiannual Radioactive Effluent Release Rept for Jan-June 1991 for 
Turkey Point Units 3 & 4.” W/910627 ltr. 

QUINN.S., STEINKE.R.N., PLUNKETT,T.F. Florida Power & Light Co. 91/06/30. 
485pp. 59054:014-59054:319. 

9109100250 Rept on changes,tests & experiments made w/o prior Commission approv¬ 
al for period 900701-910630.W/910830 Itr. 

PLUNKETT,T.F. Florida Power & Light Co. 91/06/30. 150pp. 59061:039-59061:225. 

9109170245 Monthly operating repts for Aug 1991 for Turkey Point Units 3 & 4.W/ 
910911 Itr. 

TIERNEY.R.A., PLUNKETT.T.F. Florida Power & Ught Co. 91/08/31. 9pp. 59121:084- 
59121:092. 

9109300197 Forwards Aug 1991 6-month integrated schedule regulatory rept reflecting 
info updated since Feb 1991 rept 

PLUNKETT.T.F. Florida Power & Light Co. 91/09/24. Document Control Branch (Doc¬ 
ument Control Desk). 21pp. 59260:128-59260:148. 


S. Reportable occurrences, LERs & related correspondence 

9109240318 LER 91-004-00:on 910822,inadvertent start of 3A diesel generator 
occurred.Caused by inadequate communication between startup personnel & licensed 
operators.Procedures revised & personnel trained.W/910919 itr. 

POWELL.D.R., PLUNKETT.T.F. Florida Power & Ught Co. 91/09/19. 4pp. 59252:227- 
59252:230. 
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F. Security, medical, emergency & fire protection plans 

9109100152 Forwards insp repts 50-250/91-26 & 50-251/91-26 on 910708-12 & notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. GOLDBERG,J.H. Florida Power & 
Ught Co. 4pp. 59023:079-59023:113. 

-9109100167 Notice of violation from insp on 910708-12.Violations noted: licensee did 
not label onsite storage cask containing radioactive matt in excess of 10CFR20 app C 
limits,w/ adequate info. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16.3pp. 59023:083-59023:085. 

-9109100297 Insp repts 50-250/91-26 & 50-251/91-26 on 910708-12. Violations 
noted. Major areas inspected:radiation protection program review of HP 
actrvities,including program organization & staffing & mat & administrative controls. 
KUZO.G.B. Region 2 (Post 820201). 91/08/13. 28pp. 59023:086-59023:113. 

9109050085 Forwards changes to Rev 0 to physical security plan,per discussions w/ 
NRC during preoperational insp of security sys.Encl withheld (ref l0CFR2.790(a)(3) & 
73.21). 

PLUNKETT.T.F. Florida Power & Light Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59030:336-59030:338. 

9109110288 Forwards Emergency Plan Implementing Procedure 20101, “Duties of 
Emergency Coordinator” & Rev 22 to Turkey Point Radiological Emergency Plan.” 
PLUNKETT.T.F. Florida Power & Ught Co. 91/09/04. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59085:001-59085:244. 

-9109110291 EPIP 20101, “Duties of Emergency Coordinator.” 

* Florida Power & Light Co. 91/09/04.285pp. 59085:002-59085:090. 

—9109110293 Rev 22 to “Turkey Point Radiological Emergency Plan." 

* Florida Power & Light Co. 91/09/04.215pp. 59085:091-59085:244. 

9109100345 Forwards util objectives for 1991 facility annual emergency preparedness 
exercise. 

PLUNKETT.T.F. Florida Power & Ught Co. 91/09/05. Document Control Branch (Doc¬ 
ument Control Desk). 9pp. 59080:005-59080:013. 

9109240441 Ack receipt of 910830 Itr which transmits Rev 0 to facility physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable. 

CUNE.W.E. Region 2 (Post 820201). 91/09/18. GOLDBERG.J.H. Florida Power & 
Ught Co. 3pp. 59200:261-59200:263. 


G. Adjudicatory correspondence 

9109250133 Memorandum & order.* Rejects & overrules Ucensing Board rule in LBP- 
90-32 that Board may raise sua sponte issue in OL or OL amend proceeding where all 
parties have withdrawn or been dismissed.W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #391 12193. 91/09/11. Nucle¬ 
ar Energy Accountability Project 5pp. 59193:203-59193:207. 


P. Operating license stage documents & correspondence 

9109240329 Requests review of end info re allegation RII-91-A-0072 & comments for¬ 
warded within 45 days of receipt of ftr.EncI withheld (ref 10CFR2.790). 

REYES,LA. Region 2 (Post 820201). 91/04/30. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59184:303-59184:305. 

9109030149 Forwards amends 147 & 142 to licenses DPR-31 & DPR-41, respectively & 
safety evaluation^mends consist of changes to TS section 3/4.8.2 to reflect results 
from preoperational testing of new battery chargers. 

AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG.J.H. Florida Power & Light 
Co. 3pp. 58951:043-58951:054. 

-9109030157 Amends 147 & 142 to licenses DPR-31 & DPR-41 .respectively, revising 
TS to reflect results from preoperational testing of new battery chargers. 

BERKOW.H.N. Project Directorate 11-2. 91/08/26. 7pp. 58951:046-58951:052. 

-9109030160 Safety evaluation supporting amends 147 & 142 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2 dd. 
58951:053-58951:054. 

9109050305 Forwards amends 148 & 143 to licenses DPR-31 & DPR-41 & SE.Amend 
revises TS 4.7.2.b to allow reactor coolant temp heatup to 547 F prior to conducting 
component cooling water HX performance tests. 

AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG,J.H. Florida Power & Light 
Co. 3pp. 58993:054-58993:065. 

-9109050309 Amends 148 & 143 to licenses DPR-31 & DPR-41 .respectively, revising 
TS 4.7.2.b to allow reactor coolant temp heatup to 547 F prior to conducting compo¬ 
nent cooling water HX performance tests. 

BERKOW.H.N. Project Directorate 11-2. 91/08/26. 6pp. 58993:057-58993:062. 

-9109050312 Safety evaluation supporting amends 148 & 143 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26 3 do 
58993:063-58993:065. 

9109060073 Forwards amends 146 & 141 to licenses DPR-31 & DPR-41, respectively & 
safety evaluation.Amends revise Tech Specs 2.2 re limiting safety sys settings & 3/ 
4.3.2 re ESFAS instrumentation for implementation of setpoint methodology. 
AULUCK.R. Project Directorate 11-2. 91/08/26. GOLDBERG.J.H. Florida Power & Ught 
Co. 3pp. 59024:312-59024:341. 

-9109060076 Amends 146 & 141 to licenses DPR-31 & DPR-41 .respectively, revising 
Tech Specs 2.2 re limiting safety sys settings & 3/4.3.2 re ESFAS instrumentation for 
implementation of Westinghouse setpoint five-column methodology. 

BERKOW.H.N. Project Directorate 11-2. 91/08/26.18pp. 59024:315-59024:332. 
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—9109060078 Safety evaluation supporting amends 146 & 141 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 91/08/26. 9pp. 
59024:333-59024:341. 

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases 
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84. “Design & 
Fabrication Acceptability ASME Section Ili.Div 1.” 

NORRIS.J.A. Project Directorate 11-2. 91/08/27. GOLDBERG.J.H. Florida Power & 
Light Co. 2pp. 59009:254-59009:255. 

9109160009 Informs that changes to topical QA rept consistent w/ provisions of 
10CFR50,App B requirements & acceptable. 

GIBSON.A.F. Region 2 (Post 820201). 91/08/27. GOLDBERG.J.H. Florida Power & 
Light Co. 5pp. 59096:288-59096:293. 

9109060180 Summary of 910613-14 meeting w/B&W Owners Group on lead plant app 
G analysis on 910613 & 14.List of attendees & handouts end. 

AULUCK.R. Project Directorate 11-2. 91/08/30. Project Directorate 11-2. 85pp. 
59015:198-59015:281. 

9109120178 Requests listed addl info re B&W Owners WF-70 program & App G analy¬ 
sis. 

AULUCK.R. Project Directorate 11-2. 91/09/05. GOLDBERG.J.H. Florida Power & Light 
Co. 3pp. 59100:317-59100:319. 

9109180166 Summary of 910718 meeting w/util in Rockville,MD re status of outage ac¬ 
tivities at facility & licensing activities under util Corporate Nuclear Licensing Group. 
AULUCK.R., NORRIS,J.A. Project Directorate 11-2. 91/09/12. Project Directorate 11-2. 
2pp. 59133:351-59133:352. 

9109190258 Forwards unsatisfactory performance testing incident repts, per 
10CFR26.Test specimens submitted to Roche Biomedical Labs for evaluation. 
BOHLKE.W.H. Florida Power & Light Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 22pp. 59201:313-59201:338. 

9109250259 Application for amends to licenses DPR-31 & DPR-41 .revising snubber 
visual insp surveillance requirements & acceptance criteria in accordance w/guidance 
provided in Generic Ltr 90-09. 

BOHLKE.W.H. Florida Power & Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59208:210-59208:223. 

-9109250265 Proposed tech specs 3/4.7.6, “Snubbers,” revising snubber visual insp 
surveillance requirements. 

• Florida Power & Light Co. 91/09/17.11pp. 59208:213-59208:223. 


Q. inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

8 rap hers.” Svc list end. 

lUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100152 Forwards insp repts 50-250/91-26 & 50-251/91-26 on 910708-12 & notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 59023:079-59023:113. 

-9109100167 Notice of violation from insp on 910708-12.Violations noted: licensee did 
not label onsite storage cask containing radioactive matl in excess of 10CFR20 app C 
limits,w/ adequate info. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. 3pp. 59023:083-59023:085. 

-9109100297 Insp repts 50-250/91-26 & 50-251/91-26 on 910708-12. Violations 
noted.Maior areas inspected:radiation protection program review of HP 

activities,including program organization & staffing & mgt & administrative controls. 
KUZO.G.B., TESTA,E.D., POTTER,J.P. Region 2 (Post 820201). 91/08/13. 28pp. 
59023:086-59023:113. 

9109100213 Forwards insp repts 50-250/91-24 & 50-251/91-24 on 910622- 0726.No 
violations noted. 

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 59023:049-59023:065. 

-9109100223 Insp repts 50-250/91-24 & 50-251/91-24 on 910622-0726.No violations 
noted. Major areas inspected:monthly surveillance observations,monthly maint 
observations,operational safety, mgt meeting & plant events. 

BUTCHER,R.C., SCHNEBLI.G.A., TROCINE.L. Region 2 (Post 820201). 91/08/16. 
14pp. 59023:052-59023:065. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, ‘‘Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100059 Forwards insp rept 50-250/91-28 & 50-251/91-28 on 910729- 0802.No vio¬ 
lations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/22. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 59021:123-59021:132. 

-9109100065 Insp repts 50-250/91-28 & 50-251/91-28 on 910729-0802. No violations 
noted. Major areas inspected:review of completed inservice insp exam 
records,augmented insp,evaluations & disposition of exam findings & review of radio- 

HStfE BLAKE,J.J. Region 2 (Post 820201). 91/08/16. 7pp. 59021:126- 
59021:132. 

9109100135 Forwards insp repts 50-250/91-22 & 50-251/91-22 on 910617-0707.No 
violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/29. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 59022:211-59022:221. 


-9109100162 Insp repts 50-250/91-22 & 50-251/91-22 on 9l0617-0707.No violations 
or deviations noted. Major areas inspected: licensee preoperational test activities asso¬ 
ciated w/EPS enhancement project at plant 

HUNT.M.D., SHYMLOCK.M.B. Region 2 (Post 820201). 91/08/28. 9pp. 59022:213- 
59022:221. 

9109050085 Forwards changes to Rev 0 to physical security plan,per discussions w/ 
NRC during preoperational insp of security sys.EncI withheld (ref 10CFR2.790(a)(3) & 
73.21). 

PLUNKETT,T.F. Florida Power & Light Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 59030:338-59030:338. 

9109100255 Forwards insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816.No 
violations identified. 

BLAKE,C.A. Region 2 (Post 820201). 91/08/30. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 59023:040-59023:047. 

-9109100272 Insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816. No violations 
noted.Maior areas inspected:d-c distribution sys. 

FILLION.P.J., SHYMLOCK.M. Region 2 (Post 820201). 91/08/28. 5pp. 59023:043- 
59023:047. 

9109120108 Ack receipt of 881006,1219 & 900509 responses to NRC Bulletin 88-009, 
"Thimble Tube Thinning.” Util actions fully responded to issues in bulletin & accepta¬ 
ble. 

AULUCK.R: Project Directorate 11-2. 91/09/06. GOLDBERG.J.H. Florida Power & Light 
Co. 2pp. 59104:134-59104:135. 

9109170074 Responds to NRC ltr re violations noted in insp repts 50-250/91-26 & 50- 
251/91-26.Corrective actions:increased supervisory attention to radioactive matl con¬ 
trols using supervisor tour concept. 

GOLDBERG,J.H. Florida Power & Light Co. 91/09/12. Document Control Branch 
(Document Control Desk). 10pp. 59126:343-59126:352. 

9109250022 Notification of contract execution: “Design Validation Insp Follow-up 
(DVIFU), - Turkey Point,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1528-1. 
91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59207:036-59207:038. 

-9109250024 Ltr contract NRC-03-90-031 .awarding task order 23 to “Design Validation 
Insp Follow-up (DVIFU), - Turkey Point.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:037-59207:038. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250259 Application for amends to licenses DPR-31 & DPR-41,revising snubber 
visual insp surveillance requirements & acceptance criteria in accordance w/guidance 
provided in Generic Ltr 90-09. 

BOHLKE.W.H. Florida Power & Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59208:210-59208:223. 

-9109250265 Proposed tech specs 3/4.7.6, “Snubbers,” revising snubber visual insp 
surveillance requirements. 

• Florida Power & Light Co. 91/09/17. 11pp. 59208:213-59208:223. 


ft. Periodic operating reports & related correspondence 


9109090213 “Semiannual Radioactive Effluent Release Rept for Jan-June 1991 for 
Turkey Point Units 3 & 4." W/910827 ltr. 

QUINN.S., STEINKE.R.N., PLUNKETT,T.F. Florida Power & Light Co. 91/06/30. 
485pp. 59054:014-59054:319. 

9109100250 Rept on changes,tests & experiments made w/o prior Commission approv¬ 
al for period 900701 -910630.W/910830 ltr. 

PLUNKETT,T.F. Florida Power & Light Co. 91/06/30. 150pp. 59061:039-59061:225. 

9109170245 Monthly operating repts for Aug 1991 for Turkey Point Units 3 & 4.W/ 
910911 ltr. 

TIERNEY,R.A., PLUNKETT,T.F. Florida Power & Light Co. 91/08/31. 9pp. 59121:084- 
59121:092. 

9109300197 Forwards Aug 1991 6-month integrated schedule regulatory rept reflecting 
info updated since Feb 1991 rept. 

PLUNKETT,T.F. Florida Power & Light Co. 91/09/24. Document Control Branch (Doc¬ 
ument Control Desk). 21pp. 59260:128-59260:148. 


S. Reportable occurrences, LERs & related correspondence 

9109160073 LER 91-005-00:on 910809,containment & control room ventilation sys iso¬ 
lated w/both units defueied.Caused by personnel error.Const personnel working in 
control room immediately removed from jobs for training.W/910906 ltr. 

POWELL,D.R., PLUNKETT,T.F. Florida Power & Light Co. 91/09/06. 5pp. 59127:020- 
59127:024. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9109180112 “Exercise Rept Quad Cities Nuclear Station Comm Ed Joint Exercise.” 

* Federal Emergency Management Agency. 91/07/29. 102pp. 59134:304-59135:044. 

9109050151 Revised EPIPs,including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vegetation, Milk & Snow,” rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment...,” & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 



9108060045 Ack receipt of 910619 Hr re rescheduling of facilities annual emergency 
creparedness exercise to 911G23.Revtoed data acceptable. 

Region 3 (Post 820201). 91/08/26. REED.C. Commonwealth Edison 
Co. Ip. 58984:057-58984:057. 

o. Nuclear Re- 

actor Regulation, Director (Post 870411). 2pp. 58952:335-58952:336. 

§109160093 Discusses unresolved safety item in insp repts 50-254/90-23 & 50-265/90- 
23 dtd 910110 concerning security measures for licensee sites w/BWRs. 

GREGER.LR. Redon 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 2pp. 59098:065-59098:066. 

9109260045 Revised EPtPsjnduding rev 14 to CEP 730-0, “Document Control & 
Review” & Rev 3 to CEP 730-53, “Emergency Preparedness Semiannual Audit 

* Commonwealth Edison Co. 91/09/09.3pp. 59217:208-59217:210. 

p. Operating license stage documents k correspondence 

9109230205 Forwards Draft 137-0010,Rev 2 to SASR 89-02, “Vessel Fatigue Evaluation 
Considering Revised Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2“ per 
891130 application for amends to Licenses DPR-29 & pPR-30 . _ . , 

STOLS.R. Commonwealth Edison Co. 90/10/02. MURLEY.T.E. Document Control 
Branch (Document Control Desk). 2pp. 59189:160-59189:186. 

-9109240021 Draft 137-001G,rev 2 to “Vessel Fatigue Evaluation Considering Revised 
Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2.” 

CAINEJ.A., STEVENS,G.L, RANGANATH.S. Commonwealth Edison Co. SASR 89-02 
DRFT R02. 90/03/31. 25pp. 59189:162-59189:186. 

9109260141 Forwards safety evaluation accepting licensee revised control room habit¬ 
ability assessments of 1987,per NUREG-0737,ltem lll.D.3.4. 

CUNNINGHAM, LJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/06/13. BARRETT,RJ. Project Directorate HI-2. 3pp. 59209:231- 
59209:258. 

-9109260155 Safety evaluation accepting licensee revised control room habitability as¬ 
sessments Of 1987. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 25pp. 
59209:234-59209:258. 

9109030121 Forwards “Effluent & Waste Disposal Semiannual Rept Jan-June 1991 ” & 
Rev 10 dtd Apr 1991 to “Quad Cities Station Process Control Program for Processing 
of Radioactive Wet Waste." 

3AX.R.L Commonwealth Edison Co. 91/07/25. Document Control Branch (Document 
Control Desk). Ip. 58951:296-58951:342. 

-9109050095 Rev 10 to “Quad-Cities Process Control Progam for Processing of Radio¬ 
active Wet Waste." 

* Commonwealth Edison Co. 91/04/30.16pp. 58951:327-58951:342. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

®NTNGH^M, i R.E er DMsion of Industrial & Medical Nucie |^ 

91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923.159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985. 

ROSSl!C.B* Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 

ROSSI CE. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160093 Discusses unresolved safety item in insp repts 50-254/90-23 & 50-265/90- 
23 dtd 910110 concerning security measures for licensee sites w/BWRs. e . 
GREGER.LR. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 2pp. 59098:065-59098:066. 

9109110012 Responds to NRC 910809 Itr re violations noted in Insp Repts 50-254/91 - 
14 & 50-265/91-10 re 910713 unplanned automatic scram at Unit z.Corrective 
actions:feedwater valve packing machined & event discussed at tailgate meetings. 
KOVACH,T.J. Commonwealth Edison Co. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59088:331-59088:333. 

9109180263 Provides addl response to electrical distribution sys functional insps 50- 
254/91-11 & 50-265/91-07 on deviation re breaker overduty concerns on 4 kV & zou 
volt sys. 

KOVACH.T.J. Commonwealth Edison Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59146:140-59146:140. 

9109110056 NRC Info Notice 91-055, “Failures Caused by improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230159 Application for amends to licenses DPR-29 & DPR-30,App A, reflecting ef¬ 
forts to upgrade existing tech specs 3.3/4.3, “Reactivity Control.” _ 

STOLS.R. Commonwealth Edison Co. 91/09/17. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 33pp. 59192:339-59193:073. 

-9109230163 Proposed tech specs 3.3/4.3, “Reactivity Control." 

* Commonwealth Edison Co. 91/09/17. 63pp. 59193:011-59193:073. 

9109240055 Ack receipt of 910724 & 0910 Itrs in response to NRC 910624 Itr informing 
NRC of steps taken to correct violations noted in insp repts 50-254/91-11 & 50-265/ 
91-07.Conciudes that notice of deviation will remain.Actions inspected in future. 
MILLER,H.J. Region 3 (Post 820201). 91/09/19. REED.C. Commonwealth Edison Co. 
3pp. 59182:212-59182:255. 

R. Periodic operating reports & related correspondence 


9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program fix 12 h control room 
shifts.plani station performance & other terns of mutual interest 
GREENMAN.E.G. Redon 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109060048 Application for amends to Licenses DPR-29 & DPR-3Q,deleting Tech Spec 
3.11/4.11, “High Energy Piping Integrity (Outside Containment)." Mods completed in 
1979 fa high energy piping. 

STOLS.R. Commonweafth Edison Co. 91/08/29. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 13pp. 59032:329-59032:349. 

-9109060053 Proposed Tech Specs deleting Section 3.11/4.11, “High Energy Piping In- 
teoritv (Outside Containment).” 

* CorsmonweaitoEdsoncS. 91/08/29.9pp. 59032:341-59032:349. 

9109110017 Responds to NRC 910702 request for add! info re identification of deficient 
motor-operated valwes,per Generic Ur 89-’1Q,Suppi 3.Reevaluation of criteria resulted 
ki reduction of valv es determined to be deficient 

CHRZANOWSK!,D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu- 
dear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 

9109160084 Provides schedule info for recommendations re suppl safety evaluation for 
station blackout & presents revised schedule for completion of station blackout proce¬ 
dure rev & implementation of emergency diesel generator reliability. 

RTOM.R Commonwealth Edison Co. 91/09/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 59118:075-59118:077. 


9109030121 Forwards “Effluent & Waste Disposal Semiannual Rept Jan-June 1991 ” & 
Rev 10 dtd Apr 1991 to “Quad Cities Station Process Control Program for Processing 
of Radioactive Wet Waste.” 

BAX.R.L. Commonwealth Edison Co. 91/07/25. Document Control Branch (Document 
Control Desk). Ip. 58951:296-58951:342. 

-9109030128 “Effluent & Waste Disposal Semiannual Rept Jan-June 1991.” 

# Commonwealth Edison Co. 91/06/30.15pp. 58951:297-58951:326. 

-9109050095 Rev 10 to “Quad-Cities Process Control Program for Processing of Radio¬ 
active Wet Waste." 

# Commonwealth Edison Co. 91/04/30.16pp. 58951:327-58951:342. 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER.T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170234 Monthly operating repts for Aug 1991 for Quad Cities Nuclear Station Units 
1 & 2.W/910903 Itr. 

LOSEK-SHORT.C., ROBEY,R.A. Commonwealth Edison Co. 91/08/31. 22 dd. 
59133:241-59133:262. 


S. Reportable occurrences, LERs & related correspondence 


9109200294 Responds to NRR question during 910903 telcon re request for exemption 
from l0CFR50,App J tor feedwater check valves. Engineering activities to support 
completion of piping upgrade will be initiated during Refuel Outage 12. 

SCHRAGE4.L Commonwealth Edison Co. 91/09/16. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 59177:316-59177:316. 


9109030179 NPDES noncompliance notification:on 910731 .total suspended solids daily 
max concentration exceeded limitations.Caused by inoperability of air compressor due 
to failure of filter outlet valve to ciose.Compressor repaired. 

STOLS.R. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 3pp. 58954:017-58954:019. 


9109230159 Application for amends to licenses DPR-29 & DPR-30,App A, reflecting ef¬ 
forts to upgrade existing tech specs 3.3Z4.3, “Reactivity Control.” 

STOLS.R. Commonwealth Edison Co. 91/09/17. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation. Director (Post 870411). 33pp. 59192:339-59193:073. 

-9109230163 Proposed tech specs 3.3/4.3, “Reactivity Control." 

• Commonwealth Ecfison Co. 91/09/17.63pp. 59193:011-59193:073. 

9109300216 Application for amends to Licenses DPR-29 & DPR-30,changing Tech Spec 
4.8.H.2.b(2) to define differential temp criteria fa control room emergency filtration sys 
header. 

SCHRAGE.J.L Commonwealth Edison Co. 91/09/24. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 59260:115-59260:127. 

-9109300218 Proposed Tech Spec 4.8.H.2.b(2) re differential temp criteria for control 
room emergency filtration sys header. 

* Commonwealth Edison Co. 91/09/24.6pp. 59260:122-59260:127. 


9109170291 LER 91-014-00:on 910208,discrepancy discovered between FSAR & stand¬ 
by gas treatment design specs for heater logic circuitry.Caused by inadequate review 
of SAR.Procedures to test for heater operability revised.W/910903 Itr. 

HAMANN.R., BAX.R.L Commonwealth Edison Co. 91/09/03. 6pp. 59157-135- 


9109170233 LER 91-011-00:on 910813,determined that differential pressure could not 
be maintained during secondary containment capability testCaused bv air in-leakaae 
via reactor bldg roof.Setpoint changed.W/910911 Itr. u 

SCHUMACHER,D.F., BAX.R.L Commonwealth Edison Co. 91/09/12. 6pp. 59157:095- 

Ool Or«1 uu» 


9109200234 LER 91-015-00:on 910826,unit one cable tunnel sprinkler sys flow switch 
exceeded 14 day reporting criteria.Event occurred because sys was out of svc for en¬ 
hancements. Mod continued & cable sys returned to svc.W/910912 Itr 
®A[1KER,A., BAX.R.L Commonwealth Edison Co. 91/09/15. 4pp. 59195-094- 


DOCKETED ITEMS 31 


V. Operator Examinations 

9109250025 Notification of contract execution,task order 117 to, “Assistance to Support 
Licensing Activities.” Contractor. Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/08/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 59201:118- 
59201:122. 

->9109250031 Ltr contract,NRC-03-89-031 .awarding task order 117, “Operator Licensing 
Exams,Quad Cities Nuclear Power Plant." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 91/08/ 
22. PETERSEN,L.R. Sonalysts, Inc. 4pp. 59201:119-59201:122. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

9109190002 Rev & approval summary for Rev 4 to Emergency Implementing Procedure 
El 6.8, “Backup & suppi Meteorology." W/undated ltr. 

BRUNET,J.R., ZIELINSKI,K. Consumers Power Co. 91/01/04. 11pp. 59166:224- 
59166:234. 

9109050141 Rev 6 to Emergency Implementation Procedure El-6.0, “Offsite Dose Cal¬ 
culation & Recommendations for Protective Actions,” reflecting El-91-024. 

* Consumers Power Co. 91/05/08. 11pp. 59030:238-59030:251. 

9109050171 Rev & approval summary to Rev 4 to Emergency Implementation Proce¬ 
dure El-16.1, “Maint of Emergency Equipment," consisting of revised table of con¬ 
tents. 

* Consumers Power Co. 91/08/12. 13pp. 59020:172-59020:184. 

9109050206 Rev 11 to Emergency Implementation Procedure El-3, “Communications & 
Notifications," consisting of MRN-EI-91-021,rev & approval summary & revised table 
of contents. 

* Consumers Power Co. 91/08/12. 11pp. 59019:340-59019:352. 

9109190026 Rev & approval summary for Rev 2 to El-15.2, “Communications Test" 
consisting of corrected cover sheet to table of contents.W/undated ltr. 

BRUNET,J.R., ZIELINSKI,K. Consumers Power Co. 91/08/12. 11pp. 59141:180- 
59141:190. 

9109260037 Rev 0 to Emergency Implementation Procedure El-12.3, “Search & Rescue 
Team Responsibilities,” including rev & approval summary reflecting periodic review. 
GADDIE.K., BECKMAN,W.L., REAVY.C.R. Commonwealth Edison Co. 91/08/12. 7pp. 
59204:092-59204:098. 

9109050180 Rev 13 to Emergency implementing Procedure El-2.1, “Emergency Ac¬ 
tions/Notifications/Responsibilities,” reflecting MRN-EI-91 -014. 

* Consumers Power Co. 91/08/28. 6pp. 59030:324-59030:331. 

9109050185 Rev 0 to Emergency Implementing Procedure El-4.4, “Maint Support Ctr," 
reflecting MRN-91-006. 

* Consumers Power Co. 91/08/28. 6pp. 59029:196-59029:204. 

9109050187 Rev 3 to Emergency Implementing Procedure El-5, "Reentry," reflecting 
MRN-EI-91-029. 

* Consumers Power Co. 91 /08/28. 5pp. '59029:247-59029:253. 

9109050193 Rev 3 to Emergency Implementing Procedure El-7.0, “Emergency Post Ac¬ 
cident Sampling Decision Process,” reflecting Technical Change Notice TCN-EI-91- 
008,MRN-EI-91 -038 & MRN-EI-91-039. 

* Consumers Power Co. 91/08/28. 11pp. 59029:182-59029:195. 

9109050219 Rev 5 to Section 6 of site emergency plan,Figure 6-1, “Palisades Plant 
Normal Notification Chain," reflecting editorial change. 

* Consumers Power Co. 91/08/28. 2pp. 59019:353-59019:354. 

9109050172 Rev 6 to Emergency Implementing Procedure El-4.3, “Emergency Oper¬ 
ations Facility Activation," reflecting MRN-EI-91-026. 

* Consumers Power Co. 91/08/29. 8pp. 59030:313-59030:322. 

9109050209 Rev 9 to Emergency Implementation Procedure El-15.1, “Training & Drills," 
Attachment 1 “Palisades Site Emergency Plant Training Matrix," reflecting editorial 
changes. 

* Consumers Power Co. 91/08/29. 3pp. 59020:168-59020:171. 

9109120068 Rev 3 to EPIP El-2.2, “Emergency Staff Augmentation." W/ undated ltr. 
ZIELINSKI,K. Consumers Power Co. 91/08/30. 5pp. 59104:007-59104:012. 

9109180053 Rev 3 to site emergency plan App E, "General Equipment in Emergency 
Kits." 

DAWSON,M. Consumers Power Co. 91/09/06. 3pp. 59136:301-59136:303. 

9109180056 Rev 16 MRN Ei-91-019 to EPIP El-1, “Activation of Site Emergency Plan/ 
Emergency Classification.” 

* Consumers Power Co. 91/09/06. 3pp. 59139:349-59139:351. 

9109180059 Rev 0 to rev & approval summary to App I, “NUREG-0654 Crossconfer¬ 
ence.” 

DAWSON,M. Consumers Power Co. 91/09/06. 3pp. 59136:298-59136:300. 

9109180066 Rev 2 to MRN El-15.3 to EPIP El-15.3, “Post-Accident Sample Monitoring 
Sys Operator Training." 

RIDLEY,J. Consumers Power Co. 91/09/06. 3pp. 59136:314-59136:316. 

9109260031 Rev & approval summary for Emergency Implementation Procedure El-2.2, 
“Emergency Staff Augmentation" & El-7.1, “Post Accident Sampling - PCS Liquid/ 
Gas Containment Air, reflecting period review.W/undated ltr. 

ZIELINSKI,K. Commonwealth Edison Co. 91/09/06. 5pp. 59217:223-59217:227. 

9109110123 List of effective pages from Vol 1 of Chapter 15 to EPIPs. 

* Consumers Power Co. 91/09/11. 2pp. 59100:240-59100:241. 

9109260032 Rev 42 to General Ofc Emergency Planning GORT/EOF Procedures 
Index,reflecting periodic approval.W/undateo ltr. 

LENROD.K., ZIELINSKI,K. Commonwealth Edison Co. 91/09/13. 3pp. 59217:220- 
59217:222. 


9109250252 Rev 26 to GORT/EOF Procedures App G, “Emergency Telephone Num¬ 
bers.” W/undated ltr. 

ZIELINSKI,K. Consumers Power Co. 91/09/17. 12pp. 59208:198-59208:209. 

9109250256 Rev 13 to EPIP El-2.1, “Emergency Actions/Notifications/ Responsibil¬ 
ities." 

ZIELINSKI,K. Consumers Power Co. 91/09/18. 8pp. 59203:191-59203:197. 

9109260035 Rev 6 to Emergency Implementation Procedure El-8, “Onsite Radiological 
Monitoring." 

* Commonwealth Edison Co. 91/09/19. 3pp. 59204:089-59204:091. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9109110064 Forwards errata to Rev 12 of FSAR update to incorporate list of effective 
pages,Page 31 of 40,Figure 11-4 Sh I.Rev 6 & Figure 11-5 Sh 1A,Rev 12. 

SLADE,G.B. Consumers Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). Ip. 59086:318-59086:325. 

->9109110073 Errata to Rev 12 of FSAR update,incorporating list of effective 
pages,Page 31 of 40,Figure 11-4 Sh 1,Rev 6 & Figure 11-5 Sh lA.Rev 12. 

* Consumers Power Co. 91/08/30. 6pp. 59086:320-59086:325. 

9109130101 Forwards list of effective pages for annual page verification of plant FSAR. 

* Consumers Power Co. 91/08/30. Document Control Branch (Document Control 
Desk). 41pp. 59107:286-59107:326. 


P. Operating license stage documents & correspondence 

9109240312 Summary of ACRS Subcommittee on FTOL Conversion 901205 meeting in 
Bethesda.MD re conversion of provisional operating license to FTOL for plant. 
SIESS.C. ACRS - Advisory Committee on Reactor Safeguards. 90/12/21. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 43pp. 59214:143-59214:185. 

9109040114 Informs NRC of util intention to change commitment previously conveyed 
to NRC re frequency of preventative maint on Post Accident Sample Monitoring Panel 
at facility. 

SLADE,G.B. Consumers Power Co. 91/08/28. Document Control Branch (Document 
Control Desk). 2pp. 58996:313-58996:314. 

9109060058 Notification of 910910 meeting w/util in Rockville,MD to discuss request for 
non-code repair to containment air coolers at plant. 

HOLIAN.B. Project Directorate HI-1. 91/08/30. MARSH,L.B. Project Directorate 111-1. 
2pp. 59010:054-59010:055. 

9109100261 Responds to NRC 910712 ltr transmitting NRC evaluation of util response 
to six seismic design issues noted in NRC review of integrated plant safety assess¬ 
ment rept for SEP Topic 111-6. 

SLADE,G.B. Consumers Power Co. 91/09/03. Document Control Branch (Document 
Control Desk). 2pp. 59082:355-59082:356. 

9109120203 Forwards request for addl info to complete fluence estimate review. 
HOLIAN.B. Project Directorate 111-1. 91/09/03. SLADE,G.B. Consumers Power Co. 
4pp. 59087:022-59087:025. 

9109190009 Forwards proposed request for relief from ASME Boiler & Pressure Vessel 
Code.Section XI to repair containment air cooler.Air cooler coil manifold to tube con¬ 
nections brazed & difficult to access for repair. 

SLADE,G.B. Consumers Power Co. 91/09/09. Document Control Branch (Document 
Control Desk). 8pp. 59141:213-59141:220. 

9109190031 Forwards latest revs to NPDES Permit Ml 0001457.Rev allows continuous 
chlorination of svc water sys & deletes obsolete requirement for boron waste charac¬ 
terization study. 

SLADE,G.B. Consumers Power Co. 91/09/09. Document Control Branch (Document 
Control Desk). 20pp. 59141:221-59141:240. 

9109200332 Notification of contract execution,mod 1 to task order 16, “Nuclear Power 
Reactor Operations,Mods & Maint Insp Svcs." Contractor-Parameter,Inc. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59157:331- 
59157:334. 

->9109200351 Ltr Contract NRC-03-89-027,mod 1 to task order 16, “Nuclear Power Re¬ 
actor Operations,Mods & Maint Insp Svcs," under contract. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. 91/09/12. 
LOFY.R.A. PARAMETER, Inc. Ip. 59157:332-59157:334. 

9109180232 Notification of 910923 meeting w/util in Rockville,Md to discuss Palisades 
incore analysis submittal re PIDAL/INCA changeover & corresponding uncertainty 
analyses. 

HOLIAN.B.E. Project Directorate 111-3. 91/09/13. MARSH,L.B. Project Directorate 111-3. 
3pp. 59133:353-59133:355. 

9109230207 Withdraws 910325 application for amend to license revising TS 4.5.2 re 
local leak detection tests due to inadequate justification for not performing seal test. 
HOLIAN.B. Project Directorate ill-1. 91/09/13. SLADE,G.B. Consumers Power Co. 
2pp. 59187:030-59187:031. 


Q. inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 
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9108140275 NRC Info Notice 91-051. “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109200278 EPIPs including,Rev 2 to EPIP-15, “Emergency Exposure” & Rev 8 to 
EPIP-17, “Emergency Equipment & Supplies.” W/910910 Itr. 

CARIER.P.P., HERRELLM. Tennessee Valley Authority. 91/09/10. 20pp. 59177:294- 
59177:313. 


9109050320 Responds to Insp Rept 50-255/90-25 re tendon surveillance. Hoop tendon 
(38BF) replaced during SG replacement project will not be included in 1992 tendon 
surveillance program.One vertical tendon & two hoop tendons will be included. 
SLADE.G.B. Consumers Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 3pp. 59027:347-59027:349. 

9109040172 Forwards safety insp rept 50-255/91-14 on 910702-0812.No violations 
noted. 

CLAYTON,B. Region 3 (Post 820201). 91/08/27. SLADE.G.B. Consumers Power Co. 
4pp. 58936:179-58936:195. 

-9109040178 Safety insp rept 50-255/91-14 on 910702-0812.No violations noted.Major 
areas inspectedrpiant operations,reactor trips, maint,surveiUance, & bulletins & generic 
Itrs. 

JORGENSEN.B.L Region 3 (Post 820201). 91/08/23.13pp. 58936:183-58936:195. 

9109120208 Forwards SE for second ten-yr interval inservice insp program plan & asso¬ 
ciated requests for plant relief. 

HOUAN.B. Project Directorate 111-1. 91/09/03. SLADE.G.B. Consumers Power Co. 
3pp. 59092:323-59092:329. 

-9109120211 Safety evaluation supporting second ten-yr interval inservice insp pro¬ 
gram. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 4pp. 
59092:326-59092:329. 

9109190028 Submits final response to NRC Bulletin 89-003, “Potential Loss of Required 
Shutdown Margin During Refueling Operations." Listed Actions 1 & 2 incorporated 
into Procedure FHSO-2, “Refueling Operations." 

SLADE,G.B. Consumers Power Co. 91/09/09. Document Control Branch (Document 
Control Desk). 2pp. 59146:336-59146:337. 


9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33.Viola¬ 
tions noted. Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON,B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59188:290-59188:294. 

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 
in$pected:overa!t nuclear mat! accountability & control program. 

CLAY.E.L Region 2 (Post 820201). 91/09/18. Ip. 59188:294-59188:294. 

9109250127 Requests 880404 fire protection rept be withdrawn.Changes have been 
made to program,subsequently,info in rept is out of date & no longer reflects current 
plant configuration & fire protection implementation. 

2ER1NGUE.O.J. Tennessee Valley Authority. 91/09/19. Document Control Branch 
(Document Control Desk). 2pp. 59194:128-59194:129. 


P. Operating license stage documents & correspondence 

9109090150 Forwards amends 185,198, & 157 to licenses DPR-33.DPR-52 & DPR- 
68,respectively.Amends respond to application dtd 901020. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59040:180- 
59040:235. 

-9109090156 Amends 185,198 & 157 to licenses DPR-33.DPR-52 & DPR-68, 
respectively,responding to 901020 application for amend. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. 49pp. 59040:183-59040:231. 


9109180003 Forwards insp rept 50-255/91-16 on 910819-23.No violations noted. 
GREGER.LR. Region 3 (Post 820201). 91/09/11. SLADE.G.B. Consumers Power Co. 
2pp. 59117:006-59117:014. 

-9109180004 Insp rept 50-255/91-16 on 910819-23.No violations noted. Major areas 
inspected:confirmatory measurements,QA.audits, review of open item & radiological 
environ monitoring program. 

HOUSE,J.E., SCHUMACHER,M.C. Region 3 (Post 820201). 91/09/11. 7pp. 
59117:008-59117:014. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270007 Discusses 910913 teicon re arrangements for enforcement conference 
scheduled for 911002 in Glen Ellyn,IL to discuss findings of insp repts 50-255/90-25 
& 50-255/91 -202. 

GREENMAN.EG. Region 3 (Post 820201). 91/09/23. SLADE.G.B. Consumers Power 
Co. 3pp. 59216:017-59216:019. 


R. Periodic operating reports & related correspondence 


-9109090160 Safety evaluation supporting amends 185,198 & 157 to licenses DPR- 
33.DPR-52 & DPR-68,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
59040:232-59040:235. 

9109040285 Notification of forthcoming meeting w/util in Rockville,MD to discuss final 
seismic design criteria for util lower drywell steel platforms. 

ROSS.T.M. Project Directorate li-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. HEBDON.FJ., MIRAGUA.F., RUSSELL,W. NRC - No Detailed Affiliation 
Given. 3pp. 58982:209-58982:211. 

9109030147 Notification of 910806 meeting w/TVA in Rockville,MD to discuss scope of 
Individual Plant Exam for facility. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 4pp. 58951:137-58951:140. 

9109030148 Constitutes util statement of intent to have adequate funds available when 
necessary for decommissioning activities associated w/byproduct matl license 41- 
08165-08. 

NAUMAN.D.A. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 4pp. 58952:337-58952:340. 


9109050218 Forwards semiannual fitness for duty program performance rept for period 
Jan-June 1991 .per 10CFR26.71(d). 

SLADE.G.B. Consumers Power Co. 91/08/23. Document Control Branch (Document 
Control Desk). 17pp. 59029:220-59029:236. 


9109050335 Forwards notice of partial withdrawal of amend request re TS 3.7.A, “Con¬ 
tainment Isolation Valves.” 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:049-58993:053. 


9109040197 Forwards “Palisades Plant Semiannual Radioactive Effluent Release & 
Waste Disposal ReptJan-June 1991." Design basis discharge flow rather than actual 
measured discharge flow use to calculate offsite dose projections. 

SLADE.G.B. Consumers Power Co. 91/08/29. Document Control,Branch (Document 
Control Desk). Ip. 58954:212-58954:239. 

-9109040199 “Palisades Plant Semiannual Radioactive Effluent & Waste Disposal 
ReptJan-June 1991.” 

* Consumers Power Co. 91/06/30.27pp. 58954:214-58954:239. 

9109120091 Monthly operating rept for Aug 1991 for Palisades Nuclear Plant.W/910805 
Itr. 

HANDLOVITS.S.M., MLYNAREK.M.G. Consumers Power Co. 91/08/31. 4pp. 
59104:130-59104:133. 


S. Reportable occurrences, LERs & related correspondence 

9109040188 LER 91-016-00:on 910523,containment spray pump,P-54C,failed to start 
using local control switch at station breaker. Caused by failure of closing coil fuses to 
complete closing circuitTroubleshooting methods reinforced.W/910822 Itr. 

HILLMAN,C.T., SLADE,G.B. Consumers Power Co. 91/08/22. 5pp. 59009:040- 


-9109050339 Notice of partial withdrawal of amend request re TS 3.7.A, “Containment 
Isolation Valves.” 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. 2pp. 58993:052-58993:053. 

9109060086 Forwards request for addl info re review of pressure temp limits per Gener¬ 
ic Ltr 88-11 as reflected in proposed amend to tech specAddl info needed to com¬ 
plete safety evaluation. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603) 
91/08/28. NAUMAN.DA Tennessee Valley Authority. 3pp. 59015:123-59015:125. 

9109100356 Notification of 910911 meeting w/util in Rockville.MD to discuss technical 
issues associated w/instrument sensing lines. 

WILLIAMS,J.F. F 
900603). 91/09/C 
ation Given. 4pp. 


roject Directorate 11-4 (formerly TVA Project Directorate) (Post 
6. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affili- 
59050:001-59050:005. 


9109160122 Notification of cancellation of 910911 meeting w/util in Rockville.MD to dis¬ 
cuss technical issues associated w/ Instrument sensing lines.Meeting will be resched¬ 
uled. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/06. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affix¬ 
ation Given. 3pp. 59108:076-59108:078. 


9109130154 LER 91-017-00:on 910805,potential inter-sys LOCA within primary coolant 
pump discovered-Corrective action includes determining mods to address issue & doc¬ 
umenting radiological consequences analysis of inter-sys LOCA.W/910905 Itr. 

HILLMAN,C.T., SLADE.G.B. Consun- "*- ~ -- * 

59116:060. 


B. Consumers Power Co. 91/09/05. 6pp. 59116:055- 


9109120151 Notification of 910925 meeting w/util in Rockville.MD to discuss deslan 
baseline verification program. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. WILLIAMS J.F. Project Directorate li-4 (formerly TVA Project Di¬ 
rectorate) (Post 900603). 3pp. 59079:352-59079:354. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency A Are protection plans 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plantper rev 4 of BWR Owners Group 
emergency procedure guidelines. 

Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 91/ 
IM (,omMriy m *+* “ rec,ora,e) (Post 


9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSS.T. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 9006031 91/ 

IM (fomU ™ 

9109130227 Notification of 910918 meeting w/util in Rockville.MD to discuss technical 
jfsues associated w/smail bore piping & long-term torus integrity. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate! (Post 
900603).91/09/10 HEBDON.FJ. Project Directorate 11-4 (formerly TVA pJoW &2S 
torate) (Post 900603). 3pp. 59113:022-59113:024. 
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9109130229 Notification of 910917 meeting w/util in Rockville,MD to discuss technical 
issues associated w/conduit supports & seismic qualification of instrument tubing. 
WILLI AMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 59113:045-59113:047. 

9109160329 Forwards SE & TER supporting relief from ASME code requirements re in- 
service testing program for pumps & valves. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59114:290- 
59114:310. 

-9109160335 Safety evaluation supporting relief from section XI ASME code require¬ 
ments per 890622 & 910514 submittals. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 5pp. 
59114:293-59114:297. 

—9109160338 “Review of Inservice Testing Program for TVA Nuclear Power Plants." 
MURPHY,G.A. Oak Ridge National Laboratory. MURPHY,G.A. Martin Marietta Energy 
Systems, Inc. FIN F-Q 001 . 90/08/13. HUANG,J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 13pp. 59114:298-59114:310. 

9109240394 Application for amends to Licenses DPR-33.DPR-52 & DPR-63, extending 
logic sys functional testing surveillance interval for accident signal logic. 
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/13. Document Control Branch 
(Document Control Desk). 3pp. 59194:078-59194:099. 

—9109240400 Proposed tech specs re logic sys functional testing surveillance interval 
rev. 

* Tennessee Valley Authority. 91/09/13.19pp. 59194:081-59194:099. 

9109300143 Summary of 910925 meeting w/util in Rockville,MD re corrective action 
program for instrument sensing lines. 

ROSS.T.M. Project Directorate 11-1. 91/09/19. MURLEY.T., MIRAGLIA.F., 

RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 59257:116-59257:118. 

9109260166 Informs of withdrawal of commitment to implement integrated living sched¬ 
ule program,per 881024 & 890505 submittals of Nuclear Performance Plan.Vols 3 & 
1,respectively.Withdraws 840814 license amend request 

WALLACE, E.G. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 2pp. 59235:128-59235:129. 

9109300093 Advises that util will meet Generic Ltr 91-08 milestones re removal of com¬ 
ponent lists from Tech Specs instead of submitting application for amends to licenses 
covering primary containment isolation valves. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 3pp. 59245:179-59245:181. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N 1 8.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


Q. Inspection reports, IE Bulletins A correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, inc. 68pp. 58923:091-58923:159. 

9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
results:all candidates passed exams. 

MOORMAN,J.H. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166-59022:067. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100033 Forwards insp repts 50-259/91-29,50-260/91-29 & 50-296/91-29 on 
910808.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59021:058-59021:065. 

-9109100035 Insp repts 50-259/91-29,50-260/91-29 & 50-296/91-29 on 910808.No 
violations ex’ deviations noted.Major areas inspected: licensee fitness for duty 
program,corrective actions to severity level IV violation 91-18-01. 

THOMPSON,D., MCGUIRE,D. Region 2 (Post 820201). 91/08/29. 4pp. 59021:062- 
59021:065. 

9109180007 Forwards insp repts 50-259/91-27,50-260/91-27 & 50-296/91-27 on 
910729-0802. No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59096:277-59096:287. 

-9109180012 Insp repts 50-259/91-27,50-260/91-27 & 50-296/91-27 on 910729- 
0802.No violations noted.Major areas inspected: surveillance of core power distribu¬ 
tion limits,callbr of nuclear instrumentation sys & post-refueling startup tests. 
BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 91/08/28. 4pp. 59096:281- 
59096:287. 

9109160153 Forwards insp repts 50-259/91-28,50-260/91-28 & 50-296/91-28 on 
910806-09.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59098:211-59098:233. 


-9109160166 Insp repts.50-259/91 -28,50-260/91-28 & 50-296/91-28 on 910806-09.No 
violations noted.Major areas inspeded: confirmatory measurements,plant 
chemistry,radiological effluents & PASS. 

ADAMOVITZ.S.S.. DECKER,T.R. Region 2 (Post 820201). 91/08/26. 19pp. 
59098:215-59098:233. 


9109100320 Responds to NRC 910806 ltr re violations noted in Insp Repts 50-259/91- 
24,50-260/91-24 & 50-296/91 -24.Corrective actions: correct chart paper loaded into 
recorder & personnel will be retrained re racking in breakers by 910115. 
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/05. Document Control Branch 
(Document Control Desk). 9pp. 59061:256-59061:264. 


9109110220 Responds to NRC 910807 ltr re violations noted in Insp Repts 50-259/91- 
23,50-260/91-23 & 50-296/91-23 & proposed imposition of civil penalty in amount of 
$75,OOO.Emplqyee training sessions conducted from 910607-12. 

MEDFORD,M.O. Tennessee Valley Authority. 91/09/06. Ofc of Enforcement (Post 
870413). 9pp. 59092:220-59092:228. 


9109200313 Notification of contract execution,awarding task order 10, mod 3, “insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit" Contractor:Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59157:286- 
59157:291. 


-9109200322 Ltr Contract NRC-03-89-027 awarding mod 3 to task order 10, "Insp As¬ 
sistance for Audit of Allegations,Closure of Open items & Special Insps to Support 
Restart of Browns Ferry Unit,” to "Nuclear Power Reactor Operations,Mods...." 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-027. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59157:289-59157:291. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


9109230166 Advises that util 881024 response to NRC Bulletin 88-008 meets require¬ 
ments of bulletin & acceptable. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59201:058-59201:063. 


9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91 ^.Viola¬ 
tions noted. Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON,B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59188:290-59188:294. 

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 
inspected-.overall nuclear matt accountability & control program. 

CLAY.E.L., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/18. Ip. 59188:294- 
59188:294. 


9109240213 Ack receipt of 910906 ltr & electronic transfer of listed fee for payment of 
civil penalty imposed by NRC in 910807 order. 

UEBERMAN.J. Region 2 (Post 820201). 91/09/20. NAUMAN.D.A. Tennessee Valley 
Authority. Ip. 59183:089-59183:089. 


R. Periodic operating reports & related correspondence 


9109040309 “Radiological Impact assessment,Browns Ferry Nuclear Plant, Jan-June 
1991 " W/910829 ltr 

CARRIER,P.P. Tennessee Valley Authority. 91/06/30. 96pp. 59005:223-59005:321. 


9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

—9109030166 “Third Annual Rept of Employee Concerns Special Program Corrective 
Actions implementation." 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


9109230062 Monthly operating repts for Aug 1991 for Browns Ferry Nuclear Plant.W/ 
910912 ltr/ 

RATLIFF,S.A., CARIER.P.P. Tennessee Valley Authority. 91/08/31. 13pp. 59192:001- 
59192:013. 


9109270043 “Discharge Monitoring Rept for Aug 1991." 

* Tennessee Valley Authority. 91/09/20. 9pp. 59216:190-59216:198. 


V. Operator Examinations 


9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
results:ali candidates passed exams 

MOORMAN,J.H., CASTOAA. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166- 
59022:067. 
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DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plans 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSs.T. Project Directorate 11-4 (formerly TV A Project Directorate) (Post 900603). 91/ 
09/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 59105:185-59105:187. 

9109200278 EPIPs including,Rev 2 to EPIP-15, "Emergency Exposure" & Rev 8 to 
EPIP-17, “Emergency Equipment & Supplies.” W/910910 Itr. 

CARIER.P.P., HERRELL.M. Tennessee Valley Authority. 91/09/10. 20pp. 59177:294- 
59177:313. 

9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33.Viola- 
tions noted.Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON.B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Vailey 
Authority. 4pp. 59188:290-59188:294. 

—9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 
inspected:overa!l nuclear matl accountability & control program. 

CLAY.E.L Region 2 (Post 820201). 91/09/18. Ip. 59188:294-59188:294. 

9109250127 Requests 880404 fire protection rept be withdrawn.Changes have been 
made to program,subsequently,info in rept is out of date & no longer reflects current 
plant configuration & fire protection implementation. 

ZERiNGUE.O.J. Tennessee Valley Authority. 91/09/19. Document Control Branch 
(Document Control Desk). 2pp. 59194:128-59194:129. 


P. Operating license stage documents ft correspondence 

9109240328 Summary of ACRS Subcommittee on TVA Plant Licensing ft Restart 
910304-05 meeting in Huntsville,AL re restart of facility. 

WYLIE,C. ACRS - Advisory Committee on Reactor Safeguards. 91/04/03. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 72pp. 59195:233-59195:304. 

9109090150 Forwards amends 185,198, & 157 to licenses DPR-33.DPR-52 ft DPR- 
68,respectivefy .Amends respond to application dtd 901020. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59040:180- 
59040:235. 

-9109090156 Amends 185,198 & 157 to licenses DPR-33.DPR-52 & DPR-68, 
respectively,responding to 901020 application for amend. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. 49pp. 59040:183-59040:231. 

—9109090160 Safety evaluation supporting amends 185,198 & 157 to licenses DPR- 
33.DPR-52 & DPR-68,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
59040:232-59040:235. 

9109040285 Notification of forthcoming meeting w/util in Rockville.MD to discuss final 
seismic design criteria for util lower drywell steel platforms. 

ROSS.T.M. project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. HEBDON.F.J., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation 
Given. 3pp. 58982:209-58982:211. 

9109030147 Notification of 910806 meeting w/TVA in Rockville.MD to discuss scope of 
individual Plant Exam for facility. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 4pp. 58951:137-58951:140. 

9109030148 Constitutes util statement of intent to have adequate funds available when 
necessary for decommissioning activities associated w/byproduct mati license 41- 
08165-08. 

NAUMAN.D.A. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 4pp. 58952:337-58952:340. 

9109060086 Forwards request for addl info re review of pressure temp limits per Gener¬ 
ic Ltr 88-11 as reflected in proposed amend to tech spec.Addl info needed to com¬ 
plete safety evaluation. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59015:123-59015:125. 

9109100356 Notification of 910911 meeting w/util in Rockville.MD to discuss technical 
issues associated w/instrument sensing lines. 

WILLIAMSJ.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/06. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affili¬ 
ation Given. 4pp. 59050:001-59050:005. 

9109160122 Notification of cancellation of 910911 meeting w/util in Rockville.MD to dis¬ 
cuss technical issues associated w/ instrument sensing lines.Meeting will be resched¬ 
uled. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/06. MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affili¬ 
ation Given. 3pp. 59108:076-59108:078. 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSS.T. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 91 / 
09/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 59105:185-59105:187. 

9109160329 Forwards SE ft TER supporting relief from ASME code requirements re in- 
service testing program for pumps & valves. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59114:290- 
59114:310. 


-9109160335 Safety evaluation supporting relief from section XI ASME code require¬ 
ments per 890622 & 910514 submittals. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 5pp. 
59114:293-59114:297. 

-9109160336 “Review of Inservice Testing Program for TVA Nuclear Power Plants.” 
MURPHY,G.A. Oak Ridge National Laboratory. MURPHY,G.A. Martin Marietta Energy 
Systems, Inc. FIN F-0001. 90/08/13. HUANG,J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 13pp. 59114:298-59114:310. 

9109240394 Application for amends to Licenses DPR-33.DPR-52 & DPR-63, extending 
logic sys functional testing surveillance interval for accident signal logic. 
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/13. Document Control Branch 
(Document Control Desk). 3pp. 59194:078-59194:099. 

—9109240400 Proposed tech specs re logic sys functional testing surveillance interval 
rev. 

* Tennessee Valley Authority. 91/09/13.19pp. 59194:081-59194:099. 

9109300143 Summary of 910925 meeting w/util in Rockville.MD re corrective action 
program for instrument sensing lines. 

ROSS.T.M. Project Directorate 11-1. 91/09/19. MURLEY.T., MIRAGLIA.F., 

RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 59257:116-59257:118. 

9109260186 informs of withdrawal of commitment to implement integrated living sched¬ 
ule program,per 881024 & 890505 submittals of Nuclear Performance Plan.Vols 3 ft 
1, respectively.Withdraws 840814 license amend request 

WALLACE,E.G. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 2pp. 59235:128-59235:129. 

9109300093 Advises that util will meet Generic Ltr 91-08 milestones re removal of com¬ 
ponent lists from Tech Specs instead of submitting application for amends to licenses 
covering primary containment isolation valves. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 3pp. 59245:179-59245:181. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


Q. Inspection reports, IE Bulletins ft correspondence 

9108090210 NRC Irrfo Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
re$utts:all candidates passed exams. 

MOORMAN,J.H. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166-59022:067. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91 -051, “Inadequate Fuse Control Programs." Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100033 Forwards insp repts 50-259/91 -29,50-260/91-29 & 50-296/91-29 on 
910808.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59021:058-59021:065. 

-9109100035 Insp repts 50-259/91-29,50-260/91-29 ft 50-296/91-29 on 910808.No 
violations or deviations noted.Major areas inspected.-licensee fitness for duty 
program,corrective actions to severity level IV violation 91-18-01. 

THOMPSON.D-, MCGUIRE.D. Region 2 (Post 820201). 91/08/29. 4pp. 59021:062- 
59021:065. 

9109160007 Forwards insp repts 50-259/91 -27,50-260/91 -27 & 50-296/91-27 on 
910729-0802.No violations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59096:277-59096:287. 

-9109160012 Insp repts 50-259/91-27,50-260/91-27 & 50-296/91-27 on 910729- 
0802. No violations noted.Major areas inspected: surveillance of core power distribu¬ 
tion limits.calibr of nuclear instrumentation sys ft post-refueling startup tests. 
BURNETT.P.T., CRLENJAK.R.V. Region 2 (Post 820201). 91/08/28. 4pp. 59096:281- 
59096:287. 

9109160153 Forwards insp repts 50-259/91-28,50-260/91-28 & 50-296/91-28 on 
910806-09.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59098:211-59098:233. 

-9109160166 Insp repts.50-259/91-28,50-260/91-28 & 50-296/91-28 on 9l0806-09.No 
violations noted.Major areas inspected: confirmatory measurements,plant 
chemistry,radiological effluents & PASS. 

ADAMOVITZ.S.S., DECKER.T.R. Region 2 (Post 820201). 91/08/26. 19 dd. 
59098:215-59098:233. 

9109100320 Responds to NRC 910806 Itr re violations noted in Insp Repts 50-259/91- 
24,50-260/91-24 ft 50-296/91-24.Corrective actions: correct chart paper loaded into 
recorder & personnel will be retrained re racking in breakers by 910115. 
ZERINGUE.O.J. Tennessee Vailey Authority. 91/09/05. Document Control Branch 
(Document Control Desk). 9pp. 59061:256-59061:264. 
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9109110220 Responds to NRC 910807 Itr re violations noted in Insp Repts 50-259/91- 
23,50-260/91-23 & 50-296/91-23 & proposed imposition of civil penalty in amount of 
$75,000.Empioyee training sessions conducted from 910607-12. 

MEDFORD.M.O. Tennessee Valley Authority. 91/09/06. Ofc of Enforcement (Post 
870413). 9pp. 59092:220-59092:228. . 

9109200313 Notification of contract execution,awarding task order 10, mod 3, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit." ContractonParameter.Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 59157:288- 
59157:291. 

-9109200322 Ltr Contract NRC-03-89-027 awarding mod 3 to task order 10, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit," to “Nuclear Power Reactor Operations,Mods...." 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-027. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59157:289-59157:291. 

9109230096 Notification of contract execution.Mod I.Task Order 9,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc." ContractonParameter.Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1343-0. 91/09/ 
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59191:136-59191:139. 

-9109230107 Ltr Contract NRC-03-89-027,mod 1 to task order 9, “Operational Readi¬ 
ness Assessment Team Insp - Browns Ferry Unit 2,” to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-0. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:137-59191:139. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230166 Advises that util 881024 response to NRC Bulletin 88-008 meets require¬ 
ments of bulletin & acceptable. 

ROSS.T.M. Project Directorate 11-4 (formerly TV A Project Directorate) (Post 900603). 
91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59201:058-59201:063. 

9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33.Viola¬ 
tions noted.Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON,B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59188:290-59188:294. 

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 

inspected'.overall nuclear matl accountability & control program. 

CLAY.E.L., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/18. Ip. 59188:294- 
59188:294. 

9109240213 Ack receipt of 910906 ltr & electronic transfer of listed fee for payment of 
civil penalty imposed by NRC in 910807 order. 

LIEBERMAN.J. Region 2 (Post 820201). 91/09/20. NAUMAN.D.A. Tennessee Valley 
Authority. Ip. 59183:089-59183:089. 


R. Periodic operating reports & related correspondence 

9109040309 “Radiological Impact assessment,Browns Ferry Nuclear Plant, Jan-June 
1991.” W/910829 Itr. 

CARRIER.P.P. Tennessee Valley Authority. 91/06/30. 96pp. 59005:223-59005:321. 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

-9109030166 “Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 

9109230082 Monthly operating repts for Aug 1991 for Browns Ferry Nuclear Plant.W/ 
910912 Itr. 

RATLIFF,S.A., CARIER.P.P. Tennessee Valley Authority. 91/08/31. 13pp. 59192:001- 
59192:013. 

9109270043 “Discharge Monitoring Rept for Aug 1991." 

* Tennessee Valley Authority. 91/09/20. 9pp. 59216:190-59216:198. 


S. Reportable occurrences, LERs & related correspondence 

9109090125 LER 91-014-01 :on 910629,manual reactor scram occurred due to bulk sup¬ 
pression pool water temp exceeding Tech Spec limit.Caused by lack of procedural 
controls.RClC procedure revised.W/910830 Itr. 

AUSTIN,S., ZERINGUE.OJ. Tennessee Valley Authority. 91/08/30. 7pp. 59059:291- 
59059:297. 

9109090134 LER 91-015-00:on 910731.HPCI sys did not fulfill safety function resulting 
from low suction pressure condition during fast startup.Caused by design 
deficiency.Permanent time delay relay installed.W/910830 Itr. 

WALLACE,J.E., ZERINGUE.O.J. Tennessee Valley Authority. 91 /08/30. 5pp. 

59059:298-59059:302. 

9109240391 LER 91-016-00:on 910819,unplanned ESF actuation occurred. Caused by 
blown fuse due to failed relay in PCtS circuitry. Failed relay coil & cleared fuse re¬ 
placed & PCIS signal reset.W/910918 Itr. 

RIDGELL.E.M., ZERINGUE.OJ. Tennessee Valley Authority. 91/09/18. 5pp. 

59214:134-59214:138. 


V. Operator Examinations 


9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
resuits:all candidates passed exams. 

MOORMAN,J.H., CASTO.C.A. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166- 
59022:067. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9109040261 Forwards objectives for annual emergency preparedness exercise sched¬ 
uled for wk of 911118. 

FLOYD.S.D. Carolina Power & Light Co. 91/08/28. RANKIN,W.H. Region 2 (Post 
820201). 3pp. 58998:224-58998:226. 

9109030235 Forwards Insp Rept 50-261/91-18 on 910729-0801 & notice of 
violation. Ends withheld (ref 10CFR2.790(d) & 73.21 j.Major areas 

inspected:procedures,representative records,interviews w/personnel & activities in 
progress. 

CLINE,W.E. Region 2 (Post 820201). 91/08/29. EURY.L.W. Carolina Power & Light 
Co. 3pp. 58994:213-58994:215. 

9109110177 Revised EPIPs,including Rev 5 to PEP-169, “Radiological Control Mgr,” 
Rev 25 to PEP-171, “Emergency Communicator & Staff" & Rev 26 to PEP-171, 
“Emergency Communicator & Staff.” W/910904 Itr. 

CHAMBERS,R.H. Carolina Power & Light Co. 91/09/04. 98pp. 59104:210-59104:308. 

9109260033 Rev 6 to Plant Emergency Procedure PEP-655, “Inventory Technical Sup¬ 
port Ctr & Emergency Operations Facility Supplies & Equipment." W/910916 Itr. 
WILLIAMS,L, ROBINSON,H.B. Carolina Power & Light Co. 91/09/16. 19pp. 
59217:211-59217:219. 


P. Operating license stage documents & correspondence 


9109160238 Confirms that fourth quarterly installment payment of NRC FY91 annual 
fees for listed invoices electronically transferred to NRC on 910906,per 10CFR171. 
FLOYD.S.D. Carolina Power & Light Co. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59305:064-59305:064. 

9109200048 Application for amend to License DPR-23,changing TS to add footnote to 
TS Table 3.5-3,item 3a re loss of voltage relay surveillance. 

WATSON,R.A. Carolina Power & Light Co. 91/09/18. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59156:230-59156:239. 

-9109200050 Proposed Tech Spec Table 3.5-2,Item 3a re loss of voltage on 480-volt 
emergency bus undervoltage. 

* Carolina Power & Light Co. 91/09/18. 5pp. 59156:235-59156:239. 

9109240330 Provides addi info re util emergency license amend request dtd 910918,in¬ 
cluding correction to typo made in subj amend request. 

WATSON.fl.A. Carolina Power & Light Co. 91/09/18. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59200:302-59200:308. 

—9109240331 Revised Tech Specs Page 3.5-15,correcting typo made in 910918 emer¬ 
gency amend request. 

* Carolina Power & Light Co. 91/09/18. 2pp. 59200:307-59200:308. 

9109260092 Grants request for temporary waiver of compliance to allow one time only 
exception for remainder of cycle 14 to allow power operation to continue until outage 
of sufficient duration performed. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 91/09/19. EURY.L.W. 
Carolina Power & Light Co. 4pp. 59209:182-59209:185. 

9109270141 Provides revised Tech Spec page for emergency amend request to License 
DPR-23,providing precise description of situation requiring relief. 

WATSON,R.A. Carolina Power & Light Co. 91/09/23. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59252:286-59252:287. 

-9109270145 Proposed Tech Specs Table 3.5-3, “Instrumentation Operating Conditions 
for ESF." 

* Carolina Power & Light Co. 91/09/23. Ip. 59252:287-59252:287. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100060 Forwards insp rept 50-261/91-17 on 910713-0809 & notice of violation. 
VERRELLI.D.M. Region 2 (Post 820201). 91/08/23. EURY.L.W. Carolina Power & 
Light Co. 3pp. 59021:133-59021:147. 



-9109100087 Notice of violation from insp on 910713-0809.Violation notedrfailure to es¬ 
tablish written procedures & failure to perform maint on safety-related equipment of 
safety injection sys w/o proper maint work request 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/23.2pp. 59021:136-59021:137. 

—9109100072 Insp rept 50-261/91-17 on 910713-0809.Violations noted.Major areas 
inspected:operationa! safety verification,maint observation,onsite review committee ac¬ 
tivities & followup. 

GARNER.LW.. CHRISTENSEN,H. Region 2 (Post 820201). 91/08/22. 10pp. 
59021:138-59021:147. 

9109090151 Informs that methodology used to analyze & evaluate stress fatigue effects 
due to thermal stratification & thermal striping acceptable re Westinghouse Owners 
Group rept WCAP-12639. 

LO.R.H. Project Directorate 11-1. 91/08/28. EURY.LW. Carolina Power & Light Co. 
4pp. 59040:303-59040:332. 

9109030235 Forwards Insp Rept 50-261/91-18 on 910729-0801 & notice of 
violation.Encis withheld (ref 10CFR2.790(d) & 73.21 ).Major areas 

inspected:procedures,representative records.interviews w/personnel & activities in 
progress. 

CLINE,W.E. Region 2 (Post 820201). 91/08/29. EURY.LW. Carolina Power & Light 
Co. 3pp. 58994:213-58994:215. 

9109160020 Forwards exam rept 50-261/91-300 on 910722-25,exam questions,answer 
key & facility comments.Determines that exam team not assigned adequate work 
space & procedure AOP-16 exceeded RCS makeup capability. 

PEEBLES,TA Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light 
Co. 2pp. 59100:001-59100:137. 

—9109160033 Exam rept 50-261/91-300 on 910722-25.Exam results:all six SROs 
passed exam.Weaknesses observed include adequate crew communications & incon¬ 
sistent use of annunciator response procedures. 

BALDWIN,R.S., LAWYER.LL Region 2 (Post 820201). 91/09/04. 125pp. 59100:003- 
59100:128. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250174 Responds to NRC itr re violations noted in insp rept 50-261 /91 -17.Correc- 
tive actions:pereonnel involved w/events that lead to violation understand significance 
of their actions & need for procedural compliance. 

DIETZ,C.R. Carolina Power & Light Co. 91/09/19. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59194:114-59194:118. 


R. Periodic operating reports & related correspondence 

9109040386 Forwards 10CFR26 fitness-for-duty program performance data for Jan-June 
1991. 

FLOYD,S.D. Carolina Power & Light Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 44pp. 59005:322-59006:005. 

9109170242 Monthly operating rept for Aug 1991 for HB Robinson Steam Electric Plant 
Unit 2.W/910910 Itr. 

GROOMS,J„ ROBINSON,H.B.. CHAMBERS,R.H. Carolina Power & Ught Co. 91/08/ 
31. 6pp. 59121:264-59121:269. 


S. Reportable occurrences, LERs & related correspondence 

9109170282 LER 91-010-00:on 910816,trip of shutdown bank A rods occurred .Caused 
by valid signal generated from Channel N-31. Source & intermediate range detectors 
moved. W/910910 Itr. 

BAUR.D.H., CHAMBERS,R.H. Carolina Power & Ught Co. 91/09/10. 5pp. 59157:121- 
59157:125. 

9109240379 LER 91-009-00:on 910816,overtemperature delta temp channels discov¬ 
ered inoperable.Caused by summator module lag constants.Unit shutdown initiated w/ 
reactor being made subcritical.W/910916 Itr. 

BAUCOM.C.T., CHAMBERS,R.H. Carolina Power & Light Co. 91/09/16. 7pp. 
59252:246-59252:252. 

9109250071 LER 91-011-00:on 910830,automatic reactor trip occurred due to failure of 
condensate pump shaft Pump & motor reassembled w/spare pump & new stub 
shafLW/910918 Itr. 

CROOK.R.D., CHAMBERS,R.H. Carolina Power & Light Co. 91/09/18. 5pp. 
59212:049-59212:053. 


V. Operator Examinations 

9109160020 Forwards exam rept 50-261/91-300 on 910722-25,exam questions,answer 
key & facility comments. Determines that exam team not assigned adequate work 
space & procedure AOP-16 exceeded RCS makeup capability. 

PEEBLES,TA Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light 
Co. 2pp. 59100:001-59100:137. 

-9109160033 Exam rept 50-261/91-300 on 910722-25.Exam results:a!l six SROs 
passed exam.Weaknesses observed include adequate crew communications & incon¬ 
sistent use of annunciator response procedures. 

BALDWIN,R.S., LAWYER.LL Region 2 (Post 820201). 91/09/04. 125pp. 59100:003- 
59100:128. 

-9109160038 Forwards comments on 910722 SRO exam 50-261/91-300. 

DIETZ,C.R. Carolina Power & Ught Co. 91/07/25. LAWYER.LL Region 2 (Post 
820201). 9pp. 59100:129-59100:137. 

9109240382 Notifies of change in operator status.Effective 910921, RH Chambers will 
no longer maintain senior reactor operator license. 

DIETZ,C.R. Carolina Power & Light Co. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59200:244-59200:244. 


Y. Dry Cask independent Spent Fuel Storage Installations 

9109180091 Confirms that payment of NRC Invoice AM04081-91 for 1991 annual matls 
fee for ISFSI electronically transferred to NRC on 910906. 

FLOYD,S.D. Carolina Power & Ught Co. 91/09/09. License Fee & Debt Collection 
Branch (Post 890827). Ip. 59115:349-59115:349. 


DOCKET 50-263 MONT1CELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency A fire protection plans 

9109040024 Ack receipt of 910723 Itr transmitting objectives & scope of facility emer¬ 
gency preparedness exercise scheduled for 91l105.Proposed objectives & scope of 
participation, acceptable. 

GREGER.LR. Region 3 (Post 820201). 91/08/27. ELIASON.LR. Northern States 
Power Co. Ip. 58935:089-58935:089. 

9109060031 EPIPs including.Rev 39 to index,Rev 7 to A.2-413,Rev 9 to A.2-414 A Rev 
7 to A.2-415.W/910827 Itr. 

FEY.F.L Northern States Power Co. 91/08/27. 48pp. 59032:164-59032:211. 

9109110110 Forwards Rev 14 to Corporate Nuclear Emergency Plan to incorporate 
changes as result of annual internal review, update & certification of emergency plans 
& aareements 

FEY.F.L. Northern States Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 5pp. 59099:199-59099:253. 

-9109110118 Rev 14 to Corporate Nuclear Emergency Plan.(CNEP) reflecting changes 
to CNEP table of content,Rev 11,Section I.Rev 11, Section 2,Rev 9,Sections 4-6,Rev 
11,Section 9,Rev 9 & 10 & Rev 10 to App A, “Ltrs of Agreement” 

* Northern States Power Co. 91/08/30.50pp. 59099:204-59099:253. 

9109110006 Advises of meeting w/emergency response data sys project officer & li¬ 
censees in Region III ofc on 911008.Topics & agenda end. 

NOREUUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.LR. Northern States 
Power Co. 4pp. 59053:165-59053:168. 

9109170073 Forwards safety insp rept 50-263/91-15 on 910716-0827 A notice of 
violation.Several issues re fire protection reviewed & considered unresolved items 
pending insp by regional fire protection specialist 

CLAYTON,B. Region 3 (Post 820201). 91/09/10. ELIASON.LR. Northern States 
Power Co. 4pp. 59109:210-59109:233. 

-9109170077 Notice of violation from insp on 910716-0827.Violation noted:failure to run 
fire protection jockey pump continuously. 

CLAYTON,B. Region 3 (Post 820201). 91/09/10. Ip. 59109:214-59109:214. 

-9109170079 Insp rept 50-263/91-15 on 910716-0827.Violations noted.Major areas 
inspected:onsite follow-up of events,radiological controls,maint & surveillance 
activities,safety sys walkdown & mod & changes to facility. 

DEFAYETTE.R.W. Region 3 (Post 820201). 91/09/10. 19pp. 59109:215-59109:233. 

9109230010 Discusses 910903-05 site visit to discuss proposed changes to facility se¬ 
curity plan.Formal review of changes complete when documents submitted for NRC 
review. 

GREGER.LR. Region 3 (Post 820201). 91/09/13. ELIASON.LR. Northern States 
Power Co. Ip. 59156:056-59156:056. 


P. Operating license stage documents 8 correspondence 


9109120007 Forwards safety evaluation documenting results of review of facility plan & 
schedule for conformance to station blackout rule. 

LONG.W.O. Project Directorate 111-1. 91/08/22. PARKER,T.M. Commonwealth Edison 
Co. 5pp. 59079:266-59079:311. 

-9109120009 Safety evaluation accepting licensee response & proposed method of 
dealing w/SBO. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 13pp. 
59079:269-59079:281. 

-9104260170 Final “Technical Evaluation Rept Monticello Nuclear Generating Plant 
Station Blackout Evaluation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/6656. 91/04/19. NRC - No Detailed Affiliation Given. 29pp. 
59079:282-59079:311. 

9109040442 “Startup Physics Testing Rept,Cycle 15." W/910829 Itr. 

PARKER,T.M. Northern States Power Co. 91/08/29. 8pp. 59010:343-59010:350. 

9109100266 Responds to NRC request for addl info re implementation of Generic Ltr 
89-10 Suppl 3 re motor operated valve mods. 

PARKER.T.M. Northern States Power Co. 91 /09/03. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59086:336-59086:338. 

9109090127 Notification of 910910 meeting w/util in Rockville.MD to discuss Monticello 
plant life extension program & license renewal application. 

O’BRIEN,J.B. License Renewal Project Directorate (Post 901216). 91/09/05 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 
59040:276-59040:280. 

9109120021 Confirms agreement for util to host site visit by two NRC contractor person¬ 
nel on 910917,18 & 19 to obtain info to enable NRC to resolve Generic Issue HF 5 1 
“Local Control Stations.” 

MASCIATONIO.A. Project Directorate 111-1. 91/09/05. PARKER.T.M. Northern States 
Power Co. 3pp. 59104:032-59104:034. 

9109180022 Final response to FOIA request for documents. Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 


DOCKETED ITEMS 37 


—9109180077 Requests response to end questions re licensee philosophies & practices 
concerning performance of maint during plant operations & in preparation for refueling 
outages. 

CURTISS,J.R. Commissioners (Post 750119). 90/10/04. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 6pp. 59176:042-59176:047. 

9109250090 Requests extension of required date for response to NRC recommenda¬ 
tions contained in “Monticello Station Blackout Evaluation,” per 910822 Itr. 

PARKER,T.M. Northern States Power Co. 91/09/17. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59194:127-59194:127. 

9109240105 Confirms discussion between R DeFayette & D Nevinski to have mgt meet¬ 
ing on 911008 in Region III ofc to discuss 12 h shifts,training follow up to 910606 
scram,licensing issues & selection of new shift supervisors. 

GREENMAN.E.G. Region 3 (Post 820201). 91/09/20. ELIASON.L.R. Northern States 
Power Co. 2pp. 59173:316-59173:317. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio- 
araphers ** §vc list oncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.'* 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090177 Forwards "Monticello Nuclear Generating Plant Refueling Outage 
15,Outage Dates 910331-0531 .Commercial Svc Date 710630,inservice Insp Interval 
2, Period 3.” 

PARKER,T.M. Northern States Power Co. 91/08/30, Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59050:271-59051:077. 

9109050266 "Monticello Nuclear Generating Plant Refueling Outage 15, Outage Dates 
910331-0531 .Commercial Svc Date 710630, Inservice Insp Interval 2,Period 3.” 
BRIDGEMAN.J., HUGO.M., RICKER,J. Northern States Power Co. 91/08/31. 168pp. 
59020:001-59020:167. 

9109170073 Forwards safety insp rept 50-263/91-15 on 910716-0827 & notice of 
violation.Several issues re fire protection reviewed & considered unresolved items 
pending insp by regional fire protection specialist. 

CLAYTON,B. Region 3 (Post 820201). 91/09/10. ELIASON.L.R. Northern States 
Power Co. 4pp. 59109:210-59109:233. 

-9109170077 Notice of violation from insp on 910716-0827.Violation noted.failure to run 
fire protection jockey pump continuously. 

CLAYTON,B. Region 3 (Post 820201). 91/09/10. Ip. 59109:214-59109:214. 

-9109170079 Insp rept 50-263/91-15 on 910716-0827.Violations noted.Major areas 
inspected:onsite follow-up of events,radiological controls,maint & surveillance 
activities,safety sys walkdown & mod & changes to facility. 

DEFAYETTE,R.W. Region 3 (Post 820201). 91/09/10. 19pp. 59109:215-59109:233. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240077 Requests that util should provide within 30 days of Itr date response pro¬ 
viding basis for employment action re former employee alleging that his employment 
terminated on 910412 in retaliation for reporting violations. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/18. ELIASON.L.R. Northern States Power 
Co. 8pp. 59182:262-59182:269. 


R. Periodic operating reports & related correspondence 

9109050130 "Effluent & Waste Disposal Semiannual Rept for Monticello Generating 
Plant for Jan-Jun 1991." W/910827 Itr. 

FEY.F.L Northern States Power Co. 91/06/30. 11pp. 59019:038-59019:048. 

9109050286 Submits configuration mgt program six month status rept through June 
1991. 

PARKER,T.M. Northern States Power Co. 91/08/28. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59029:179-59029:181. 

9109040332 Forwards fitness-for-duty performance data for 6-month period ending 
910630,consisting of random testing program results/confirmed positive tests for spe¬ 
cific substances. 

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch 
(Document Control Desk). 7pp. 58998:227-58998:233. 

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991. 

CLEVELAND,R.D. Northern States Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). Ip. 58998:221-58998:221. 

9109120122 Monthly operating rept for Aug 1991 for Monticello Nuclear Generating 
PlantW/910906 Itr. 

PAUSTIAN.H.H., PARKER,T.M. Northern States Power Co. 91/08/31. 5pp. 
59104:169-59104:173. 


S. Reportable occurrences, LERa & related correspondence 

9109190260 LER 91-017-00:on 910815,inoperable fire barrier penetration seal 
discovered.Caused by failure to identify penetration. Rre Barrier hatches being la¬ 
belled to read contact fire protection.W/910916 Itr. 

HIPPE.M., PARKER,T.M. Northern States Power Co. 91/09/16. 6pp. 59166:174- 
59166:179. 


9109300075 LER 91-018-00:on 910823,postulated break in svc water sys discovered af¬ 
fecting redundant trains of safety related equipment.Caused by personnel 
error.Operator stationed as flood watch to alert control room.W/910923 Itr. 

HAMMER,S.. PARKER,T.M. Northern States Power Co. 91/09/23. 5pp. 59263:076- 
59263:080. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9109180112 “Exercise Rept Quad Cities Nuclear Station Comm Ed Joint Exercise.” 

* Federal Emergency Management Agency. 91/07/29. 102pp. 59134:304-59135:044. 

9109050151 Revised EPIPs,including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,vegetation. Milk & Snow,” rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment...,” & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109060045 Ack receipt of 910819 Itr re rescheduling of facilities annual emergency 
preparedness exercise to 911023.Revised date acceptable. 

GREGER.L.R. Region 3 (Post 820201). 91/08/26. REED.C. Commonwealth Edison 
Co. Ip. 58984:057-58984:057. 

9109030268 Documents new fire watch policy at facility & forwards overview & summary 
of 910628 telcon w/NRC.In proposed fire watch policy,fire barriers credited & consti¬ 
tute only difference between old & new policies. 

STOLS.R. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 58952:335-58952:336. 

9109160093 Discusses unresolved safety item in insp repts 50-254/90-23 & 50-265/90- 
23 dtd 910110 concerning security measures for licensee sites w/BWRs. 
GREGER.L.R. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 2pp. 59098:065-59098:066. 

9109260045 Revised EPIPs,including rev 14 to QEP 730-0, "Document Control & 
Review" & Rev 3 to QEP 730-53, “Emergency Preparedness Semiannual Audit.” 

* Commonwealth Edison Co. 91/09/09. 3pp. 59217:208-59217:210. 


P. Operating license stage documents & correspondence 


9109230205 Forwards Draft 137-0010,Rev 2 to SASR 89-02, "Vessel Fatigue Evaluation 
Considering Revised Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2,” per 
891130 application for amends to Licenses DPR-29 & DPR-30. 

STOLS.R. Commonwealth Edison Co. 90/10/02. MURLEY.T.E. Document Control 
Branch (Document Control Desk). 2pp. 59189:160-59189:186. 

—9109240021 Draft 137-0010,rev 2 to "Vessel Fatigue Evaluation Considering Revised 
Thermal Cycles for Quad Cities Nuclear Station Units 1 & 2.” 

CAINE.T.A., STEVENS,G.L., RANGANATH.S. Commonwealth Edison Co. SASR 89-02 
DRFT R02. 90/03/31. 25pp. 59189:162-59189:186. 

9109260141 Forwards safety evaluation accepting licensee revised control room habit¬ 
ability assessments of 1987,per NUREG-0737,ltem III.D.3.4. 

CUNNINGHAM,L.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/06/13. BARRETT,R.J. Project Directorate 111-2. 3pp. 59209:231- 
59209:258. 

—9109260155 Safety evaluation accepting licensee revised control room habitability as¬ 
sessments of 1987. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 25pp. 
59209:234-59209:258. 

9109030121 Forwards "Effluent & Waste Disposal Semiannual Rept Jan-June 1991 ” & 
Rev 10 dtd Apr 1991 to "Quad Cities Station Process Control Program for Processing 
of Radioactive Wet Waste." 

BAX.R.L. Commonwealth Edison Co. 91 /07/25. Document Control Branch (Document 
Control Desk). Ip. 58951:296-58951:342. 

-9109050095 Rev 10 to “Quad-Cities Process Control Program for Processing of Radio¬ 
active Wet Waste." 

* Commonwealth Edison Co. 91/04/30. 16pp. 58951:327-58951:342. 

9109040165 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109060048 Application for amends to Licenses DPR-29 & DPR-30,deleting Tech Spec 
3.11/4.11, “High Energy Piping Integrity (Outside Containment)." Mods completed in 
1979 for high energy piping. 

STOLS.R. Commonwealth Edison Co. 91/08/29. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 13pp. 59032:329-59032:349. 

—9109060053 Proposed Tech Specs deleting Section 3.11/4.11, "High Energy Piping in¬ 
tegrity (Outside Containment). 

* Commonwealth Edison Co. 91/08/29. 9pp. 59032:341-59032:349. 

9109120280 Grants 910628 request that Rev 1 to GE-NE-901 -013-0491, “Quad Cities 
HPCI Turbine Steam Supply Pressure Low Setpoint Calculation," be withheld from 
public disclosure (per 10CFR2.790). 

OLSHAN.L.N. Project Directorate 111-2. 91/08/29. KOVACH,T.J. Commonwealth 
Edison Co. 4pp. 59087:037-59087:040. 

9109110017 Responds to NRC 910702 request for addl info re identification of deficient 
motor-operated valves,per Generic Ltr 89-10,Suppl 3.Reevaluation of criteria resulted 
in reduction of valves determined to be deficient. 

CHRZANOWSKI.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 
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9109160084 Provides schedule info for recommendations re suppl safety evaluation for 
station blackout & presents revised schedule for completion of station blackout proce¬ 
dure rev & implementation of emergency diesel generator reliability. 

RICHTER,M.H. Commonwealth Edison Co. 91/09/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 59118:075-59118:077. 

9109200294 Responds to NRR question during 910903 telcon re request for exemption 
from 10CFR50,App J for feedwater check valves. Engineering activities to support 
completion of piping upgrade will be initiated during Refuel Outage 12. 

SCHRAGE.J.L Commonwealth Edison Co. 91/09/16. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). ip. 59177:316-59177:316. 

9109230159 Application for amends to licenses DPR-29 & DPR-30,App A, reflecting ef¬ 
forts to upgrade existing tech specs 3.3/4.3, "Reactivity Control.” 

STOLS.R. Commonwealth Edison Co. 91/09/17. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 33pp. 59192:339-59193:073. 

-9109230163 Proposed tech specs 3.3/4.3, “Reactivity Control.” 

• Commonwealth Edison Co. 91/09/17. 63pp. 59193:011-59193:073. 

9109270151 Forwards Relief Request CR-17 to ISI program,allowing sys leakage test 
for 1B inboard MSIV to be performed at 920 psig during unit startup. 

RICHTER,M.H. Commonwealth Edison Co. 91/09/20. MURLEY,T,E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 59252:282-59252:285. 

9109300216 Application for amends to Licenses DPR-29 & DPR-30,changing Tech Spec 
4.8.H.2.b(2) to define differential temp criteria for control room emergency filtration sys 
header. 

SCHRAGE.J.L. Commonwealth Edison Co. 91/09/24. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 59260:115-59260:127. 

-9109300218 Proposed Tech Spec 4.8.H.2.b(2) re differential temp criteria for control 
room emergency filtration sys header. 

* Commonwealth Edison Co. 91/09/24. 6pp. 59260:122-59260:127. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160093 Discusses unresolved safety item in insp repts 50-254/90-23 & 50-265/90- 
23 dtd 910110 concerning security measures for licensee sites w/BWRs. 
GREGER.LR. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 2pp. 59098:065-59098:066. 

9109110012 Responds to NRC 910809 ttr re violations noted in Insp Repts 50-254/91- 
14 & 50-265/91-10 re 910713 unplanned automatic scram at Unit 2.Corrective 
actions:feedwater valve packing machined & event discussed at tailgate meetings. 
KOVACH,T.J. Commonwealth Edison Co. 91 /09/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59088:331-59088:333. 

9109180263 Provides addl response to electrical distribution sys functional insps 50- 
254/91-11 6 50-265/91-07 on deviation re breaker overduty concerns on 4 kV & 250 
volt sys. 

KOVACH,T.J. Commonwealth Edison Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59146:140-59146:140. 

9109110056 NRC info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230159 Application for amends to licenses DPR-29 & DPR-30,App A, reflecting ef¬ 
forts to upgrade existing tech specs 3.3/4.3, “Reactivity Control.” 

STOLS.R. Commonwealth Edison Co. 91/09/17. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 33pp. 59192:339-59193:073. 

-9109230163 Proposed tech specs 3.3/4.3, “Reactivity Control.” 

* Commonwealth Edison Co. 91/09/17. 63pp. 59193:011-59193:073. 

9109240055 Ack receipt of 910724 & 0910 Itrs in response to NRC 910624 Itr informing 
NRC of steps taken to correct violations noted in insp repts 50-254/91-11 & 50-265/ 
91-07.Concludes that notice of deviation will remainActions inspected in future. 
MILLER,H.J. Region 3 (Post 820201). 91/09/19. REED.C. Commonwealth Edison Co. 
3pp. 59182:212-59182:255. 

9109270151 Forwards Relief Request CR-17 to ISI program,allowing sys leakage test 
for 1B inboard MSIV to be performed at 920 psig during unit startup. 

RICHTER,M.H. Commonwealth Edison Co. 91/09/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 59252:282-59252:285. 


R. Periodic operating reports & related correspondence 

9109030121 Forwards “Effluent & Waste Disposal Semiannual Rept Jan-June 1991 ” & 
Rev 10 dtd Apr 1991 to “Quad Cities Station Process Control Program for Processing 
of Radioactive Wet Waste.” 

BAX.R.L Commonwealth Edison Co. 91/07/25. Document Control Branch (Document 
Control Desk). Ip. 58951:296-58951:342. 

-9109030128 “Effluent & Waste Disposal Semiannual Rept Jan-June 1991.” 

* Commonwealth Edison Co. 91/06/30.15pp. 58951:297-58951:326. 


9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170234 Monthly operating repts for Aug 1991 for Quad Cities Nuclear Station Units 
1 & 2.W/910903 Itr. 

LOSEK-SHORT.C., ROBEY, R.A. Commonwealth Edison Co. 91/08/31. 22pp. 
59133:241-59133:262. 


S. Reportable occurrences, LERs & related correspondence 

9109030179 NPDES noncompliance notification:on 910731,total suspended solids daily 
max concentration exceeded limitation$.Cau$ed by inoperability of air compressor due 
to failure of filter outlet valve to close.Compressor repaired. 

STOLS.R. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 3pp. 58954:017-58954:019. 

9109170243 LER 87-015-01 :on 871102,offgas isolation timer declared inoperable due to 
871101 loss of buses 28 & 29.Caused by motor end-of-life.Work request written to 
repair/replace defective timer motor.W/910905 Itr. 

BARBER.T., BAX.R.L Commonwealth Edison Co. 91/09/10. 7pp. 59157:101- 
59157:107. 

9109170170 LER 91-007-01 :on 910713,reactor water low level scram occurred while 
performing normal scram recovery.Caused by leaking feedwater regulating valve.Maint 
procedure re repacking valves revised.W/910911 Itr. 

BARBER.T., BAX.R.L Commonwealth Edison Co. 91/09/11. 8pp. 59157:054- 
59157:061. 

9109190227 LER 91-009-00:on 910817,Tech Spec 3.5A6 entered due to core spray 
room check valves 2A & 2B leaking by & failing quarterly surveillance testing.Caused 
by foreign matl lodged in valves. Drain line plugs installed.W/910910 Itr. 

PETRI.R., BAX.R.L Commonwealth Edison Co. 91/09/12. 5pp. 59166:115-59166:119. 

9109270064 PNO-lll-91-037:on 910918,main steam line pressure increased from ap¬ 
proximately 980 lb psi to 1,018 psi,as result of malfunction of 2B inboard main steam 
isolation valve. Licensee has added addl staff to operating crew. 

BURGESS,B., SHAFER,W. Region 3 (Post 820201). 91/09/20. 2pp. 59216:313- 
59216:314. 


V. Operator Examinations 

9109250025 Notification of contract execution,task order 117 to, “Assistance to Support 
Licensing Activities.” Contractor: Sonalysts.lnc. 

HUGHES,A Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/08/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 59201:118- 
59201:122. 

-9109250031 Ltr contract,NRC-03-89-031,awarding task order 117, “Operator Licensing 
Exams,Quad Cities Nuclear Power Plant” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 91/08/ 
22. PETERSEN,LR. Sonaiysts, Inc. 4pp. 59201:119-59201:122. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701- 
0818.No violations noted. 

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 58936:088-58936:111. 

-9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance 
observations, emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111. 

9109160296 Forwards changes to Rev 4 to security plan.Summary of changes 
listed.EncI withheld (ref 10CFR3,50,70 & 73). 

FAY.C.W. Wisconsin Electric Power Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59126:331-59126:332. 

9109190222 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-266/91- 
17 & 50-301/91-17.Corrective actions:all mods necessary to meet requirements of 
10CFR50,App R Section III.L re remote shutdown equipment completed on 910531. 
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59165:243-59165:247. 

9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited 
violation noted. 

GREGER.LR. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 59183:309-59183:312. 

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola¬ 
tion noted.Major areas insp:security program plans & audits,protected & vital area 
physical barriers & detection & assessment aids. 

MADEDA.T.J., CHRISTOFFER.G., CREED.J.R. Region 3 (Post 820201). 91/09/16 
2pp. 59183:311-59183:312. 


P. Operating license stage documents & correspondence 

9109030217 Suppls 890202 response to Generic Ltr 88-17 re loss of DHR. Util will 
submit reevaluation of variable leg configuration to determine if alternate location for 
one instrument tap preferable by Sept 1993. 

FAY.C.W. Wisconsin Electric Power Co. 91 /08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58994:205-58994:207. 
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9109110233 Summary of 910709 meeting w/util re engineering & const activities at 
facility. List of attendees also end. 

SAMWORTH.R.B. Project Directorate 111-3. 91/09/03. Project Directorate 111-3. 86pp. 
59069:061-59069:145. 

9109120067 Forwards audit plan to support NRC structural audit of safety-related struc¬ 
tures scheduled for wk of 911021. Activities associated w/USI A-46, “Seismic Qualifi¬ 
cation of Equipment in Operating Plants” will be discussed at meeting. 
SAMWORTH.R.B. Project Directorate 111-3. 91/09/04. FAY.C.W. Wisconsin Electric 
Power Co. 8pp. 59104:062-59104:069. 

9109130050 Forwards Amends 128 & 132 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation.Amends revise Tech Spec 15.6, "Administrative Controls" to 
change staff organization & remove organization charts from Tech Specs. 
SAMWORTH.rTb. Project Directorate 111-3. 91/09/04. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 59111:044-59111:068. 

—9109130052 Amends 128 & 132 to Licenses DPR-24 & DPR-27, respectively, revising 
Tech Spec 15.6, “Administrative Controls” to document changes to staff organization 
& to remove organization charts from Tech Specs. 

SAMWORTH.R.B. Project Directorate 111-3. 91/09/04. 14pp. 59111:047-59111:060. 

-9109130054 Safety evaluation supports Amends 128 & 132 to Licenses DPR-24 & 
DPR-27,respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 8pp. 
59111:061-59111:068. 

9109100258 Provides supplemental response to Generic Ltr 88-14,per lnsp Repts 50- 
266/90-20 & 50-301/90-20,which determined that util had not fully complied w/ 
890220 ltr re testing of safety- related pneumatically operated valves. 

FAY.C.W. Wisconsin Electric Power Co. 91 /09/05. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59082:357-59082:361. 

9109200296 Application for amends to licenses DPR-24 & DPR-27, consisting of TS 
Change Request 147,changing reactor vessel materials surveillance capsule removal 
schedules. 

FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59174:143-59174:151. 

-9109200303 Proposed tech specs Tables 15.3.1-1 & 15.3.1-2,reflecting changes to re¬ 
actor vessel matls surveillance capsule removal schedules. 

* Wisconsin Electric Power Co. 91/09/13. 5pp. 59174:147-59174:151. 

9109190052 Confirms plans for routine mgt meeting on 910920 to discuss current oper¬ 
ating activities,other items of mutual interest & to conduct plant tour. 

GREENMAN.E.G. Region 3 (Post 820201). 91/09/16. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59134:042-59134:042. 


Q. Inspection reports, IE Bulletins & correspondence 

9109110055 Responds to special safety insp rept 50-266/91-10 & 50-301 /91-lO.Licens- 
ee agrees to initiate calibr checks of reg guide 1.97 instrumentation used to monitor 
vital electrical power supplies. 

FAY.C.W. Wisconsin Electric Power Co. 91/07/05. DAVIS,A.B. Region 3 (Post 
820201). 5pp. 59053:275-59053:279. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

g aphers." Svc list end. 

UNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091 -58979:177. 

9109030006 Responds to NRC 910727 ltr re violations noted in insp repts 50-266/91-13 
& 50-301 /91 -13.Corrective actions:shift turnovers during outage periods will be re¬ 
viewed for improvement. 

FAY.C.W. Wisconsin Electric Power Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58926:226-58926:228. 

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701- 
0818.No violations noted. 

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 58936:088-58936:111. 

—9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance 
observations, emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111. 

9109040479 Responds to request for addi info re ISI plan for third 10-yr interval. 
FAY.C.W. Wisconsin Electric Power Co. 91/08/29. SAMWORTH.R. Project Director¬ 
ate 111-2. 32pp. 59003:017-59003:048. 

9109100258 Provides supplemental response to Generic Ltr 88-14,per Insp Repts 50- 
266/90-20 & 50-301 /90-20,which determined that util had not fully complied w/ 
890220 ltr re testing of safety- related pneumatically operated valves. 

FAY.C.W. Wisconsin Electric Power Co. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59082:357-59082:361. 

9109190222 Responds to NRC 910816 ltr re violations noted in Insp Repts 50-266/91- 
17 & 50-301/91-17.Corrective actions:all mods necessary to meet requirements of 
10CFR50,App R Section III.L re remote shutdown equipment completed on 910531. 
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59165:243-59165:247. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited 
violation noted. 

GREGER.LR. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 59183:309-59183:312. 

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola¬ 
tion notecj.Major areas insp:$ecurity program plans & audits,protected & vital area 
physical barriers & detection & assessment aids. 

MADEDA.T.J., CHRISTOFFER.G.. CREED.J.R. Region 3 (Post 820201). 91/09/16. 
2pp. 59183:311-59183:312. 

9109240035 Ack receipt of 910913 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-266/91-17 & 50-301/91-17. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/19. FAY.C.W. Wisconsin Electric Power 
Co. Ip. 59172:178-59172:183. 

9109270101 Ack receipt of 910823 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-266/91-12 & 50-301/91-12. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/23. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59217:074-59217:074. 


Periodic operating reports & related correspondence 

9109030059 Forwards semiannual monitoring rept for period 910101-0630. Rept con¬ 
tains info re plant releases,solid waste shipments, new & spent fuel shipments,environ 
monitoring.circulating water sys operations & leak testing of other sources. 

FAY.C.W. Wisconsin Electric Power Co. NRC-91-085. 91/08/23. DAVIS,A.B. Region 3 
(Post 820201). Ip. 58927:017-58927:033. 

-9109030064 “Semiannual Monitoring Rept for 910101-0630.” 

* Wisconsin Electric Power Co. 91/06/30. 16pp. 58927:018-58927:033. 

9109130073 Monthly operating repts for Aug 1991 for Point Beach Nuclear Plant,Units 1 
& 2.W/910910 ltr. 

PETERSON,D.C., FAY.C.W. Wisconsin Electric Power Co. 91/08/31. 9pp. 59107:120- 
59107:128. 


S. Reportable occurrences, LERs & related correspondence 

9109050168 Provides details of 880510 event which resulted in operation of overpres¬ 
sure mitigation sys occurrence & describes corrective actions to ensure submittal of 
special repts for subj event. 

FAY.C.W. Wisconsin Electric Power Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59030:332-59030:334. 

9109200330 LER 91-010-00:on 910816,determined that four hydrogen monitor 
channels,powered from white instrument bus, contained default calibr parameters.On 
910629,white instrument bus lostMod initiated.W/910916 ltr. 

PALMER,J.A., FAY.C.W. Wisconsin Electric Power Co. 91/09/16. 6pp. 59195:098- 
59195:103. 

9109230051 LER 91-004-01 :on 910510,primary sys temp discovered to exceed 200 de¬ 
grees w/o containment integrity.Caused by control operator not controlling 
temp.Procedure for steam generator crevice flushing revised.W/910916 ltr. 
HOEFERT.N.L, FAY.C.W. Wisconsin Electric Power Co. 91/09/16. 5pp. 59195:134- 
59195:138. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9109130014 Responds to 910530 submittal of ISFSI physical security plan.Review finds 
proposed physical security plan acceptable by meeting requirements in 
10CFR73.50. Forwards security plan evaluation. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/05. 
CRAWFORD,A.C. Public Service Co. of Colorado. 2pp. 59092:334-59092:335. 


I. Financial information 


9109030130 Forwards Rev 1 to "Fort St Vrain ISFSI Decommissioning Funding Plan." 
Plan revised to meet funding requirements of 10CFR72.30(c) & to reflect 1991 dollars. 
CRAWFORD,A.C. Public Service Co. of Colorado. 91 /08/26. RUFFIN,S. Fuel Cycle 
Safety Branch. 3pp. 58994:177-58994:200. 

-9109030133 Rev 1 to "Fort St Vrain ISFSI Decommissioning Funding Plan." Trust 
agreement end. 

* Public Service Co. of Colorado. 91/08/26. 21pp. 58994:180-58994:200. 

9109040050 Advises NRC of delay in submittal of decommissioning funding plan beyond 
commitment date of 910830.Brief synopsis of util activities to date re preparation of 
plan encl.Plan currently scheduled for submittal by mid-Oct 1991. 

BREY.H.L. Public Service Co. of Colorado. 91/08/30. WEISS,S.H. Non-Power Reac¬ 
tors, Decommissioning & Environmental Proj. Dir. (Post 901216). 6pp. 58998:248- 
58998:253. 

9109200289 Concludes that util decommissioning funding plan for ISFSI, submitted on 
910826,meets requirements of 10CFR72.30. Recommends that util commitments be 
reevaluated periodically based on after-tax earnings & inflation. 

WOOD.R.S. Policy Development & Technical Support Branch (Post 870411). 91/09/ 
19. RUFFIN,S.R. Fuel Cycle Safety Branch. 2pp. 59174:155-59174:156. 


P. Operating license stage documents & correspondence 

9109200069 Submits suggested safe havens as result of 910806 between licensee & 
State of WY.State of WY suggests locations 2 & 3 be deleted & that location 5 
become replacement.Enel withheld due to safegaurd info contained within document. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 91/08/26. MACDONALD,C. 
Region 4 (Post 820201). 4pp. 59156:244-59156:246. 
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9108040212 Advises that changes to QA program description App B of updated 
SAR.meet requirements of 10CFR50,App B & acceptable. 

COLLINS,S.J. Region 4 {Post 820201). 91/08/27. CRAWFORD,A.C. Public Service 
Co. of Colorado. 4pp. 58936:255-68936:260. 

9109090187 Re-submits “Verification of FSV Activation Analysis," previously submitted 
via util 910815 Itr.Activation analysis provided basis for decommissioning cost esti¬ 
mates for concrete removal & disposal during PCRV dismantlement. 

CRAWFORD,AC. Public Service Co. of Colorado. 91/08/28. WEISS,S.H. Document 
Control Branch (Document Control Desk). 24pp. 59057:286-59057:311. 

9109040476 Forwards application for amend to License DPR-34,changing Tech Specs 
to provide controls & limits appropriate for decommissioning. 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/08/30. WEISS.S.H. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 3pp. 
59003:104-59003:172. 

-9109040477 Application for amend to License NPF-34,changing Tech Specs to pro¬ 
vide controls & limits appropriate for decommissioning. 

CRAWFORD AC. Public Service Co. of Colorado. 91/08/30. 9pp. 59003:107- 
59003:116. 

—9109040478 Proposed Tech Specs re decommissioning. 

* Public Service Co. of Colorado. 91/08/30. 40pp. 59003:117-59003:172. 

9109110146 Requests addl info re proposed decommissioning plan.info required before 
911030. 

ERICKSON,P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/08/30. CRAWFORD,AC. Public Service Co. of Colorado. 4pp. 
59079:149-59079:152. 

9109120232 Informs that NRC will prepare response approving exemption request in 
sufficient time to resolve simulation issue before next operating tests. 

ROE.J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 91/ 
09/04. CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 
901216). Ip. 59087:036-59087:036. 

9109120236 Determines that previously submitted info contains trade secrets or proprie¬ 
tary info & requests that info be withheld from public disclosure. 

ERICKSON,P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/09/04. DIPIAZZA,R.P. Westinghouse Electric Corp. 8pp. 
59087:028-59087:035. 

9109110144 Forwards corrected info to ‘Test Procedure to Confirm Check Valve Oper¬ 
ation,” per 910904 telcon re natural gas collection pipelines in vicinity of facility & per¬ 
manent solution to connection w/16 inch pipeline. 

CRAWFORD,AC. Public Service Co. of Colorado. 91/09/06. WEISS.S.H. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 6pp. 
59092:229-59092:234. 

9109180006 Informs that on 910903,LJ Collan assumed duties of Director of Div of Ra¬ 
diation Safety & Safeguards,S Collins becomes Director,Div of Reactor Safety & AB 
Beach becomes Director Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. CRAWFORD AC. Public Service 
Co. of Colorado. 3pp. 59117:015-59117:017. 


9109200265 Monthly operating rept for Aug 1991 for Fort St Vrain Unit 1.W/910913 Itr. 
BLOCK,M.L, WAREMBOURG.D.W. Public Service Co. of Colorado. 91/08/31. 9pp. 
59171:169-59171:177. 


V. Operator Examinations 

9109040098 Informs of 910927 meeting hosted by NRC in Region IV to discuss recent 
& planned changes 6 challenges in operator licensing program. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/29. CRAWFORD,A.C. Public Service 
Co. of Colorado. 2pp. 58936:018-58936:019. 


Y. Dry Cask Independent Spent Fuel Storage installations 

9109170329 Forwards responses to questions & comments re facility ISFSI SAR 
submittals,dtd 900622-Remaining responses will be provided in follow-up submittal. 
CRAWFORD,A.C. Public Service Co. of Colorado. 91/03/26. RUFFIN,S. Fuel Cycle 
Safety Branch. 100pp. 59137:126-59137:250. 

9109030130 Forwards Rev 1 to “Fort St Vrain ISFSI Decommissioning Funding Plan.” 
Ran revised to meet funding requirements of 10CFR72.30(c) & to reflect 1991 dollars. 
CRAWFORD,AC. Public Service Co. of Colorado. 91/08/26. RUFFIN,S. Fuel Cycle 
Safety Branch. 3pp. 58994:177-58994:200. 

—9109030133 Rev 1 to “Fort St Vrain ISFSI Decommissioning Funding Plan.” Trust 
agreement end 

* Public Service Co. of Colorado. 91/08/26. 21pp. 58994:180-58994:200. 

9109130014 Responds to 910530 submittal of ISFSI physical security plan.Review finds 
proposed physical security plan acceptable by meeting requirements in 
10CFR73.50.Forwards security plan evaluation. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/05. 
CRAWFORDAC. Public Service Co. of Colorado. 2pp. 59092:334-59092:335. 

9109250111 Requests addl info re operational QA program for facility ISFSI. 

STURZ.F.C. Fuel Cycle Safety Branch. 91/09/18. CRAWFORD,A.C. Public Service 
Co. of Colorado. 6pp. 59201:006-59201:011. 

9109200289 Concludes that util decommissioning funding plan for ISFSI, submitted on 
910826,meets requirements of 10CFR72.30. Recommends that util commitments be 
reevaluated periodically based on after-tax earnings & inflation. 

WOOD.R.S. Policy Development & Technical Support Branch (Post 870411). 91/09/ 
19. RUFFIN,S.R. Fuel Cycle Safety Branch. 2pp. 59174:155-59174:156. 

9109240261 Forwards insp rept 50-267/91-12 on 910728-0907.No violations or devi¬ 
ations noted. 

BEACH AB. Region 4 (Post 820201). 91/09/19. CRAWFORD, AC. Public Service Co. 
of Colorado. 4pp. 59183:350-59183:362. 

-9109240269 Insp rept 50-267/91-12 on 910728-0907.No violations noted. Major areas 
inspected:operational safety verification, maint observations.surveillance observations 
& independent spent fuel storage installation const & testing. 

CONSTABLE,G.L Region 4 (Post 820201). 91/09/17. 9pp. 59183:354-59183:362. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109270188 Notification of 911017 meeting w/util in Rockville,MD to discuss various 
issues re review of TN 40 cask used to store spent fuel at proposed facility independ¬ 
ent spent fuel storage installation. 

SCHNEIDER,J.F. Fuel Cycle Safety Branch. 91/09/20. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 59252:273-59252:274. 
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F. Security, medical, emergency & fire protection plane 

9109110238 Forwards public version of revised Crisis Mat Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CM IP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 


9109170163 Responds to NRC 910815 Itr re violations noted in insp rept 50-267/91- 
lO.Corrective actions:comprehensive radiation control checklist implemented as inter¬ 
im corrective action until procedure upgrades could be implemented. 

CRAWFORDAC. Public Service Co. of Colorado. 91/09/13. Document Control 
Branch (Document Control Desk). 9pp. 59120:077-59120:085. 

9109250281 Informs of 910913 electronic transfer of funds in amount of $62,500,in re¬ 
sponse to notice of violation & imposition of civil penalty dtd 910815. 

BREY.H.L Public Service Co. of Colorado. 91/09/13. Ofc of Enforcement (Post 
870413). Ip. 59208:334-59208:334. 

9109110056 NRC info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240261 Forwards insp rept 50-267/91-12 on 910728-0907.No violations or devi¬ 
ations noted. 

BEACH,A.B. Region 4 (Post 820201). 91/09/19. CRAWFORDAC. Public Service Co. 
of Colorado. 4pp. 59183:350-59183:362. 

-9109240269 Insp rept 50-267/91-12 on 910728-0907.No violations noted. Major areas 
inspected:operational safety verification, maint observations,surveillance observations 
& independent spent fuel storage installation const & testing. 

CONSTABLE.G.L Region 4 (Post 820201). 91/09/17. 9pp. 59183:354-59183:362. 


R. Periodic operating reports & related correspondence 

9109090141 “Semiannual Radioactive Effluent Release Rept for Jan-June 1991." W/ 
910828 Hr. 

CRAWFORDAC. Public Sendee Co. of Colorado. 91/06/30.' 39pp. 59049:246- 

can>o-<Mi 


-9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1 ,Rev 36 to CMIP-4,Rev 40 to CMIP-5.Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS.R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258. 

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations.” W/910828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109110173 Ack receipt of 910701 & 22 Itrs transmitting Rev 31 to physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

59092’23*5 59092°237 (P ° St 820201 91/09/0S - TUCKMAN.M.S. Duke Power Co. 3pp. 

9109110183 Ack receipt of 910701 Hr transmitting Rev 11 to safeguards contingency 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3 dp 
59092:239-59092:241. 


9109240344 Forwards insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 
910812-16.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co 
3pp. 59184:312-59184:322. 

-9109240346 Insp repts 50-269/91-19,50-270/91-19 6 50-287/91-19 on 910812-16 No 
violations or deviations noted.Major areas inspected:radiological environ 
? 1 i , . n . i ^^'. nr>e i eorolo 9 ical monitoring,audits,training 6 dose commitment calculations. 
JONES,D.W. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315-59184 322 


EPIPs,including Rev 91-7 to Vol B,consisting of CP/1/A/2202/ 
04C.HP/1 /A/1009/17,HP/2/A/1009/17 & HP/3/A/1009/17.W/910912 Itr 
TUCKMAN.M.S. Duke Power Co. 91/09/12.131pp. 59146:164-59146-294 
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9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 
910818-22.No violations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 

-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 
on 9108l8-22.No violations noted.Major areas inspected:security plan programs,mgt 
effectiveness & support,security organization & records & repts. 

STANSBERRY,W.W. Region 2 (Post 820201). 91/09/12. Ip. 59134:094-59134:094. 


I. Financial Information 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.“ 

BOBO.J.T., CLAY.G.W. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 
59247:179-59247:211. 

-9109270020 ‘‘NC Electric Membership Corp 1990 Annual Rept." 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept." 

BAUER,J.A., SMOAK.C.F. Piedmont Municipal Power Agency. 90/12/31. 106pp. 
59247:240-59247:347. 


P. Operating license stage documents & correspondence 

9109030038 Forwards response to NRC 910626 request for addl info re Generic Ltr 88- 
20 concerning individual plant exam submittal provided in Dec 1990.W/three oversize 
figures. 

TUCKMAN.M.S. Duke Power Co. 91/08/21. Document Control Branch (Document 
Control Desk). 34pp. 58941:080-58941:110. 

9109050046 Requests FR publication of notice of issuance of amends 189, 189 & 186 
to licenses DPR-38.DPR-47 & DPR-55.Amend revises TS by changing value for con¬ 
tainment free vol. 

WIENS,LA. Project Directorate 11-3. 91/08/21. NRC - No Detailed Affiliation Given. 
2pp. 58994:016-58994:017. 

9109060090 Forwards amends 189,189 & 186 to licenses DPR-38.DPR-47 & DPR-55 & 
SE.Amends revise value for containment free vol currently specified in TS 5.2.1 & as- 

WIENS.L.A. Project Directorate 11-3. 91/08/21. TUCKMAN.M.S. Duke Power Co. 4pp. 
59010:135-59010:149. 

-9109060095 Amends 189,189 & 186 to licenses DPR-38.DPR-47 & DPR-55, 
respectively,revising value for containment free vol currently specified In TS 5.2.1 & 
associated bases. 

MATTHEWS.D.B.’ Project Directorate 11-3. 91/08/21. 9pp. 59010:139-59010:147. 

-9109060096 Safety evaluation supporting amends 189,189 & 186 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/21. 2pp. 
59010:148-59010:149. 

9109160082 Ack receipt of 910723 ltr which submitted addl info & justification for 
change in frequency of procedure review. Review finds that change provides accepta¬ 
ble alternative & meets requirements in 10CFR50 App B. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6 pp. 59098:069-59098:074. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, “Thermal-Hydraulic Transient Analysis Methodology" & DPC-NE-2004, 
“Core Thermal-Hydraulic Methodology Using VIPRE-01.” Enel withheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 

9109110045 Forwards Rev 29 to “ODCM,Oconee Nuclear Station," Rev 30 to 
“ODCM,Catawba Nuclear Station" & Rev 31 to “ODCM.McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110048 Rev 29 to “ODCM,Oconee Nuclear Station.” 

BIRCH,M.L, BARRON,H.B., STEWART,J.M. Duke Power Co. 91/01/01. 13pp. 
59089:003-59089:015. 

-9109110049 Rev 30 to “ODCM,Catawba Nuclear Station." 

BIRCH,M.L, HAMPTON,J.W., STEWART,J.M. Duke Power Co. 91/01/01. 19pp. 
59089:016-59089:034. 

-9109110053 Rev 31 to "ODCM.McGuire Nuclear Station." 

BIRCH,M.L, MCCONNELL.T.L., STEWART.J.M. Duke Power Co. 91/01/01. 15pp. 
59089:035-59089:049. 

9109100008 Rev to “Oconee Selected Licensee Commitment Manual." W/ 910830 ltr. 
TUCKMAN.M.S. Duke Power Co. 91/08/30. 12pp. 59076:320-59076:331. 

9109120233 Forwards amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR- 
55 ,respectively & safety evaluation.Amends delete organization charts in section 6 of 
TS & add new statements addressing particular administrative control requirements. 
WIENS,LA. Project Directorate 11-3. 91/08/30. TUCKMAN.M.S. Duke Power Co. 4pp. 
59081:037-59081:053. 

-9109120250 Amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR-55, 
respectively.Amends delete organization charts contained in section 6 of TS & associ¬ 
ated bases & add new statements addressing particular administrative control requir- 
ments. 

MATTHEWS.D.B. Project Directorate 11-3. 91/08/30.10pp. 59081:040-59081:049. 

-9109120253 Safety evaluation supporting amends 190,190 & 187 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 3pp. 
59081:050-59081:053. 


9109090239 Requests interpretation of facility tech spec 4.17.5.f re repair of SG explo¬ 
sive plugs by use of orifice plugs. 

TUCKMAN.M.S. Duke Power Co. 91/09/03. Document Control Branch (Document 
Control Desk). 6pp. 59053:305-59053:310. 

9109170333 Forwards Request for Relief 91-04 due to impracticality of pressure testing 
specific welds as required by Section XI of ASME Boiler & Pressure Vessel Code fol¬ 
lowing repair.per inservice insp.W/two oversize drawings. 

TUCKMAN.M.S. Duke Power Co. 91/09/06. Document Control Branch (Document 
Control Desk). 5pp. 59168:334-59168:338. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON,J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 

—9109170316 "Freeze Plugging Stainless Steel Pipe-Using Liquid Nitrogen- Repair of 
Line Between 1LP-41 & 1LP-42." 

MIZE.J. Duke Power Co. 87/09/30. 11pp. 59121:050-59121:060. 

9109170314 Forwards Rev 2 to "Oconee Nuclear Station Unit 1 Core Operating Limits 
Rept,” Cycle 14. 

TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). Ip. 59135:289-59135:316. 

-9109170315 Rev 2 to “Oconee Nuclear Station Unit 1 Core Operating Limits Rept,” 
Cycle 14. 

* Duke Power Co. 91/09/11.27pp. 59135:290-59135:316. 

9109180088 Forwards revised page index to Rev 8 to “Process Control Program." 
TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 2pp. 59139:322-59139:327. 

-9109180108 Revised procedure index to Rev 8 to "Process Control Program.” 
VAUGHT,M.B., LOUCKS.L.E. Duke Power Co. 91/07/30. 4pp. 59139:324-59139:327. 

9109180141 Forwards request for relief 91-05 from requirements of Section XI of ASME 
Boiler & Pressure Vessel Code.Request proposes radiographic exam as alternative 
means of ensuring acceptable weld.W/two oversize drawings. 

TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 4pp. 59168:340-59168:343. 

9109200054 Forwards safety evaluation supporting util 910823 request for approval of 
repairs for number of steam generator tube plugs by automatic welding using 1989 
edition of Section XI of ASME Code. 

MATTHEWS.D.B. Project Directorate 11-3. 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59171:001-59171:006. 

-9109200056 SER supporting util 910823 request for approval of repairs for number of 
steam generator tube plugs by automatic welding using 1989 edition of Section XI of 
ASME Code. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 2pp. 
59171:005-59171:006. 

9109270178 Forwards amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR- 
55,respectively.Amends modify specs having cycle-specific parameter limits by trans¬ 
ferring limits to core operating limits rept. 

WIENS.L.A. Project Directorate 11-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 2pp. 
59226:077-59226:113. 

-9109270202 Amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR-55, respec¬ 
tively. 

MATTHEWS.D.B. Project Directorate 11-3. 91/09/16. 28pp. 59226:079-59226:106. 

-9109270204 Safety evaluation supporting amends 191,191 & 188 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 6pp. 
59226:107-59226:113. 

9109250279 Notification of 911005 meeting w/util in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN,R. Project Directorate 11-3. 91/09/18. MATTHEWS.D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 

9109240351 Provides summary of SG tubes repaired during EOC-13 outage. 
TUCKMAN.M.S. Duke Power Co. 91/09/20. Document Control Branch (Document 
Control Desk). Ip. 59200:242-59200:242. 

9109300150 Rev to selected licensee commitments manual,consisting of list of effective 
pages & table of contents. 

FROEBE.H. Duke Power Co. 91/09/24. 7pp. 59253:051-59253:057. 


Q. Inspection reports, IE Bulletins & correspondence 


9109100028 Forwards insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 
910709-11.No violations or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/08. TUCKMAN.M.S. Duke Power Co. 3pp. 
59021:045-59021:055. 

-9109100030 Insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 910709-11.No 
violations or deviations noted.Major areas inspected-.licensee fitness for duty 
program.policy & review of admin & key program processes. 

TILLMAN,A., MCGUIRE.D.R. Region 2 (Post 820201). 91/08/08. 8pp. 59021:048- 
59021:055. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 
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9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160136 Ack receipt of 910813 Itr in response to 910716 NOV re insp repts 50-269/ 
91-12,50-270/91-12 & 50-287/91-12.Responses meet requirements in 10CFR2.201. 
HERDT.A.R. Region 2 (Post 820201). 91/08/27. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:248-59098:250. 

9109160016 Forwards insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on 
910630-0727.No violations or deviations noted. 

HERDTAR. Region 2 (Post 820201). 91/08/29. TUCKMAN.M.S. Duke Power Co. 
2pp. 59096:307-59096:315. 

—9109160028 Insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on 910630- 
0727.No violations noted.Major areas inspected: surveillance testing,maint activities & 
review of open items. 

HARMON,P.E., DESAl.B.B., POERTNER.W.K. Region 2 (Post 820201). 91/08/29. 
7pp. 59096:309-59096:315. 

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 910806-09. No violations or deviations noted. 

JULIAN.C.A., BLAKE,J. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke 
Power Co. 3pp. 59098:301-59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected.reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J., BLAKE,J.J. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304- 
59098:311. 

9109160056 Forwards exam rept 50-269/91-302 administered on 910724. 

PEEBLES.T.A. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 
2pp. 59098:136-59098:139. 

-9109160058 Exam rept 50-269/91-302 on 910724.Exam results:retake of initial written 
exam to one reactor operator candidate. Candidate passed exam. 

ERNSTES.M.E., CASTO.C.A. Region 2 (Post 820201). 91/09/05. 2pp. 59098:138- 
59098:139. 

9109130119 Forwards safety evaluation accepting B&W comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011 
(BAW-2127 rept). 

WIENS,L.A. Project Directorate 11-3. 91/09/06. TUCKMAN.M.S. Duke Power Co. 3pp. 
59105:145-59105:160. 

-9109130131 Safety evaluation of BAW-2127 approving comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 13pp. 
59105:148-59105:160. 

9109170333 Forwards Request for Relief 91-04 due to impracticality of pressure testing 
specific welds as required by Section XI of ASME Boiler & Pressure Vessel Code fol¬ 
lowing repair,per inservice insp.W/two oversize drawings. 

TUCKMAN.M.S. Duke Power Co. 91/09/06. Document Control Branch (Document 
Control Desk). 5pp. 59168:334-59168:338. 

9109240344 Forwards insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 
910812-16.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co. 
3pp. 59184:312-59184:322. 

-9109240346 Insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 910812-16.No 
violations or deviations noted.Major areas inspected:radiological environ 
monitoring,meteorological monitoring,audits.training & dose commitment calculations. 
JONES,D.W., DECKER,T.R. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315- 
59184:322. 

9109240295 Forwards insp rept 50-269/91-20,50-270/91-20 & 50-287/91-20 on 
910812-16.No violation noted. 

JULIAN.C.A. Region 2 (Post 820201). 91/09/11. TUCKMAN.M.S. Duke Power Co. 
3pp. 59183:328-59183:337. 

-9109240301 Insp repts 50-269/91-20,50-270/91-20 & 50-287/91-20 on 910812-16.No 
violations noted.Ma.jor areas inspectediunit I inservice insp activities,including eddy 
current exam of OTSG,tubes & plans for plugging previously installed plugs. 
ECONOMOS.N.E., BLAKE.JJ. Region 2 (Post 820201). 91/09/04. 7pp. 59183:331- 
59183:337. 

9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 
910818-22.No violations noted. 

CUNE.W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 

-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 
on 910818-22.No violations noted.Major areas inspected:$ecurity plan programs,mgt 
effectiveness & support,security organization & records & repts. 

STANSBERRY,W.W., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/12. Ip. 
59134:094-59134:094. 

9109240238 Forwards insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 
910819-23.No violation noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:046-59174:058. 

-9109240253 Insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 910819-23.No 
violations noted.Major areas inspected: observations of work & work activities & eval¬ 
uation of recorded data for 10 yr reactor vessel exams. 

COLEY,J.L, CHOU.R.C., BLAKE.J.J. Region 2 (Post 820201). 91/09/09. 10pp. 
59174:049-59174:058. 

9109240267 Forwards insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 
910826-30.Violations noted but not cited. 

COLLINS.D.M. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:072-59174:080. 


-9109240276 Insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 910826-30.No 
violations noted.Major areas inspected: occupational exposure during extended out¬ 
ages & followup on enforcement issues. 

SHORTRIDGE.R.B., POTTER,J.P. Region 2 (Post 820201). 91/09/12. 6pp. 
59174:075-59174:080. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109040390 “Oconee Nuclear Station Semiannual Radioactive Effluent Release Rept 
for First Half 1991.” W/910829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 41pp. 59017:223-59017:264. 

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170319 Forwards monthly operating repts for Aug 1991 for Oconee Nuclear Station 
Units 1,2 & 3 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59136:015-59136:032. 

-9109170323 Monthly operating repts for Aug 1991 for Oconee Nuclear Station Units 
1,2 & 3. 

WILLIAMS,R.A. Duke Power Co. 91/08/31. 15pp. 59136:017-59136:031. 

-9109170326 Monthly operating status repts for Jul 1991 for Oconee Nuclear Station 
Units 1,2 & 3. 

* Duke Power Co. 91/07/31. Ip. 59136:032-59136:032. 


S. Reportable occurrences, LERs & related correspondence 

9109160205 PNO-Il-91-O61:on 910907,licensee discovered that improper flow adjust¬ 
ment was made to LPSW that cools decay heat (RHR) cooler,which was shutdown for 
refueling.Fuel transfer canal drained. 

BELISLE.G.A. Region 2 (Post 820201). 91/09/09. Ip. 59098:247-59098:247. 


V. Operator Examinations 

9109160037 Discusses pilot requalification exam conducted on 910719-0802. Pi lot exam 
suggested to explore methods to evaluate operator performance,per 10CFR55,in less 
stressful setting. 

BARRON,H.B. Duke Power Co. 91/08/26. ROE.R.W. Division of Licensee Perform¬ 
ance & Quality Evaluation (Post 870411). 3pp. 59108:190-59108:192. 

9109160056 Forwards exam rept 50-269/91-302 administered on 910724. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 
2pp. 59098:136-59098:139. 

-9109160058 Exam rept 50-269/91-302 on 910724.Exam results:retake of initial written 
exam to one reactor operator candidate. Candidate passed exam. 

ERNSTES.M.E., CASTO.C.A. Region 2 (Post 820201). 91/09/05. 2pp. 59098:138- 
59098:139. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 910806-09.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:301-59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected-.reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304-59098:311. 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1.NC Electric Membership Corp, Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, lnc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990." 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247*179- 
59247:211. 

-9109270020 "NC Electric Membership Corp 1990 Annual Rept." 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept.” 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247*240- 
59247:347. 
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F. Security, medical, emergency & fire protection plans 

9109110238 Forwards public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CM I P-5 Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 
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—9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP).including Rev 40 to CMIP-I.Rev 36 to CM!P-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS,R.E. Duke Power Co. 91/08/20. 145pp. 59071:005-59071:258. 

9109100177 Rev 39 to “Crisis Mgt Plan for Nuclear Stations.” W/910828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109110173 Ack receipt of 910701 & 22 Itrs transmitting Rev 31 to physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp. 
59092:235-59092:237. 

9109110183 Ack receipt of 910701 Itr transmitting Rev 11 to safeguards contingency 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp. 
59092:239-59092:241. 

9109240344 Forwards insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 
910812-16.No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co. 
3pp. 59184:312-59184:322. 

-9109240346 Insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 910812-16.No 
violations or deviations noted.Major areas in$pected:radiologicai environ 
monitoring,meteorological monitoring,audits.training & dose commitment calculations. 
JONES.D.W. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315-59184:322. 


9109110045 Forwards Rev 29 to “ODCM,Oconee Nuclear Station,” Rev 30 to 
“ODCM,Catawba Nuclear Station” & Rev 31 to “ODCM,McGuire Nuclear Station.” 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110048 Rev 29 to “ODCM.Oconee Nuclear Station." 

BIRCH.M.L., BARRON.H.B., STEWART,J.M. Duke Power Co. 91/01/01. 13pp. 
59089:003-59089:015. 

9109100008 Rev to “Oconee Selected Licensee Commitment Manual." W/ 910830 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/30. 12pp. 59076:320-59076:331. 

9109120233 Forwards amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR- 
55,respectively & safety evaluation.Amends delete organization charts in section 6 of 
TS & add new statements addressing particular administrative control requirements. 
WIENS,L.A. Project Directorate 11-3. 91/08/30. TUCKMAN.M.S. Duke Power Co. 4pp. 
59081:037-59081:053. 

-9109120250 Amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR-55, 
respectively.Amends delete organization charts contained in section 6 of TS & associ¬ 
ated bases & add new statements addressing particular administrative control requir- 
ments. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/30.10pp. 59081:040-59081:049. 

-9109120253 Safety evaluation supporting amends 190,190 & 187 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 3pp. 
59081:050-59081:053. 


9109180117 Revised EPIPs,including Rev 91-7 to Vol B,consisting of CP/1/A/2202/ 
04C.HP/1 /A/1009/17,HP/2/A/1009/17 & HP/3/A/1009/17.W/910912 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/09/12. 131pp. 59146:164-59146:294. 

9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 
910818-22.No violations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 


9109090239 Requests interpretation of facility tech spec 4.17.5.f re repair of SG explo¬ 
sive plugs by use of orifice plugs. 

TUCKMAN.M.S. Duke Power Co. 91/09/03. Document Control Branch (Document 
Control Desk). 6pp. 59053:305-59053:310. 

9109180088 Forwards revised page index to Rev 8 to “Process Control Program.” 
TUCKMAN.M.S. Duke Power uo. 91/09/11. Document Control Branch (Document 
Control Desk). 2pp. 59139:322-59139:327. 


-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 
on 910818-22.No violations noted.Major areas inspected:security plan programs,mgt 
effectiveness 8 support,security organization & records & repts. 

STANSBERRY.W.W. Region 2 (Post 820201). 91/09/12. Ip. 59134:094-59134:094. 


. Financial Information 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 


-9109180108 Revised procedure index to Rev 8 to “Process Control Program.” 
VAUGHT,M.B., LOUCKS.L.E. Duke Power Co. 91/07/30. 4pp. 59139:324-59139:327. 

9109270178 Forwards amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR- 
55,respectively.Amends modify specs having cycle-specific parameter limits by trans¬ 
ferring limits to core operating limits rept. 

WIENS,L.A. Project Directorate 11-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 2pp. 
59226:077-59226:113. 

-9109270202 Amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR-55, respec¬ 
tively. 

MATTHEWS.D.B. Project Directorate 11-3. 91/09/16. 28pp. 59226:079-59226:106. 


—9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T., CLAY.G.W. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 
59247:179-59247:211. 


-9109270204 Safety evaluation supporting amends 191,191 & 188 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 6pp. 
59226:107-59226:113. 


-9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept.” 

BAUER,J.A., SMOAK.C.F. Piedmont Municipal Power Agency. 90/12/31. 106pp. 
59247:240-59247:347. 


P. Operating license stage documents & correspondence 


9109250279 Notification of 911005 meeting w/util in Rockville,MD to discuss overall 
status of DPC activities at piants.Agenda also end. 

MARTIN,R. Project Directorate 11-3. 91/09/18. MATTHEWS.D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 

9109300150 Rev to selected licensee commitments manual .consisting of list of effective 
pages & table of contents. 

FROEBE.H. Duke Power Co. 91/09/24. 7pp. 59253:051-59253:057. 


9109030038 Forwards response to NRC 910626 request for addl info re Generic Ltr 88- 
20 concerning individual plant exam submittal provided in Dec 1990.W/three oversize 
figures. 

TUCKMAN.M.S. Duke Power Co. 91/08/21. Document Control Branch (Document 
Control Desk). 34pp. 58941:080-58941:110. 

9109050046 Requests FR publication of notice of issuance of amends 189, 189 & 186 
to licenses DPR-38.DPR-47 & DPR-55.Amend revises TS by changing value for con¬ 
tainment free vol. 

WIENS,L.A. Project Directorate 11-3. 91/08/21. NRC - No Detailed Affiliation Given. 
2pp. 58994:016-58994:017. 

9109060090 Forwards amends 189,189 & 186 to licenses DPR-38.DPR-47 & DPR-55 & 
SE.Amends revise value for containment free vol currently specified in TS 5.2.1 & as¬ 
sociated bases. 

WIENS,L.A. Project Directorate 11-3. 91/08/21. TUCKMAN.M.S. Duke Power Co. 4pp. 
59010:135-59010:149. 

-9109060095 Amends 189,189 & 186 to licenses DPR-38.DPR-47 & DPR-55, 
respectively,revising value for containment free vol currently specified in TS 5.2.1 & 
associated bases. 

MATTHEWS.D.B. Project Directorate 11-3. 91/08/21. 9pp. 59010:139-59010:147. 

—9109060096 Safety evaluation supporting amends 189,189 & 186 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/21. 2pp. 
59010:148-59010:149. 

9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for 
change in frequency of procedure review. Review finds that change provides accepta¬ 
ble alternative & meets requirements in 10CFR50 App B. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6 pp. 59098:069-59098:074. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, “Thermal-Hydraulic Transient Analysis Methodology" A DPC-NE-2004, 
“Core Thermal-Hydraulic Methodology Using VIPRE-01.” Enel withheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 


Q. Inspection reports, IE Bulletins & correspondence 


9109100028 Forwards insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 
910709-11.No violations or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/08. TUCKMAN.M.S. Duke Power Co. 3pp. 
59021:045-59021:055. 

-9109100030 Insp repts 50-269/91 -15,50-270/91 -15 & 50-287/91-15 on 910709-11.No 
violations or deviations noted.Major areas inspected:licensee fitness for duty 
program.policy & review of admin & key program processes. 

TILLMAN,A., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/08. 8pp. 59021:048- 
59021:055. 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160136 Ack receipt of 910813 Itr in response to 910716 NOV re insp repts 50-269/ 
91-12,50-270/91-12 & 50-287/91-12.Responses meet requirements in 10CFR2.201. 
HERDT.A.R. Region 2 (Post 820201). 91/08/27. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:248-59098:250. 

9109160016 Forwards insp repts 50-269/91-16,50-270/91 -16 & 50-287/91-16 on 
910630-0727.No violations or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 91/08/29. TUCKMAN.M.S. Duke Power Co. 
2pp. 59096:307-59096:315. 
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—9109160028 Insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on 910630- 
0727.No violations noted.Major areas inspected: surveillance testing,maint activities & 
review of open items. 

HARMON,P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 91/08/29. 
7pp. 59096:309-59096:315. 

9109160175 Forwards insp repts 50-269/91-17.50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 910806-09.No violations or deviations noted. 

JULIAN.CA, BLAKE,J. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke 
Power Co. 3pp. 59098:301-59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected:reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHANJ.J., BLAKE,J.J. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304- 
59098:311. 

9109130119 Forwards safety evaluation accepting BSft co f prehensive program to ad¬ 
dress pressurize? surge line thermal stratification ccr>af vs discussed in IEB-88-011 
(BAW-2127 rept). 

WIENS,LA Project Directorate 11-3. 91/09/06. TUCKMAN.M.S. Duke Power Co. 3pp. 
59105:145-59105:160. 

-9109130131 Safety evaluation of BAW-2127 approving comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 13pp. 
59105:148-59105:160. 

9109240344 Forwards insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 
910812-16.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co. 
3pp. 59184:312-59184:322. 

-9109240346 insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 910812-16.No 
violations or deviations noted.Major areas inspected:radiologica! environ 
monitoring,meteorological monitoring,audits.training & dose commitment calculations. 
JONES,D.W., DECKER,T.R. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315- 
59184:322. 

9109240295 Forwards insp rept 50-269/91-20,50-270/91-20 & 50-287/91-20 on 
910812-16.No violation noted. 

JULIAN,CA Region 2 (Post 820201). 91/09/11. TUCKMAN.M.S. Duke Power Co. 
3pp. 59183:328-59183:337. 

-9109240301 Insp repts 50-269/91-20,50-270/91-20 & 50-287/91-20 on 910812-16.No 
violations noted.Major areas inspected:unit i inservice insp activities,including eddy 
current exam of OTSG,tubes & plans for plugging previously installed plugs. 
ECONOMOS.N.E., BLAKE.J.J. Region % Post 820201). 91/09/04. 7pp. 59183:331- 
59183:337. 

9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 
910818-22.No violations noted. 

CLINE.W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 

-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 8 50-287/91-22 
on 910818-22.No violations noted.Major areas inspected:security plan programs,mgt 
effectiveness & supporLsecurity organization & records & repts. 

STANSBERRY.W.W., MCGUIRE,d7r. Region 2 (Post 820201). 91/09/12. Ip. 
59134:094-59134:094. 

9109240236 Forwards insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 
910819-23.No violation noted. 

JULIAN.CA Region 2 Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:046-59174:058. 

-9109240253 Insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 910819-23.No 
violations noted.Major areas inspected: observations of work & work activities & eval¬ 
uation of recorded data for 10 yr reactor vessel exams. 

COLEY.J.L., CHOU.R.C., BLAKE,JJ. Region 2 post 820201). 91/09/09. 10pp. 
59174:049-59174:058. 

9109240267 Forwards insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 
910826-30.Violations noted but not cited. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:072-59174:080. 

-9109240276 Insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 910826-30.No 
violations noted.Major areas inspected: occupational exposure during extended out¬ 
ages & followup on enforcement issues. 

SHORTR1DGE.R.B., POTTER.J.P. Region 2 (Post 820201). 91/09/12. 6pp. 
59174:075-59174:080. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9106040390 “Oconee Nuclear Station Semiannual Radioactive Effluent Release Rept 
for First Half 1991.” W/910829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 41pp. 59017:223-59017:264. 

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
1QCFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170319 Forwards monthly operating repts for Aug 1991 for Oconee Nuclear Station 
Units 1,2 & 3 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59136:015-59136:032. 

-9109170323 Monthly operating repts for Aug 1991 for Oconee Nuclear Station Units 
1,2 & 3. 

WILLIAMS,RA Duke Power Co. 91/08/31. 15pp. 59136:017-59136:031. 


-9109170326 Monthly operating status repts for Jul 1991 for Oconee Nuclear Station 
Units 1,2 & 3. 

* Duke Power Co. 91/07/31. Ip. 59136:032-59136:032. 


V. Operator Examinations 

9109160037 Discusses pilot requalification exam conducted on 91071 9-0802.Pilot exam 
suggested to explore methods to evaluate operator performance,per 10CFR55,in less 
stressful setting. 

BARRON,H.B. Duke Power Co. 91/08/26. ROE.R.W. Division of Ucensee Perform¬ 
ance & Quality Evaluation (Post 870411). 3pp. 59108:190-59108:192. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 8 72-0004/ 
91-17 on 910806-09.No violations or deviations noted. 

JULIAN.CA Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:301 -59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 8 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected:reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J. Region 2 (Post 820201). 91/08/30.8pp. 59098:304-59098:311. 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260206 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept" 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept.” 

BAUER, J A Piedmont Munidpal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 
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F. Security, medical, emergency & fire protection plans 

9109050106 Forwards Safety Insp Rept 50-271/91-19 on 910702-0806. Weakness 
noted in root case determination for & lack of subsequent detailed engineering review 
& evaluation of emergency diesel generator A failure. 

UNVILLE.J.C., MCCABE.E.C. Region 1 (Post 820201). 91/08/22. MURPHY,W.P. Ver¬ 
mont Yankee Nuclear Power Corp. 5pp. 58999:335-58999:358. 

-9109050110 Safety Insp Rept 50-271/91-19 on 910702-0806.Major areas 
inspected:plant operations,radiological controls, maint & 

surveillance,security,engineering & technical support & safety assessment & quality 
verification. 

ROGGE,J.F. Region 1 (Post 820201). 91/08/20.19pp. 58999:340-58999:358. 

9109030267 Change 94 errata to Rev 10 to EPIP OP 3500,App I reflecting removal of 
Pages 5 & 6 of 7 to correct typos on previously distributed sheets. 

* Yankee Atomic Electric Co. 91/08/27.4pp. 58992:353-58992:356. 

9109050194 Change 94 Errata-B to Rev 10 to EPIP OP 3500,App I, "Unusual Event - 
Shift Supervisor/Plant Emergency Director," reflecting correction of typos on previous¬ 
ly issued Page 1 of 7. 

/ Yankee Atomic Electric Co. 91/08/30. 4pp. 59029:254-59029:257. 

9109160266 Forwards response to violations noted in Insp Rept 50-271/91-17 & pro¬ 
posed imposition of civil penalty. Corrective actions withheld (ref 10CFR73.21). 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/09/13. Ofc of Enforcement 
(Post 870413). 2pp. 59126:339-59126:340. 

9109240417 Summarizes 910827 mgt meeting in King of Prussia,PA to provide NRC w/ 
update of status of licensee short term corrective actions to enhance security 
program. List of attendees & copies of handouts end. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/13. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 22pp. 59185:175-59185:196. 

9109200227 Change 95 to EPIPs,including Rev 12 to OP 3501,Rev 24 to OP 3502,Rev 
26 to OP 3503,Rev 23 to OP 3504 & Rev 14 to OP 3513. 

* Yankee Atomic Electric Co. 91/09/16. 200pp. 59168:117-59168:328. 

9109260046 Errata to Rev 24 to EPIP OP 3502 Page 6 of 7,App I. 

* Vermont Yankee Nuclear Power Corp. 91/09/19.3pp. 59218:240-59218:242. 


G. Adjudicatory correspondence 

9109250037 Memorandum & order (dismissing proceeding).* Proceeding terminated due 
to State of VT & licensee ability to reach settlement agreementw/Certificate of 
Svc.Served on 910903. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #391 12175. 91/09/03. Ver¬ 
mont Yankee Nuclear Power Corp. 3pp. 59193:084-59193:086. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 
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—90041S0193 Provides info re author position on plan to overhaul diesel generator while 
at full power & no significant safety problem w/util plans to overhaul emergency diesel 
generator during 7-day limiting condition for operation. 

ROSA.F. Electncal Systems Branch. 90/04/06. WESSMAN.R. Project Directorate 1-3. 
2pp. 59135:217-59136:218. 

—9004230291 Forwards F Rosa 900406 memo providing NRR position on plans to enter 
7-day limiting condition for operation in order to perform needed overhaul of emergen¬ 
cy diesel generators at full power. 

WESSMAN.R.H. Project Directorate 1-3. 90/04/13. JOHNSON,J.R. Region 1 (Post 
820201). ip. 59135:216-59135:216. 

—9005290046 Shares concern re usage of outage time allowed by limiting condition for 
operation for overhauling emergency diesef generator w/plant operating at full 
power,per 900502 note. NRR accepts licensees performing preventive maint at power. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/ 
18. MARTIN,T.T. Region 1 (Post 820201). 3pp. 59135:213-59135:215. 

—9005290048 Forwards correspondence discussed on 900501 re propriety util practice 
of using 7-day limiting condition for operation to overhaul diesel generators. 

* NRC - No Detailed Affiliation Given. 90/05/02. MUR LEY,T. NRC - No Detailed Affili¬ 
ation Given. Ip. 59135:215-59135:215. 

—9005290054 Follows up on 900330 discussion & request that NRR evaluate appropri¬ 
ateness of util plans to overhaul one of two diesel generators while plant operating at 
full power.Prompt response requested. 

JOHNSON.J. Region 1 (Post 820201). 90/04/06. WESSMAN.R. Project Directorate I- 
3. Ip. 59135:219-59135:219. 

9109040367 Forwards “Vermont Yankee Nuclear Power Station Effluent & Waste Dis¬ 
posal Semiannual Rept for First & Second Quarters 1991“ & Rev 10 to “Vermont 
Yankee Nuclear Power Station ODCM.” 

TREMBLAY,L.A. Vermont Yankee Nuclear Power Corp. 91 /08/29. Document Control 
Branch (Document Control Desk). Ip. 59006:006-59006:044. 

-9109040372 Rev 10 to ODCM. 

* Vermont Yankee Nuclear Power Corp. 91/04/04. 14pp. 59006:031-59006:044. 

9109170339 Ack receipt of 910125 Itr in response to NRC 901120 Itr concerning allega¬ 
tion re potentially unacceptable matls supplied to facility (allegation NRR-90-A- 
0050).Response sufficient & no further questions on matter. 

FAIRTILE.M.B. Project Directorate 1-3. 91/09/09. TREMBLAY,L.A. Vermont Yankee 
Nuclear Power Corp. 3pp. 59118:034-59118:036. 

9109200113 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MURPHY,W.P. Vermont Yankee Nu¬ 
clear Power Corp. 5pp. 59156:222-59156:226. 

9109170301 Notification of 910918 meeting w/util in Rockville.Md to discuss routine 
scheduling & prioritization meeting. 

FAIRTILE.M.B. Project Directorate 1-3. 91/09/12. MURLEY.T., MIRAGL1A.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 59116:356-59116:358. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1965." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050106 Forwards Safety Insp Rept 50-271/91-19 on 910702-0806. Weakness 
noted in root case determination for & lack of subsequent detailed engineering review 
& evaluation of emergency diesel generator A failure. 

LINVILLE.J.C., MCCABE.E.C. Region 1 (Post 820201). 91/08/22. MURPHY.W.P. Ver¬ 
mont Yankee Nuclear Power Corp. 5pp. 58999:335-58999:358. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250098 Ack receipt of util 880929 response to NRC bulletin 88-008. Licensee re¬ 
sponse meets requirements of bulletin & no further action required. 

FAIRTILE.M.B. Project Directorate 1-3. 91/09/17. TREMBLAY,LA. Vermont Yankee 
Nuclear Power Corp. 7pp. 59202:169-59202:175. 

9109270023 Ack receipt of 910819 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-271/90-80 on 901023. 

DURR.J.P. Region 1 (Post 820201). 91/09/17. MURPHY.W.P. Vermont Yankee Nu¬ 
clear Power Corp. 4pp. 59216:095-59216:101. 


R. Periodic operating reports & related correspondence 


9109040367 Forwards “Vermont Yankee Nuclear Power Station Effluent & Waste Dis¬ 
posal Semiannual Rept for First & Second Quarters 1991” & Rev 10 to “Vermont 
Yankee Nuclear Power Station ODCM.” 

TREMBLAY,L.A. Vermont Yankee Nuclear Power Corp. 91/08/29. Document Control 
Branch (Document Control Desk). Ip. 59006:006-59006:044. 

-9109040370 “Vermont Yankee Nuclear Power Station Effluent & Waste Disposal 
Semiannual Rept for First & Second Quarters 1991.” 

* Vermont Yankee Nuclear Power Corp. 91 /06/30. 23pp. 59006:007-59006:030. 
-9109040372 Rev 10 to ODCM. 

• Vermont Yankee Nuclear Power Corp. 91/04/04. 14pp. 59006:031-59006:044. 

9109130129 Monthly operating rept for Aug 1991 for Vermont Yankee Nuclear Power 
Station.W/910910 Itr. 

WALLIN.G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/08/31. 6pp. 
59108:001-59108:006. 


S. Reportable occurrences, LERs & related correspondence 

9109040243 LER 91-009-01 :on 910423,reactor scram occurred as result of generator/ 
turbine trip of generator load reject.Caused by inadequate procedure guidelines.Addl 
source of offsite relay technician assistance developed.W/910830 Itr. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 91/08/30. 12pp. 58981:189- 
58981:200. 


V. Operator Examinations 


9109240101 Ack receipt of 910628 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-271/91-02. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/09/06. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 4pp. 59185:139-59185:147. 

-9109240107 Responds to NRC 910419 Itr re violations noted in insp rept 50-271/91- 
02.Correctlve actions:training dept developed written duties & responsibilities for ad¬ 
ministration of licensed operator requalification program. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/28. NRC - No Detailed 
Affiliation Given. 5pp. 59185:143-59185:147. 

9109270027 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting planned by NRC on 911106-07 to provide forum for discus¬ 
sion of various topics & issues re operator licensing function. 

HODGES.W.M. Region 1 (Post 820201). 91/09/19. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 4pp. 59216:117-59216:120. 
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F. Security, medical, emergency A fire protection plans 

9109170196 Advises that Rev 2 to security training & qualification plan,transmitted via 
910502 Itr,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59126:358-59126:360. 


-9109050110 Safety Insp Rept 50-271/91-19 on 910702-0806. Major areas 
inspected:plant operations,radiological controls,maint & 

surveillance.security,engineering & technical support & safety assessment & quality 
verification. 

ROGGE,J.F. Region 1 (Post 820201). 91/08/20. 19pp. 58999:340-58999:358. 

9109160280 Discusses concern w/appropriateness of SE being assigned role of fire bri¬ 
gade leader.Suggests implementation of changes necessary to meet NRC position per 
insp sept 50-271/91-07. 

FAIHTILE,M.B. Project Directorate 1-3. 91/09/06. TREMBLAY,LA. Vermont Yankee 
Nuclear Power Corp. 3pp. 59106:001-59106:003. 

9109240101 Ack receipt of 910628 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-271/91-02. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/09/06. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 4pp. 59185:139-59185:147. 

-9109240107 Responds to NRC 910419 Itr re violations noted in insp rept 50-271/91- 
02.Corrective actions:training dept developed written duties & responsibilities for ad¬ 
ministration of licensed operator requalification program. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/28. NRC - No Detailed 
Affiliation Given. 5pp. 59185:143-59185:147. 

9109160266 Forwards response to violations noted in Insp Rept 50-271/91-17 & pro¬ 
posed imposition of civil penalty. Corrective actions withheld (ref 10CFR73.21). 
MURPHY\W.P. Vermont Yankee Nuclear Power Corp. 91/09/13. Ofc of Enforcement 
(Post 870413). 2pp. 59126:339-59126:340. 


9109030295 Notification of significant licensee meeting 91-107 w/util on 910927 to dis¬ 
cuss review of security issues. 

WHITE,J.R. Region 1 (Post 820201). 91/08/26. Region 1 (Post 820201). 3pp. 
58952:332-58952:334. 

9109110100 Discussed App R cable wrap status update re completion of engineering & 
installation milestones. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/08/27. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59099:297-59099:298. 

9109160015 Forwards agenda for 911015 session re 10CFR50 rule that affects manner 
in which data is passed during accidents on emergency classifications. 

KNAPP.M.R. Region 1 (Post 820201). 91/08/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 59096:302-59096:306. 

9109170125 Forwards 910724 Itr transmitting FEMA rept for 901031 full-participation 
site exercise. FEMA concludes that offsite emergency preparedness sufficiently pro¬ 
tects health & safety of public. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59109:265-59110:027. 

-9109170134 Forwards final exercise rept for 901031 full-participation exercise of off¬ 
site radiological emergency response plans. Deficiency noted.Conciudes that appropri¬ 
ate measures can be taken offsite to protect health & safety of public. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 91/07/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
59109:268-59109:270. 
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—9108090140 “Post-Exercise Assessment,901031 Exercise of Radiological Emergency 
Response Plans of State of NJ.Salem & Cumberland Counties & Eight Localities in 
Counties for Public Svc Electric & Gas Co Artificial Island Site....” 

* Federal Emergency Management Agency. 91/07/08. 117pp. 59109:271-59110:027. 

9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric 6 Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviation or violations noted.Major areas inspected:radiological environ 
monitoring program,mat control.audits & meteorological monitoring program. 
PELUSO.LA Region 1 (Post 820201). 91/09/16. 7pp. 59216:008-59216:014. 


-9109260094 Amends 131 & 110 to licenses DPR-70 & DPR-75,respectively, incorpo¬ 
rating into tech specs.changes endorsed by Generic Ltr 87-09. 

BUTLER,W.R. Project Directorate 1-2. 91/09/17. 43pp. 59209:132-59209:174. 

-9109260124 Safety evaluation supporting amends 131 & 110 to licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/17. 7pp. 
59209:175-59209:181. 

9109300089 Documents rev to util milestones & schedule for response to Generic Ltr 
88-20 re individual plant exam.Containment mechanical stress analysis repts will be 
completed in Oct 1991. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/09/18. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59245:182-59245:185. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9109180206 Forwards errata to Rev 11 of updated FSAR for Salem Generating 
Station,Units 1 & 2 to correct printing error. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 91/09/06. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 59141:001-59141:040. 

-9109180211 Errata to Rev 11 of updated FSAR for Salem Generating Station. 

* Public Service Electric & Gas Co. of New Jersey. 91/07/22. 38pp. 59141:004- 
59141:040. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

—8710190083 Provides Tech Spec Branch response to recommendations per TM Novak 
870813 memo re Tech Specs on RCS depressurization equipment.Criteria for control 
of equipment by Tech Specs discussed.Byron PORV Tech Specs end. 

BUTCHER,E.J. Technical Specifications Branch. 87/10/14. BERLINGER.C.H. Generic 
Communications Branch. 3pp. 59135:133-59135:135. 

-9109130112 Summarizes discussion w/Saiem Licensee on Generic Ltr 87-09 re appli¬ 
cation of TS requirements. Requests further mgt review. 

DUNNING,T. Technical Specifications Branch. 91/03/29. EMCH.R. Technical Specifi¬ 
cations Branch. 3pp. 59135:130-59135:132. 

9109110100 Discussed App R cable wrap status update re completion of engineering & 
installation milestones. 

CRIMMINS.T.M, Public Service Electric & Gas Co. of New Jersey. 91/08/27. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59099:297-59099:298. 

9109160126 Forwards Amends 130 & 109 to Licenses DPR-70 & DPR-75. respectively 
& safety evaluation.Amend modifies TS Section 3.5.1,Surveillance Requirement 4.5.1.c 
re ECCS accumulator isolation valve power lockout switches. 

STONE.J.C. Project Directorate 1-2. 91/09/05. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59108:079-59108:092. 

-9109160128 Amends 130 & 109 to Licenses DPR-70 & DPR-75,respectively, modifying 
TS Section 3.5.1 .Surveillance Requirement 4.5.1.c re ECCS accumulator isolation 
valve power lockout switches. 

BUTLER,W.R. Project Directorate 1-2. 91/09/05. 8pp. 59108:083-59108:090. 

-9109160129 Safety evaluation supporting Amends 130 & 109 to Licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp. 
59108:091-59108:092. 

9109160265 Notification of 910924 meeting w/util to discuss issues re geomagnetic 
disturbances.Proposed agenda end. 

AGGARWAL.S.K. Electrical & Mechanical Engineering Branch (Post 880717). 91/09/ 
06. THOMPSON,F. Public Service Electric & Gas Co. of New Jersey. 2pp. 59106:005- 
59106:006. 

9109170320 Ack receipt of 910225 ltr in response to NRC 901120 ltr concerning allega¬ 
tions re potentially unacceptable matis supplied to facility.Requests retention of sup¬ 
porting documentation for 1 yr. 

BUTLER,W.R. Project Directorate 1-2. 91/09/10. BECK.G.J. Philadelphia Electric Co. 
4pp. 59118:019-59118:022. 

9109180120 Application for amends to Licenses DPR-70 & DPR-75, consisting of Li¬ 
cense Change Request 84-01,Rev 3 suppl, modifying SORC membership & quorum 
requirements. 

LABRUNA.S. Public Sendee Electric & Gas Co. of New Jersey. 91/09/10. Document 
Control Branch (Document Control Desk). 5pp. 59145:306-59145:319. 

-9109180124 Proposed Tech Specs 6.5.1 re Station Operations Review Committee. 

* Public Sendee Electric & Gas Co. of New Jersey. 91/09/10. 9pp. 59145:311- 
59145:319. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNN INGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109240091 Forwards insp repts 50-272/91-16 & 50-311/91-16 on 910520-24 & notice 
of violation.Violation concerns NRC because deficiency identification processes &/or 
corrective actions did not preclude recurrence of violation. 

HODGES.M.W. Region 1 (Post 820201). 91/08/20. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 4pp. 59173:293-59173:315. 

-9109240099 Notice of violation from insp on 910520-24.Violation noted: watertight 
doors for svc water valve rooms & surrounding areas of auxiliary bldg not adequately 
maintained. 

* Region 1 (Post 820201). 91/08/20. 2pp. 59173:297-59173:298. 

-9109240103 Insp repts 50-272/91-16 & 50-311/91-16 on 910520-24. Violations 
noted.Major areas inspected:licensee corrective actions taken in response to 900409- 
27 maint team insp findings,including 900821 violations from insps. 

CAPHTON.D.L, FINKEL.A.E., BLUMBERG.N.J. Region 1 (Post 820201). 91/08/16. 
17pp. 59173:299-59173:315. 

9109050280 AUXILIARY FEEDWATER SYSTEM RISK-BASED INSPECTION GUIDE 
FOR THE SALEM NUCLEAR POWER PLANT. 

PUGH.R., GORE.B.F., VO.T.V. Battelle Memorial Institute, Pacific Northwest Laborato¬ 
ry. FIN L-1310. NUREG/CR-5761. 91/08/31. Division of Radiation Protection & Emer¬ 
gency Preparedness (Post 870411). 34pp. 58988:336-58989:010. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250266 Requests addl info re licensee 880923 response to Bulletin 88-008, “Ther¬ 
mal Stresses in Piping Connected to RCS,” within 90 days of receipt of ltr. 

STONE,J.C. Project Directorate 1-2. 91/09/16. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 59202:008-59202:015. 

9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviations or violations noted.Major areas inspected:radiological envi¬ 
ron monitoring program,mgt control.audits & meteorological monitoring program. 
PELUSO.LA, JANG.J.C., BORES.R.J. Region 1 (Post 820201). 91/09/16. 7pp. 
59216:008-59216:014. 

9109270012 Forwards safety insp repts 50-272/91-21 & 50-311/91-21 on 910708-1 ^In¬ 
spector observed that all but one programmed enhancements implemented adequate- 

DURR.J.P. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59216:047-59216:062. 

-9109270017 Safety insp repts 50-272/91-21 & 50-311/91-21 on 910708-12. No viola¬ 
tions noted.Major areas inspected:instrumentation, procedures,tech specs,plant hard¬ 
ware & plant staff awareness re reduced RCS inventory operation. 

LOPEZ-GOLDBERG Region 1 (Post 820201). 91/08/19. 13pp. 59216:050-59216:062. 


9109190168 Ack receipt of 910104 response to 901120 ltr re allegations NRR-90-A- 
0050 pertaining to potentially unacceptable matis being supplied to facilities. 

BUTLER,W.R. Project Directorate 1-2. 91/09/10. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59146:052-59146:055. 

9109200201 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NS AC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W.D. Region 1 (Post 820201). 91/09/10. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 59171:119-59171:121. 

9109260089 Forwards amends 131 & 110 to licenses DPR-70 & DPR-75, respectively & 
safety^aluationAmends incorporate into tech specs.changes endorsed by Generic 

STONE,J.C. Project Directorate 1-2. 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59209:129-59209:181. 


R. Periodic operating reports & related correspondence 

9109090094 “Salem Generating Station Semiannual Radioactive Effluent Release 
Rept,Jan-June.” W/910830 ltr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/30. 75pp. 
59051:078-59051:152. 

9109050031 “Discharge Monitoring Rept for Jul 1991.” W/910822 ltr. 

LABRUNA.S., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /07/ 
31. CAPORALE.G. New Jersey, State of. 20pp. 58944:300-58944:319. 

9109030159 Forwards semiannual fitness-for-duty performance data for 6-month period 
ending 910630. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Document 
Control Branch (Document Control Desk). 19pp. 58994:140-58994:158. 
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9109200259 Monthly operating rept for AUg 1991 for Salem Unit 1.W/ 910913 Itr. 
SHEDLOCK.M., FEST.J. Public Service Electric A Gas Co. of New Jersey. 91/08/31. 
14pp. 59169:345-59169:358. 


S. Reportable occurrences, LERe A related correspondence 


9109030022 Special rept 91-02:on 910725,reactor trip breaker failure occurred duing 
surveillance testing of reactor trip bypass breaker.Detailed investigation rept being 
prepared & breaker being replaced. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91/08/22. Document 
Control Branch (Document Control Desk). 5pp. 58929:154-58929:158. 

9109040350 NPDES noncompliance notification:on 910801 & 07,three Loggerhead sea 
turtles impinged on circulating water sys intake trash racks.AII turtles recovered 
alive, undamaged A vigorous.Turtles tagged A released offshore. 

MILTENBERGER.S. Public Service Electric A Gas Co. of New Jersey. 91/08/27. Doc¬ 
ument Control Branch (Document Control Desk). 7pp. 58998:206-58998:212. 

9109050228 LER 91-011-00:on 910730,discovered that nonradioactive liquid waste dis¬ 
charge radiation monitoring sys channel setpoint not correct.Caused by inadequate 
design review. Design change process procedure revised.W/910828 Itr. 

POLLACK,M.J., VONDRA.C.A. Public Service Electric A Gas Co. of New Jersey. 91/ 
08/28. 6pp. 59014:003-59014:008. 

9109100337 LER 91-021-01:on 910522 A 0603,Tech Spec 3/4.8.3.1 noncompliance 
discovered.Caused by personnel error.Amend implementation event reviewed w/prior 
Tech Spec Administrator.W/910906 Itr. 

POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91/ 
09/06. 8pp. 59095:132-59095:139. 

9109100385 LER 91-026-00:on 910712,steam generator pressure protection channel 
discovered inoperable due to lead & lag switch set incorrectly.Caused by personnel 
error.Steam Generator pressure procedures revised.W/910906 Itr. 

POLLACK.M.J., VONDRA.C.A. Public Service Electric A Gas Co. of New Jersey. 91/ 
09/06. 5pp. 59095:166-59095:170. 

9109190032 NPDES noncompliance notification:on 910824,one loggerhead sea turtle 
impinged on circulation water sys intake trash racks.Turtle recovered alive,undamaged 
& vigorous.Turtle released one-half miles offshore in 20-ft of water. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91 /09/06. Doc¬ 
ument Control Branch (Document Control Desk). 5pp. 59146:338-59146:342. 

9109190250 LER 91-027-00:on 910815,two partial “Mode Op I” 1A safeguard equip¬ 
ment control cabinet signal actuations occurred.Caused by equipment failure.Chassis 
replaced & failed cards sent to mfg.W/910912 Itr. 

POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91 / 
09/12. 5pp. 59166:164-59166:168. 

9109300259 LER 91-028-00:on 910823,steam generator blowdown outlet isolation valve 
12GB4 failed closed.Caused by failure of valve actuator diaphragm.lnvestigation 
underway.Valve repair completed on 910824.W/910919 Itr. 

POLLACK.M.J., VONDRA.C.A. Public Service Electric A Gas Co. of New Jersey. 91 / 
09/19. 4pp. 59263:247-59263:250. 


V. Operator Examinations 


9109040110 Informs of RO licensing exams scheduled for 911216-20 A forwards ref 
matl requirements,requirements for administration of exams,NRC rules & guidelines & 
requirements for facility review. 

ESELGROTH.P.W. Region 1 (Post 820201). 91/08/28. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 12pp. 58936:021-58936:032. 

9109270035 Extends invitation to attend power reactor operator license examiners/ 
training manager meeting in Region I on 911106-07. Meeting purpose is to provide 
forum for discussion of various topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 5pp. 59216:157-59216:161. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9109050057 Responds to NRC 910819 Itr re violations noted in insp rept 50-274/91- 
01.Corrective actions:flow meter calibr requirement added to perpetual activity calen¬ 
dars & facility emergency plan revised. 

SMITH,D.B. Interior, Dept, of, Geological Survey. 91/08/22. Region 4 (Post 820201). 
5pp. 59026:350-59026:354. 

9109120243 Advises that changes to emergency plan,submitted via 910805 Itr.maintain 
compliance w/10CFR50,App t & acceptable. 

ADAMS,A. Non-Power Reactors, Decommissioning A Environmental Proj. Dir. (Post 
901216). 91/09/06. DEBEY,T. Interior, Dept, of, Geological Survey. 3pp. 59095:358- 
59095:360. 


P. Operating license stage documents & correspondence 

9109180010 Forwards request for addl info re licensee application to update SAR for 
USGS TRIGA Mark I reactor facility dtd 910807. 

ADAMS,A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/09/10. SMITH,D. Interior, Dept. of. 5pp. 59133:334-59133:338. 

9109280104 Provides response to 910910 request for addl info re review of SAR update 
request.Result compared w/data from NUREG-0851 for Ar-41 total body dose. 

SMITH,D.B. Interior, Dept, of, Geological Survey. 91/09/19. Document Control Branch 
(Document Control Desk). 11pp. 59217:228-59217:238. 


Q. Inspection reports, IE Bulletins A correspondence 

9109050057 Responds to NRC 910819 Itr re violations noted in insp rept 50-274/91- 
01.Corrective actions:flow meter calibr requirement added to perpetual activity calen¬ 
dars A facility emergency plan revised. 

SMITH,D.B. Interior, Dept, of, Geological Survey. 91/08/22. Region 4 (Post 820201). 
5pp. 59026:350-59026:354. 

9109050026 Concurs w/request to reschedule enforcement conference to 911009 on 
insp rept 50-274/91 -01. 

BEACH,A.B. Region 4 (Post 820201). 91/08/27. SMITH,D.B. Interior, Dept, of, Geo¬ 
logical Survey. 2pp. 58944:298-58944:299. 


S. Reportable occurrences, LERs & related correspondence 

9109100002 RO:analog-capable safety channel of reactor inoperable during reactor 
operation.Caused by broken connection in high voltage cable for neutron 
detector.Reactor shutdown A secured. 

KOCHER.C.W. Dow Chemical Co. 91/08/30. Office of Nuclear Reactor Regulation, 
Director (Post 870411). Ip. 59077:326-59077:326. 

9109100154 RO:on 910830 analog scram-capable safety channel of Dow TRIGA Re¬ 
search Reactor found to be not operating during power-up operation of 
reactor.Caused by broken connection in high-voltage cable for neutron 
detector.Broken cable fixed. 

KOCHER.C.W. Interior, Dept, of. Geological Survey. 91/09/03. Document Control 
Branch (Document Control Desk). 2pp. 59082:276-59082:277. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9109040368 Forwards public version of revised EPIPs,consisting of Rev 20 to EP R- 
1,Rev 18 to EP M-1 & Rev 9 to EP RB-8. 

WOMACK, LF. Pacific Gas & Electric Co. 91/08/08. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58982:237-58982:308. 

—9109040376 Public version of revised EPIPs,consisting of Rev 20 to EP R-1,Rev 18 to 
EP M-1 & Rev 9 to EP RB-8. 

* Pacific Gas & Electric Co. 91/08/08. 67pp. 58982:240-58982:308. 

9109120264 Forwards Public version of revised EPIPs,including Rev 18 to EP G-3,Rev 
12 to EP EF-1 A Rev 10 to EP EF-4. 

WOMACK,LF. Pacific Gas & Electric Co. 91/08/15. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59111:244-59111:330. 

-9109120265 Public version of revised EPIPs,including Rev 18 to EP G-3, Rev 12 to EP 
EF-1 & Rev 10 to EP EF-4. 

* Pacific Gas A Electric Co. 91/08/15. 82pp. 59111:250-59111:330. 

9109160272 Forwards public version of revised Corporate Emergency Response Plan 
Implementing Procedures,including Rev 11 to 1.1,Rev 6 to 1.2,Rev 5 to 3.1,Rev 11 to 
3.2,Rev 6 to 3.4, Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/08/19. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59106:023-59106:216. 

—9109160277 Public version of revised Corporate Emergency Response Plan Imple¬ 
menting Procedures,including Rev 11 to 1.1,Rev 6 to 1.2,Rev 5 to 3.1,Rev 11 to 
3 .2,Rev 6 to 3.4,Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 

* Pacific Gas & Electric Co. 91/08/19. 200pp. 59106:028-59106:216. 

9109100360 Forwards public version of revised EPIPs,including Rev 12 to EP M-4,Rev 
12 to EP EF-1,Rev 5 to EP RB-15:F & Rev 3 to EP AD-2/NOS-4.1.6.W/910903 
memo. 

WOMACK,LF. Pacific Gas A Electric Co. 91 /08/20. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59079:017-59079:141. 

-9109100374 Forwards public version of revised EPIPs,including rev 12 to EP M-4,rev 
12 to EP EF-1,rev 5 to EP RB-15:F A rev 3 to EP AD-2/NOS-4.1.6. 

TOWNSEND,J. Pacific Gas A Electric Co. 91/07/30. 120pp. 59079:022-59079:141. 

9109110188 Ack receipt of Changes 17-5 A 17-6 to facility physical security plan,dtd 
Mar 1974.Determined that portions of plan consistent w/10CFR50.54(p).One change 
decreased effectiveness of plan A is not acceptable. 

SCARANO.R.A. Region 5 (Post 820201). 91/09/05. SHIFFER.J.D. Pacific Gas A Elec¬ 
tric Co. 3pp. 59099:177-59099:179. 

9109260100 Forwards public version of revised EPIPs,including Rev 18 to EP G-3 A 
Rev 2 to EP OR-3.W/910919 release memo. 

WOMACK,L.F. Pacific Gas A Electric Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59209:186-59209:208. 

-9109260103 Public version of revised EPIPs,including Rev 18 to EP G-3 A Rev 2 to EP 
OR-3. 

* Public Service Electric A Gas Co. of New Jersey. 91/08/19. 19pp. 59209:191- 
59209:208. 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

9109260181 Provides views re Hosgri Fault,including possible effects on facility. 
PAGE.B. Stanford Univ., Stanford, CA. 91/07/23. SIESS.C.P. Affiliation Not Assigned. 
2pp. 59221:295-59221:296. 


P. Operating license stage documents A correspondence 

9109050139 Responds to 910506 request for addl info re station blackout A discusses 
impact of installation of sixth EDG on station blackout required coping duration. 
SHIFFER.J.D. Pacific Gas A Electric Co. 91/08/15. Document Control Branch (Docu¬ 
ment Control Desk). 21pp. 59030:252-59030:272. 
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9109040443 Forwards proposed FR notice re ACRS subcommittee on extreme external 
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic 

Ko8d!h. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
5pp. 58981:248-58981:254. 

—9109040447 Notice of ACRS subcommittee on extreme external phenomena meeting 
on 910916 & 17 re long-term seismic reevaluation program. 

QUITTSCHREIBER ACRS - Advisory Committee on Reactor Safeguards. 91/08/19. 
2pp. 58981:253-58981:254. 

9109050051 Forwards documents re NRC review of util long-term seismic program,for 
info 8 use. 

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 58993:291-58994:015. 

-9109050056 Forwards “Random-Effects Analysis of Near-Source Ground Motion for 
Diablo Canyon Power Plant Site,San Luis Obispo County.CA,” final reptRept super¬ 
cedes previous Itr repts on 910522,29 & 0610. 

CAMPBELL.K.W. Dames & Moore. 91/08/04. SOBEL.P. NRC - No Detailed Affiliation 
Given, ip. 58993:295-58993:295. 

-9109050058 “Random-Effects Analysis of Near-Source Ground Motion for Diablo 
Canyon Power Plant Site,San Luis Obispo County.CA.” 

CAMPBELL, K.W. Dames & Moore. 91/07/25.81pp. 58993:296-58994:015. 

9109050076 Grants relief request from requirement of ASME section XI, subsections 
IWP-3300 8 IWP-3500(b) to annually measure bearing temp of all pumps in inservice 

ROOTS,TO Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas 8 Electric Co. 
4pp. 58993:261-58993:264. 

9109060029 Forwards “Diablo Canyon,Unit 1 Reactor Containment Bldg Integrated 
Leakage Rate Test,” including figures 8 Appendices D.E 8 F which were inadvertently 
omitted from original. 

SHIFFER.J.D. Pacific Gas 8 Electric Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59033:135-59033:227. 

-9109060030 “Diablo Canyon,Unit 1 Reactor Containment Bldg Integrated Leakage 
Rate Test,” including figures 8 Appendices D,E 8 F which were inadvertently omited 
from original submittal. 

* Pacific Gas 8 Electric Co. 91/06/30.125pp. 59033:136-59033:227. 

9109230175 Forwards amends 65 8 64 to licenses DPR-80 8 DPR-82, respectively 8 
safety evaluation.Amends revise TS to provide surveillance requirement 8 addl margin 
for difference between min 8 max individual injection line flows. 

ROOD.H. Project Directorate V. 91/09/05. SHIFFER.J.D. Pacific Gas 8 Electric Co. 
4pp. 59201:028-59201:057. 

—9109230160 Amends 65 8 64 to licenses DPR-80 8 DPR-82,respectively, revising TS 
to provide surveillance requirement 8 addl margin for difference between min 8 max 
individual injection line flows. 

DYER.J.E. Project Directorate V. 91/09/05.14pp. 59201:032-59201:045. 

-9109230185 Safety evaluation supporting amends 65 8 64 to licenses DPR-80 8 DPR- 

^C^DTof^uclear Reactor Regulation, Director (Post 870411). 91/09/05. 12pp. 
59201:046-59201:057. 

9109230119 Forwards Amends 66 8 65 to licenses DPR-80 8 DPR-82, respectively 8 
safety evaluation.Amends revise Tech Specs re snubber visual insp intervals,per Ge¬ 
neric Ltr 90-09. 

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas 8 Electric Co. 
4pp. 59186:347-59187:015. 

-9109230125 Amends 66 8 65 to licenses DPR-80 8 DPR-82,respectively, revising 
Tech Specs 8 associated bases re snubber visual insp intervals,per generic ltr 90-09. 
DYER,IE. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012. 

-9109230128 Safety evaluation supporting amends 66 8 65 to licenses DPR-80 8 DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp. 
59187:013-59187:015. 

9109270054 Forwards NRC SER re masonry walls at facility. 

ZIMMERMAN,R.P. Region 4 (Post 820201). 91/09/18. SHIFFER.J.D. Pacific Gas 8 
Electric Co. 9pp. 59216:259-59216:267. 


q. Inspection reports, IE Bulletins 8 cotr < wprffl tittnc s 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end 

CUNNINGHAM,R.E. Division of Industrial 8 Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 56923:091-58923:159. 

9109050142 Responds to NRC Itr re violations noted In Insp Repts 50-275/91-07 8 50- 
323/91-07 on 910422 8 0524.Corrective actionsxontebts first violation re Surveillance 
Test Procedures M-918 M-9A, “Diesel Engine Generator....’’ 

SHIFFER.J.D. Pacific Gas 8 Electric Co. 91/08/19. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59025:326-59025:331. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list fflcj 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050076 Grants relief request from requirement of ASME section XI, subsections 
IWP-3300 8 IWP-3500(b) to annually measure bearing temp of all pumps in inservice 

R00D,OrSt Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas 8 Electric Co. 
4pp. 58993:261-58993:264. 


9109030176 Revised notification of significant open meeting on 910827 in Avila 
Beadh.CA w/licensee to conduct SALP meeting. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/22. Region 5 (Post 820201). 4pp. 
58952:325-58952:328. 

9109110240 Forwards Insp Repts 50-275/91-20 8 50-323/91-20 on 910608- 0722.No 
violations noted.Several instances where personnel made errors in work clearances 8 
surveillance testing identified. 

RICH ARDS,S.A. Region 5 (Post 820201). 91/08/22. SHIFFCR.J.D. Pacific Gas 8 
Electric Co. 3pp. 59092:174-59092:191. 

-9109110243 insp Repts 50-275/91-20 8 50-323/91-20 on 910608-0722.No violations 
noted.Major areas inspected:followup of onsite events,open items,LERs 8 selected in¬ 
dependent insp activities. 

MORRILL,P.J. Region 5 (Post 820201). 91/08/19.16pp. 59092:177-59092:191. 

9100040436 Summary of 910715 meeting w/util in Rockvilie.MD re NRC Staff questions 
resulting from recent insp of commercial dedication of 6th diesel generator at util.List 
of attendees 8 viewgraphs end. 

ROOD.H. Project Directorate V. 91/08/23. Project Directorate V. 37pp. 58981:281- 
58981:317. 

9109270106 Discusses final SALP 8 mgt meeting repts 50-275/91-26 8 50-323/91-26 
on 910827.Ongoing improvement initiatives supported. 

MARTIN.J.B. Region 4 (Post 820201). 91/09/05. SHIFFER.J.D. Pacific Gas 8 Electric 
Co. 3pp. 59217:075-59217:082. 

-9109270109 Mgt meeting insp repts 50-275/91-26 8 50-323/91-26 on 910827.Major 
areas discussed:SALP rept for Jan 1990 - June 1991. 

RICHARDS.S.A. Region 4 (Post 820201). 91/09/05. 5pp. 59217:078-59217:082. 

9109230119 Forwards Amends 66 8 65 to licenses DPR-80 8 DPR-82, respectively 8 
safety evaluation.Amends revise Tech Specs re snubber visual insp intervals,per Ge- 
nerfc Ltr 90 r 09 

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas 8 Electric Co. 
4pp. 59186:347-59187:015. 

-9109230125 Amends 66 8 65 to licenses DPR-80 8 DPR-82,respectively, revising 
Tech Specs 8 associated bases re snubber visual insp intervals,per generic Itr 90-09. 
DYER.J.E. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012. 

-9109230128 Safety evaluation supporting amends 66 8 65 to licenses DPR-80 8 DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp. 
59187:013-59187:015. 

9109230149 Notification of contract execution,mod 2,Task Order 15,to “Nuclear Power 
Reactor Operations,Mod 8 Maint Insp Svc.” Contractor Parameter, I nc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1342-0. 91/09/ 
12. SCHWINK.W.S. Planning, Program 8 Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59191:140-59191:143. 

-9109230152 Ltr contract NRC-03-89-027,mod 2 to Task Order 15, “Technical Assist¬ 
ance for Investigation of Allegations re Mechanical 8 Measurement 8 Testing 
Equipment,Diablo Canyon Units 1 8 2,” to “Nuclear Power Reactor Operations...." 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:141-59191:143. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59283:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109050088 Forwards fitness-for-duty performance rept for period Jan- June 1991 .Per¬ 
formance data has been analyzed 8 mgt actions taken to enhance subj program. 
SHIFFER.J.D. Pacific Gas 8 Electric Co. 91 /08/27. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 59031:062-59031:068. 

9109050264 Forwards “Semiannual Radioactive Effluent Release Rept Jan- June 1991 
for Diablo Canyon Units 1 8 2.” 8 corrected pages to “Semiannual Effluent Release 
Rept Second Half 1990.” 

WOMACK,LF. Pacific Gas 8 Electric Co. 91 /08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59018:190-59018:348. 

-9109050270 Corrected pages for Units 18 2 “Semiannual Radioactive Effluent Re¬ 
lease Rept for Second Half 1990.” 

* Pacific Gas 8 Electric Co. 90/12/31. 4pp. 59018:192-59018:195. 

-9109050274 “Semiannual Radioactive Effluent Release Rept for Jan-Jun 1991 for 
Diablo Canyon Power Plant Units 1 8 2.“ 

* Pacific Gas 8 Electric Co. 91/06/30. 298pp. 59018:196-59018:346. 

9109170260 Monthly operating repts for Aug 1991 for Diablo Canyon Units 1 8 2.W/ 
910915 Itr. 

JOYCE,T.C., TOWNSEND,J.D. Pacific Gas 8 Electric Co. 91/06/31. 11pp. 59121:253- 
59121:263. 


S. Reportable occurrences, LERs 8 related correspondence 

9109050102 Forwards EGG-HFRU-9476, ‘Trip Rept: Onsite Analysis of Human Factors 
of Event at Diablo Canyon 1 on 910517 (Reactor Trip 8 Safety Injection).” 
ROSENTHAL,J.E. Reactor Operations Analysis Branch. 91/08/23. NOVAK,T.M. Divi¬ 
sion of Safety Programs (Post 870413). 3pp. 58993:232-58993:259. 

-9109050126 ‘Trip Rept Onsite Analysis of Human Factors of Event at Diablo Canyon 
1 on 910517 (Reactor Trip 8 Safety Injection) ” 

MEYER,O. EG8G Idaho, Inc. (subs, of EG8G, Inc.). MEYER,O. Idaho National Engi¬ 
neering Laboratory. EGG-HFRU-9476. 91/08/31. Office for Analysis 8 Evaluation of 
Operational Data, Director. 25pp. 58993:235-58993:259. 
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9109170215 LER 91-013-00:on 910810,containment ventilation isolation occurred during 
maint.Caused by personnel error. I&C maint bulletin discussing event & policy empha¬ 
sizing importance of stop work issued.W/910906 Itr. 

HUG.M.T., SHIPPER,J.D. Pacific Gas & Electric Co. 91/09/06. 6pp. 59157:083- 
59157:088. 

9109270069 PNO-V-91-022:on 910917,earthquake occurred,causing ground motion that 
was felt in administration & auxiliary bldgs.No adverse effect on faculty observed.State 
& local officials notified. 

MORRILL,P. Region 5 (Post 820201). 91/09/17. Ip. 59216:316-59216:316. 

9109240361 LER 89-019-01 :on 910118,fuel handling bldg (FHB) ventilation sys declared 
inoperable during fuel movement due to bldg seal degradation.Supply flow in PHB re¬ 
duced & PHB movable wall sealed w/fixed portion of wall.W/910929 Itr. 

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/09/19. 7pp. 59252:239- 
59252:245. 

9109270195 LER 90-009-00:on 900322,limitorque motor operator spring pack relaxation 
occurred.Caused by improper heat treatment of springs.MOV overhaul procedures re¬ 
vised to require as found diagnostic data.W/910923 Itr. 

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/09/23. 9pp. 59263:226- 
59263:234. 


T. Hearing transcripts on non-antitrust matters 

9109200282 Transcript of ACRS Subcommittee on Extreme Phenomena Diablo Canyon 
Long Term Seismic Program Presentation of Results on 910916 in San Luis 
Obispo,CA.Pp 1-295. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/16. 295pp. 59190:017- 
59190:343. 

9109200284 Transcript of ACRS Subcommittee on Extreme External Phenomena Diablo 
Canyon Long Term Seismic Program Presentation of Results on 910917 in San Luis 
Obispo,CA. Pp 296-519. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/17. 223pp. 59187:064- 
59188:234. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9109170210 Advises that revised Apr 1991 changes to physical security 
plan,transmitted via 910427 Itr,consistent w/provisions of l0CFR50.54(p) & accepta¬ 
ble for inclusion into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. BECK.G.J. Philadelphia Electric Co. 
3pp. 59127:105-59127:107. 

9109030206 Revised EPIPs,including rev 2 to ERP-120,rev 4 to ERP-130, rev 5 to ERP- 
140,rev 7 to ERP-200,rev 0 to ERP-205,rev 6 to ERP-230,rev 8 to ERP-250,rev 9 to 
ERP-260 & rev 3 to ERP-700. 

BECK.G.J. Philadelphia Electric Co. 91/08/21. Document Control Branch (Document 
Control Desk). 180pp. 58928:197-58929:038. 

9109040036 Forwards insp repts 50-277/91-21 & 50-278/91-21 on 910709- 0803.No 
violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 91/08/26. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58935:117-58935:154. 

-9109040067 Insp repts 50-277/91-21 & 50-278/91-21 on 910709-0803.No violations 
noted.Major areas inspected:backshift & deep backshift review of accessible portions 
of units 2 & 3, operational safety,radiation protection & physical security. 
DOERFLEIN.L.T. Region 1 (Post 820201). 91/08/26. 35pp. 58935:120-58935:154. 

9109090017 Forwards FEMA 910724 Itr which transmitted Region III rept for 900207 full 
participation exercise at Peach Bottom Atomic Power Station.No deficiencies noted 
during exercise. However,22 areas requiring corrective action identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59001:015-59001:144. 

-9109090022 “Radiological Emergency Preparedness Exercise Evaluation Rept." 

* Federal Emergency Management Agency. 90/11/27. 126pp. 59001:019-59001:144. 

9109250028 Forwards public version of revised EPIPs,including Rev 4 to ERP-220,Rev 
7 to ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810.W/910919 release memo. 
BECK.G.J. Philadelphia Electric Co. 91 /09/05. Document Control Branch (Document 
Control Desk). 3pp. 59202:036-59202:101. 

-9109250033 Public version of revised EPIPs,including Rev 4 to ERP-220, Rev 7 to 
ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810. 

* Philadelphia Electric Co. 91/09/05. 62pp. 59202:040-59202:101. 

9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730- 
0822.No violations noted.One exercise weakness identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 59225:085-59225:103. 

-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.No violations 
noted.One exercise weakness identified.Major areas inspected:observation of licensee 
1991 partial- participation exercise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/16. 15pp. 59225:089- 
59225:103. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec 
3.0.D.Tech Spec applies uniformly to any equipment having both normal & emergency 
power sources. 

CALVO.J.A. Technical Specifications Branch. 90/07/10. BUTLER,W.R. Project Direc¬ 
torate 1-2. 3pp. 59135:204-59135:205. 
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9109030071 Informs of intention to become user of NRC certified package & that QA 
program satisfies required provisions. 

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety & 
Safeguards. 2pp. 58927:040-58927:041. 

9109050004 Informs that JW Shea replaced PD Milano as acting project manager for 
plant 

BUTLER.W.R. Project Directorate 1-2. 91/08/21. BECK.G.J. Philadelphia Electric Co. 
3pp. 58994:026-58994:028. 

9109050049 Forwards corrected Tech Spec pages for amends 160 & 162 to licenses 
DPR-44 & DPR-56,respectively re core & containment cooling sys surveillance re- 
uirements 

HEA.J.W. Project Directorate 1-2. 91/08/21. BECK.G.J. Philadelphia Electric Co. 2pp. 
59009:246-59009:252. 

-9109060193 Errata to amends 160 & 162 to licenses DPR-44 & DPR-56, 
respectively,consisting of revised Tech Specs re core & containment cooling sys sur¬ 
veillance requirements. 

* NRC - No Detailed Affiliation Given. 91/08/21. 5pp. 59009:248-59009:252. 

9109040427 Forwards “Peach Bottom Atomic Power Station Units 1 & 2 Semiannual 
Effluent Release Rept for Jan-June 1991” & Rev 4 to ODCM. 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59010:211-59010:271. 

-9109040429 Rev 4 to ODCM. 

* Philadelphia Electric Co. 91/06/06. 46pp. 59010:227-59010:271. 

9109130061 Summary of 910827 meeting w/util in Rockville.MD re licensee efforts to 
solve persistent marginal performance problems in ESW sys. Enel provides list of 
meeting participants,copy of licensee meeting handout & sample sensitivity format. 
SHEA.J.W. Project Directorate 1-2. 91/09/04. Project Directorate 1-2. 26pp. 
59105:191-59105:216. 

9109160165 Forwards summary of 910827 meeting w/util to discuss efforts to solve 
persistent marginal performance problems in ESW. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/09/05. 
HELWIG,D.R. Philadelphia Electric Co. 4pp. 59108:093-59108:121. 

9109200099 Provides progress of Region I 910220-21 engineering symposium action 
items.including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59156:212-59156:214. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030285 Notification of significant licensee meeting 91-109 w/util on 910917 to 
present SALP. 

DOERFLEIN,L.T. Region 1 (Post 820201). 91/08/26. Region 1 (Post 820201). 3pp. 
58952:319-58952:32f. 

9109040036 Forwards insp repts 50-277/91-21 & 50-278/91-21 on 910709- 0803.No 
violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 91/08/26. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58935:117-58935:154. 

-9109040067 Insp repts 50-277/91-21 & 50-278/91-21 on 910709-0803.No violations 
noted.Major areas inspected:backshift & deep backshift review of accessible portions 
of units 2 & 3, operational safety,radiation protection & physical security. 
DOERFLEIN.LT. Region 1 (Post 820201). 91/08/26. 35pp. 58935:120-58935:154. 

9109040407 Responds to NRC 910722 Itr re violations noted in insp rept 50-277/91-20 
& 50-278/91-20 on 910609-0708.Corrective actions:administrative procedure prepara¬ 
tion under rev. 

MILLER,D.B. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 59010:272-59010:278. 

9109120220 Responds to NRC 910731 Itr re violations noted in insp repts 50-277/91-16 
& 50-278/91-16 on 910423-0608.Corrective actions:design basis document program 
in process consolidating pertient design basis info for each sys. 

MILLER,D.B. Philadelphia Electric Co. 91/09/09. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59100:353-59100:358. 

9109240304 Forwards safety insp rept 50-277/91-24 &50-278/91-24 on 910715-19 & 
notice of violation. 

DURR.J.P. Region 1 (Post 820201). 91/09/12. SMITH,D.M. Philadelphia Electric Co. 
2pp. 59184:225-59184:235. 

-9109240360 Notice of violation from insp on 910715-19.Violation noted: high pressure 
coolant injection sys was considered operable even though concerns not resolved & 
final mod turnover form not signed by superintent of operations or designee. 

* Region 1 (Post 820201). 91/09/12. Ip. 59184:227-59184:227. 

-9109240363 Safety insp repts 50-277/91-24 & 50-278/91-24 on 910715-19. Violations 
noted.Major areas inspected:site mods,nuclear engineering dept program interface w/ 
facility personnel, staffing,training & organization. 

MCBREARTY.R.A., GRAY.E.H. Region 1 (Post 820201). 91/08/21. 8pp. 59184:228- 
59184:235. 
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9109240011 Notification of 910923 meeting w/util in King of Prussia, PA re facility SALP 

DOERFLEIn!£t. Region 1 (Post 820201). 91/09/13. Region 1 (Post 820201). 3pp. 
59172:061-59172:063. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV QE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require¬ 
ments of bulletin & acceptable. 

SHEA.J.W. Project Directorate 1-2. 91/09/17. BECK.G.J. Philadelphia Electric Co. 8pp. 
59208:133-59208:140. 

9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730- 
0822.No violations noted.One exercise weakness identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 59225:085-59225:103. 


9109240081 PNO-I-91-O66:on 910912,licensee discovered that cable suspending jet 
pump assembly stored in spent fuel pool broke.Caused by jet pump assembly falling 
between 3 & 6 ft. Jet pump assembly removed & properly positioned in place. 
LYASH.J., DOERFLEIN.L. Region 1 (Post 820201). 91/09/13. 2pp. 59173:200- 
59173:201. 


V. Operator Examinations 

9109100315 Forwards comment summary of reactor operator & senior reactor operator 
license written exam administered on 910826. 

MILLER,D.B. Philadelphia Electric Co. 91/09/03. CONTE Region 1 (Post 820201). 
13pp. 59082:315-59082:327. 

9109270039 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,W.M. Region 1 (Post 820201). 91/09/19. SMITH,D.M. Philadelphia Electric 
Co. 5pp. 59216:176-59216:180. 


-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.No violations 
noted.One exercise weakness identified.Major areas inspected:observation of licensee 
1991 partial- participation exercise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/16. 15pp. 59225:089- 
59225:103. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 
F. Security, medical, emergency & fire protection plans 


9109270046 Forwards insp repts 50-277/91-23 & 50-278/91-23 on 910708- 12.Failure 
to take effective corrective action in response to previously identified problems in sur¬ 
veillance testing area identified. _ , ^ 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/09/18. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 59216:204-59216:219. 

-9109270051 Insp repts 50-277/91-23 & 50-278/91-23 on 910708-12.No violations 
noted.Major areas inspected:surveillance test program. 

FINKELA, TAYLOR,D., BLUMBERG.N.J. Region 1 (Post 820201). 91/09/13. 13pp. 
59216:207-59216:219. 


R. Periodic operating reports & related correspondence 

9109050223 Forwards fitness-for-duty program performance data for period Jan-June 
1991,per 10CFR26.71(d). 

BECK.G.J. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 19pp. 59019:316-59019:332. 

9109040427 Forwards “Peach Bottom Atomic Power Station Units 1 & 2 Semiannual 
Effluent Release Rept for Jan-June 1991 ” & Rev 4 to ODCM. 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59010:211-59010:271. 

-9109040428 "Peach Bottom Atomic Power Station Units 1 & 2 Semiannual Effluent 
Release ReptJan-June 1991.” 

* Philadelphia Electric Co. 91/06/30.14pp. 59010:213-59010:226. 

-9109040429 Rev 4 to ODCM. 

* Philadelphia Electric Co. 91/06/06. 46pp. 59010:227-59010:271. 

9109040507 Forwards corrected solid radwaste portion of, “Semiannual Effluent Re¬ 
lease Rept for Jul-Dec 1990." Error in total curie content of Class A dewatered resin 
wfisto stream corrected 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59008:357-59008:358. 

-9109040508 Corrected solid radwaste portion of "Semiannual Effluent Release Rept 
for Jul-Dec 1990.” 

* Philadelphia Electric Co. 90/12/31. Ip. 59008:358-59008:358. 

9109160336 Monthly operating repts for Aug 1991 for Peach Bottom Atomic Power Sta¬ 
tion Units 1 & 2.W/910913 Itr. 

BARON,M.J., MILLER,D.B. Philadelphia Electric Co. 91/08/31. 14pp. 59119:087- 
59119:100. 


S. Reportable occurrences, LERs & related correspondence 


9109170210 Advises that revised Apr 1991 changes to physical security 

S ian,transmitted via 910427 Inconsistent w/provisions of 10CFR50.54(p) & accepta- 
le for inclusion into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. BECK.G.J. Philadelphia Electric Co. 
3pp. 59127:105-59127:107. 

9109030206 Revised EPIPs,including rev 2 to ERP-120,rev 4 to ERP-130, rev 5 to ERP- 
140,rev 7 to ERP-200,rev 0 to ERP-205,rev 6 to ERP-230,rev 8 to ERP-250,rev 9 to 
ERP-260 & rev 3 to ERP-700. 

BECK.G.J. Philadelphia Electric Co. 91 /08/21. Document Control Branch (Document 
Control Desk). 180pp. 58928:197-58929:038. 

9109040036 Forwards insp repts 50-277/91-21 & 50-278/91-21 on 910709- 0803.No 
violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 91/08/26. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58935:117-58935:154. 

-9109040067 Insp repts 50-277/91-21 & 50-278/91-21 on 910709-0803.No violations 
noted.Major areas inspected:backshift & deep backshift review of accessible portions 
of units 2 & 3, operational safety,radiation protection & physical security. 
DOERFLEIN.L.T. Region 1 (Post 820201). 91/08/26. 35pp. 58935:120-58935:154. 

9109090017 Forwards FEMA 910724 Itr which transmitted Region III rept for 900207 full 
participation exercise at Peach Bottom Atomic Power Station. No deficiencies noted 
during exercise. However,22 areas requiring corrective action identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59001:015-59001:144. 

-9109090022 "Radiological Emergency Preparedness Exercise Evaluation Rept." 

* Federal Emergency Management Agency. 90/11/27. 126pp. 59001:019-59001:144. 

9109250028 Forwards public version of revised EPIPs.including Rev 4 to ERP-220,Rev 
7 to ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810.W/910919 release memo. 
BECK.G.J. Philadelphia Electric Co. 91 /09/05. Document Control Branch (Document 
Control Desk). 3pp. 59202:036-59202:101. 

-9109250033 Public version of revised EPIPs.including Rev 4 to ERP-220, Rev 7 to 
ERP-230,Rev 7 to ERP-510 & Rev 4 to ERP-810. 

* Philadelphia Electric Co. 91/09/05. 62pp. 59202:040-59202:101. 

9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730- 
0822.No violations noted.One exercise weakness identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 59225:085-59225:103. 

-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.No violations 
noted.One exercise weakness identified.Major areas inspected'.observation of licensee 
1991 partial- participation exercise. 

AMATO,C.G. Region 1 (Post 820201). 91/09/16.15pp. 59225:089-59225:103. 


9109030203 LER 91-025-00:on 910728,isolation of HPCI sys occurred during perform¬ 
ance of surveillance testresultina in ESF actuation.Caused by failure to follow proce¬ 
dures & procedural weaknesses.Procedures revised.W/910826 Itr. 

FULVIO,A.A., POWER,K. Philadelphia Electric Co. 91/08/26. 5pp. 58981:156- 

58981:160. 

9109030207 LER 91 -026-00:on 910727,actuations occurred on primary containment iso¬ 
lation sys when 4 KV emergency bus transferred to startup feed.Caused by Phase B 
arcing. Isolations reset & disconnect repaired.W/910826 Itr. 

FULVIOAA., POWER,K. Philadelphia Electric Co. 91/08/26. 4pp. 58981:161- 

58981:164. 

9109030215 LER 91-027-00:on 910730,discovered that half Group IV HPCI sys isolation 
signal not manually inserted from 910729-30. Caused by planning weaknesses & lack 
of guidance.Temp switches replaced & investigation underway.W/910826 Itr. 
FULVIO.AA, POWER,K. Philadelphia Electric Co. 91/08/26. 4pp. 58980:065- 

58980:068. 

9109100230 LER 91 -028-00:on 910805,reactor scram occurred due to turbine trip from 
moisture separator high level.Caused by personnel error.Event discussed w/involved 
individuals & pertinent info will be provided to personnel.W/910904 Itr. 

FULVIOAA., POWERS.K. Philadelphia Electric Co. 91/09/04. 6pp. 59095:191- 

59095:196. 

9109130199 LER 91 -029-00:on 910824,half scram occurred when ’B’ RPS Motor Gener¬ 
ator set output breaker tripped.Caused by broken wire inside rheostat & less than ade¬ 
quate rheostat installation.Rheostat replaced. W/910911 Itr. 

FULVIOAA., POWERS.K. Philadelphia Electric Co. 91/09/11. 4pp. 59116:122- 

59116:125. K 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec 
3.0.D.Tech Spec applies uniformly to any equipment having both normal & emergency 
power sources. 

CALVO.J.A. Technical Specifications Branch. 90/07/10. BUTLER,W.R. Project Direc¬ 
torate 1-2. 3pp. 59135:204-59135:205. 

9109030071 Informs of intention to become user of NRC certified package & that QA 
program satisfies required provisions. 

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety & 
Safeguards. 2pp. 58927:040-58927:041. 

9109050004 Informs that JW Shea replaced PD Milano as acting project manager for 
plant 

BUTLER,W.R. Project Directorate 1-2. 91/08/21. BECK.G.J. Philadelphia Electric Co. 
3pp. 58994:026-58994:028. 

9109050049 Forwards corrected Tech Spec pages for amends 160 & 162 to licenses 
DPR-44 & DPR-56,respectively re core & containment cooling sys surveillance re¬ 
quirements 

SHEA.J.W. Project Directorate 1-2. 91/08/21. BECK.G.J. Philadelphia Electric Co. 2pp. 
59009:246-59009:252. 
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-9109060193 Errata to amends 160 & 162 to licenses DPR-44 & DPR-56, 
respectively,consisting of revised Tech Specs re core & containment cooling sys sur¬ 
veillance requirements. 

* NRC - No Detailed Affiliation Given. 91/08/21. 5pp. 59009:248-59009:252. 

9109040427 Forwards “Peach Bottom Atomic Power Station Units 1 & 2 Semiannual 
Effluent Release Rept for Jan-June 1991“ & Rev 4 to ODCM. 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59010:211-59010:271. 

-9109040429 Rev 4 to ODCM. 

* Philadelphia Electric Co. 91/06/06. 46pp. 59010:227-59010:271. 

9109130061 Summary of 910827 meeting w/util in Rockville,MD re licensee efforts to 
solve persistent marginal performance problems in ESW sys.EncI provides list of 
meeting participants,copy of licensee meeting handout & sample sensitivity format. 
SHEA.J.W. Project Directorate 1-2. 91/09/04. Project Directorate 1-2. 26pp. 
59105:191-59105:216. 

9109160165 Forwards summary of 910827 meeting w/util to discuss efforts to solve 
persistent marginal performance problems in ESW. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/09/05. 
HELWIG.D.R. Philadelphia Electric Co. 4pp. 59108:093-59108:121. 

9109200099 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59156:212-59156:214. 


Q. Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001 -58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091 -58979:177. 

9109030285 Notification of significant licensee meeting 91-109 w/util on 910917 to 
present SALP. 

DOERFLEIN.L.T. Region 1 (Post 820201). 91/08/26. Region 1 (Post 820201). 3pp. 
58952:319-58952:321. 

9109040036 Forwards insp repts 50-277/91-21 & 50-278/91-21 on 910709- 0803. No 
violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 91/08/26. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58935:117-58935:154. 

-9109040067 insp repts 50-277/91-21 & 50-278/91-21 on 910709-0803.No violations 
noted.Major areas inspected:backshift & deep backshift review of accessible portions 
of units 2 & 3, operational safety,radiation protection & physical security. 
DOERFLEIN.LX Region 1 (Post 820201). 91/08/26. 35pp. 58935:120-58935:154. 

9109040407 Responds to NRC 910722 Itr re violations noted in insp rept 50-277/91-20 
& 50-278/91-20 on 910609-0708.Corrective actions.administrative procedure prepara¬ 
tion under rev. 

MILLER,D.B. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 59010:272-59010:278. 

9109120220 Responds to NRC 910731 Itr re violations noted in insp repts 50-277/91-16 
& 50-278/91-16 on 910423-0608.Corrective actio ns:design basis document program 
in process consolidating pertient design basis info for each sys. 

MILLER,D.B. Philadelphia Electric Co. 91/09/09. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59100:353-59100:358. 

9109240304 Forwards safety insp rept 50-277/91-24 &50-278/91-24 on 910715-19 & 
notice of violation. 

DURR.J.P. Region 1 (Post 820201). 91/09/12. SMITH,D.M. Philadelphia Electric Co. 
2pp. 59184:225-59184:235. 

-9109240360 Notice of violation from insp on 910715-l9.Violation noted: high pressure 
coolant injection sys was considered operable even though concerns not resolved & 
final mod turnover form not signed by superintent of operations or designee. 

* Region 1 (Post 820201). 91/09/12. Ip. 59184:227-59184:227. 

-9109240363 Safety insp repts 50-277/91-24 & 50-278/91-24 on 910715-19. Violations 
noted.Major areas inspected:site mods,nuclear engineering dept program interface w/ 
facility personnel, staffing,training & organization. 

MCBREARTY.R.A., GRAY,E.H. Region 1 (Post 820201). 91/08/21. 8pp. 59184:228- 
59184:235. 

9109240011 Notification of 910923 meeting w/util in King of Prussia,PA re facility SALP 
board meeting. 

DOERFLEIN.LT. Region 1 (Post 820201). 91/09/13. Region 1 (Post 820201). 3pp. 
59172:061-59172:063. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require¬ 
ments of bulletin & acceptable. 

SHEA.J.W. Project Directorate 1-2. 91/09/17. BECK.G.J. Philadelphia Electric Co. 8pp. 
59208:133-59208:140. 


9109300048 Forwards safety insp repts 50-277/91-25 & 50-278/91-25 on 910730- 
0822.No violations noted.One exercise weakness identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 59225:085-59225:103. 

-9109300050 Insp repts 50-277/91-25 & 50-278/91-25 on 910730-0822.No violations 
noted.One exercise weakness identified.Major areas inspected:observation of licensee 
1991 partial- participation exercise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/16. 15pp. 59225:089- 
59225:103. 

9109270046 Forwards insp repts 50-277/91-23 & 50-278/91-23 on 910708- 12.Failure 
to take effective corrective action in response to previously identified problems in sur¬ 
veillance'testing area identified. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/09/18. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 59216:204-59216:219. 

-9109270051 Insp repts 50-277/91-23 & 50-278/91-23 on 910708-12.No violations 
noted.Major areas inspected:surveillance test program. 

FINKEL.A., TAYLOR,D., BLUMBERG.N.J. Region 1 (Post 820201). 91/09/13. 13pp. 
59216:207-59216:219. 


R. Periodic operating reports & related correspondence 


9109050223 Forwards fitness-for-duty program performance data for period Jan-June 
1991,per 10CFR26.71(d). 

BECK.G.J. Philadelphia Electric Co. 91 /08/27. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 19pp. 59019:316-59019:332. 

9109040427 Forwards “Peach Bottom Atomic Power Station Units 1 & 2 Semiannual 
Effluent Release Rept for Jan-June 1991" & Rev 4 to ODCM. 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59010:211-59010:271. 

-9109040428 “Peach Bottom Atomic Power Station Units 1 & 2 Semiannual Effluent 
Release Rept,Jan-June 1991.” 

* Philadelphia Electric Co. 91/06/30. 14pp. 59010:213-59010:226. 

9109040507 Forwards corrected solid radwaste portion of, “Semiannual Effluent Re¬ 
lease Rept for Jul-Dec 1990." Error in total curie content of Class A dewatered resin 
w3,stc stream corrected 

MILLER,D.B. Philadelphia Electric Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59008:357-59008:358. 

—9109040508 Corrected solid radwaste portion of “Semiannual Effluent Release Rept 
for Jul-Dec 1990.” 

* Philadelphia Electric Co. 90/12/31. Ip. 59008:358-59008:358. 

9109160336 Monthly operating repts for Aug 1991 for Peach Bottom Atomic Power Sta¬ 
tion Units 1 & 2.W/910913 Itr. 

BARON,M.J., MILLER,D.B. Philadelphia Electric Co. 91/08/31. 14pp. 59119:087- 
59119:100. 


S. Reportable occurrences, LERs & related correspondence 

9109030190 LER 91-012-00:on 910724,controlled shutdown initiated due to loss of 
auto-start capability of Div II core spray sys concurrent w/loss of LOCA signal.Caused 
by blown fuse & shorting in light socket.Fuse replaced.W/910823 Itr. 

FULVIO.A.A., POWER,K. Philadelphia Electric Co. 91/08/23. 5pp. 59009:133- 
59009:137. 

9109240081 PNO-I-91-O66:on 910912,licensee discovered that cable suspending jet 

K assembly stored in spent fuel pool broke.Caused by jet pump assembly falling 
>en 3 & 6 ft. Jet pump assembly removed & properly positioned in place. 
LYASH.J., DOERFLEIN.L. Region 1 (Post 820201). 91/09/13. 2pp. 59173:200- 
59173:201. 


V. Operator Examinations 


9109100315 Forwards comment summary of reactor operator & senior reactor operator 
license written exam administered on 910826. 

MILLER,D.B. Philadelphia Electric Co. 91/09/03. CONTE Region 1 (Post 820201). 
13pp. 59082:315-59082:327. 

9109270039 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,W.M. Region 1 (Post 820201). 91/09/19. SMITH,D.M. Philadelphia Electric 
Co. 5pp. 59216:176-59216:180. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109030080 Revised EPIPs,including rev 6 to EPIP-4.20,rev 10 to EPIP-5.01,rev 5 to 
EPIP-5.02 & rev 6 to EPIP-5.08. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/26. 32pp. 
58927:042-58927:073. 

9109030262 Forwards response to request for addl info re Tech Spec change request 
on surveillance requirements in event of inoperable fire detectors in containment. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk). 4pp. 58952:315-58952:318. 

9109160017 Forwards insp rept 50-280/91-23 & 50-281/91-23 on 910729- 0802.No vio¬ 
lations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/03. STEWART,W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59096:316-59096:331. 
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-9109160023 Insp repts 50-280/91-23 & 50-281/91-23 on 910729-0802.No violations 
noted.Major areas inspected:EOP followup, resolution of comments & resulting EOP 

MELLEN.L, CRLENJAK.R. Region 2 (Post 820201). 91/08/29. 13pp. 59096:319- 
59096:331. 

9109200333 Rev 27 to EPIP-1.01, “Emergency Manager Controlling Procedure.” W/ 
910917 Itr. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/17. 46pp. 
59177:346-59178:032. 


P. Operating license stage documents & correspondence 

9109030017 Provides info re revs & changes to ECCS evaluation models used in exist¬ 
ing licensing analyses.Info also concerns effect of changes upon existing analyses for 
facilities. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk). 28pp. 58926:253-58926:280. 

9109100309 Informs that changes to operational QA program consistent w/provisions in 
10CFR50,App B & acceptable. 

GIBSON.A.F. Region 2 (Post 820201). 91/08/27. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 59023:014-59023:017. 

9109030262 Forwards response to request for addl info re Tech Spec change request 
on surveillance requirements in event of inoperable fire detectors in containment. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk). 4pp. 58952:315-58952:318. 

9109040469 Forwards "Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June 
1991" & Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Process 
Control Program.” 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91 /08/29. Document 
Control Branch (Document Control Desk). Ip. 59007:001-59007:160. 

-9109040464 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program." 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 21pp. 59007:140- 
59007:160. 

9109100195 Forwards “PRA Surry Nuclear Power Plant Units 1 & 2 for Individual Plant 
Exams:Final Rept.Vols l-Vin response to Generic Ltr 88-20,Suppl 1. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91 /08/30. Document 
Control Branch (Document Control Desk). 4pp. 59149:025-59155:308. 

-9109100201 "PRA Surry Nuclear Power Plant Units 1 & 2 for Individual Plant 
Exanr.Final Rept.Vols 1-V.” 

* NUS Corp. 91/08/31. 1,500pp. 59149:029-59155:308. 

9109160011 Forwards summary & list of attendees for 910819 meeting w/ util.W/o 
end. 

STOHR.J.P. Region 2 (Post 820201). 91/08/30. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59096:298-59096:300. 

9109090020 Forwards amends 162 & 161 to licenses DPR-32 & DPR-37, respectively & 
safety evaluation.Amends restore allowed total leakage spec for redrculation spray 
sys inadvertently deleted by amend 128. 

BUCKLEY,B.C. Project Directorate 11-2. 91/09/02. STEWART.W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59040:023-59040:040. 

-9109090024 Amends 162 & 161 to licenses DPR-32 & DPR-37,respectively, restoring 
allowed total leakage spec for recirculation spray sys inadvertently deleted by amend 
128. 

BERKOW.H.N. Project Directorate 11-2. 91/09/02. 13pp. 59040:026-59040:038. 

—9109090027 Safety evaluation supporting amends 162 & 161 to licenses DPR-32 & 
DPR-37,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/02. 2pp. 
59040:039-59040:040. 

9109130170 Confirms withdrawal of 900109 application for amend to Licenses DPR-32 
& DPR-37,changing Tech Spec 3.0/4.0 limiting condition for operation & surveillance 
requirements per Generic Ltr 87-09. 

BUCKLEY,B.C. Project Directorate 11-2. 91/09/10. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 59113:006-59113:007. 

9109160321 Closes TAC 68869 due to withdrawal of submitted relief request. 

BUCKLEY,B.C. Project Directorate 11-2. 91/09/11. STEWART.W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 59114:288-59114:289. 

9109170265 Requests approval to use ASME Section XI Code Case N-498 re alternate 
testing requirements to reduce personnel exposure associated w/testing & outage 
time required to perform testing. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 2pp. 59139:264-59139:265. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090256 Advises that response to NRC 910731 Itr re violations noted in Insp Repts 
50-280/91-18 & 50-281/91-18 will be provided by 910906,per 910830 telcon. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91 /08/30. Document 
Control Branch (Document Control Desk). Ip. 59053:304-59053:304. 

9109240206 Forwards insp repts 50-280/91-24 & 50-281/91-24 on 910802- 26.No vio¬ 
lations noted. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/30. STEWART.W.L. Virginia 
Power (Virginia Electric a Power Co.). 4pp. 59174:034-59174:045. 

-9109240214 Insp repts 50-280/91-24 & 50-281/91-24 on 910802-26.No violations 
noted.Major areas inspected:failure of emergency diesel generator 3 to reach required 
speed to automatically load on emergency bus during 910802 safety injection. 
BRANCH.M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/08/30. 8pp. 
59174:038-59174:045. 

9109160017 Forwards insp rept 50-280/91-23 & 50-281/91-23 on 910729- 0802.No vio¬ 
lations noted. 

PEEBLES.T.A. Region 2 (Post 820201). 91/09/03. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59096:316-59096:331. 

-9109160023 Insp repts 50-280/91-23 & 50-281/91-23 on 910729-0802.No violations 
noted.Major areas inspected:EOP followup, resolution of comments & resulting EOP 
changes. 

MELLEN.L, CRLENJAK.R. Region 2 (Post 820201). 91/08/29. 13pp. 59096:319- 
59096:331. 

9109110201 Responds to NRC 910731 ltr re violations noted in insp repts 50-280/91-18 
& 50-281/91-18.Corrective actions:discussion of event placed in required reading pro- 
ram for operating shifts not directly involved w/event. 

TEWARt.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/06. Document 
Control Branch (Document Control Desk). 6pp. 59099:191-59099:196. 

9109170261 Suppls responses to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal 
Stratification, per NRC 910808 Itr forwarding SER of WCAP-12639.Specific actions & 
responses required by bulletin listed. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 5pp. 59121:067-59121:071. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109030113 Submits semiannual fitness-for-duty program performance data rept for 
910101-0630.Rept includes summaries of mgt sanctions imposed,actions taken to im¬ 
prove program & events reported to NRC. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/26. Document 
Control Branch (Document Control Desk). 13pp. 58928:027-58928:039. 

9109040469 Forwards “Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June 
1991” & Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Process 
Control Program.” 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). Ip. 59007:001-59007:160. 

-9109040446 “Semiannual Radioactive Effluent Release Rept-ISFSI Jan-June 1991.” 
BLOUNT,P.F. Virginia Power (Virginia Electric & Power Co.). 91/06/30. 195pp. 
59007:002-59007:139. 

-9109040484 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program.” 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 21pp. 59007:140- 
59007:160. 

9109190136 Monthly operating repts for Aug 1991 for Surry Power Station,Units 1 & 
2.W/910916 Itr. 

NEGRON,M.A., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/ 
31. 26pp. 59148:199-59148:224. 


9109260025 Summary of 910627 meeting w/util re updated performance indicators for 
plants including net generation,reactor trips,industrial safety accident rate,actual/ 
planned outage schedule & reliability data. 

cNGLE.LB. Project Directorate 11-2. 91/09/13. Project Directorate 11-2. 32pp. 
59221:011-59221:042. 


9109270196 Application for amends to Licenses DPR-32 & DPR-37,changing opposite 
train surveillance testing requirements. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91 /09/20. Document 
Control Branch (Document Control Desk). 3pp. 59252:323-59252:340. 

-9109270200 Proposed tech specs changing opposite train surveillance testing require¬ 
ments. 

* Virginia Power (Virginia Electric & Power Co.). 91/09/24. 15pp. 59252:326- 


S. Reportable occurrences, LERs & related correspondence 

9109100236 PNO-ll-91-057:on 910827,transportation accident occurred during off-site 
shipment of reactor coolant pump motor.Crate & motor substained damage & con¬ 
taminated fluid spilled. Licensee issued news release. Event being monitored. 

* Region 2 (Post 820201). 91/08/27. 2pp. 59023:324-59023:325. 

9109100283 PNO-ll-91-057A:on 910828,RCP motor involved in transportation accident 
on 910827 on interstate 64 in Newport News,VA arrived at facility.AII smear surveys of 
pump motor package & transport within required limits. 

DECKER.T. Region 2 (Post 820201). 91/08/28. 2pp. 59022:338-59022:339. 

9109100120 PNO-ll-91-057B:updates 910829 transportation accident involving reactor 
coolant pump motor.Contamination from two main lanes of 1-64 removed. 

DECKER,T. Region 2 (Post 820201). 91/08/29. Ip. 59022:182-59022:182. 
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9109100022 PNO-Il-91-O57c:on 910830.VEPCO staff finished cleaning contaminated 
concrete from acceleration lane on i-64 West re transportation accident involving re¬ 
actor coolant pump motor. 

DECKER,T. Region 2 (Post 820201). 91/08/30. Ip. 59021:042-59021:042. 

9109120238 LER 91-017-00:on 910509,diesel generator discovered inoperable.Caused 
by personnel error in adjusting governor. Station maintenance procedures developed 
or revised to provide addl direction for adjustments.W/910909 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/09. 6pp. 
59111:033-59111:038. 

9109120241 LER 91-0l5-00:on 910809,two main control room/emergency switchgear 
room chillers discovered inoperable.Caused by thermostat failure & inoperable emer¬ 
gency power source. Thermostat replaced & chiller returned to svc.W/910909 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/09. 5pp. 
59111:039-59111:043. 

9109190295 LER 91-016-00:on 910811,two main control room/emergency switchgear 
room chillers determined inoperable.Caused by inoperable thermostat & chiller svc 
water pump.Thermostat replaced on chiller A.W/910910 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/10. 5pp. 

59166:219-59166:223. 

9109240322 LER 91-020-00:on 910821 .potential failure of charging/high head safety in¬ 
jection pumps to start automatically in DBA identified.Caused by inadequate review of 
interlock design. Operational changes being reviewed.W/910920 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/20. 7pp. 

59252:231-59252:238. 

9109270190 LER 91-018-00:on 910826.switchyard transformer fault occurred resulting 
in loss of 4160 volt transfer buses,start of EDGs & identification of EDG underspeed 
condition.Caused by personnel error.Governor adjusted.W/910924 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/24. 6pp. 

59263:204-59263:209. 
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F. Security, medical, emergency A fire protection plans 

9109030080 Revised EPIPs,including rev 6 to EPIP-4.20.rev 10 to EPIP-5.01 ,rev 5 to 
EPIP-5.02 & rev 6 to EPIP-5.08. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/26. 32pp. 
58927:042-58927:073. 

9109030262 Forwards response to request for addl info re Tech Spec change request 
on surveillance requirements in event of inoperable fire detectors in containment. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk). 4pp. 58952:315-58952:318. 

9109160017 Forwards insp rept 50-280/91-23 & 50-281/91-23 on 910729- 0802.No vio¬ 
lations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/03. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59096:316-59096:331. 

-9109160023 Insp repts 50-280/91-23 & 50-281/91-23 on 910729-0802.No violations 
noted.Major areas inspectedrEOP followup, resolution of comments & resulting EOP 
changes. 

MELLEN.L. Region 2 (Post 820201). 91/08/29. 13pp. 59096:319-59096:331. 

9109200333 Rev 27 to EPIP-1.01, “Emergency Manager Controlling Procedure.” W/ 
910917 Itr. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/17. 46pp. 
59177:346-59178:032. 


P. Operating license stage documents & correspondence 

9109110029 “Reactor Containment Bldg Integrated Leakage Rate Test Types A.B & C.” 
W/910903 Itr. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. 72pp. 
59091:007-59091:077. 

9109030017 Provides info re revs & changes to ECCS evaluation models used in exist¬ 
ing licensing analyses.lnfo also concerns effect of changes upon existing analyses for 
facilities 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk). 28pp. 58926:253-58926:280. 

9109100309 Informs that changes to operational QA program consistent w/provisions in 
10CFR50,App B & acceptable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 59023:014-59023:017. 

9109030262 Forwards response to request for addl info re Tech Spec change request 
on surveillance requirements in event of inoperable fire detectors in containment. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk). 4pp. 58952:315-58952:318. 

9109040469 Forwards “Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June 
1991” & Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Process 
Control Program.” 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). Ip. 59007:001-59007:160. 

-9109040484 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program.” 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 21pp. 59007:140- 
59007:160. 

9109100195 Forwards “PRA Surry Nuclear Power Plant Units 1 & 2 for Individual Plant 
Exams:Final Rept,Vols l-V," in response to Generic Ltr 88-20,Suppl 1. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/30. Document 
Control Branch (Document Control Desk). 4pp. 59149:025-59155:308. 

-9109100201 “PRA Surry Nuclear Power Plant Units 1 & 2 for Individual Plant 
Exam:Final Rept,Vols 1-V.” 

* NUS Corp. 91/08/31.1,500pp. 59149:029-59155:308. 


9109160011 Forwards summary & list of attendees for 910819 meeting w/ util.W/o 
end. 

STOHR.J.P. Region 2 (Post 820201). 91/08/30. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59096:298-59096:300. 

9109090020 Forwards amends 162 & 161 to licenses DPR-32 & DPR-37, respectively & 
safety evaluation.Amends restore allowed total leakage spec for recirculation spray 
sys inadvertently deleted by amend 128. 

BUCKLEY.B.C. Project Directorate 11-2. 91/09/02. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59040:023-59040:040. 

—9109090024 Amends 162 & 161 to licenses DPR-32 & DPR-37,respectively, restoring 
allowed total leakage spec for recirculation spray sys inadvertently deleted by amend 
128. 

BERKOW.H.N. Project Directorate 11-2. 91/09/02.13pp. 59040:026-59040:038. 

-9109090027 Safety evaluation supporting amends 162 & 161 to licenses DPR-32 & 
DPR-37,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/02. 2pp. 
59040:039-59040:040. 

9109100423 Forwards Rev 0 to “Surry Unit 2,Cycle 11 Startup Physics Test Rept" 
STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/05. Document 
Control Branch (Document Control Desk). Ip. 59083:277-59083:351. 

—9109100434 Rev 0 to “Surry Unit 2,Cycle 11 Startup Physics Test Rept.” 

PSUIK.T.S., LAROE.C.B., BANNING.P.D. Virginia Power (Virginia Electric & Power 
Co.). NE-852 R00. 91/09/05. 72pp. 59083:278-59083:351. 

9109110275 Forwards Rev 0 to Technical Rept NE-850, “Surry Unit 2, Cycle 10 Core 
Performance Rept.” 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/05. Document 
Control Branch (Document Control Desk). Ip. 59116:001-59116:054. 

-9109110280 Rev 0 to Technical Rept NE-850, "Surry Unit 2,Cycle 10 Core Perform¬ 
ance Rept.” 

HOFFMAN.E.A.. FORD.C.A., BROOKMIRE.T.A. Virginia Power (Virginia Electric & 
Power Co.). NE-850 R00. 91/07/23. 49pp. 59116:004-59116:054. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON,J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 

9109130170 Confirms withdrawal of 900109 application for amend to Licenses DPR-32 
& DPR-37,changing Tech Spec 3.0/4.0 limiting condition for operation & surveillance 
requirements per Generic Ltr 87-09. 

BUCKLEY.B.C. Project Directorate 11-2. 91/09/10. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 59113:006-59113:007. 

9109170265 Requests approval to use ASME Section XI Code Case N-498 re alternate 
testing requirements to reduce personnel exposure associated w/testing & outage 
time required to perform testing. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 2pp. 59139:264-59139:265. 

9109260025 Summary of 910627 meeting w/util re updated performance indicators for 
plants including net generation,reactor trips,industrial safety accident rate,actual/ 
planned outage schedule & reliability data. 

ENGLE,LB. Project Directorate 11-2. 91/09/13. Project Directorate 11-2. 32pp. 
59221:011-59221:042. 

9109270198 Application for amends to Licenses DPR-32 & DPR-37,changing opposite 
train surveillance testing requirements. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/20. Document 
Control Branch (Document Control Desk). 3pp. 59252:323-59252:340. 

-9109270200 Proposed tech specs changing opposite train surveillance testing require¬ 
ments. 

* Virginia Power (Virginia Electric & Power Co.). 91/09/24. 15pp. 59252:326- 
59252:340. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090256 Advises that response to NRC 910731 Itr re violations noted in Insp Repts 
50-280/91-18 & 50-281/91-18 will be provided by 910906,per 910830 telcon. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/30. Document 
Control Branch (Document Control Desk). Ip. 59053:304-59053:304. 

9109240206 Forwards insp repts 50-280/91-24 & 50-281/91-24 on 910802- 26.No vio¬ 
lations noted. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/30. STEWART,W.L Virginia 
Power (Virginia Electric & Power Co.). 4pp. 59174:034-59174:045. 

-9109240214 Insp repts 50-280/91-24 & 50-281/91-24 on 910802-26.No violations 
noted.Major areas inspected:failure of emergency diesel generator 3 to reach required 
speed to automatically load on emergency bus during 910802 safety injection. 
BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/08/30. 8pp. 
59174:038-59174:045. 
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9109160017 Forwards insp rapt 50-280/91-23 & 50-281/91-23 on 910729- 0802.No vio¬ 
lations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/03. STEW ART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59096:316-59096:331. 

-9109160023 Insp repts 50-280/91-23 & 50-281/91-23 on 910729-0802.No violations 
noted.Major areas inspected:EOP followup, resolution of comments & resulting EOP 
changes. 

MELLEN.L., CRLENJAK.R. Region 2 (Post 820201). 91/08/29. 13pp. 59096:319- 
59096:331. 

9109110115 Forwards “Inservice Insp Rept of Surry Nuclear Power Station Unit 
2,Second Interval,Second/Third Period.” 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/05. Document 
Control Branch (Document Control Desk). Ip. 59091:162-59092:173. 

-9109110120 “Inservice Insp Rept of Surry Nuclear Power Station Unit 2, Second 
Interval,Second/Third Period.” 

* Virginia Power (Virginia Electric & Power Co.). 91/09/05. 195pp. 59091:163- 
59092:173. 

9109110201 Responds to NRC 910731 Itr re violations noted in insp repts 50-280/91-18 
& 50-281 /91 -18.Corrective actions.-discussion of event placed in required reading pro¬ 
gram for operating shifts not directly involved w/event. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/06. Document 
Control Branch (Document Control Desk). 6pp. 59099:191-59099:196. 

9109170261 Suppls responses to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal 
Stratification, per NRC 910808 Itr forwarding SER of WCAP-12639.$pecific actions & 
responses required by bulletin listed. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 5pp. 59121:067-59121:071. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109030113 Submits semiannual fitness-for-duty program performance data rept for 
910101-0630.Rept includes summaries of mgt sanctions imposed,actions taken to im¬ 
prove program & events reported to NRC. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/26. Document 
Control Branch (Document Control Desk). 13pp. 58928:027-58928:039. 

9109040469 Forwards “Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June 
1991” & Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Process 
Control Program.” 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). Ip. 59007:001-59007:160. 

-9109040446 “Semiannual Radioactive Effluent Release Rept-ISFSI Jan-June 1991.” 
BLOUNT,P.F. Virginia Power (Virginia Electric & Power Co.). 91/06/30. 195pp. 
59007:002-59007:139. 

9109190136 Monthly operating repts for Aug 1991 for Surry Power Station,Units 1 & 
2.W/910916 itr. 

NEGRON,M.A., STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/ 
31. 26pp. 59148:199-59148:224. 


S. Reportable occurrences, LERs & related correspondence 

9109100236 PNO-ll-91-057:on 910827,transportation accident occurred during off-site 
shipment of reactor coolant pump motor.Crate & motor substained damage & con¬ 
taminated fluid spilled. Licensee issued news release. Event being monitored. 

* Region 2 (Post 820201). 91/08/27. 2pp. 59023:324-59023:325. 

9109100283 PNO-ll-91-057A:on 910828.RCP motor involved in transportation accident 
on 910827 on interstate 64 in Newport News.VA arrived at facility.Ali smear surveys of 
pump motor package & transport within required limits. 

DECKER,T. Region 2 (Post 820201). 91/08/28. 2pp. 59022:338-59022:339. 

9109100120 PNO-ll-91-057B:updates 910829 transportation accident involving reactor 
coolant pump motor.Contamination from two main lanes of 1-64 removed. 

DECKER,T. Region 2 (Post 820201). 91/08/29. Ip. 59022:182-59022:182. 

9109100022 PNO-ll-91-057c:on 910830.VEPCO staff finished cleaning contaminated 
concrete from acceleration lane on 1-64 West re transportation accident involving re¬ 
actor coolant pump motor. 

DECKER,T. Region 2 (Post 820201). 91/08/30. Ip. 59021:042-59021:042. 

9109060144 LER 91-007-00:on 910802.ESF actuated & safety injection & reactor trip 
occurred as result of high steam flovy signal coincident w/low steam line pressure 
signal.Caused by loss of voltage to protection instrumentation.W/910903 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/03. 7pp. 
59059:271-59059:277. 

9109160004 PNO-ll-91-060:on 910907,Unit 2 shut down in order to troubleshoot & 
repair problems re control rod that dropped on 910814 & 23.Caused by blown 
fuses.Root cause not determined.Unit restart scheduled for 910913. 

FREDRICKSON,P. Region 2 (Post 820201). 91/09/09. Ip. 59096:272-59096:272. 

9109190223 Special rept:on 910815 & 24,quadrant-to-average power tilt exceeded 2% 
for more than 24 h.Caused by blown fuse & dropped rod runback.Cable w/insulation 
damage & rod control cabinet repaired. 

STEWART,W.L Virginia Power (Wginia Electric & Power Co.). 91/09/13. Document 
Control Branch (Document Control Desk). 3pp. 59165:248-59165:250. 

9109190269 LER 91-008-00:on 910814,charging pump component cooling pump A 
tagged out to replace pump discharge check valve & exceeded 24 h LCO.Caused by 
unanticipated delays during maintEngineering evaluation performed.W/910913 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/09/13. 4pp. 
59166:190-59166:193. 


9109240241 Confirms 910911 unusual discharge during final stages of dewatering of 
high level intake screen well to allow for maint operations.Solids from bottom of well 
were pumped over to storm drain leading to Outfall 001. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 91/09/16. 
JENKINS,R.R. Virginia, Commonwealth of. 2pp. 59200:248-59200:249. 
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F. Security, medical, emergency & fire protection plans 


9109050307 Rev 12 to Prairie Island Nuclear Generating Plant Emergency Plan.W/ 
910827 Itr. 

FEY.F.L. Northern States Power Co. 91/08/27. 7pp. 59020:264-59020:270. 

9109110110 Forwards Rev 14 to Corporate Nuclear Emergency Plan to incorporate 
changes as result of annual internal review, update & certification of emergency plans 
& agreements. 

FEY.F.L. Northern States Power Co. 91 /08/29. Document Control Branch (Document 
Control Desk). 5pp. 59099:199-59099:253. 

-9109110118 Rev 14 to Corporate Nuclear Emergency Plan.(CNEP) reflecting changes 
to CNEP table of content,Rev 11,Section 1,Rev 11, Section 2,Rev 9,Sections 4-6,Rev 
11,Section 9,Rev 9 & 10 & Rev 10 to App A, “Ltrs of Agreement.” 

* Northern States Power Co. 91 /08/30. 50pp. 59099:204-59099:253. 

9109110004 Forwards agenda & list of topics to be covered in 911008-09 meeting re 
Aug 1991 NRC rule that affects manner in which data will be transmitted during emer- 
gQnC y classifications 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.L.R. Northern States 
Power Co. 4pp. 59053:161-59053:164. 

9109250085 Provides plans for administrative control of electrical penetration fire bar¬ 
riers. 

PARKER,T.M. Northern States Power Co. 91/09/17. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59200:343-59200:344. 


P. Operating license stage documents & correspondence 

9108300164 Responds to 910725 allegation (RIII-91 -A-0057) re three individuals w/ 
known drinking &/or drug dependency problems being granted unescorted access to 
facility.lnvestigation concludes no safety-related concerns or violations occurred. 
PARKER,T.M. Northern States Power Co. 91 /08/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58926:027-58926:028. 

9109040057 Confirms schedule of 910926 meeting to discuss rod control sys design 
susceptibilities,experience & lessons learned re recent reactor trips & potential design 
or procedural corrective actions. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/28. ELIASON.L.R. Northern States 
Power Co. Ip. 58935:206-58935:206. 

9109120021 Confirms agreement for util to host site visit by two NRC contractor person¬ 
nel on 910917,18 & 19 to obtain info to enable NRC to resolve Generic Issue HF 5.1, 
“Local Control Stations.” 

MASCIATONIO.A. Project Directorate 111-1. 91/09/05. PARKER,T.M. Northern States 
Power Co. 3pp. 59104:032-59104:034. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

-9109180077 Requests response to end questions re licensee philosophies & practices 
concerning performance of maint during plant operations & in preparation for refueling 
outages. 

CURTISS,J.R. Commissioners (Post 750119). 90/10/04. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 6pp. 59176:042-59176:047. 

9109190003 Forwards “Prairie Island Nuclear Generating Plant Unit 1 Reactor Contain¬ 
ment Bldg Integrated Leak Rate Test,June 1991.” Test conducted at conclusion of 
last refueling outage. 

PARKER,T.M. Northern States Power Co. 91/09/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59146:299-59146:329. 

-9109190004 “Prairie Island Nuclear Generating Plant Unit 1 Reactor Containment Bldg 
Integrated Leak Rate Test,June 1991.” 

BAXA,D.J. Northern States Power Co. 91/08/20. 29pp. 59146:300-59146:329. 

9109230024 Ack receipt of Itr in response to NRC 910725 Itr concerning fitness-for-duty 
issue (AMS Rill 91-A-0057).Determines that investigation sufficient & supports 
conclu$ions.Requests retention of supporting documentation for 1 yr. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/16. ELIASON.LR. Northern States 
Power Co. 2pp. 59156:116-59156:117. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 
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9109190059 Forwards insp rapt 50-282/91-15 & 50-306/91-15 on 910709- 0903.Viola- 
tion noted but not cited. 

CLAYTON.B. Region 3 (Post 820201). 91/09/12. ELIASON.L.R. Northern States 
Power Co. 4pp. 59134:044-59134:063. 

-9109190070 Insp repts 50-282/91-15 & 50-306/91-15 on 910709-0903. No violations 
noted in five of six areas.One noncited noted. Major areas inspected:onsite followup 
of events,maint, surveillance.technical training & LERS. 

JORGENSEN,B.L. Region 3 (Post 820201). 91/09/11. 16pp. 59134:048-59134:063. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050118 "Effluent & Waste Disposal Semiannual Rept for Prairie Island Nuclear 
Generating Plant for Units 1 & 2." W/910827 Itr. 

FEY.F.L. Northern States Power Co. 91/06/30. 256pp. 58999:001-58999:179. 

9109050286 Submits configuration mgt program six month status rept through June 
1991. 

PARKER,T.M. Northern States Power Co. 91/08/28. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59029:179-59029:181. 

9109040332 Forwards fitness-for-duty performance data for 6-month period ending 
910630,consisting of random testing program results/confirmed positive tests for spe¬ 
cific substances. 

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch 
(Document Control Desk). 7pp. 58998:227-58998:233. 

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991. 

CLEVELAND,R.D. Northern States Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). Ip. 58998:221-58998:221. 

9109160322 Monthly operating repts for Aug 1991 for Prairie Island Nuclear Generating 
Plant Units 1 & 2.W/910910 Itr. 

DUGSTAD.D., PARKER,T.M. Northern States Power Co. 91/08/31. 9pp. 59119:117- 
59119:125. 


S. Reportable occurrences, LERs & related correspondence 

9109190255 LER 91-011-00:on 910816,reactor tripped unexpectedly.Caused by intermit¬ 
tent failure in firing card for stationary grippers supplied by power cabinet 2AC.Card 
previously tested satisfactorily at room temp.W/910916 Itr. 

HUNSTAD.A.A., PARKER,T.M. Northern States Power Co. 91/09/16. 5pp. 59166:169- 
59166:173. 


U. Congresalonal/Executive Correspondence 

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de¬ 
signed & located fuel storage facility so that exposure to radiation by members of 
public falls well below EPA stds & poses no threat to tribal populations. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G. 
House of Rep. 2pp. 59253:114-59253:116. 

-9109300163 Raises concerns re proposed storage of rad waste at facility. Tribal lead¬ 
ers have great health & safety concerns re util proposal to shift radioactive fuel waste 
from facility to series of 48 metal casks until radwaste dump established. 

SIKORSKI.G. House of Rep. 91/08/15. SELIN,I. Commissioners (Post 750119). Ip. 
59253:116-59253:116. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de¬ 
signed & located fuel storage facility so that exposure to radiation by members of 
public falls well below EPA stds & poses no threat to tribal populations. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G. 
House of Rep. 2pp. 59253:114-59253:116. 

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead¬ 
ers have great health & safety concerns re util proposal to shift radioactive fuel waste 
from facility to series of 48 metal casks until radwaste dump established. 

SIKORSKI.G. House of Rep. 91/08/15. SELIN,I. Commissioriers (Post 750119). Ip. 
59253:116-59253:116. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9104300403 Forwards Fort Calhoun 1991 Emergency Preparedness Exercise Ingestion 
Data Map,which was excluded from initial scenario, per 910405 Itr. 

GATES,W.G. Omaha Public Power District. 91 /04/24. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59126:216-59126:217. 

9109160143 Rev 19 to EPIP-OSC-1, “Emergency Classification." W/910909 Itr. 

GATES,W.G. Omaha Public Power District. 91/09/09. 103pp. 59114:026-59114:127. 

9109260055 Revised EPIPs,including rev 12 to EPIP-EOF-3,Rev 13 to EPIP-EOF-II.Rev 
7 to EPIP-RR-13,Rev 4 to EPIP-RR-70,Rev 2 to EPIP-RR-84,Rev 19 to EPIP-EOF-6 & 
revised index for FC-EPF & FC-EPF-16.W/910920 Itr. 

GATES,W.G. Omaha Public Power District. 91/09/20. 94pp. 59218:129-59218:222. 


H. General correspondence 

9109050176 Informs that RW Short replaced JW Chase as Manager,Nuclear Licensing 
& Industry Affairs at util. 

GATES,W.G. Omaha Public Power District 91 /08/26. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59030:323-59030:323. 


9109110125 Advises that RW Short replaced JW Chace as manager,nuclear licensing & 
industry affairs at util. 

GATES,W.G. Omaha Public Power District. 91/08/26. MARTIN,R.D. Region 4 (Post 
820201). Ip. 59100:237-59100:237. 


I. Financial Information 


9109100358 Forwards "OPPD Fort Calhoun Station Decommissioning External Trust 
Fund Financial Statements & Independent Auditors Rept 900702-910630." 

GATES,W.G. Omaha Public Power District. 91/09/04. WOOD.R.S. Document Control 
Branch (Document Control Desk), ip. 59087:161-59087:170. 

-9109100362 “OPPD Fort Calhoun Station Decommissioning External Trust Fund Fi¬ 
nancial Statements & Independent Auditor Rept for 900702-910630." 

* Omaha Public Power District. 91/09/04. 8pp. 59087:162-59087:170. 


P. Operating license stage documents & correspondence 

9012050058 Dscusses several unresolved Tech Spec interpretations.per SJ Collins 
891227 memo. 

CALVO.J.A. Technical Specifications Branch. 90/11/21. QUAY.T.R. Project Director¬ 
ate IV-1 (900603-901215). 4pp. 59135:224-59135:225. 

9109050160 Informs that submitted info marked as proprietary will be withheld from 
public disclosure pursuant to 10CFR2.790(b)(5) & Section 103 (b) of Atomic Energy 
Act of 1954 due to documents containing trade secrets or proprietary info. 

WALKER,W.C. Project Directorate IV-1. 91/08/19. GATES,W.G. Omaha Public Power 
District. 5pp. 58993:194-58993:198. 

9109120237 Grants 910731 request that proprietary WCAP-13027, “Westinghouse 
ECCS Evaluation Model for Analysis of CE-NSSS," be withheld from public disclosure 
(ref 10CFR2.790). 

WALKER,W.C. Project Directorate IV-1. 91/08/28. GATES,W.G. Omaha Public Power 
District. 4pp. 59092:319-59092:322. 

9109090233 Responds to 910507 request for addl info re effect of elevated ambient air 
temps on performance of facility EDGs. Forwards Rev 2 to EA-FC-90-062, "Diesel 
Generator Upper Temp Operating Limits." W/one oversize drawing. 

GATES,W.G. Omaha Public Power District. 91 /09/03. Document Control Branch (Doc¬ 
ument Control Desk). 158pp. 59072:142-59073:131. 

-9109090236 Rev 2 to "Diesel Generator Upper Temp Operating Limits." 

* Omaha Public Power District. EA-FC-90-062 R02. 91/06/14. 195pp. 57072:301- 
59073:131. 

9109100294 Revises util commitments,contained in 900412 Itr in response to Generic 
Ltr 88-17 re loss of DHR.Shutdown cooling low flow alarm will still be 
installed.Pressure indication on suction of LPCI pumps will not be installed. 

GATES,W.G. Omaha Public Power District. 91 /09/04. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59083:150-59083:151. 

9109100375 Summary of 910826 meeting w/util to assist in review of amend to tech 
specs re containment tendon surveillance requirements. List of attendees end. 
WALKER,W.C. Project Directorate IV-1. 91/09/05. Project Directorate IV-1. 4pp. 
59050:026-59050:029. 

9109180023 Informs that on 910903 LJ Collan assumed duties of director of Div of Ra¬ 
diation Safety & Safeguards,S Collins becomes director of Div of Reactor Safety & AB 
Beach becomes director of Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. GATES,W.G. Omaha Public Power 
District. 2pp. 59117:056-59117:057. 

9109260101 Clarifies that application of 10CFR50 App B QA Program as applied to ac¬ 
tivities under 10CFR71 for facility limited to procurement & use of packaging for ship¬ 
ment of radioactive matls. 

GATES,W.G. Omaha Public Power District. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59218:360-59218:360. 

9109300022 Forwards application for amend to License DPR-40,changing Tech Spec 
2.10.2 to provide for exceptions to shutdown margin requirements during low power 
physics testing & to incorporate administrative changes. 

GATES,W.G. Omaha Public Power District. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59245:251-59245:267. 

-9109300024 Application for amend to License DPR-40,changing Tech Spec 2.10.2 to 
provide for exceptions to shutdown margin requirements during low power physics 
testing & to incorporate administrative changes. 

GATES,W.G. Omaha Public Power District. 91 /09/20. 3pp. 59245:252-59245:254. 

-9109300025 Proposed Tech Spec 2.10.2 re reactivity control sys & core physics pa¬ 
rameter limits. 

* Omaha Public Power District. 91/09/20. 13pp. 59245:255-59245:267. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109130216 Forwards Insp Rept 50-285/91-19 on 910708-12 & notice of violation. 
BEACH,A.B. Region 4 (Post 820201). 91/09/09. GATES,W.G. Omaha Public Power 
District. 4pp. 59113:144-59113:160. 
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—9109130217 Notice of violation from insp on 91 0708-12.Violation noted: waste dispos¬ 
al sys concentrates monitor,detector & ratemeter/power supply elements removed & 
not replaced in 1977 & FSAR not updated & maintained up-to-date. 

* Region 4 (Post 820201). 91/09/09. Ip. 59113:148-59113:148. 

-9109130220 Insp Rept 50-285/91-19 on 910708-12.Violations noted.Major areas 
inspectedrradwaste program,mgt of solid,liquid & gaseous radwaste programs,calibr & 
mairrt of liquid & gaseous effluent radiation monitors & air cleaning sys. 

MURRAY.B. Region 4 (Post 820201). 91/08/21.12pp. 59113:149-59113:160. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV QE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109090179 “Suppl to Semiannual Radioactive Effluent Release Rept for Jan-June 
1991." W/910830 Itr. 

GATES,W.G. Omaha Public Power District 91/06/30. 3pp. 59049:289-59049:291. 

9109030250 Forwards “Fort Calhoun Station Performance Indicators Jul 1991." 

GATES,W.G. Omaha Public Power District. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58994:225-58994:322. 

—9109030251 “Fort Calhoun Station Performance Indicators Jul 1991." 

* Omaha Public Power District 91/07/31. 98pp. 58994:226-58994:322. 

9109160299 Monthly operating rept for Aug 1991 for Fort Calhoun Station.W/910913 Itr. 
EDWARDS,M.L, GATES,W.G. Omaha Public Power District 91/08/31. 8pp. 
59118:233-59118:240. 

9109170002 Forwards revised monthly operating rept for June 1991 for Fort Calhoun 
Station,Unit 1,correcting format error which listed general summary under Section A, 
“Safety Valves for PORV Challenges or Failures Which Occurred." 

GATES,W.G. Omaha Public Power District 91/09/13. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59120:139-59120:140. 

-9109170004 Revised monthly operating rept for June 1991 for Fort Calhoun Station 
Unit 1. 

* Omaha Public Power District 91/06/30. Ip. 59120:140-59120:140. 

9109260122 Forwards “Fort Calhoun Station Performance Indicators,Aug 1991." 

GATES,W.G. Omaha Public Power District. 91 /09/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59218:259-59218:357. 

-9109260123 “Fort Calhoun Station Performance Indicators,Aug 1991." 

* Omaha Public Power District 91/08/31. 92pp. 59218:260-59218:357. 


S. Reportable occurrences, UERs & related correspondence 

9109040030 LER 9l-016-00:on 910711,roll pin for diesel generator exhaust damper link¬ 
age failed.On 910718,crack discovered in roll pin for Dg- 1 linkage.On 910802,util noti¬ 
fied that crack due to mfg defect.Also reported per Part 21 .W/910830 Itr. 
BLESSIE.W.J., GATES,W.G. Omaha Public Power District 91/08/30. 6pp. 59009:001- 
59009:006. 

9109190044 PNO-IV-91 -026:on 910912,informs of licensee controlled shutdown due to 
station battery inoperability.Plant currently in mode 3.State plans to issue press re¬ 
lease & inform States of NE & IA. 

HARRELL,P. Region 4 (Post 820201). 91/09/13. 3pp. 59134:001-59134:003. 

9109240389 LER 91-017-00:on 910819,potential for radiological release through safety 
injection refueling water tank vents identified as result of evaluations prompted by 
similar industry events.W/910917 Itr. 

RESSLER.J.S., GATES,W.G. Omaha Public Power District. 91/09/17. 5pp. 59252:253- 
59252:257. 

9109250057 RO:on 910819,fire door 1007-9 found to not have UL label certifying its fire 
rating.Door declared inoperable. Evaluation of door added to scope of ongoing fire 
barrier upgrade program.Program completion scheduled for June 1992. 

GATES,W.G. Omaha Public Power District. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59201:026-59201:027. 


V. Operator Examinations 

9109040354 Notification of contract execution,Task Order 115: “Operator Licenses 
Exams at Ft Calhoun” to “Technical Assistance to Support Licensing Activities,” 
awarded to Sonalysts.inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/08/15. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 58981:270- 
58981:274. 

-9109040358 Ltr contract NRC-03-89-031 .authorizing commencement of work on task 
order 115, “Operator Licensing Exams,Ft Calhoun," to “Technical Assistance to Sup¬ 
port Licensing Activities." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 91/08/ 
12. PETERSEN,L.R. Sonalysts, Inc. 4pp. 58981:271-58981:274. 
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F. Security, medical, emergency & fire protection plans 

9109160120 Informs of 911016 emergency response data sys meeting to discuss new 
rule published in 10CFR50 re data transmittal. Daily agenda end. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. RUSSELL.J.E. Power Authority of 
the State of New York (New York Power Authority). 5pp. 59097:245-59097:249. 

9109160043 Forwards Rev 21 to emergency plan (Vol l),Rev 39 to emergency response 
activation (Vol II) & revs to EPIPs, including Rev 19 to IP-1021, “Radiological Medical 
Emergency." 

BELUD.D. Power Authority of the State of New York (New York Power Authority). 91/ 
09/04. NRC - No Detailed Affiliation Given. 2pp. 59186:001-59186:229. 


-9109240399 Rev 21 to emergency plan (Vol I). 

BELL.D. Power Authority of die State of New York (New York Power Authority). 91 / 
08/31.150pp. 59186:003-59186:174. 

-9109240405 Rev 39 to emergency response activation (Vol II). 

MCGOUGH,M., BELLA Power Authority of the State of New York (New York Power 
Authority). 91/08/31. 29pp. 59186:175-59186:203. 

-9109240410 Revised EPIPs,including rev 19 to IP-1021, “Radiological Medical Emer¬ 
gency” & attachments to IP-1028 & IP-1070. 

1 Power Authority of the State of New York (New York Power Authority). 91 /08/31. 
26pp. 59186:204-59186:229. 

9109300172 Forwards response to weaknesses noted in Initial SALP Rept 50-286/89- 
99.Corrective actions:security training & qualification scheduling & tracking sys imple¬ 
mented w/addl administrative controls. 

RUSSELL.J.E. Power Authority of the State of New York (New York Power Authority). 
91/09/23. MARTIN,T.T. Region 1 (Post 820201). 6pp. 59245:193-59245:199. 


P. Operating license stage documents & correspondence 

9109060104 Advises that review of Westinghouse Owners Group rept WCAP-12639, 
“Pressurizer Surge Line Thermal Stratification," concludes that methodology used to 
analyze & evaluate stress fatigue effects due to thermal stratification acceptable. 
WILLIAMS,F.J. Project Directorate 1-1. 91/08/27. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 13pp. 59015:169-59015:181. 

9109030125 Forwards amend 109 to license DPR-64 & safety evaluation. Amend con¬ 
sists of changes to TS to incorporate revised pressure-temp limits,per generic Itr 88- 
11 . 

WILLIAMS,F.J. Project Directorate 1-1. 91/08/28. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 3pp. 58951:055-58951:076. 

-9109030138 Amend 109 to license DPR-64,revising TS to incorporate revised pres¬ 
sure-temp limits,per generic Itr 88-11. 

CAPRA,R.A. Project Directorate 1-1.91/08/28.15pp. 58951:058-58951:072. 

-9109030142 Safety evaluation supporting amend 109 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 4pp. 
58951:073-58951:076. 

9109050113 Informs that effective 910909,NF Conicella will be assigned Project Manag¬ 
er for facility. 

CAPRA,R.A. Project Directorate 1-1. 91/08/29. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 2pp. 59009:185-59009:186. 

9109090080 Forwards application for amend to License DPR-64,consisting of change in 
shutdown margin to support future reload designs of longer cycle lengths. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/08/30. Document Control Branch (Document Control Desk). 2pp. 59041:217- 
59041:241. 

-9109090086 Application for amend to license DPR-64,requesting change in shutdown 
margin to support future designs of longer cycle lengths. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/08/30. Ip. 59041:219-59041:219. 

-9109090093 Proposed tech specs re change in shutdown margin to support future 
reload designs of longer cycle lengths. 

* Power Authority of the State of New York (New York Power Authority). 91/08/30. 
22pp. 59041:220-59041:241. 

9109200091 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. RUSSELL.J.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 59156:201-59156:203. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040142 Ack receipt of 910801 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-286/91-10. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/23. RUSSELL,J.E. Power Authority of 
the State of New York (New York Power Authority). 2pp. 58998:239-58998:242. 

9109040029 Notification of significant licensee meeting 91-110 w/util on 910906 in 
Buchanan,NY to discuss SALP mgt meeting. 

HAVERKAMP.D. Region 1 (Post 820201). 91/08/28. Region 1 (Post 820201). 3pp. 
58935:102-58935:104. 

9109170218 Forwards requalification exam rept 50-286/91-160L administered during 
wk of 910729.Program assigned overall rating of satisfactory,per NUREG-1021. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/08/30. RUSSELL.J.E. Power Author¬ 
ity of the State of New York (New York Power Authority). 3pp. 59110:065-59110:078. 

-9109170225 Exam rept 50-286/91-160L on 910729.Exam results:ali operators passed 
exam.Licensed operator requalification program rated satifactory. 

D’ANTONIO,J., ESELGROTH.P.W. Region 1 (Post 820201). 91/08/26. 11pp. 
59110:068-59110:078. 



9109170156 Forwards safety insp rept 50-286/91-12 on 910513-17.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 91/09/03. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 2pp. 59110:198-59110:208. 

-9109170164 Insp rept 50-286/91-12 on 9105l3-l7.No violations noted. Major areas 
inspected:control of design changes,mods & temporary mods & check valve preven¬ 
tive maint program. 

PRIVIDY.LJ., EAPENP.K. Region 1 (Post 820201). 91/07/12. 9pp. 59110:200- 
59110:208. 

9109160265 Responds to violations noted in Insp Rept 50-286/91-14. Corrective 
actions.event lessons learned training session will be conducted by 911130 & engi¬ 
neering evaluation will be conducted by 911231 to assess MOV-856D upgrades. 
RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
91/09/10. COWGILL.C.J. Region 1 (Post 820201). 4pp. 59126:333-59126:336. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109300172 Forwards response to weaknesses noted in Initial SALP Rept 50-286/89- 
99.Corrective actions:security training & qualification scheduling & tracking sys imple¬ 
mented w/addl administrative controls. 

RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
91/09/23. MARTIN,T.T. Region 1 (Post 820201). 6pp. 59245:193-59245:199. 


R. Periodic operating reports & related correspondence 

9109040302 "Effluent & Waste Disposal Semiannual Rept,Jan-June 1991.” W/910828 
Itr. 

RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
91/06/30. MARTIN,T.T. Region 1 (Post 820201). 19pp. 58954:020-58954:038. 

9109050127 Forwards fitness-for-duty program performance rept covering Jan-June 
1991. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/08/27. Document Control Branch (Document Control Desk). 10pp. 59019:027- 
59019:036. 

9109160316 Monthly operating rept for Aug 1991 for Indian Point Unit 3. W/910911 Itr. 
KELLY,L, RUSSELL,J.E. Power Authority of the State of New York (New York Power 
Authority). 91/08/31. 5pp. 59119:183-59119:187. 


V. Operator Examinations 

9109170218 Forwards requalification exam rept 50-286/91-160L administered during 
wk of 910729.Program assigned overall rating of satisfactory,per NUREG-1021. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/30. RUSSELL,J.E. Power Author¬ 
ity of the State of New York (New York Power Authority). 3pp. 59110:065-59110:078. 

-9109170225 Exam rept 50-286/91-160L on 910729.Exam results:all operators passed 
exam.Licensed operator requalification program rated satifactory. 

D’ANTONIO,J., ESELGROTH.P.W. Region 1 (Post 820201). 91/08/26. 11pp. 
59110:068-59110:078. 

9109270016 Invites recipient to attend 911106-07 power reactor operator license exam¬ 
iners/training managers meeting in King of Prussia,PA to discuss various topics & 
issues re operator licensing function.Preliminary meeting agenda end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. RUSSELL,J.E. Power Authority of 
the State of New York (New York Power Authority). 5pp. 59216:077-59216:081. 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plane 

9109110238 Forwards public version of revised Crisis Mat Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CM I P-4, Rev 40 to CM I P-5, Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 

—9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CM9P-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS,R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258. 

9109100177 Rev 39 to “Crisis Mgt Plan for Nuclear Stations.” W/910828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109110173 Ack receipt of 910701 & 22 Itrs transmitting Rev 31 to physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp. 
59092:235-59092:237. 

9109110163 Ack receipt of 910701 Itr transmitting Rev 11 to safeguards contingency 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp. 
59092:239-59092:241. 

9109240344 Forwards insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on 
910812-16.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co. 
3pp. 59184:312-59184:322. 

-9109240346 Insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on 910812-16.No 
violations or deviations noted.Major areas inspected:radiological environ 
monitoring,meteorological monitoring.audits,training & dose commitment calculations. 
JONES,d!W. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315-59184:322. 

9109180117 Revised EPIPs,including Rev 91-7 to Vol B,consisting of CP/1 /A/2202/ 
04C,HP/1/A/1009/17,HP/2/A/10O9/17 & HP/3/A/1009/17.W/910912 Hr. 
TUCKMAN.M.S. Duke Power Co. 91/09/12.131pp. 59146:164-59146:294. 


9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 
910818-22.No violations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 

-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 
on 910818-22.No violations noted.Major areas inspected:security pian programs,mgt 
effectiveness & support,security organization & records & repts. 

STANSBERRY,W.W. Region 2 (Post 820201). 91/09/12. Ip. 59134:094-59134:094. 


I. Financial information 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Munidpal Power Agency 1 Annual Rept,1990." 

BOBO.J.T., CLAY.G.W. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 
59247:179-59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept” 

BAUER,J.A., SMOAK.C.F. Piedmont Municipal Power Agency. 90/12/31. 106pp. 
59247:240-59247:347. 


P. Operating license stage documents & correspondence 

9109030038 Forwards response to NRC 910626 request for addl info re Generic Ltr 88- 
20 concerning individual plant exam submittal provided in Dec 1990.W/three oversize 
figures. 

TUCKMAN.M.S. Duke Power Co. 91/08/21. Document Control Branch (Document 
Control Desk). 34pp. 58941:080-58941:110. 

9109050046 Requests FR publication of notice of issuance of amends 189,189 & 186 
to licenses DPR-38.DPR-47 & DPR-55.Amend revises TS by changing value for con¬ 
tainment free vol. 

WIENS,L.A. Project Directorate 91-3. 91/08/21. NRC • No Detailed Affiliation Given. 
2pp. 58994:016-58994:017. 

9109060090 Forwards amends 189,189 & 186 to licenses DPR-38.DPR-47 6 DPR-55 & 
SE.Amends revise value for containment free vol currently specified in TS 5.2.1 & as¬ 
sociated bases. 

WIENS,LA. Project Directorate 19-3. 91/08/21. TUCKMAN.M.S. Duke Power Co. 4pp. 
59010:135-59010:149. 

-9109060095 Amends 189.189 & 186 to licenses DPR-38.DPR-47 & DPR-55, 
respectively,revising value for containment free vol currently specified in TS 5.2.1 & 
associated bases. 

MATTHEWS,D.B.* Project Directorate 11-3. 91/08/21. 9pp. 59010:139-59010:147. 

-9109060096 Safety evaluation supporting amends 189,189 & 186 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/21. 2pp. 
59010:148-59010:149. 

9109160062 Ack receipt of 910723 Itr which submitted addl info & justification for 
change in frequency of procedure review. Review finds that change provides accepta¬ 
ble alternative & meets requirements in 10CFR50 App B. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6pp. 59098:069-59098:074. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, “Thermal-Hydraulic Transient Analysis Methodology” & DPC-NE-2004, 
“Core Thermal-Hydraulic Methodology Using VIPRE-01." Enel wthheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 

9109110045 Forwards Rev 29 to "ODCM,Oconee Nuclear Station,” Rev 30 to 
“ODCM,Catawba Nuclear Station" & Rev 31 to “ODCM,McGuire Nuclear Station.” 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110046 Rev 29 to “ODCM,Oconee Nuclear Station.” 

BIRCH,M.L, BARRON.H.B., STEWART,J.M. Duke Power Co. 91/01/01. 13pp. 
59089:003-59089:015. 

9109100006 Rev to “Oconee Selected Licensee Commitment Manual.” W/ 910830 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/30.12pp. 59076:320-59076:331. 

9109120233 Forwards amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR- 
55,respectively & safety evaluation.Amends delete organization charts in section 6 of 
TS & add new statements addressing particular administrative control requirements. 
WIENS,LA. Project Directorate 11-3. 91/08/30. TUCKMAN.M.S. Duke Power Co. 4pp. 
59081:037-59081:053. 

-9109120250 Amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR-55, 
respecfively.Amends delete organization charts contained in section 6 of TS & associ¬ 
ated bases & add new statements addressing particular administrative control requir- 
ments. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/30.10pp. 59081:040-59081:049. 

—9109120253 Safety evaluation supporting amends 190,190 & 187 to licenses DPR- 
38.DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 3pp. 
59081:050-59081:053. 

9109090239 Requests interpretation of facility tech spec 4.17.5.1 re repair of SG explo¬ 
sive plugs by use of orifice plugs. 

TUCKMAN.M.S. Duke Power Co. 91/09/03. Document Control Branch (Document 
Control Desk). 6pp. 59053:305-59053:310. 
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9109100088 Forwards revised page index to Rev 8 to “Process Control Program." 
TUCKMAN.M.S. Duke Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 2pp. 59139:322-59139:327. 

—9109180108 Revised procedure index to Rev 8 to “Process Control Program.” 
VAUGHT,M.B., LOUCKS.LE. Duke Power Co. 91/07/30. 4pp. 59139:324-59139:327. 

9109270178 Forwards amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR- 
55,respeetive!y.Anv8nds modify specs having cycle-specific parameter limits by trans¬ 
ferring limits to core operating limits rept _ ^ 

WIENS,LA. Project Directorate 11-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 2pp. 
59226:077-59226:113. 

-9109270202 Amends 191,191 & 188 to licenses DPR-38.DPR-47 & DPR-55, respec- 

MATTHEWS.D.B. Project Directorate 11-3. 91/09/16. 28pp. 59226:079-59226:106. 

-9109270204 Safety evaluation supporting amends 191,191 & 188 to licenses DPR- 
38.DPR-47 8 DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 6pp. 
59226:107-59226:113. 


9109240295 Forwards insp rept 50-269/91-20,50-270/91-20 & 50-287/91-20 on 
910812-16.No violation noted. ^ , * 

JULIAN,C.A. Region 2 (Post 820201). 91/09/11. TUCKMAN.M.S. Duke Power Co. 
3pp. 59183:328-59183:337. 


-9109240301 Insp repts 50-269/91-20,50-270/91-20 & 50-287/91-20 on 910812-16 No 
violations noted.Major areas inspected:unit I inservice insp activities,including eddy 
current exam of OTSG,tubes & plans for plugging previously installed plugs. 
ECONOMOS.N.E., BLAKE,J.J. Region 2 (Post 820201). 91/09/04. 7pp. 59183:331- 


9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on 

910818-22.No violations noted. __ „ * _ 

CLINE,W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp. 
59134:091-59134:094. 


-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 
on 910818-22.No violations noted.Major areas inspectedrsecurity plan programs,mgt 
effectiveness & support,security organization & records & repts. 

STANSBERRY,W.W., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/12. Ip. 
59134:094-59134:094. 


9109250279 Notification of 911005 meeting w/util in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN.R. Project Directorate 11-3. 91/09/18. MATTHEWS,D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 


9109240238 Forwards insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 
910819-23.No violation noted. _ 

JULIAN,C.A. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:046-59174:058. 


9109300150 Rev to selected licensee commitments manual,consisting of list of effective 
pages & table of contents. 

FROEBE.H. Duke Power Co. 91/09/24. 7pp. 59253:051-59253:057. 


CL Inspection reports, IE Bulletins & correspondence 

9109100028 Forwards insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 
910709-11 .No violations or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/08. TUCKMAN.M.S. Duke Power Co. 3pp. 
59021:045-59021:055. 

—9109100030 Insp repts 50-269/91-15,50-270/91-15 & 50-287/91-15 on 910709-11.No 
violations or deviations noted.Major areas inspected:licensee fitness for duty 
program,policy & review of admin & key program processes. 

TILLMAN A. MCGUIRE,D.R. Region 2 (Post 820201). 91/08/08. 8pp. 59021:048- 


-9109240253 Insp repts 50-269/91-21,50-270/91-21 & 50-287/91-21 on 910819-23.No 
violations noted.Major areas inspected: observations of work & work activities & eval¬ 
uation of recorded data for 10 yr reactor vessel exams. 

COLEY,J.L., CHOU.R.C., BLAKE,J.J. Region 2 (Post 820201). 91/09/09. 10pp. 
59174:049-59174:058. 

9109240267 Forwards insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 
910826-30.Violations noted but not cited. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 59174:072-59174:080. 

-9109240276 Insp repts 50-269/91-24,50-270/91-24 & 50-287/91-24 on 910826-30.No 
violations noted.Major areas inspected: occupational exposure during extended out¬ 
ages & followup on enforcement issues. 

SHORTRIDGE.R.B., POTTER,J.P. Region 2 (Post 820201). 91/09/12. 6pp. 
59174:075-59174:080. 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160136 Ack receipt of 910813 Itr in response to 910716 NOV re insp repts 50-269/ 
91-12,50-270/91-12 & 50-287/91 -12.Responses meet requirements in 1QCFR2.201. 
HERDT.A.R. Region 2 (Post 820201). 91/08/27. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:248-59098:250. 

9109160016 Forwards insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on 
91W30-0727.No violations or deviations noted. 

HERDTAR- Region 2 (Post 820201). 91/08/29. TUCKMAN.M.S. Duke Power Co. 
2pp. 59096:307-59096:315. 

—9109160028 Insp repts 50-269/91-16,50-270/91-16 & 50-287/91-16 on 910630- 
0727.No violations noted.Major areas inspected: surveillance testing.maint activities & 
review of open items. 

HARMON,P.E., DESAl.B.B., POERTNER.W.K. Region 2 (Post 820201). 91/08/29. 
7pp. 59096:309-59096:315. 

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 9108W-09.No violations or deviations noted. 

JULIAN,CA, BLAKEJ. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke 
Power Co. 3pp. 59098:301-59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected:reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J., BLAKEJJ. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304- 
59098:311. 

9109130119 Forwards safety evaluation accepting B&W comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011 
(BAW-2127 rept). 

WIENS.LA. Project Directorate 11-3. 91/09/06. TUCKMAN.M.S. Duke Power Co. 3pp. 
59105:145-59105:160. 

-9109130131 Safety evaluation of BAW-2127 approving comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 13pp. 
59105:148-59105:160. 

9109240344 Forwards insp repts 50-269/91-19,50-270/91-19 & 50-287/91-19 on 
91 W12-16.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co. 
3pp. 59184:312-59184:322. 

-9109240346 Insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on 910812-16.No 
violations or deviations noted.Major areas inspected:radiological environ 
monitoring,meteorological monitoring,audits,training & dose commitment calculations. 
JONES,D.W., DECKER.T.R. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315- 
59184:322. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109040390 “Oconee Nuclear Station Semiannual Radioactive Effluent Release Rept 
for First Half 1991.” W/91G829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 41pp. 59017:223-59017:264. 

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170319 Forwards monthly operating repts for Aug 1991 for Oconee Nuclear Station 
Units 1,2 & 3 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59136:015-59136:032. 

-9109170323 Monthly operating repts for Aug 1991 for Oconee Nuclear Station Units 
1,2 & 3. 

WILLIAMS,R.A. Duke Power Co. 91/08/31. 15pp. 59136:017-59136:031. 

—9109170326 Monthly operating status repts for Jul 1991 for Oconee Nuclear Station 
Units 1,2 & 3. 

* Duke Power Co. 91/07/31. Ip. 59136:032-59136:032. 


V. Operator Examinations 

9109160037 Discusses pilot requaiification exam conducted on 910719-0802.Pilot exam 
suggested to explore methods to evaluate operator performance,per 10CFR55,in less 
stressful setting. 

BARRON.H.B. Duke Power Co. 91/06/26. ROE.R.W. Division of Licensee Perform¬ 
ance & Quality Evaluation (Post 870411). 3pp. 59108:190-59108:192. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 910806-09.No violations or deviations noted. 

JULIAN.CA Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:301-59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected:reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304-59098:311. 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency l.NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247*179- 
59247:211. 
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—9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept.” 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91.Current status summary sheet for nonpower reactor facilities also end. 
REESE.J.H. Region 5 (Post 820201). 91/09/10. WEISS.S. Non-Power Reactors, De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109050038 Forwards Safety Insp Rept 50-289/91-14 on 910625-27 & 0715- 19.No vio¬ 
lations noted.Util demonstrated ability to respond to severe accident & implement TMI 
emergency plan & implementing procedures in acceptable manner. 

JOYNER.J.H. Region 1 (Post 820201). 91/08/21. BROUGHTON,G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59027:332-59027:346. 

-9109050041 Safety Insp Rept 50-289/91-14 on 910625-27 & 0715-19.No violations 
noted.Major areas inspected:licensee full participation emergency preparedness exer¬ 
cise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/08/20. 11pp. 59027:336- 
59027:346. 

9109240286 Forwards safety insp repts 50-289/91-17 & 50-320/91-12 on 910715- 
19.No violations noted.Licensee implementing effective emergency preparedness pro¬ 
gram. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON,G.T. General Public 
Utilities Corp. - GPU Sen/ice Corp. 4pp. 59184:153-59184:165. 

-9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola¬ 
tions noted.Major areas inspected.emergency preparedness program,changes to im¬ 
plementing procedures particularly classification procedures & mgt & control. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157- 
59184:165. 


P. Operating license stage documents & correspondence 

9109130228 FOIA request for documents re Oyster Creek Nuclear Plant operated by 
GPU at Toms River,NJ & TMI units. 

DEKOK.D. Affiliation Not Assigned. 91/07/03. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). 6pp. 59115:297-59115:302. 

9109050119 Forwards “TMI-1 Effluent & Offsite Dose Rept for Jan-June 1991,” Rev 14 
to Operating Procedure 1104-281, "Waste Solidification Process Control Program” & 
Rev 8 to Operating Procedure 1104-281, “Waste Solidification Process....” 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 91/08/29. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 59002:286-59002:358. 

-9109050123 Rev 14 to Operating Procedure 1104-281, “Waste Sodification Process 
Control Program." 

* General Public Utilities Corp. - GPU Service Corp. 91/06/27. 27pp. 59002:301- 
59002:327. 

-9109050125 Rev 8 to Operating Procedure 1104-281, “Waste Solidification Process 
Control Program." 

* General Public Utilities Corp. - GPU Service Corp. 91/08/29. 31pp. 59002:328- 
59002:358. 

9109120069 Notification of grant execution, “TMI Recovery & Decontamination Collec¬ 
tion," awarded to Pennsylvania State Univ. 

UMBEL,D. Contract Negotiation Branch-2. FIN G-18951. 91/08/29. GUSTAVE,R.P. 
Program Management, Policy Development & Analysis Staff (Post 870413). RUBIN,A. 
NRC - No Detailed Affiliation Given. Ip. 59104:070-59104:072. 

-9109120072 Grant, “TMI Recovery & Decontamination Collection.” 
Grantee:Pennsylvania State Univ. 

MARGI.R.D. Pennsylvania State Univ., University Park, PA. MACE.M.H. Division of 
Contracts & Property Management (Post 890205). FIN G-18951. 91/08/29. 2pp. 
59104:071-59104:072. 

9109100318 Forwards Tech Spec Change Request 211 to License DPR-50, requesting 
deletion of note in Tech Spec Section 3.24 which provides operability requirements for 
reactor coolant inventory trending sys only to end of Cycle 8. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 91/09/05. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 59086:349-59086:355. 

-9109100319 Tech Spec Change Request 211 to License DPR-50,requesting deletion 
of note in Tech Spec Section 3.24 which provides operability requirements for reactor 
coolant inventory trending sys only to end of Cycle 8. 

BROUGHTON/LG. General Public Utilities Corp. - GPU Service Corp. 91/09/05. 4pp. 
59086:351-59086:354. 

—9109100321 Proposed Tech Spec Change Request 211,requesting deletion of note in 
Tech Spec Section 3.24 which provides operability requirements for reactor coolant 
inventory trending sys only to end of Cycle 8. 

* General Public Utilities Corp. - GPU Service Corp. 91/09/05. Ip. 59086:355- 
59066:355. 

9109200292 Forwards safety evaluation granting relief from ASME boiler & pressure 
vessel code,Section XI.requirements & relief for certain insps (hydrostatic tests) 
deemed impractical during first 10-yr interval. 

STOLZ.J.F. Project Directorate 1-4. 91/09/11. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 59167:260-59167:267. 


—9109200301 Safety evaluation granting relief from ASME boiler & pressure vessel 
code.section XI.requirements & relief from certain insps (hydrostatic tests) deemed im¬ 
practical during first 10-yr interval. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 6pp. 
59167:262-59167:267. 

9109250241 Forwards response to NRC 910528 request for add! info re reracking of 
spent fuel pool.Holtec Rept HI-90477, “Heat Loss to Ambient from Spent Fuel 
PooLCorrelation of Theory w/Experiments” also encI.Rept withheld (ref 10CFR2.790). 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 91/09/18. Doc¬ 
ument Control Branch (Document Control Desk). 12pp. 59208:150-59208:167. 

-9109250244 Requests that proprietary Rept HI-90477, “Heat Loss to Ambient from 
Spent Fuel PoohCorrelation of Theory w/ Experiments” be withheld (ref 
10CFR2.790(b)(4)). 

SINGH,K.P. Holtec International. 91/07/06. MURLEY.T. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 6pp. 59208:162-59208:167. 

9109260149 Discusses NRC review of BWR Owners Group topical rept BAW-2127 re 
pressurizer surge line thermal stratification. Concludes that methodology used to 
evaluate & analyze stress & fatigue effects due to thermal stratification acceptable. 
HERNAN.R.W. Project Directorate 1-4. 91/09/18. BROUGHTON,T.G. General Public 
Utilities Corp. - GPU Service Corp. 17pp. 59209:262-59209:278. 

9109300103 Recognizes efforts of G Bond & S Cafrelli for their assistance & coopera¬ 
tion for invaluable successful completion of Three Mile Island project 
SPESSARD.R.L. Division of Operational Assessment (Post 870413). 91/09/20. 
WILSON,R.F. General Public Utilities Corp. - GPU Service Corp. 2pp. 59257:1 OS- 
59257:106. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050038 Forwards Safety Insp Rept 50-289/91-14 on 910625-27 & 0715- 19.No vio¬ 
lations noted.Util demonstrated ability to respond to severe accident & implement TMI 
emergency plan & implementing procedures in acceptable manner. 

JOYNER.J.H. Region 1 (Post 820201). 91/08/21. BROUGHTON,G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59027:332-59027:346. 

-9109050041 Safety Insp Rept 50-289/91-14 on 910625-27 & 0715-19.No violations 
noted.Major areas inspected:licensee full participation emergency preparedness exer¬ 
cise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/08/20. 11pp. 59027:336- 
59027:346. 

9109240116 Ack receipt of 910718 itr informing NRC of steps taken to correct violations 
noted in insp rept 50-320/91-05. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/06. LONG.R.L. General Public Utili¬ 
ties Corp. - GPU Service Corp. 2pp. 59173:329-59173:338. 

9109240432 Forwards radiological safety insp repts 50-289/91-19 & 50-320/91-14 on 
910812-19.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/10. BROUGHTON,G.T., LONG.R.L 
General Public Utilities Corp. - GPU Service Corp. 3pp. 59185:117-59185:126. 

-9109240440 Safety insp repts 50-289/91-19 & 50-320/91-14 on 910812-19. No viola¬ 
tions noted.Major areas inspected:radiological controls program,previously identified 
items,organization & staffing & plant sys training. 

CHAWAGA.D., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 7pp. 59185:120- 
59185:126. 

9109200292 Forwards safety evaluation granting relief from ASME boiler & pressure 
vessel code.Section XI.requirements & relief for certain insps (hydrostatic tests) 
deemed impractical during first 10-yr interval. 

STOLZ.J.F. Project Directorate 1-4. 91/09/11. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 59167:260-59167:267. 

-9109200301 Safety evaluation granting relief from ASME boiler & pressure vessel 
code.section XI.requirements & relief from certain insps (hydrostatic tests) deemed im¬ 
practical during first 10-yr interval. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 6pp. 
59167:262-59167:267. 

9109240286 Forwards safety insp repts 50-289/91-17 & 50-320/91-12 on 910715- 
19.No violations noted.Licensee implementing effective emergency preparedness pro- 

SoYNER.J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON.G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59184:153-59184:165. 

-9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola¬ 
tions noted.Major areas inspectedremergency preparedness program,changes to im¬ 
plementing procedures particularly classification procedures & mgt & control. 
AMATO.C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157- 
59184:165. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 
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9108970130 Advises that licensee 881004,21,890731 & 0824 responses to NRC bulletin 

Directorate 1-4. 91/09/17. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 7pp. 59221:208-59221:214. 

9109280149 Discusses NRC review of BWR Owners Group topical rept BAW-2127 re 
pressurizer surge line thermal stratification. Concludes that methodology used to 
evaluate & analyze stress & fatigue effects due to thermal stratification acceptable. 
HERNAN,R.W*Pro^ Directorate 1-4. 91/09/18. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 17pp. 59209:262-59209:278. 

9109260186 Forwards request tor addl info re inservice insp program. 

HERNAN.R.W. Pro|e<J^Sctorate 1-4. 91/09/19. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 9pp. 59209:281-59209:289. 


R, Periodic operating reports & related correspondence 

9109050119 Forwards ‘TMI-1 Effluent & Offsite Dose Rept for Jan-June 1991,” Rev;14 
to Operating Procedure 1104-281, “Waste Solidification Process Control Program & 
Rev 8 to Operating Procedure 1104-281, “Waste Solidification Process...." 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/08/29. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 59002:286-59002:358. 

—9109050121 “TMH Effluent & Offsite Dose Rept for Jan-June 1991 
* General Public Utilities Corp. - GPU Service Corp. 91/06/30. 13pp. 59002:288- 
59002:300. 

-9109060123 Rev 14 to Operating Procedure 1104-281, “Waste Sodification Process 
Utilities Corp. - GPU Service Corp- 91/06/27. 27pp. 59002:301- 

59002:327. 

—9109050125 Rev 8 to Operating Procedure 1104-281, “Waste Solidification Process 
Utilities Corp. - GPU Service Corp. 91/08/29. 31pp. 59002:328- 

59002:358. 

9109180104 Monthly operating rept for Aug 1991 for TMI Nuclear Station, Unit 1.W/ 
910916 Hr. 

WELLS,R.D., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 
91/08/31. 7pp. 59140:105-59140:111. 


$. Reportable occurrences, LEFts & related correspondence 

9109040240 10CFR21 & 50, “Criteria & Procedures for Reporting of Defects & Condi¬ 
tions of Const Permits.” Amend applies experience gained as result of TMI accident 
to rule. 

CHILK.SJ. Office of the Secretary of the Commission. 91/07/24. 40pp. 58936:278- 
58936:317. 


V. Operator Examinations 

9109160260 Advises thaLduring review of licensed operator medical exam schedule on 
910802,discovered that one operator did not have current medical exam.On 
910805,operator underwent new medical exam w/rto new medical restrictions noted. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/09/11. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 59119:001-59119:002. 

9109270042 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. BROUGHTON.G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59216:186-59216:189. 
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9109110002 Forwards map rept 50-293/91-19 on 910722-26.No violations 
notedOperations observed to be conducted in safe manner & control room oper¬ 
ations effectively interfaced w/various working groups. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. DAVIS,G.W. Boston Edison 
Co. 4pp. 59053:148-59053:160. 

-9109110003 insp rept 50-293/91-19 on 910722-26.No violations noted. Major areas 
mspected:plant operations,ensure that operation dept conducts activities in safe 
manner & review activities re satellite EOPs. 

BOWER.F., FLOREK.DJ., CONTE,R. Region 1 (Post 820201). 91/08/26. 9pp. 
59053:152-59053:160. 

9100160050 Informs of 911016 emergency response data sys meeting to discuss new 
rule published in 10CFR50 re data transmittal. 

KNAPP.M.R. Region 1 (Post 820201). 91/08/29. DAVIS,G.W. Boston Edison Co. 6pp. 
59098:145-59098:150. 

9109240100 Ack receipt of 910816 response re addl assistance from util to meet emer¬ 
gency planning resporaibHities.Atterr»te site in Bridgewater is much too far removed 
from town of Plymouth & emergency planning zone. 

GRIFF1N.W.R. Plymouth, MA. 91/09/06. LINVILLE.J.C. Region 1 (Post 820201). Ip. 
59173:318-59173:318. 

9109160276 Forwards addenda for Issue 2 to Rev 9 to security plan, executing minor 
administrative changes to Rev 9 submitted on 910307.Enel withheld (ref 10CFR73.21). 
DAVIS,G.W. Boston Edison Co. 91 /09/10. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 59126:337-59126:338. 

9106300039 Forwards insp rept 50-293/91-17 on 910707-0824 & notice of violation. 

(Post 820201). 91/09/17. DAVIS,G. Boston Edison Co. 4pp. 


-9109300044 Insp rept 50-293/91-17 on 910706-0824.Violations noted. Major areas 
•nspected:plant operations.radiotogcal contro!s,maint & surveillance,emergency pre¬ 
paredness, security & engineering & technical support 
HOGGEJ. Region 1 (Post 820201). 91/09/17. 25pp. 59225:060-59225:084. 


P. Operating license stage documents & correspondence 


9109240367 Informs that addl time required to complete review of 10CFR50.54 QA pro- 

lrrTa^SuSEN f L Region 1 (Post 820201). 91/08/29. DAVIS,G.W. Boston Edison 
Co. 4pp. 59185:043-59185:046. 

9109130070 Returns unsealed Itr addressed to Senator Kirby due to NRC being unable 

to seal & post subi Itr as requested. _ ._ 

EATON, R B. Project Directorate 1-3. 91/09/04. BROOKS,E. Boston Edison Co. 4pp. 
59105:181-59105:184. 


9109200165 Provides progress of Region I 910220-21 engineering syrn^sium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel to mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. DAVIS,G.W. Boston Edison Co. 4pp. 


9109300001 Ack receipt of 910703 Itr transmitting summary of annual changes to util 
QA manual,vol II.Changes acceptable. « * r-.. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/09/12. DAVIS,G.W. Boston Edison 
Co. 4pp. 59224:048-59224:051. 


9109300054 Responds to 910808 Itr to EDO & 910802 message to Chairman re ar¬ 
rangements for evacuating & monitoring Duxbury school children In event of radiologi- 

SjR LEY^TJE^Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
12. Flemings. Affiliation Not Assigned. 5pp. 59263:043-59263:075. 


-9109300100 Requests help & support to facilitate monitoring of Duxbury School Popu¬ 
lation in event of radiological accident at Pilgrim. Documentation to support position at¬ 
tached. 

FLEMING,JA Affiliation Not Assigned. 91/08/08. TAYLOR.J. Ofc of the Executive Di¬ 
rector for Operations. 11pp. 59263:048-59263:058. 

-9109300113 Responds to NRC Task Force Draft Rept for comment entitled, “Findings 
on Issues of Offsite Emergency Preparedness for Pilgrim Nuclear Power." Requests 
that statement be made part of official record of NRC task force public hearing. 
KENNEDY,D.G. Massachusetts, Commonwealth of. 91/06/10. ERICSON.R. NRC - No 
Detailed Affiliation Given. 13pp. 59263:059-59263:073. 


-9109300118 Comments on problem w/Emergency Planning & lack of “reasonable as¬ 
surance" re Federal Regulations regarding radioactive contamination. 

FLEMING,J. Affiliation Not Assigned. 91/08/01. SELIN Commissioners (Post 750119). 
2pp. 59263:074-59263:075. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
orsoh^fB ** 2vc list oncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110002 Forwards insp rept 50-293/91-19 on 910722-26.No violations 
noted.Operations observed to be conducted in safe manner & control room oper¬ 
ations effectively interfaced w/various working groups. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. DAVIS,G.W. Boston Edison 
Co. 4pp. 59053:148-59053:160. 

-9109110003 Insp rept 50-293/91-19 on 910722-26.No violations noted. Major areas 
inspected:plant operations,ensure that operation dept conducts activities in safe 
manner & review activities re satellite EOPs. 

BOWER.F., FLOREK.DJ., CONTE,R. Region 1 (Post 820201). 91/08/26. 9pp. 
59053:152-59053:160. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109200309 Advises that 881006 & 891106 responses to NRC Bulletin 884)08, "Ther¬ 
mal Stresses in Piping Connected to RCS" acceptable,based on confirmation that 
configurations will not be subj to combined cyclic & static thermal fatigue. 

EATON,R.B. Project Directorate 1-3. 91/09/17. DAVIS,G.W. Boston Edison Co. 7pp. 
59177:317-59177:323. 


9109250062 Responds to NRC Itr re violations noted in insp rept 50-293/91-20 on 
910729-0802.Corrective actk>ns:improved guidance on actions to be taken by SFMs 
upon notification of lighting loss/deficiency. 

DAVIS,G.W. Boston Edison Co. 91/09/17. Document Control Branch (Document Con¬ 
trol Desk). 5pp. 59200:338-59200:340. 


9109300039 Forwards insp rept 50-293/91-17 on 910707-0824 & notice of violation. 
L^NVILLEJ.^R^o^l (Post 820201). 91/09/17. DAVIS,G. Boston Edison Co. 4pp. 


-9109300041 Notice of violation from insp on 910707-0824.Violation note&licensee 
procedure for drywell head installation 3.M.4-48,rev 13 not property established. 

* Region 1 (Post 820201). 91/09/17. Ip. 59225:059-59225:059. 

-9109300044 insp rept 50-293/91-17 on 910706-0824.Violations noted. Major areas 
inspectedrplant operatk>ns,radlological controls,malnt & surveillance,emergency pre¬ 
paredness, security & engineering & technical support. 

ROGGE,J. Region 1 (Post 820201). 91/09/17. 25pp. 59225:060-59225:084 
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R. Periodic operating reports & related correspondence 

9109040431 “Semiannual Radioactive Effluent & Waste Disposal Rept for Pilgrim Nucle¬ 
ar Power Station for Jan-Jun 1991 ." W/910829 Itr. 

ANDERSON,R.A. Boston Edison Co. 91/06/30.145pp. 59003:273-59004:047. 

9109090245 Forwards semiannual rept for long term program,per Section VA of “Plan 
for Long Term Program-Pilgrim Nuclear Power Station,” including schedules for A & B 
regulatory items, commitment descriptions & progress since last update. 

DAVIS,G.W. Boston Edison Co. 91/08/30. Document Control Branch (Document Con¬ 
trol Desk). 54pp. 59050:171-59050:224. 

9109170263 Monthly operating rept for Aug 1991 for Pilgrim Nuclear Power Station Unit 
1.W/910913 Itr. 

MUNRO.W., ANDERSON.R.A. Boston Edison Co. 91/08/31. 9pp. 59135:280- 
59135:288. 

9109230013 “Discharge Monitoring Rept for Aug 1991." W/910917 Itr. 

WAGNER,E.J. Boston Edison Co. 91/08/31. 9pp. 59156:071-59156:079. 


S. Reportable occurrences, LERs & related correspondence 

9109170209 LER 91-018-00:on 910710,setpoints of degraded voltage relays discovered 
too low probability degraded voltage conditions. Cause unknown.Mods planned to re¬ 
place applicable control power transformers.W/910910 Itr. 

ELLIS.D.W., DAVIS,G.W. Boston Edison Co. 91/09/10. 8pp. 59157:075-59157:082. 

9109170085 LER 91-019-00:on 910525,circuit breaker of safety-related bus transfer 
scheme discovered open.Caused by interference between breaker’s forged type trip 
latch roller.Circuit breaker repaired by GE personnel.W/910911 Itr. 

ELLIS,D.W., DAVIS.G.W. Boston Edison Co. 91/09/11. 8pp. 59157:017-59157:024. 

9109190283 LER 91-020-00:on 910815.RCIC declared inoperable & seven day Tech 
Spec LCO entered.Caused by turbine speed oscillations occurring minutes after 
steady operation.EG-R replaced & turbine speed control sys adjusted.W/910913 Itr. 
BASILESCO.G., DAVIS.G.W. Boston Edison Co. 91/09/13. 5pp. 59166:200- 
59166:204. 


V. Operator Examinations 

9109270118 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,Pennsylvania.Forwards preliminary 

HODGis!H^.W a Region 1 (Post 820201). 91/09/19. DAVIS.G.W. Boston Edison Co. 
5pp. 59217:095-59217:099. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109050151 Revised EPIPs,including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment...," & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 & 
notice of violation. 

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co. 
2pp. 59110:278-59110:290. 

-9109170121 Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations 
noted.Major areas inspected:assess implementation of fire protection program,admin 
procedures, completed surveillances & audits. 

GAINTY.C.A., HOLMES,J.A., JABLONSKI.F.J. Region 3 (Post 820201). 91/09/11. 
9pp. 59110:283-59110:290. 

9109170104 Revised EPIPs,including Rev 0 to CEPIP 3211-01,Rev 0 to CEPIP 3214- 
01,Rev 1 to CEPIP 3220-01,Rev 1 to CEPIP 3301-01, Rev 1 to CEPIP 3303-01 .Rev 1 
to CEPIP 3304-01,Rev 1 to CEPIP 3401-01 & Rev 1 to CEPIP 3402-01. 

* Commonwealth Edison Co. 91/09/30.150pp. 59136:033-59136:275. 


H. General correspondence 

9109120175 Responds to 910729 request for NRC response to PW Barca inquiry con¬ 
cerning facility.NRC closely monitoring licensee corrective action programs & efforts 
to improve facility performance. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/29. KOHL.H. 
Senate. 10pp. 59087:121-59087:137. 


P. Operating license stage documents & correspondence 

9109040123 Forwards description & status update for each svc water & 1ST action item 
& Rev 0 to “Ref Document Svc Water Sys.” 

STIMAC.S.F. Commonwealth Edison Co. 91/08/28. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 29pp. 59004:195-59005:222. 

-9109040125 “Ref Document Svc Water Sys." 

* ABB Impell Corp. (formerly Impell Corp.). 91/05/15. 300pp. 59004:224-59005:222. 

9109050074 Forwards amends 129 & 118 to licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends revise tech specs re inservice testing of pressurizer safety 
valves by incorporating spec 4.0.5 requirements from Westinghouse STS. 

HICKMAN,J.B. Project Directorate 111-2. 91/08/28. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 59009:187-59009:202. 

-9109050083 Amends 129 & 118 to licenses DPR-39 & DPR-48,respectively, revising 
tech specs re inservice testing of pressurizer safety valves by incorporating spec 4.0.5 
requirements from Westinghouse STS. 

BARRETT,R.J. Project Directorate 111-2. 91/08/28. 11pp. 59009:189-59009:199. 


-9109050087 Safety evaluation supporting amends 129 & 118 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59009:200-59009:202. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts.plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109040193 Extends commitment date for implementation of A-modei program at 
facilities.Addl time necessary to resolve problem recently identified during field 
testing.Evaluation of listed options will be completed by 911030. 

STIMAC.S.F. Commonwealth Edison Co. 91/08/29. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 58954:276-58954:277. 

9109160286 Forwards amends 130 & 119 to licenses DPR-39 & DPR-48, 
respectively.Amends revise RCS section of TS to allow use of Bechtel-KWU Alliance 
sleeving methodology for repair of SG tubes. 

HICKMAN,J.B. Project Directorate 111-2. 91/09/10. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 59107:001-59107:013. 

—9109160295 Amends 130 & 119 to licenses DPR-39 & DPR-48,respectively, revising 
RCS section of TS to allow use of Bechtel-KWU Alliance sleeving methodology for 
repair of SG tubes. 

BARRETT,R.J. Project Directorate 111-2. 91/09/10. 8pp. 59107:003-59107:010. 

-9109160300 Safety evaluation supporting amends 130 & 119 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 3pp. 
59107:011-59107:013. 


9109230134 Submits response to NRC safety evaluation of facility second ten-yr interval 
of inservice testing program for pumps & valves,dtd 910604,specifically,App B of TER. 
SCHUSTER,T.K. Commonwealth Edison Co. 91/09/16. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 34pp. 59192:280-59192:313. 

9109120064 Rev O.E to radioactive effluent technical stds of ODCM for Zion Nuclear 
Station. 

* Commonwealth Edison Co. 91/09/30. 49pp. 59103:309-59104:005. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040312 Responds to NRC 910717 Itr re unresolved item noted in Insp Repts 50- 
295/91-10 & 50-304/91-lO.Corrective action:outage editor sys installed & implement¬ 
ed to assist operators in creating out-of-svc equipment packages. 

KOVACH,T.J. Commonwealth Edison Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58954:272-58954:275. 

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 & 
notice of violation. 

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co. 
2pp. 59110:278-59110:290. 

-9109170114 Notice of violation from insp on 910408-0809.Violation noted.-failure to 
identify malfunctions & deficiencies of Unit 2 SAT deluge sys which caused inadvert¬ 
ent operation on 901127. 

RING.M.A. Region 3 (Post 820201). 91/09/11. 2pp. 59110:280-59110:282. 

-9109170121 Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations 
noted.Major areas inspected:assess implementation of fire protection program,admin 
procedures, completed surveillances & audits. 

GAINTY.C.A., HOLMES.J.A., JABLONSKI.F.J. Region 3 (Post 820201). 91/09/11. 
9pp. 59110:283-59110:290. 

9109170116 Responds to NRC Itr re violations noted in insp repts 50-295/91-14 & 50- 
304/91 -14.Corrective actions:valve design procurement spec revised indicating cor¬ 
rect max design differential pressure. 

KOVACH,T.J. Commonwealth Edison Co. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59120:135-59120:138. 

9109190046 Forwards safety insp rept 50-295/91-15 & 50-304/91-15 on 910702-0826 
& notice of violation. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:018-59134:041. 

-9109190050 Notice of violation from insp on 91 0702-0826.Violation noted:on 
910606,unit 2 entered mode 3 w/steam supply to 2A auxiliary feedwater pump 
inoperable.Condition existed until 910608 when steam supply sys made operable. 
SHAFER.W.D. Region 3 (Post 820201). 91/09/12. Ip. 59134:020-59134:020. 

-9109190054 Insp repts 50-295/91-15 & 50-304/91-15 on 910702-0826. Violations 
noted.Major areas inspected:summary of operations,operational safety verification & 
ESF safety walkdown.maint & surveillance observation. 

FARBER.M.J. Region 3 (Post 820201). 91/09/10. 21pp. 59134:021-59134:041. 
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9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109160307 Monthly operating repts for Aug 1991 for Zion Units 1 & 2. W/910909 Itr. 
HERRON.R., JOYCE,T.P. Commonwealth Edison Co. 91/08/31. 13pp. 59119:253- 
59119:265. 


S. Reportable occurrences, LERs & related correspondence 

9109040192 LER 91-014-00:on 910801 .unit operator found no indication from technical 
support ctr Eberline SPING radiation monitor on control room SPING console.Caused 
by personnel error. Personnel involved counseled. W/910830 Itr. 

TSCHAKERT.F.J., JOYCE,T.P. Commonwealth Edison Co. 91/08/30. 5pp. 59009:049- 
59009:053. 


V. Operator Examinations 

9109100265 Confirms arrangements for evaluation of requalification program,scheduled 
for wks of 920127 & G203!Ref matls requirements end. 

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 9pp. 59022:311-59022:320. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSS.T. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 91/ 
09/10. HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 59105:185-59105:187. 

9109200278 EPIPs including,Rev 2 to EPIP-15, “Emergency Exposure” & Rev 8 to 
EPIP-17, “Emergency Equipment & Supplies.” W/910910 Itr. 

CARIER.P.P., HERRELL.M. Tennessee Valley Authority. 91/09/10. 20pp. 59177:294- 
59177:313. 

9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33.Viola¬ 
tions noted.Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON,B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59188:290-59188:294. 

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 
inspectedroverail nuclear mat) accountability & control program. 

CLAY.E.L. Region 2 (Post 820201). 91/09/18. Ip. 59188:294-59188:294. 

9109250127 Requests 880404 fire protection rept be withdrawn.Changes have been 
made to program.subsequently.info in rept is out of date & no longer reflects current 
plant configuration & fire protection implementation. 

2ERINGUE.O.J. Tennessee Valley Authority. 91/09/19. Document Control Branch 
(Document Control Desk). 2pp. 59194:128-59194:129. 


P. Operating license stage documents & correspondence 

9109090150 Forwards amends 185,198, & 157 to licenses DPR-33.DPR-52 & DPR- 
68,respectively.Amends respond to application dtd 901020. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59040:180- 
59040:235. 

-9109090156 Amends 185,198 & 157 to licenses DPR-33.DPR-52 & DPR-68, 
respectively,responding to 901020 application for amend. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. 49pp. 59040:183-59040:231. 

—9109090160 Safety evaluation supporting amends 185,198 & 157 to licenses DPR- 
33.DPR-52 & DPR-68,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
59040:232-59040:235. 

9109040285 Notification of forthcoming meeting w/util in Rockville,MD to discuss final 
seismic design criteria for util lower drywell steel platforms. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. HEBDON.F.J., MIRAGLIA.F., RUSSELLW. NRC - No Detailed Affiliation 
Given. 3pp. 58982:209-58982:211. 

9109030147 Notification of 910806 meeting w/TVA in Rockville,MD to discuss scope of 
individual Plant Exam for facility. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91 / 08 / 28 . HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 4pp. 58951:137-58951:140. 

9109030146 Constitutes util statement of intent to have adequate funds available when 
necessary for decommissioning activities associated w/byproduct matl license 41- 
08165-08. 

NAUMAN.D.A. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 4pp. 58952:337-58952:340. 


9109050335 Forwards notice of partial withdrawal of amend request re TS 3.7.A, “Con¬ 
tainment Isolation Valves." 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:049-58993:053. 

-9109050339 Notice of partial withdrawal of amend request re TS 3.7.A, "Containment 
Isolation Valves.” 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. 2pp. 58993:052-58993:053. 

9109060086 Forwards request for addl info re review of pressure temp limits per Gener¬ 
ic Ltr 88-11 as reflected in proposed amend to tech spec.Addl info needed to com¬ 
plete safety evaluation. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/28. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59015:123-59015:125. 

9109120151 Notification of 910925 meeting w/util in Rockville,MD to discuss design 
baseline verification program. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Di¬ 
rectorate) (Post 900603). 3pp. 59079:352-59079:354. 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSS.T. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 91/ 
09/10. HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 59105:185-59105:187. 

9109130227 Notification of 910918 meeting w/util in Rockville.MD to discuss technical 
issues associated w/smali bore piping & long-term torus integrity. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 59113:022-59113:024. 

9109130229 Notification of 910917 meeting w/util in Rockville.MD to discuss technical 
issues associated w/conduit supports & seismic qualification of instrument tubing. 
WILLI AMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 59113:045-59113:047. 

9109160329 Forwards SE & TER supporting relief from ASME code requirements re in- 
service testing program for pumps & valves. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59114:290- 
59114:310. 

-9109160335 Safety evaluation supporting relief from section XI ASME code require¬ 
ments per 890622 & 910514 submittals. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 5pp. 
59114:293-59114:297. 

-9109160338 "Review of Inservice Testing Program for TVA Nuclear Power Plants.” 
MURPHY.G.A. Oak Ridge National Laboratory. MURPHY,G.A. Martin Marietta Energy 
Systems, Inc. FIN F-0001. 90/08/13. HUANG,J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 13pp. 59114:298-59114:310. 

9109240394 Application for amends to Licenses DPR-33.DPR-52 & DPR-63, extending 
logic sys functional testing surveillance interval for accident signal logic. 
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/13. Document Control Branch 
(Document Control Desk). 3pp. 59194:078-59194:099. 

-9109240400 Proposed tech specs re logic sys functional testing surveillance interval 
rev. 

* Tennessee Valley Authority. 91/09/13. 19pp. 59194:081-59194:099. 

9109260186 informs of withdrawal of commitment to implement integrated living sched¬ 
ule programmer 881024 & 890505 submittals of Nuclear Performance Plan,Vols 3 & 
1 .respectively.Withdraws 840814 license amend request. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 2pp. 59235:128-59235:129. 

9109300093 Advises that util will meet Generic Ltr 91-08 milestones re removal of com¬ 
ponent lists from Tech Specs instead of submitting application for amends to licenses 
covering primary containment isolation valves. 

ZERINgUE.OJ. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 3pp. 59245:179-59245:181. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 
WALLACE.E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


Q. Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100076 Forwards exam rept 50-259/91-300 for all units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
results:all candidates passed exams. 

MOORMAN,J.H. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166-59022:067. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 
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9106140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100033 Forwards insp repts 50-259/91-29,50-260/91-29 & 50-296/91-29 on 
910808.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59021:058-59021:065. 

-9109100035 Insp repts 50-259/91-29.50-260/91-29 & 50-296/91-29 on 910808.No 
violations or deviations noted.Major areas inspected:licensee fitness for duty 
program,corrective actions to severity level IV violation 91-18-01. 

THOMPSON,D., MCGUIRE,D. Region 2 (Post 820201). 91/08/29. 4pp. 59021:062- 
59021:065. 

9109160007 Forwards insp repts 50-259/91-27,50-260/91-27 & 50-296/91-27 on 
910729-0802.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59096:277-59096:287. 

-9109160012 Insp repts 50-259/91-27,50-260/91-27 & 50-296/91-27 on 910729- 
0802.No violations noted.Major areas inspected: surveillance of core power distribu¬ 
tion limits,calibr of nuclear instrumentation sys & post-refueling startup tests. 

BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 91/08/28. 4pp. 59096:281- 
59096:287. 

9109160153 Forwards insp repts 50-259/91-28,50-260/91-28 & 50-296/91-28 on 
910806-09.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/29. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59098:211-59098:233. 

-9109160166 Insp repts.50-259/91-28,50-260/91-28 & 50-296/91-28 on 910806-09.No 
violations noted.Major areas inspected: confirmatory measurements,plant 

chemistry,radiological effluents & PASS. 

ADAMOVITZ.S.S., DECKER ,T.R. Region 2 (Post 820201). 91/08/26. 19pp. 

59098:215-59098:233. 

9109100320 Responds to NRC 910806 Itr re violations noted in Insp Repts 50-259/91- 

24.50- 260/91-24 & 5G-296/91-24.Corrective actions: correct chart paper loaded into 
recorder & personnel will be retrained re racking in breakers by 910115. 
ZERINGUE.O.J. Tennessee Valley Authority. 91/09/05. Document Control Branch 
(Document Control Desk). 9pp. 59061:256-59061:264. 

9109110220 Responds to NRC 910807 Itr re violations noted in Insp Repts 50-259/91- 

23.50- 260/91-23 & 50-296/91-23 & proposed imposition of civil penalty in amount of 
$75,000.Employee training sessions conducted from 910607-12. 

MEDFORD,M.O. Tennessee Valley Authority. 91/09/06. Ofc of Enforcement (Post 
870413). 9pp. 59092:220-59092:228. 

9109200313 Notification of contract execution,awarding task order 10, mod 3, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-G3- 
89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). Ip. 59157:288-59157:291. 

-9109200322 Ltr Contract NRC-03-89-027 awarding mod 3 to task order 10, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit,” to “Nuclear Power Reactor Operations,Mods....” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-027. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59157:289-59157:291. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230166 Advises that util 881024 response to NRC Bulletin 88-008 meets require¬ 
ments of bulletin & acceptable. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59201:058-59201:063. 

9109230156 Forwards Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91 ^.Viola¬ 
tions noted.Repts details withheld (ref 10CFR2.790(d) & 73.21). 

WILSON,B.A. Region 2 (Post 820201). 91/09/19. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59188:290-59188:294. 

-9109230164 Partially withheld Insp Repts 50-259/91-33,50-260/91-33 & 50-296/91-33 
on 910903-06 (ref 10CFR2.790(d) & 73.21). Violations noted.Major area 

inspected:overall nuclear matl accountability & control program. 

CLAY.E.L., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/18. Ip. 59188:294- 
59188:294. 

9109240213 Ack receipt of 910906 Itr & electronic transfer of listed fee for payment of 
civil penalty imposed by NRC in 910807 order. 

LIEBERMAN.J. Region 2 (Post 820201). 91/09/20. NAUMAN.D.A. Tennessee Valley 
Authority. Ip. 59183:089-59183:089. 


R. Periodic operating reports & related correspondence 

w109040309 “Radiological Impact assessment,Browns Ferry Nuclear Plant, Jan-June 
1991.” W/910829 Itr. 

CARRIER,P.P. Tennessee Valley Authority. 91/06/30. 96pp. 59005:223-59005:321. 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE.E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

-9109030166 “Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


9109230082 Monthly operating repts for Aug 1991 for Browns Ferry Nuclear PlantW/ 
910912 Itr. 

RATLIFF,S.A., CARIER.P.P. Tennessee Valley Authority. 91/08/31. 13pp. 59192:001- 
59192:013. 

9109270043 “Discharge Monitoring Rept for Aug 1991.” 

* Tennessee Valley Authority. 91/09/20. 9pp. 59216:190-59216:198. 


V. Operator Examinations 


9109100076 Forwards exam rept 50-259/91-300 for ail units on 910625-27 & 0719. 
WILSON,B.A. Region 2 (Post 820201). 91/08/16. NAUMAN.D.A. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 59021:163-59022:067. 

-9109100084 Exam rept 50-259/91-300 on 910625-28 & 0719 for all units. Exam 
results:a!l candidates passed exams. 

MOORMAN.J.H., CASTO.C.A. Region 2 (Post 820201). 91/08/15. 170pp. 59021:166- 
59022:067. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 

9109050005 Forwards insp rept 50-298/91-12 on 910722-26.No violations or deviations 
noted.lnforms that participation in emergency exercise demonstrated licensee pre¬ 
paredness to protect health & safety of public. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/27. HORN.G.R. Nebraska Public Power 
District. 3pp. 58944:258-58944:271. 

-9109050008 Insp rept 50-298/91-12 on 91G722-26.No violations or deviations 
noted.Major areas inspected:licensee performance & capabilities during annual exer¬ 
cise of emergency plan & procedures & activities in control room. 

MURRAY,B. Region 4 (Post 820201). 91/08/15. 11pp. 58944:261-58944:271. 

9109040387 Rev 13 to EPIP 5.7.1, “Emergency Classification.” W/91083G Itr. 

HAYDEN,R., HORN.G.R. Nebraska Public Power District. 91/08/30. 94pp. 59006:045- 
59006:139. 

9109110051 Forwards insp rept 50-298/91-15 on 910729-0802 & notice of violation. 
COLLINS.S.J. Region 5 (Post 820201). 91/09/04. HORN.G.R. Nebraska Public Power 
District. 3pp. 59053:268-59053:274. 

-9109110066 Partially withheld insp rept 50-298/91-15.Violations noted. Major areas 
inspected:security program plans,protected & vital area intrusion detection aids,vital 
area harriers, assessment aids & alarm stations. 

CAIN.C.L. Region 5 (Post 820201). 91/08/22. 2pp. 59053:273-59053:274. 

9109190111 Concludes that changes to facility emergency plan acceptable & do not de¬ 
grade effectiveness of plan. 

BEACH,A.B. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power 
District. 2pp. 59164:185-59164:187. 

—9109190152 Forwards rev 4 to emergency plan for facility.W/o end. 

HORN.G.R. Nebraska Public Power District. 91/08/01. Document Control Branch 
(Document Control Desk). Ip. 59164:187-59164:187. 

9109240111 Confirms arrangements between B Murray & D Whitman during 910905 
telcon for mgt meeting to be held on 910926 in Region IV ofc to discuss emergency 
preparedness findings identified in insp rept 50-298/91-12.Proposed agenda end. 
BEACH,A.B. Region 4 (Post 820201). 91/09/18. HORN.G.R. Nebraska Public Power 
District. 5pp. 59173:319-59173:323. 


P. Operating license stage documents & correspondence 

9109110259 Forwards amend 146 to license DPR-46 & safety evaluation. Amend 
changes TS to require operability of certain equipment be verified instead of demon¬ 
strated when redundant component found or made inoperable. 

O’CONNOR,P.W. Project Directorate IV-1. 91/08/20. HORN.G.R. Nebraska Public 
Power District. 3pp. 59069:166-59069:191. 

-9109110260 Amend 146 to license DPR-46,changing TS to require that operability of 
certain equipment be verified instead of demonstrated when redundant component 
found or made inoperable. 

QUAY.T.R. Project Directorate IV-1. 91/08/20. 20pp. 59069:170-59069:189. 

-9109110261 Safety evaluation supporting amend 146 to license DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/20. 2pp. 
59069:190-59069:191. 

9109120100 Forwards safety evaluation accepting licensee 910131 response to station 
blackout rule. 

O’CONNOR,P.W. Project Directorate IV-1. 91/08/22. HORN.G.R. Nebraska Public 
Power District. 4pp. 59099:001-59099:045. 

-9109120150 Safety evaluation accepting licensee responses & proposed method of 
dealing w/station blackout rule. 

O’CONNOR,P.W. Project Directorate IV-1. 91/08/22. 9pp. 59099:006-59099:014. 

—9108160273 “Technical Evaluation Rept,Cooper Nuclear Station,Station Blackout Eval¬ 
uation,” final rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/6663. 91/05/31. NRC - No Detailed Affiliation Given. 31pp. 
59099:015-59099:045. 

9109050344 Advises that 910729 application & 910624 affidavit re NEDC-31892P,Rev 
1, “Extended Load Line Limit & ARTS Improvement Program Analysis for Cooper Nu¬ 
clear Station Cycle 14,” withheld (ref 10CFR2.790(b)(5)). 

O’CONNOR,P.W. Project Directorate IV-1. 91/08/27. HORN.G.R. Nebraska Public 
Power District. 4pp. 58993:045-58993:048. 
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9109040224 Notification of significant licensee meeting w/util on 910919 in Region IV 
ofc to discuss upcoming refueling outage & safe shutdown risks. 

HARRELL.P.H. Region 4 (Post 820201). 91/08/29. Region 4 (Post 820201). 2pp. 
58936:264-58936:265. 

9109110042 Notification of 910919 meeting w/licensee to discuss upcoming refueling 
outage & safe shutdown risks. 

HARRELL.P.H. Region 4 (Post 820201). 91/09/05. Region 4 (Post 820201). 2pp. 
59053:266-59053:267. 

9109180002 Informs that on 910903 LJ Callan assumed duties of Director of Div of Ra¬ 
diation Safety & Safeguards,S Collins becomes Director,Div of Reactor Safety & AB 
Beach becomes Director, Div of Reactor Projects. 

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power 
District 2pp. 59117:004-59117:005. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050005 Forwards insp rept 50-298/91-12 on 910722-26.No violations or deviations 
noted.lnforms that participation in emergency exerdse demonstrated licensee pre¬ 
paredness to protect health & safety of public. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/27. HORN.G.R. Nebraska Public Power 
District. 3pp. 58944:258-58944:271. 

-9109050008 Insp rept 50-298/91-12 on 910722-26.No violations or deviations 
noted.Major areas inspected:licensee performance & capabilities during annual exer¬ 
dse of emergency plan & procedures & activities in control room. 

MURRAY.B. Region 4 (Post 820201). 91/08/15.11pp. 58944:261-58944:271. 

9109100082 Forwards insp rept 50-298/91-11 on 910805-09.No violations or deviations 
noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/09/03. HORN.G.R. Nebraska Public Power 
District 2pp. 59022:120-59022:126. 

—9109100097 Insp rept 50-298/91-11 on 910805-09.No violations noted. Major areas 
inspected: licensees internal audit program & implementation. 

BARNES,I. Region 4 (Post 820201). 91/08/29. 5pp. 59022:122-59022:126. 

9109110051 Forwards insp rept 50-298/91-15 on 910729-0802 & notice of violation. 
COLLINS,S.J. Region 5 (Post 820201). 91/09/04. HORN.G.R. Nebraska Public Power 
District 3pp. 59053:268-59053:274. 

-9109110059 Notice of violation from insp on 910729-0802.Violation noted:failure to 
adequately assess perimeter intrusion detection zones during certain hours of day. 

* Region 5 (Post 820201). 91/09/04. 2pp. 59053:271-59053:272. 

-9109110066 Partially withheld insp rept 50-298/91-15.Violations noted. Major areas 
inspectedrsecurity program plans,protected & vital area intrusion detection aids,vital 
area barriers, assessment aids & alarm stations. 

CAIN.C.L Region 5 (Post 820201). 91/08/22. 2pp. 59053:273-59053:274. 

9109180009 Forwards insp rept 50-298/91-14 on 910812-16.No violations noted. 

BEACH AB. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power 
District 3pp. 59117:031-59117:042. 

—9109180011 Insp rept 50-298/91-14 on 910812-16.No violations noted. Major areas 
inspected:radiation protection program,including organization & mat controls,training & 
qualifications & maintaining occupational radiation exposures ALARA. 

MURRAY.B. Region 4 (Post 820201). 91/09/06. 8pp. 59117:034-59117:042. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240111 Confirms arrangements between B Murray & D Whitman during 910905 
telcon for mgt meeting to be held on 910926 in Region IV ofc to discuss emergency 
preparedness findings identified in insp rept 50-298/91-12.Proposed agenda end. 
BEACH,A.B. Region 4 (Post 820201). 91/09/18. HORN.G.R. Nebraska Public Power 
District 5pp. 59173:319-59173:323. 


R- Periodic operating reports & related correspondence 

9109040892 Cooper Nuclear Station semiannual operating rept of radioactive effluents 
for Jan-June 1991.W/910822 Itr. 

HORN.G.R. Nebraska Public Power District 91/06/30. 200pp. 59006:140-59006:338. 

9109100326 Monthly operating rept for Aug 1991 for Cooper Nuclear Station.W/910905 

KERNES,EA, MEACHAM.J.M. Nebraska Public Power District 91/08/31. 5pp. 
59074:327-59074:331. 


V. Operator Examinations 

9100130158 Forwards attendance list & slides from 910829 mgt meeting re NRC con¬ 
cerns noted In Operator Licensing Exam Rept 5O-298/OL-91-01. 

BEACH AB. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power 
District 36pp. 59112:324-59112:359. 
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F. Security, medical, emergency & fire protection plane 

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701- 
0818.No violations noted. 

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 58936:088-58936:111. 

-9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance 
observations, emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111. 

9109160296 Forwards changes to Rev 4 to security plan.Summary of changes 
listed.EncI withheld (ref 10CFR3,50,70 & 73). 

FAY.C.W. Wisconsin Electric Power Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59126:331-59126:332. 

9109190222 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-266/91- 
17 & 50-301/91-17.Corrective actions:all mods necessary to meet requirements of 
10CFR50,App R Section III.L re remote shutdown equipment completed on 910531. 
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59165:243-59165:247. 

9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited 
violation noted. 

GREGER.L.R. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 59183:309-59183:312. 

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola¬ 
tion noted.Major areas insp:security program plans & audits,protected & vital area 
physical barriers & detection & assessment aids. 

MADEDA.T.J. Region G (Post 820201). 91/09/16. 2pp. 59183:311-59183:312. 


P. Operating license stage documents & correspondence 

9109030217 Suppls 890202 response to Generic Ltr 88-17 re loss of DHR. Util will 
submit reevaluation of variable leg configuration to determine if alternate location for 
one instrument tap preferable by Sept 1993. 

FAY.C.W. Wisconsin Electric Power Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58994:205-58994:207. 

9109120067 Forwards audit plan to support NRC structural audit of safety-related struc¬ 
tures scheduled for wk of 911021. Activities associated w/USI A-46, “Seismic Qualifi¬ 
cation of Equipment in Operating Plants” will be discussed at meeting. 
SAMWORTH.R.B. Project Directorate HI-3. 91/09/04. FAY.C.W. Wisconsin Electric 
Power Co. 8pp. 59104:062-59104:069. 

9109130050 Forwards Amends 128 & 132 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation.Amends revise Tech Spec 15.6, “Administrative Controls” to 
change staff organization & remove organization charts from Tech Specs. 
SAMWORTH.R.B. Project Directorate 111-3. 91/09/04. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 59111:044-59111:068. 

—9109130052 Amends 128 & 132 to Licenses DPR-24 & DPR-27,respectively, revising 
Tech Spec 15.6, “Administrative Controls” to document changes to staff organization 
& to remove organization charts from Tech Specs. 

SAMWORTH.R.B. Project Directorate 111-3. 91/09/04. 14pp. 59111:047-59111:060. 

-9109130054 Safety evaluation supports Amends 128 & 132 to Licenses DPR-24 & 
DPR-27,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 8pp. 
59111:061-59111:068. 

9109100258 Provides supplemental response to Generic Ltr 88-14,per Insp Repts 50- 
266/90-20 & 50-301/90-20,which determined that util had not fully complied w/ 
890220 Itr re testing of safety- related pneumatically operated valves. 

FAY.C.W. Wisconsin Electric Power Co. 91 /09/05. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59082:357-59082:361. 

9109200296 Application for amends to licenses DPR-24 & DPR-27, consisting of TS 
Change Request 147,changing reactor vessel materials surveillance capsule removal 
schedules. 

FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59174:143-59174:151. 

-9109200303 Proposed tech specs Tables 15.3.1-1 & 15.3.1-2,reflecting changes to re¬ 
actor vessel matls surveillance capsule removal schedules. 

* Wisconsin Electric Power Co. 91/09/13. 5pp. 59174:147-59174:151. 

9109190052 Confirms plans for routine mgt meeting on 910920 to discuss current oper¬ 
ating activities,other items of mutual interest & to conduct plant tour. 

GREENMAN.E.G. Region 3 (Post 820201). 91/09/16. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59134:042-59134:042. 


Q. Inspection reports, IE Bulletins & correspondence 

9109110055 Responds to special safety insp rept 50-266/91-10 & 50-301/91-10.Licens¬ 
ee agrees to initiate calibr checks of reg guide 1.97 instrumentation used to monitor 
vital electrical power supplies. 

FAY.C.W. Wisconsin Electric Power Co. 91/07/05. DAVIS.A.B. Region 3 (Post 
820201). 5pp. 59053:275-59053:279. 

9108090210 NRC info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 
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9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030006 Responds to NRC 910727 Itr re violations noted in insp repts 50-266/91-13 
& 50-301/91 -13.Corrective actions:shift turnovers during outage periods will be re¬ 
viewed for improvement. 

FAY.C.W. Wisconsin Electric Power Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58926:226-58926:228. 

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701- 
0818.No violations noted. 

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power 
Co. 4pp. 58936:088-58936:111. 

-9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance 
observations, emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111. 

9109100258 Provides supplemental response to Generic Ltr 88-14,per insp Repts 50- 
266/90-20 & 50-301/90-20,which determined that util had not fully complied w/ 
890220 Itr re testing of safety- related pneumatically operated valves. 

FAY.C.W. Wisconsin Electric Power Co. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59082:357-59082:361. 

9109190222 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-266/91- 
17 & 50-301 /91-17.Corrective actions:all mods necessary to meet requirements of 
10CFR50,App R Section III.L re remote shutdown equipment completed on 910531. 
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59165:243-59165:247. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited 
violation noted. 

GREGER.L.R. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 59183:309-59183:312. 

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola¬ 
tion noted.Major areas insp:security program plans & audits,protected & vital area 

S iysical barriers & detection & assessment aids. 

ADEDA.T.J., CHRISTOFFER.G., CREED.J.R. Region 3 (Post 820201). 91/09/16. 
2pp. 59183:311-59183:312. 

9109270101 Ack receipt of 910823 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-266/91-12 & 50-301/91-12. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/23. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59217:074-59217:074. 


R. Periodic operating reports & related correspondence 

9109030059 Forwards semiannual monitoring rept for period 910101-0630. Rept con¬ 
tains info re plant releases,solid waste shipments, new & spent fuel shipments,environ 
monitoring,circulating water sys operations & leak testing of other sources. 

FAY.C.W. Wisconsin Electric Power Co. NRC-91-085. 91/08/23. DAVIS,A.B. Region 3 
(Post 820201). Ip. 58927:017-58927:033. 

-9109030064 “Semiannual Monitoring Rept for 910101-0630." 

* Wisconsin Electric Power Co. 91/06/30. 16pp. 58927:018-58927:033. 

9109130073 Monthly operating repts for Aug 1991 for Point Beach Nuclear Plant,Units 1 
& 2.W/910910 Itr. 

PETERSON,D.C., FAY.C.W. Wisconsin Electric Power Co. 91/08/31. 9pp. 59107:120- 
59107:128. 
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F. Security, medical, emergency & fire protection plane 

9109030040 Rev 18 to VP-580, “Plant Safety Verification Procedure." 

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/23. 
17pp. 58926:329-58926:345. 

9109100077 Forwards insp rept 50-302/91-16 on 910805-09.No violations or deviations 
noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/27. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59022:068-59022:071. 

-9109100085 Partially withheld insp rept 50-302/91-16 on 910805-09 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security 
program for power reactors. 

MASNYK.O.M., MCGUIRE.D.R. Region 2 (Post 820201). 91/08/26. Ip. 59022:071- 
59022:071. 

9109230167 Revised EPIPs,including Rev 3 to AR-971,Rev 15 to AR-403, Rev 7 to EM- 
201,Rev 16 to EM-205,Rev 6 to EM-218 & Rev 5 to VP-540. 

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/05. 
55pp. 59188:342-59189:035. 


P. Operating license stage documents & correspondence 

9109100293 Requests review of end allegation RII-91-A-102 summary & findings for¬ 
warded to NRC within 45 days of receipt of Itr. Enel withheld (ref 10CFR2.790). 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/02. BEARD,P.M. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 59023:029-59023:031. 

9109050070 Responds to 910725 Itr re LD Putney 910625 request that NRC institute 
proceeding to suspend or revoke util license for facility or take appropriate actions. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/23. MACK.C. 
Senate. 2pp. 59009:203-59009:218. 


9109090045 Forwards amend 135 to license DPR-72.Amend allows one-time extension 
of surveillance interval for performing channel calibration of certain instrument func¬ 
tions. 

SILVER,H. Project Directorate 11-2. 91 /08/27. BEARD,P.M. Florida Power Corp. (subs, 
of Florida Progress Corp.). 2pp. 59049:078-59049:093. 

.-9109090047 Amend 135 to license DPR-72,allowing one-time extension of surveillance 
interval. 

BERKOW.H.N. Project Directorate 11-2. 91/08/27. 8pp. 59049:082-59049:089. 

-9109090050 Safety evaluation supporting amend 135 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/27. 4pp. 
59049:090-59049:093. 

9109040502 Ack receipt of 910802 & 08 Itrs transmitting 2.206 petition by counsel for 
former employee.Submittal of results of issues raised in petition delayed from 910831 
to 910920. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/29. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 59007:161-59007:161. 

9109130244 Notification of 910919 meeting w/util in Rockville,MD to discuss current 
issiiGs util 

SILVER,H. Project Directorate 11-2. 91/09/11. BERKOW.H.N. Project Directorate 11-2. 
3pp. 59099:109-59099:111. 

9109200023 Forwards amend 136 to license DPR-72 & safety evaluation. Amend 
changes surveillance requirements of TS 4.4.5 to permit option of using B&W sleeving 
process for SG tube repair. 

SILVER,H. Project Directorate 11-2. 91/09/11. BEARD,P.M. Florida Power Corp. (subs, 
of Florida Progress Corp.). 3pp. 59155:309-59155:326. 

—9109200026 Amend 136 to license DPR-72,changing surveillance requirements of TS 
4.4.5 to permit option of using B&W sleeving process for SG tube repair. 
BERKOW.H.N. Project Directorate 11-2. 91/09/11. 13pp. 59155:312-59155:323. 

—9109200031 Safety evaluation supporting amend 136 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59155:324-59155:326. 

9109240398 Forwards util submittal to EPA of request to treat surface condenser cool¬ 
ing water of unit 3 w/Copper-Trol CU-1. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59200:246-59200:247. 

9109260028 Forwards Vols l-lll of "Crystal River Unit 3 Simulator Initial Simulator Certifi¬ 
cation." 

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 59222:087-59224:047. 

-9109260030 Vols l-lll of “Crystal River Unit 3 Simulator Initial Simulator Certification.” 
BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/18. 250pp. 
59222:089-59224:047. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100077 Forwards insp rept 50-302/91-16 on 910805-09.No violations or deviations 
noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/27. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59022:068-59022:071. 

-9109100085 Partially withheld insp rept 50-302/91-16 on 910805-09 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected.physical security 

^ m for power reactors. 

YK.O.M., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/26. Ip. 59022:071- 
59022:071. 

9109110099 Forwards three drawings to be placed under TAC 79296 to support IS! 
relief requests 90-020,90-050 & 90-060. 

MILLER,D. NRC - No Detailed Affiliation Given. 91/09/06. NRC - No Detailed Affili¬ 
ation Given. 3pp. 59072:136-59072:139. 

9109180205 Forwards SE containing findings concerning plant relief requests 90- 
020,050 & 060 for second 10 yr insp interval. 

BERKOW.H.N. Project Directorate 11-2. 91/09/13. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59139:067-59139:074. 

-9109180209 Safety evaluation supporting findings re plant relief requests 90-020,050 & 
060 for second 10 yr insp interval. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 5pp. 
59139:070-59139:074. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260211 Forwards revised response addressing question corrected by NRC re facili¬ 
ty second 10-yr interval inservice insp program. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/19. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59221:279-59221:280. 
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R. Periodic operating reports & related correspondence 


9109030029 Forwards facility semiannual radioactive effluent release rept for 910101- 
0630. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/23. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 58926:294-58926:309. 

-9109030035 “Semiannual Radioactive Effluent Release Rept 910101-0630." 
STEPHENSON,J.D. Florida Power Corp. (subs, of Florida Progress Corp.). 91 /06/30. 
15pp. 58926:295-58926:309. 

9109160341 Monthly operating rept for Aug 1991 for Crystal River Unit 3.W/910912 Itr. 
MCLAUGHLIN,R.L, BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress 
Corp.). 91/08/31. 5pp. 59119:221-59119:225. 


V. Operator Examinations 

9109100306 Requests that end ref matl requirements be provided prior to reactor & 
senior reactor operator licensing exams scheduled for 911118.Requirements for ad¬ 
ministration of written exams also end. 

PEEBLES,TA Region 2 (Post 820201). 91/08/12. BEARD.P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 13pp. 59023:001-59023:013. 

9109170240 Provides notice of change in operator status.M Gallian (Operator License 
OP-20722) license should be terminated effective 910830.Operator permanently reas¬ 
signed from position necessitating license certification. 

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/12. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 59127:139-59127:139. 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9109050151 Revised EPIPs,including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water.Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment..," & rev 4 to CEPIP 3103-01. 

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 & 
notice of violation. 

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co. 
2pp. 59110:278-59110:290. 

-9109170121 Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations 
noted.Major areas inspected:assess implementation of fire protection program.admin 
procedures, completed surveillances & audits. 

GAINTY.C.A. Region 3 (Post 820201). 91/09/11. 9pp. 59110:283-59110:290. 

9109170104 Revised EPIPs.including Rev 0 to CEPIP 3211-01 .Rev 0 to CEPIP 3214- 
01,Rev 1 to CEPIP 3220-01,Rev 1 to CEPIP 3301-01, Rev 1 to CEPIP 3303-01 ,Rev 1 
to CEPIP 3304-01,Rev 1 to CEPIP 3401-01 & Rev 1 to CEPIP 3402-01. 

* Commonwealth Edison Co. 91/09/30. 150pp. 59136:033-59136:275. 


H. General correspondence 

9109120175 Responds to 910729 request for NRC response to PW Barca inquiry con¬ 
cerning facility.NRC closely monitoring licensee corrective action programs & efforts 
to improve facility performance. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/29. KOHL.H. 
Senate. 10pp. 59087:121-59087:137. 


P. Operating license stage documents & correspondence 


9109040123 Forwards description & status update for each svc water & 1ST action item 
& Rev 0 to “Ref Document Svc Water Sys.” 

STIMAC.S.F. Commonwealth Edison Co. 91/08/28. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 29pp. 59004:195-59005:222. 

-9109040125 “Ref Document Svc Water Sys.” 

* ABB Impell Corp. (formerly Impell Corp.). 91/05/15. 300pp. 59004:224-59005:222. 

9109050074 Forwards amends 129 & 118 to licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amends revise tech specs re inservice testing of pressurizer safety 
valves by incorporating spec 4.0.5 requirements from Westinghouse STS. 

HICKMAN,J.B. Project Directorate 111-2. 91/08/28. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 59009:187-59009:202. 

-9109050083 Amends 129 & 118 to licenses DPR-39 & DPR-48,respectively, revising 
tech specs re inservice testing of pressurizer safety valves by incorporating spec 4.0.5 
requir emen ts from Westinghouse STS. 

BARRETT,R.J. Project Directorate II1-2. 91/08/28.11pp. 59009:189-59009:199. 

—9109050087 Safety evaluation supporting amends 129 & 118 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59009:200-59009:202. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109040193 Extends commitment date for implementation of A-model program at 
faciiities.Addl time necessary to resolve problem recently identified during field 
testina.Evaluation of listed options will be completed by 911030. 

STIMAC.S.F. Commonwealth Edison Co. 91/08/29. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 58954:276-58954:277. 


9109160286 Forwards amends 130 & 119 to licenses DPR-39 & DPR-48, 
respectively.Amends revise RCS section of TS to allow use of Bechtel-KWU Alliance 
sleeving methodology for repair of SG tubes. 

HICKMAN,J.B. Project Directorate 111-2. 91/09/10. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 59107:001-59107:013. 

-9109160295 Amends 130 & 119 to licenses DPR-39 & DPR-48,respectively, revising 
RCS section of TS to allow use of Bechtel-KWU Alliance sleeving methodology for 
repair of SG tubes. 

BARRETT,R.J. Project Directorate HI-2. 91/09/10. 8pp. 59107:003-59107:010. 

-9109160300 Safety evaluation supporting amends 130 & 119 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 3pp. 
59107:011-59107:013. 

9109230134 Submits response to NRC safety evaluation of facility second ten-yr interval 
of inservice testing program for pumps & valves,dtd 910604,specifically,App B of TER. 
SCHUSTER,T.K. Commonwealth Edison Co. 91/09/16. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 34pp. 59192:280-59192:313. 

9109120064 Rev O.E to radioactive effluent technical stds of ODCM for Zion Nuclear 
Station. 

* Commonwealth Edison Co. 91/09/30. 49pp. 59103:309-59104:005. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040312 Responds to NRC 910717 Itr re unresolved item noted in Insp Repts 50- 
295/91-10 & 50-304/91 -10.Corrective action:outage editor sys installed & implement¬ 
ed to assist operators in creating out-of-svc equipment packages. 

KOVACH,T.J. Commonwealth Edison Co. 91 /08/30. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58954:272-58954:275. 

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 & 
notice of violation. 

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co. 
2pp. 59110:278-59110:290. 

-9109170114 Notice of violation from insp on 910408-0809.Violation noted:failure to 
identify malfunctions & deficiencies of Unit 2 SAT deluge sys which caused inadvert¬ 
ent operation on 901127. 

RING.M.A. Region 3 (Post 820201). 91/09/11. 2pp. 59110:280-59110:282. 

-9109170121 Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations 
noted.Major areas inspected:assess implementation of fire protection program.admin 
procedures, completed surveillances & audits. 

GAINTY.C.A., HOLMES,J.A., JABLONSKI.F.J. Region 3 (Post 820201). 91/09/11. 
9pp. 59110:283-59110:290. 

9109170116 Responds to NRC Itr re violations noted in insp repts 50-295/91-14 & 50- 
304/91 -14.Corrective actions:valve design procurement spec revised indicating cor¬ 
rect max design differential pressure. 

KOVACH,T.J. Commonwealth Edison Co. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59120:135-59120:138. 

9109190046 Forwards safety insp rept 50-295/91-15 & 50-304/91-15 on 910702-0826 
& notice of violation. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:018-59134:041. 

-9109190050 Notice of violation from insp on 910702-0826.Violation noted:on 
910606,unit 2 entered mode 3 w/steam supply to 2A auxiliary feedwater pump 
inoperable.Condition existed until 910608 when steam supply sys made operable. 
SHAFER,W.D. Region 3 (Post 820201). 91/09/12. Ip. 59134:020-59134:020. 

-9109190054 Insp repts 50-295/91-15 & 50-304/91-15 on 910702-0826. Violations 
noted.Major areas inspected:summary of operations,operational safety verification & 
ESF safety walkdown.maint & surveillance observation. 

FARBER.M.J. Region 3 (Post 820201). 91/09/10. 21pp. 59134:021-59134:041. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109160307 Monthly operating repts for Aug 1991 for Zion Units 1 & 2. W/910909 Itr. 
HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 91/08/31. 13pp. 59119:253- 
59119:265. 
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9109160303 Forwards corrected monthly operating rept for Jul 1991 for Zion Unit 2. 
JOYCE,T.P. Commonwealth Edison Co. 91/09/09. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59119:251-59119:252. 

—9109160305 Corrected monthly operating rept for Jul 1991 for Zion Unit 2,consisting of 
operating data. 

HERRON,R. Commonwealth Edison Co. 91/07/31. Ip. 59119:252-59119:252. 


V. Operator Examinations 

9109100265 Confirms arrangements for evaluation of requalification program,scheduled 
for wks of 920127 & 0203Ttef matis requirements enci. 

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 9pp. 59022:311-59022:320. 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9109060163 Concludes that rev 2 to facility security manual consistent w/provisions of 
10CFR50.54(p) & therefore acceptable. 

GREGER.LR. Region 3 (Post 820201). 91/08/23. EVERS,K.H. Wisconsin Public 
Service Corp. 3pp. 59034:201-59034:203. 

9109030126 Revised EPIPs,including Rev R to EP-AD-1,Rev N to EP-AD-3, Rev N to 
EP-AD-4,Rev V to EP-AD-7,Rev V to EP-AD-8,Rev J to EP-AD-14 & Rev G to EP- 
EOF-7. 

EVERS,K.H. Wisconsin Public Service Corp. 91/08/26. 97pp. 58928:049-58928:148. 

9109050011 EPIPs including,Rev N to EP-ENV-2,Rev M to EP-ENV-3C.Rev L to EP- 
ENV-4A,Rev L to EP-ENV-4B & Rev K to EP-RET-2B.W/ 910829 Itr. 

EVERS,K.H. Wisconsin Public Service Corp. 91/08/29. 39pp. 59030:001-59030:060. 

9109170145 Requests participation in PC-based interface beta test group for using new 
ERDS software. ERDS program implementation plan will be submitted on 911028. 
EVERS,K.H. Wisconsin Public Service Corp. 91/09/10. Document Control Branch 
(Document Control Desk). Ip. 59126:353-59126:353. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9012310121 Discusses review of Region II concern re Tech Specs covering diesel 

g enerator testing.Concern re operation & maint practices should be addressed. 
;ALVO,J.A. Technical Specifications Branch. 90/12/18. HANNON,J. Project Director¬ 
ate 111-3. 5pp. 59135:226-59135:228. 

9109050075 Forwards Rev 3 to WCAP-11476, "Handbook on Flaw Evaluation 
Kewaunee,Unit 1 Steam Generators Upper Shell to Cone Weld.” Proprietary Suppl 1 
to "Kewaunee Unit 1 Steam Generator Upper Shell to Cone Welds Steam Genera¬ 
tor..." withheld. 

EVERS,K.H. Wisconsin Public Service Corp. 91/08/30. Document Control Branch 
(Document Control Desk). 2pp. 59019:055-59019:268. 

-9109050080 "Handbook on Flaw Evaluation Kewaunee,Unit 1 Steam Generators 
Upper Shell to Cone Weld.” 

SCHMERTZ.J.C., ADAMONIS.D.C. Westinghouse Electric Corp. WCAP-11476 R03. 
91/05/31. 147pp. 59019:057-59019:268. 

9109100313 Submits response to NRC request for addl info re Proposed Amend 102 to 
License DPR-43,changing Tech Spec Table 3.5-2 to revise nomenclature for permis¬ 
sive P-6 setpoint. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 91/09/04. Document Control 
Branch (Document Control Desk). 2pp. 59083:054-59083:055. 

9109240217 Forwards rev to TS 3.4-2 of TS Section 3.4, "Steam & Power Conversion 
Sys.” Basis statements being revised to correct combined rated relief capacity of 10 
main steam safety valves,per concerns noted during 1991 refueling outage. 

EVERS,K.H. Wisconsin Public Service Corp. 91/09/16. Document Control Branch 
(Document Control Desk). 2pp. 59194:011-59194:012. 

9109270028 Forwards info re activities at facility for review & requests results of review 
& disposition of matter within 60 days of Itr date. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/17. EVERS,K.H. Wisconsin Public 
Service Corp. 2pp. 59216:121-59216:122. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040159 Forwards insp rept 50-305/91-15 on 910729-0808 & notice of violation. 
KNOP.R.C. Region 3 (Post 820201). 91/08/26. EVERS,K.H. Wisconsin Public Service 
Corp. 2pp. 58936:117-58936:128. 


-9109040163 Notice of violation from insp on 910729-0808.Violation noted:licensee 
performed inadequate corrective action to repeated identification of failure to perform 
documented biannual reviews of safety-related procedures. 

KNOP.R.C. Region 3 (Post 820201). 91/08/26. Ip. 58936:119-58936:119. 

-9109040168 Insp rept 50-305/91-15 on 910729-0808.Violations noted.Major areas 
inspected:licensee QA program implementation & self-assessment capability. 

HAGUE,R.L. Region 3 (Post 820201). 91/08/22. 9pp. 58936:120-58936:128. 

9109180050 Forwards insp rept 50-305/91-17 on 910712-0831 .No violations noted. 
KNOP.R.C. Region 3 (Post 820201). 91/09/12. EVERS,K.H. Wisconsin Public Service 
Corp. 2pp. 59117:073-59117:085. 

—9109180054 Insp rept 50-305/91-17 on 910712-0831 .No violations noted. Major areas 
inspected:operational safety,surveillance testing,maint,installation & testing of plant 
mods & program to rept defects per 10CFR21. 

HAGUE,R.L. Region 3 (Post 820201). 91/09/12.11pp. 59117:075-59117:085. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109130081 Monthly operating rept for Aug 1991 for Kewaunee Nuclear Power 
Plant.W/910909 Itr. 

RUITER.G.H., EVERS,K.H. Wisconsin Public Service Corp. 91/08/31. 5pp. 59113:296- 
59113:300. 

9109300002 Forwards suppl data to "Kewaunee Nuclear Power Plant Semiannual Efflu¬ 
ent Release RepLJan-June 1991,” consisting of June 1991 proportional composites 
for Sr-89 & Sr-90. 

EVERS,K.H. Wisconsin Public Service Corp. 91/09/16. Document Control Branch 
(Document Control Desk). Ip. 59244:169-59244:182. 

-9109300004 Suppl data to "Kewaunee Nuclear Power Plant Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991." 

* Wisconsin Public Service Corp. 91/06/30.13pp. 59244:170-59244:182. 


S. Reportable occurrences, LERs & related correspondence 


9109110084 LER 89-005-01 :on 890310,insp of diesel generator start up air sys discover 
deficiencies that could render both diesel generators inoperabl&Caused by inad¬ 
equate design.Design mod implemented.W/910906 Itr. 

DRESSEN.J.D., EVERS.K.H. Wisconsin Public Service Corp. 91/09/06. 16pp. 
59095:259-59095:275. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9108300164 Responds to 910725 allegation (RIII-91-A-0057) re three individuals w/ 
known drinking &/or drug dependency problems being granted unescorted access to 
facility.lnvestigation concludes no safety-related concerns or violations occurred. 
PARKER,T.M. Northern States Power Co. 91/08/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58926:027-58926:028. 

9109050307 Rev 12 to Prairie Island Nuclear Generating Plant Emergency Plan.W/ 
910827 Itr. 

FEY.F.L. Northern States Power Co. 91/08/27. 7pp. 59020:264-59020:270. 

9109110110 Forwards Rev 14 to Corporate Nuclear Emergency Plan to incorporate 
changes as result of annual internal review, update & certification of emergency plans 
& agreements. 

FEY.F.L Northern States Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 5pp. 59099:199-59099:253. 

-9109110118 Rev 14 to Corporate Nuclear Emergency Plan.(CNEP) reflecting changes 
to CNEP table of content,Rev 11,Section I.Rev 11, Section 2,Rev 9,Sections 4-6,Rev 
11,Section 9,Rev 9 & 10 & Rev 10 to App A, "Ltrs of Agreement." 

* Northern States Power Co. 91/08/30. 50pp. 59099:204-59099:253. 

9109110004 Forwards agenda & list of topics to be covered in 911008-09 meeting re 
Aug 1991 NRC rule that affects manner in which data will be transmitted during emer¬ 
gency classifications. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.L.R. Northern States 
Power Co. 4pp. 59053:161-59053:164. 

9109250085 Provides plans for administrative control of electrical penetration fire bar¬ 
riers. 

PARKER,T.M. Northern States Power Co. 91/09/17. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59200:343-59200:344. 


P. Operating license stage documents A correspondence 

9109040057 Confirms schedule of 910926 meeting to discuss rod control sys design 
susceptibilities.experience & lessons learned re recent reactor trips & potential design 
or procedural corrective actions. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/28. ELIASON.L.R. Northern States 
Power Co. Ip. 58935:206-58935:206. 

9109120021 Confirms agreement for util to host site visit by two NRC contractor person¬ 
nel on 910917,18 & 19 to obtain info to enable NRC to resolve Generic Issue HF 5.1, 
"Local Control Stations." 

MASCIATONIO.A. Project Directorate 111-1. 91/09/05. PARKER,T.M. Northern States 
Power Co. 3pp. 59104:032-59104:034. 
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9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

-9109180077 Requests response to end questions re licensee philosophies & practices 
concerning performance of maint during plant operations & in preparation for refueling 
outages. 

CURTISS,J.R. Commissioners (Post 750119). 90/10/04. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 6pp. 59176:042-59176:047. 

9109230024 Ack receipt of Itr in response to NRC 910725 Itr concerning fitness-for-duty 
issue (AMS Rill 91-A-0057).Determines that investigation sufficient & supports 
conclusions.Requests retention of supporting documentation for 1 yr. 

NORELIUS.C.E. Region 3 (Post 820201). 91/09/16. ELIASON.L.R. Northern States 
Power Co. 2pp. 59156:116-59156:117. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109190059 Forwards insp rept 50-282/91-15 & 50-306/91-15 on 910709- 0903.Viola- 
tion noted but not cited. 

CLAYTON,B. Region 3 (Post 820201). 91/09/12. ELIASON.L.R. Northern States 
Power Co. 4pp. 59134:044-59134:063. 

-9109190070 insp repts 50-282/91-15 & 50-306/91-15 on 910709-0903. No violations 
noted in five of six areas.One noncited noted. Major areas inspectedionsite followup 
of events,maint, surveillance.technicai training & LERS. 

JORGENSEN,B.L. Region 3 (Post 820201). 91/09/11.16pp. 59134:048-59134:063. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050118 “Effluent & Waste Disposal Semiannual Rept for Prairie island Nuclear 
Generating Plant for Units 1 & 2." W/910827 Itr. 

FEY.F.L. Northern States Power Co. 91/06/30. 256pp. 58999:001-58999:179. 

9109050286 Submits configuration mgt program six month status rept through June 
1991. 

PARKER,T.M. Northern States Power Co. 91 /08/28. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59029:179-59029:181. 

9109040332 Forwards fitness-for-duty performance data for 6-month period ending 
910630,consisting of random testing program results/confirmed positive tests for spe¬ 
cific substances. 

MISERENDINO.G. Northern States Power Co. 91/08/29. Document Control Branch 
(Document Control Desk). 7pp. 58998:227-58998:233. 

9109040341 Submits Fitness For Duty Performance Data for Jan-Jun 1991. 
CLEVELAND,R.D. Northern States Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). Ip. 58998:221-58998:221. 

9109160322 Monthly operating repts for Aug 1991 for Prairie island Nuclear Generating 
Plant Units 1 & 2.W/910910 Itr. 

DUGSTAD.D., PARKER,T.M. Northern States Power Co. 91/08/31. 9pp. 59119:1 IT- 
591 19:125. 


U. Congressionai/Executtve Correspondence 

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at fadlity.Util de¬ 
signed & located fuel storage facility so that exposure to radiation by members of 
public falls well below EPA stds & poses no threat to tribal populations. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G. 
House of Rep. 2pp. 59253:114-59253:116. 

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead¬ 
ers have great health & safety concerns re util proposal to shift radioactive fuel waste 
from facility to series of 48 metal casks until radwaste dump established. 

SIKORSKI.G. House of Rep. 91/08/15. SELIN,I. Commissioners (Post 750119). Ip. 
59253:116-59253:116. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at fadlity.Util de¬ 
signed & located fuel storage facility so that exposure to radiation by members of 

? ublic falls well below EPA stds & poses no threat to tribal populations. 

AYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G. 
House of Rep. 2pp. 59253:114-59253:116. 

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead¬ 
ers have great health & safety concerns re util proposal to shift radioactive fuel waste 
from facility to series of 48 metal casks until radwaste dump established. 

SIKORSKI.G. House of Rep. 91/08/15. SELIN,I. Commissioners (Post 750119). Ip. 
59253:116-59253:116. 


DOCKET 50*309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plana 

9109170226 Advises that revised security plan table of contents (Page ix) & Section 
9.2.1 (Page 9.2-1) inadvertently omitted from 910508 Itr but transmitted via 910513 
Itr,consistent w/ provisions of 10CFR50.54(p) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 3pp. 59127:113-59127:115. 

9109170194 Advises that Revs 6 & 2,transmitted via 910612 & 18 Itrs, 
respectively,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER.J.H. Region 1 (Post 820201). 91/08/08. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 2pp. 59127:122-59127:123. 

9109240009 Informs that revs 3 & 7 to security force training & qualification & security 
plan consistent w/provisions of 10CFR50.54(p) & acceptable.Notes that neither sub¬ 
mittal Itr included “description of changes." 

JOYNER,J.H. Region 1 (Post 820201). 91/08/12. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 3pp. 59182:160-59182:162. 

9109160105 Informs of 911017 emergency response data sys meeting to discuss new 
rule published in 10CFR50 re data transmittal. Daily agenda end. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. FRIZZLE,C.D. Maine Yankee Atomic 
Power Co. 7pp. 59098:049-59098:055. 

9109190008 Forwards amended response to violations noted in insp Rept 50-309/91-12 
on 910529-0708.Corrective actions:full reevaluation of EPIPs undertaken in response 
to 910429 turbine bldg fire lasting more than 10 minutes. 

WHITTIER,G.D. Maine Yankee Atomic Power Co. 91/09/09. Document Control 
Branch (Document Control Desk). 3pp. 59141:210-59141:212. 

9109230008 Forwards safety evaluation accepting util 910119 submittal of status of 
three previously-identified open items on ICCI sys,including emergency procedures & 
operator 'training.ICCI sys in compliance w/ltem II.F.2 of NUREG-0737 & acceptable. 
TROTTIER.E.H. Project Directorate 1-3. 91/09/11. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 2pp. 59191:238-59191:242. 

-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for 
implementation,since util ICCI sys in compliance w/ NUREG-0737,Item II.F.2 & gener¬ 
ic Itr 83-37 requirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59191:240-59191:242. 

9109240060 Forwards insp rept 50-309/91-11 on 910709-0820 & notice of 
violation.Overall safe plant operation observed. 

LINVILLE.J.C. Region 1 (Post 820201). 91/09/12. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 59173:102-59173:118. 

-9109240063 Notice of violation from insp on 910709-0820.Violation noted:licensee re¬ 
placed exciter field circuit breakers for emergency diesel-generator 1A & IB w/o per¬ 
forming SE to determine if change involved unreviewed safety question. 

* Region 1 (Post 820201). 91/09/12. Ip. 59173:106-59173:106. 

-9109240067 Insp rept 50-309/91-11 on 910709-0820.Violations noted.Major areas 
inspected'.operations,radiation protection,maint & surveilance,security,engineering & 
technical support & safety assessment & quality verification. 

MCCABE,E.C. Region 1 (Post 820201). 91/09/09. 12pp. 59173:107-59173:118. 

9109240348 Notifies NRC that addl time needed to upgrade util security intrusion alarm 
sysJnstallation & testing will be completed by 911231. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/09/20. Document Control Branch 
(Document Control Desk). Ip. 59200:245-59200:245. 


P. Operating license stage documents & correspondence 


9109040270 Advises that exam rept for control element assembly failure mechanism in¬ 
vestigation delayed from end of Jul 1991 until end of 1991.Extension required due to 
enhanced work scope at hot cell. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/08/23. Document Control Branch 
(Document Control Desk). 1 p. 58998:223-58998:223. 

9109040509 Submits info re change in calculated fuel peak cladding temp per 
10CFR50.46.While performing Cycle 13 reload analysis, discovered that 73% error in 
axial power shape used in Cycle 12 large break LOCA analysis erroneous. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/08/27. Document Control Branch 
(Document Control Desk). 7pp. 59003:071-59003:077. 

9109060129 Responds to 910805 Itr re backfit appeal concerning generic Itr 87-02.De- 
termined that licensee need not respond to generic Itr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. FRIZZLE,C.D. Maine Yankee Atomic Power Co. 2pp. 59015:320-59015:325. 

9109200153 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 4pp. 59156:188-59156:191. 

9109170090 Advises that mgt meeting scheduled for 910917 postponed. Meeting may 
be rescheduled for 911003 or 08. 

MCCABE,E.C. Region 1 (Post 820201). 91/09/11. Region 1 (Post 820201). 3pp. 
59109:248-59109:251. 

-9109170099 Notification of 910917 significant licensee meeting 91-111 in King of 
Prussia,PA to conduct mgt meeting to discuss refueling outage projects.organization 
changes & engineering improvements. 

MCCABE,E.C. Region 1 (Post 820201). 91/08/29. Region 1 (Post 820201). Ip. 
59109:251-59109:251. 
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9109230008 Forwards safety ©valuation accepting util 910119 submittal of status of 
three previously-identified open items on ICCI sys,including emergency procedures & 
operator training.ICCI sys in compliance w/ltem II.F.2 of NUREG-0737 & acceptable. 
TROTTIER.E.H. Project Directorate 1-3. 91/09/11. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 2pp. 59191:238-59191:242. 

-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for 
impiementation.since util ICCI sys in compliance w/ NUREG-0737,Item II.F.2 & gener¬ 
ic Itr 83-37 requirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59191:240-59191:242. 

9109180127 Notifies of util plans to restore containment weight of air monitoring sys 
operability. 

FRIZZLE.C.D. Maine Yankee Atomic Power Co. 91/09/12. Document Control Branch 
(Document Control Desk). 2pp. 59145:322-59145:323. 

9109260001 Forwards all documents from projects director personal file re plant trans¬ 
former events in response to 910909 memo. 

EDISON,G.E. Project Directorate 1-3. 91/09/13. HOLAHAN.G. Division of Systems 
Technology (Post 890827). Ip. 59207:039-59208:009. 

9109300117 Discusses inconsistencies in proposed Change 162 re fuel melting temp as 
function of burnup.No objections raised w/ proposed change since fuel design limit 
acceptable for reactor core. 

DOSTIE.P.J. Maine, State of. 91/09/18. Document Control Branch (Document Control 
Desk). Ip. 59245:186-59245:186. 

9109240229 Notification of significant license© meeting 91-111 w/util on 911008 to dis¬ 
cuss refueling outage projects,organization changes & engineering improvements. 
MCCABE,E.C. Region 1 (Post 820201). 91/09/19. Region 1 (Post 820201). 4pp. 
59183:317-59183:320. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100317 Requests extension,until 910909,to respond to violations noted in Insp 
Rept 50-309/91-12. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91 /09/05. Document Control Branch 
(Document Control Desk). 1 p. 59080:354-59080:354. 

9109110172 Requests addl time to respond to Insp Rept 50-309/91-14. Will submit re¬ 
sponse by 910913. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91 /09/06. Document Control Branch 
(Document Control Desk). 1 p. 59092:238-59092:238. 

9109190008 Forwards amended response to violations noted in Insp Rept 50-309/91-12 
on 910529-0708.Corrective actions:full reevaluation of EPIPs undertaken in response 
to 910429 turbine bldg fire lasting more than 10 minutes. 

WHITTIER,G.D. Maine Yankee Atomic Power Co. 91/09/09. Document Control 
Branch (Document Control Desk). 3pp. 59141:210-59141:212. 

9109180174 Forwards 910507-08 audit trip rept outlining status review of C-E Owners 
Group program on reanaiysis of pressurizer surge line for thermal stratification 
effects,per IEB-88-011.Progress made but open items remain. 

TROTTIER.E.H. Project Directorate 1-3. 91/09/10. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 12pp. 59139:047-59139:058. 

9109240060 Forwards insp rept 50-309/91-11 on 910709-0820 & notice of 
violation.Overall safe plant operation observed. 

LINVILLE.J.C. Region 1 (Post 820201). 91/09/12. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 59173:102-59173:118. 

—9109240063 Notice of violation from insp on 910709-0820.Violation noted:licensee re¬ 
placed exciter field circuit breakers for emergency diesel-generator 1A & IB w/o per¬ 
forming SE to determine if change involved unreviewed safety question. 

* Region 1 (Post 820201). 91/09/12. Ip. 59173:106-59173:106. 

-9109240067 Insp rept 50-309/91-11 on 910709-0820.Violations noted.Major areas 
inspected:operations,radiation protection,maint & surveilance,security,engineering & 
technical support & safety assessment & quality verification. 

MCCABE,E.C. Region 1 (Post 820201). 91/09/09.12pp. 59173:107-59173:118. 

9109230213 Responds to NRC Itr re violations noted in insp rept 50-309/91-1 ^Correc¬ 
tive actions:complete evaluation of PVS flow rate on historical continuous gaseous re¬ 
leases will be provided by 911031. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/09/13. Document Control Branch 
(Document Control Desk). 7pp. 59191:333-59191:339. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240086 Forwards insp rept 50-309/91-81 on 910610-21 & notice of 

violation.Concludes that design of electrical distribution sys acceptable.! nitiatives to 
review site applicability & required corrective actions commendable. 

HODGES,MW. Region 1 (Post 820201). 91/09/19. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 59173:158-59173:199. 

-9109240089 Notice of violation from insp on 910610-21 .Violation noted: monthly calibr 
tests not conducted to determine reliability of instruments. 

* Region 1 (Post 820201). 91/09/19. 2pp. 59173:162-59173:163. 


-9109240096 Insp rept 50-309/91-81 on 910610-21.Violations noted.Major areas 
inspected:electrical distribution sys. 

DELLA GRECA.A., ANDERSON,C.J. Region 1 (Post 820201). 91/09/17. 36pp. 
59173:164-59173:199. 


R. Periodic operating reports & related correspondence 


9109090227 “Semiannual Effluent Release Rept for Jan-June 1991 for Maine Yankee 
Nuclear Plant.” W/910829 Itr. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/30. 16pp. 59041:343- 
59041:358. 

9109130077 Monthly operating rept for Aug 1991 for Yankee Atomic Power Station.W/ 
910910 Itr. 

HALL.S.L., NICHOLS,S.E. Main© Yankee Atomic Power Co. 91/08/31. 5pp. 
59112:001-59112:005. 


S. Reportable occurrences, LERs & related correspondence 

9109300146 Responds to 910510 typewritten questions re transformer short circuit & 
hydrogen fire that occurred at plant on 910429.NRC does not limit nuclear power 
plant emissions in terms of curies per yr. 

TROTTIER.E. Project Directorate 1-3. 91/09/12. PAPINEAU.S.M. Maine Yankee 
Atomic Power Co. 7pp. 59256:286-59256:292. 


V. Operator Examinations 


9109230008 Forwards safety evaluation accepting util 910119 submittal of status of 
three previously-identified open items on ICCI sys,including emergency procedures & 
operator training.ICCI sys in compliance w/ltem II.F.2 of NUREG-0737 & acceptable. 
TROTTIER.E.H. Project Directorate 1-3. 91/09/11. FRIZZLE,C.D. Main© Yankee 
Atomic Power Co. 2pp. 59191:238-59191:242. 

-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for 
impiementation.since util ICCI sys in compliance w/ NUREG-0737,Item II.F.2 & gener¬ 
ic Itr 83-37 requirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59191:240-59191:242. 

9109270036 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also enci. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 5pp. 59216:162-59216:166. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 


9109170196 Advises that Rev 2 to security training & qualification plan.transmitted via 
910502 Itr,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59126:358-59126:360. 

9109030295 Notification of significant licensee meeting 91-107 w/util on 910927 to dis¬ 
cuss review of security issues. 

WHITE,J.R. Region 1 (Post 820201). 91/08/26. Region 1 (Post 820201). 3pp. 
58952:332-58952:334. 

9109110100 Discussed App R cable wrap status update re completion of engineering & 
installation milestones. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/08/27. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59099:297-59099:298. 

9109160015 Forwards agenda for 911015 session re 10CFR50 rule that affects manner 
in which data is passed during accidents on emergency classifications. 

KNAPP.M.R. Region 1 (Post 820201). 91/08/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 59096:302-59096:306. 

9109170125 Forwards 910724 itr transmitting FEMA rept for 901031 full-participation 
site exercise.FEMA concludes that offsite emergency preparedness sufficiently pro¬ 
tects health & safety of public. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59109:265-59110:027. 

-9109170134 Forwards final exercise rept for 901031 full-participation exercise of off¬ 
site radiological emergency response plans. Deficiency noted.Concludes that appropri¬ 
ate measures can be taken offsite to protect health & safety of public. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 91/07/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
59109:268-59109:270. 

-9108090140 “Post-Exercise Assessment,901031 Exercise of Radiological Emergency 
Response Plans of State of NJ,Salem & Cumberland Counties & Eight Localities in 
Counties for Public Svc Electric & Gas Co Artificial island Site....” 

* Federal Emergency Management Agency. 91/07/08. 117pp. 59109:271-59110:027. 

9109270003 Forwards safety insp repts 50-272/91-22.50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviation or violations noted.Major areas inspected:radiological environ 
monitoring program,mgt control,audits & meteorological monitoring program. 
PELUSO.LA. Region 1 (Post 820201). 91/09/16. 7pp. 59216:008-59216:014. 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

9109180206 Forwards errata to Rev 11 of updated FSAR for Salem Generating 
Station,Units 1 & 2 to correct printing error. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 91/09/06. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 59141:001-59141:040. 

-9109180211 Errata to Rev 11 of updated FSAR for Salem Generating Station. 

• Public Service Electric & Gas Co. of New Jersey. 91/07/22. 38pp. 59141:004- 
59141:040. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.’* Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8710190083 Provides Tech Spec Branch response to recommendations per TM Novak 
870813 memo re Tech Specs on RCS depressurization equipmentCriteria for control 
of equipment by Tech Specs discussed. Byron PORV Tech specs end. 

BUTCHER,E.J. Technical Specifications Branch. 87/10/14. BERLINGER.C.H. Generic 
Communications Branch. 3pp. 59135:133-59135:135. 

-9109130112 Summarizes discussion w/Salem Licensee on Generic Ltr 87-09 re appli¬ 
cation of TS requirements.Requests further mgt review. 

DUNNING,T. Technical Specifications Branch. 91/03/29. EMCH.R. Technical Specifi¬ 
cations Branch. 3pp. 59135:130-59135:132. 

9109110100 Discussed App R cable wrap status update re completion of engineering & 
installation milestones. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/08/27. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59099:297-59099:298. 

9109160126 Forwards Amends 130 & 109 to Licenses DPR-70 & DPR-75, respectively 
& safety evaluation.Amend modifies TS Section 3.5.1,Surveillance Requirement 4.5.1.c 
re ECCS accumulator isolation valve power lockout switches. 

STONE,J.C. Project Directorate 1-2. 91/09/05. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59108:079-59108:092. 

-9109160128 Amends 130 & 109 to Licenses DPR-70 & DPR-75,respectively, modifying 
TS Section 3.5.1 .Surveillance Requirement 4.5.1.c re ECCS accumulator isolation 

\/fil\/£i r\AU/or InHftMft 

BUTLEOW.R. Project Directorate 1-2. 91/09/05. 8pp. 59108:083-59108:090. 

-9109160129 Safety evaluation supporting Amends 130 & 109 to Licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp. 
59108:091-59108:092. 

9109160265 Notification of 910924 meeting w/util to discuss issues re geomagnetic 
disturbances.Proposed agenda end. 

AGGARWAL.S.K. Electrical & Mechanical Engineering Branch (Post 880717). 91/09/ 
06. THOMPSON,F. Public Service Electric & Gas Co. of New Jersey. 2pp. 59106:005- 
59106:006. 

9109170320 Ack receipt of 910225 ltr in response to NRC 901120 ltr concerning allega¬ 
tions re potentially unacceptable matls supplied to facility.Requests retention of sup¬ 
porting documentation for 1 yr. 

BUTLER,W.R. Project Directorate 1-2. 91/09/10. BECK.G.J. Philadelphia Electric Co. 
4pp. 59118:019-59118:022. 

9109180120 Application for amends to Licenses DPR-70 & DPR-75, consisting of Li¬ 
cense Change Request 84-01 ,Rev 3 suppl, modifying SORC membership & quorum 
requirements. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/09/10. Document 
Control Branch (Document Control Desk). 5pp. 59145:306-59145:319. 

-9109180124 Proposed Tech Specs 6.5.1 re Station Operations Review Committee. 

* Public Service Electric & Gas Co. of New Jersey. 91/09/10. 9pp. 59145:311- 
59145:319. 

9109190168 Ack receipt of 910104 response to 901120 ltr re allegations NRR-90-A- 
0050 pertaining to potentially unacceptable matls being supplied to facilities. 

BUTLER,W.R. Project Directorate 1-2. 91/09/10. MILTENBERGER.S. Public Sen/ice 
Electric & Gas Co. of New Jersey. 4pp. 59146:052-59146:055. 

9109200201 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W.D. Region 1 (Post 820201). 91/09/10. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 59171:119-59171:121. 

9109260089 Forwards amends 131 & 110 to licenses DPR-70 & DPR-75, respectively & 
safety evaluation.Amends incorporate into tech specs,changes endorsed by Generic 
Ltr 87-09. 

STONE,J.C. Project Directorate 1-2. 91/09/17. MILTENBERGER.S. Public Sen/ice 
Electric & Gas Co. of New Jersey. 3pp. 59209:129-59209:181. 

-9109260094 Amends 131 & 110 to licenses DPR-70 & DPR-75,respectively, incorpo¬ 
rating into tech specs,changes endorsed by Generic Ltr 87-09. 

BUTLER,W.R. Project Directorate 1-2. 91/09/17. 43pp. 59209:132-59209:174. 

-9109260124 Safety evaluation supporting amends 131 & 110 to licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/17. 7pp. 
59209:175-59209:181. 

9109300089 Documents rev to util milestones & schedule for response to Generic Ltr 
88-20 re individual plant exam.Containment mechanical stress analysis repts will be 
completed in Oct 1991. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/09/18. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59245:182-59245:185. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109240091 Forwards insp repts 50-272/91-16 & 50-311/91-16 on 910520-24 & notice 
of violation.Violation concerns NRC because deficiency identification processes &/or 
corrective Actions did not preclude recurrence of violation. 

HODGES,M.W. Region 1 (Post 820201). 91/08/20. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 4pp. 59173:293-59173:315. 

-9109240099 Notice of violation from insp on 910520-24.Violation noted: watertight 
doors for svc water valve rooms & surrounding areas of auxiliary bldg not adequately 
maintained. 

* Region 1 (Post 820201). 91/08/20. 2pp. 59173:297-59173:298. 

-9109240103 Insp repts 50-272/91-16 & 50-311/91-16 on 910520-24. Violations 
noted.Major areas inspected:!icensee corrective actions taken in response to 900409- 
27 maint team insp findings,including 900821 violations from insps. 

CAPHTON.D.L, FINKEL.A.E., BLUMBERG.N.J. Region 1 (Post 820201). 91/08/16. 
17pp. 59173:299-59173:315. 

9109050280 AUXILIARY FEEDWATER SYSTEM RISK-BASED INSPECTION GUIDE 
FOR THE SALEM NUCLEAR POWER PLANT. 

PUGH.R., GORE.B.F., VO.T.V. Battelle Memorial Institute, Pacific Northwest Laborato¬ 
ry. FIN L-1310. NUREG/CR-5761. 91/08/31. Division of Radiation Protection & Emer¬ 
gency Preparedness (Post 870411). 34pp. 58988:336-58989:010. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250266 Requests addl info re licensee 880923 response to Bulletin 88-008, “Ther¬ 
mal Stresses in Piping Connected to RCS," within 90 days of receipt of ltr. 

STONE,J.C. Project Directorate 1-2. 91/09/16. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 59202:008-59202:015. 

9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviations or violations noted.Major areas inspected:radio!ogical envi¬ 
ron monitoring program,mgt control,audits & meteorological monitoring program. 
PELUSO.L.A., JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/09/16. 7pp. 
59216:008-59216:014. 

9109270012 Forwards safety insp repts 50-272/91-21 & 50-311/91-21 on 910708-12.ln- 
spector observed that all but one programmed enhancements implemented adequate¬ 
ly. 

DURR.J.P. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59216:047-59216:062. 

-9109270017 Safety insp repts 50-272/91-21 & 50-311/91-21 on 910708-12. No viola¬ 
tions noted.Major areas inspected:instrumentation, procedures,tech specs,plant hard¬ 
ware & plant staff awareness re reduced RCS inventory operation. 

LOPEZ-GOLDBERG Region 1 (Post 820201). 91/08/19. 13pp. 59216:050-59216:062. 


R. Periodic operating reports & related correspondence 


9109090094 “Salem Generating Station Semiannual Radioactive Effluent Release 
Rept.Jan-June.” W/910830 ltr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/30. 75pp. 
59051:078-59051:152. 


9109050031 “Discharge Monitoring Rept for Jul 1991.” W/910822 ltr. 

LABRUNA.S., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/07/ 
31. CAPORALE.G. New Jersey, State of. 20pp. 58944:300-58944:319. 

9109030159 Forwards semiannual fitness-for-duty performance data for 6-month period 
ending 910630. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Document 
Control Branch (Document Control Desk). 19pp. 58994:140-58994:158. 

9109200270 Monthly operating rept for Aug 1991 for Salem Unit 2.W/ 910913 ltr. 
SHEDLOCK.M., FEST.J. Public Service Electric & Gas Co. of New Jersey. 91/08/31. 
10pp. 59169:331-59169:340. 


S. Reportable occurrences, LERs & related correspondence 

9109040350 NPDES noncompliance notification:on 910801 & 07,three Loggerhead sea 
turtles impinged on circulating water sys intake trash racks.AII turtles recovered 
alive,undamaged & vigorous.Turtles tagged & released offshore. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/08/27. Doc¬ 
ument Control Branch (Document Control Desk). 7pp. 58998:206-58998:212. 
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9109190032 NPDES noncompliance notification:on 910824,one loggerhead sea turtle 
impinged on circulation water sys intake trash racks.Turtle recovered alive.undamaged 
& vigorous.Turtle released one-half miles offshore in 20-ft of water. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/09/06. Doc¬ 
ument Control Branch (Document Control Desk). 5pp. 59146:338-59146:342. 

9109190272 LER 90-020-00:on 900512,containment purge/pressure-vacuum relief sys 
isolation signal received from radiation monitoring sys.Caused by equipment design 
concerns. Uninterruptible power supply installed.W/910912 itr. 

POLLACK,M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91 / 
09/12. 5pp. 59166:194-59166:199. 

9109300250 LER 91-012-00:on on 910826,4 KV vital bus 2A tripped while starting & 
loading diesel generator 2A.Caused by technician connecting jumper to wrong 
relay.uolor-coded banana jackets installed on relay terminal lugs.W/910919 Itr. 
POLLACK,M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91 / 
09/19. 5pp. 59263:242-59263:246. 


V. Operator Examinations 

9109040110 Informs of RO licensing exams scheduled for 911216-20 & forwards ref 
mat! requirements,requirements for administration of exams, NRC rules & guidelines & 
requirements for facility review. 

ESELGROTH.P.W. Region 1 (Post 820201). 91/00/28. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 12pp. 58936:021-58936:032. 

9109270035 Extends invitation to attend power reactor operator license examiners/ 
training manager meeting in Region I on 911106-07. Meeting purpose is to provide 
forum tor discussion of various topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 5pp. 59216:157-59216:161. 
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F. Security, medical, emergency A fire protection plans 

9109050147 Revised EPIPs,including Rev 6 to EPIP-5002,Rev 5 to EPIP-5220,Rev 5 to 
EPIP-5310,Rev 3 to EPIP-5330 & Rev 7 to EPIP-5600. 

* Sacramento Municipal Utility District. 91/08/26. 46pp. 59019:269-59019:315. 

9109050149 Revised emergency plan,including Rev 5 to Section 3,Rev 4 to Section 4 & 
Rev 5 to Sections 5-8 & Apps A & B. 

* Sacramento Municipal Utility District. 91/08/26. 48pp. 59020:271-59020:320. 

9109110065 Rev 6 to EPiP-5200, “Technical Support Ctr." 

* Sacramento Municipal Utility District. 91/09/03. 19pp. 59092:249-59092:267. 

9109130028 Advises that NRC considers fitness-for-duty enforcement discretion 
terminated,as of 910705,per util 910703 memo informing NRC that util no longer re¬ 
quires discretion.Full compliance achieved w/approved security plan. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/09/05. KEUTER.D.R. Sacramento Municipal Utility District. 3pp. 
59107:139-59107:141. 


H. General correspondence 

9109250225 Requests that L Fassler be added to svc list & that all routine & official 
correspondence be addressed to JR Shetler. 

SHETLER.J.R. Sacramento Municipal Utility District. 91/09/19. WEISS,S. Document 
Control Branch (Document Control Desk). 2pp. 59208:226-59208:227. 


P. Operating license stage documents & correspondence 

9109110093 Forwards response to NRC proof & review version of permanently defueled 
tech specs for facility. 

SHETLER,J.R. Sacramento Municipal Utility District. 91/08/29. Document Control 
Branch (Document Control Desk). 19pp. 59088:308-59088:326. 

9109130028 Advises that NRC considers fitness-for-duty enforcement discretion 
terminated,as of 910705,per util 910703 memo informing NRC that util no longer re¬ 
quires discretion.Full compliance achieved w/approved security plan. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/09/05. KEUTER.D.R. Sacramento Municipal Utility District. 3pp. 
59107:139-59107:141. 

9109130205 Requests permanent exemption from 10CFR171.15,which assesses annual 
fee on holders of reactor OLs. 

KEUTER.D.R. Sacramento Municipal Utility District. 91/09/05. Document Control 
Branch (Document Control Desk). 2pp. 59110:303-59110:305. 

9109200199 Forwards proposed decommissioning plan review schedule & list of NRC 
reviewers,per 910628 request. 

MOULTON,J.P. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/09/13. SHETLER,J. Sacramento Municipal Utility District. 3pp. 
59164:091-59164:093. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109030041 Responds to NRC Bulletin 89-001 .Suppl 2 re failure of Westinghouse SG 
tube mechanical piugs.Bulletin not applicable to licensee due to fact that plugs not 
installed in either SG at facility. 

SHETLER,J.R. Sacramento Municipal Utility District 91/08/21. WEISS,S. Document 
Control Branch (Document Control Desk). 2pp. 58926:346-58926:347. 

9109110247 Advises that fitness-for-duty insp scheduled for wk of 911028- 
HOI .Policies,procedures & all audits & reviews re fitness-for-duty program should be 
provided to Region V. 

SCARANO.R. Region 5 (Post 820201). 91/08/30. KEUTER.D.R. Sacramento Munid- 
pal Utility District. 3pp. 59092:211-59092:213. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109040320 “Semiannual Radioactive Effluent Release Rept,Jan-June 1991.” W/ 
910820 Itr. 

SHELTER,J.R. Sacramento Munidpal Utility District 91/06/30. MARTIN,J.B. Region 5 
(Post 820201). 51pp. 58995:333-58996:022. 

9109180313 Monthly operating rapt for Aug 1991 for Rancho Seco Nuclear Generating 
Station.W/910912 Itr. 

JONES,R.E., DELEZENSKI.J. Sacramento Municipal Utility District 91/08/31. 
WEISS,S. Document Control Branch (Document Control Desk). 6pp. 59119:266- 
59119:271. 


V. Operator Examinations 

9109170007 Forwards marked-up Rev 2 to, “Defueled Requalification Training Program 
for NRC Licensed Operators" & proposed draft Training Procedure TDAP-3000, De¬ 
fueled Licensed Operator Requalification Program.” 

SHETLER.J.R. Sacramento Municipal Utility District. 91/08/20. MILLER,L Region 5 
(Post 820201). 30pp. 59120:001-59120:030. 

9109170110 Notifies of change in operator/senior status for G Keney Docket Number 
55-50394 & License Number OP-50311 .effective as of 910801. 

SHETLER.J.R. Sacramento Municipal Utility District. 91/09/11. Document Control 
Branch (Document Control Desk). Ip. 59120:076-59120:076. 
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F. Security, medical, emergency & fire protection plans 

9109060032 Rev 11 to EPIP 1903.011, “Emergency Response/Notification.” 

* Entergy Operations, Inc. 91/08/20. 49pp. 59032:212-59032:260. 

9109130138 Forwards proposed rev to industrial security plan due to security perimeter 
improvement project at facilities & minor revs to 910522 proposed change to industrial 
security plan. Ends withheld (ref 10CFR73.21). 

CARNS.N.S. Entergy Operations, Inc. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59107:283-59107:285. 

9109170135 Forwards Rev 21 to Industrial Security Plan.Rev withheld (ref 
10CFR2.790(d)). 

FISICARO.J.J. Entergy Operations, Inc. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59126:341-59126:342. 


H. General correspondence 

9109060147 Responds to 910731 Itr re constituent request for annual INPO repts for 
Arkansas Nuclear One & for all INPO repts be made available to public. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/22. PRYOR,D. 
Senate. 9pp. 59015:158-59015:168. 

-9109060156 Forwards constituent correspondence requesting annual INPO repts & to 
ensure that repts become available to public. 

PRYOR,D. Senate. 91/07/31. KAMMERER.C. NRC - No Detailed Affiliation Given. 
2pp. 59015:167-59015:168. 


P. Operating license stage documents & correspondence 

9109040496 Forwards two 3-1/2 diskettes containing current PWR generic fundamen¬ 
tals exam bank in response to 910816 Itr.W/o ends. 

GALLO,R.M. Operator Licensing Branch. 91/08/26. SWAILES.J. Entergy Operations, 
Inc. Ip. 58993:044-58993:044. 

9109040035 Ack granting of temporary waiver of compliance to facility from provision of 
TS LCO 3.1.3.1,action ? ‘G”. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/27. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58935:109-58935:116. 

-9109040046 Provides written documentation to follow-up facility 910823 verbal request 
re temporary waiver of compliance from tech spec LCO 3.1.3.1,action "G". 
FISICARO.J.J. Entergy Operations, Inc. 91/08/26. MARTIN.R.D. Region 4 (Post 
820201). 5pp. 58935:112-58935:116. 

9109100336 Forwards “Semiannual Radiological Effluent Release Rept, First & Second 
Quarters 1991 .Arkansas Nuclear One,Units 1 & 2” & Rev 2 to 1012.003, "Solid Rad- 
waste Mat Process Control Program for Arkansas Nuclear One,Units 1 & 2." 
FISICARO.J.J. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59061:290-59061:324. 

-9109100340 Rev 2 to 1012.003, “Solid Radwaste Mgt Process Control Program for 
Arkansas Nuclear One,Units 1 & 2." 

* Entergy Operations, Inc. 91/06/12. 8pp. 59061:317-59061:324. 
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9109100157 Ack granting of temporary waiver of compliance from provision of Tech 
Spec LCO 3.0.3,3.3,3.4 A 3.5. 

BEACH.A.B. Region 4 (Post 820201). 91/09/04. CARNS.N.S. Entergy Operations, Inc. 
3pp. 59022:258-59022:260. 

9109160275 Forwards amend 150 to license DPR-51 A safety evaluation. Amend re¬ 
vises TS 3.5.1.4 by adding wording, “...except during channel testing” A allows use of 
shutdown bypass switch when testing RPS channels during power operation. 
ALEXION.T.W. Project Directorate IV-1. 91/09/09. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 59106:217-59106:225. 

-9109160278 Amend 150 to license DPR-51 .revising TS 3.5.1.4 by adding wording, 
“...except during channel testing" & allows use of shutdown bypass switch when test¬ 
ing RPS channels during power operation. 

QUAY.T.R. Project Directorate IV-1. 91/09/09. 5pp. 59106:220-59106:223. 

-9109160297 Safety evaluation supporting amend 150 to license DPR-51. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 2pp. 
59106:224-59106:225. 

9109180015 Notification of significant licensee meeting w/util on 910924 to discuss fa¬ 
cility performance. 

BEACH,A.B. Region 4 (Post 820201). 91/09/09. Region 4 (Post 820201). 2pp. 
59117:046-59117:047. 

9109200350 Forwards amends 151 & 123 to licenses DPR-51 & NPF-6, respectively & 
safety evaluation.Amends revise TS by adding requirements for addl ICC Instrumenta¬ 
tion. 

ALEXION.T.W., PETERSON,S.R. Project Directorate IV-1. 91/09/09. CARNS.N.S. En¬ 
tergy Operations, Inc. 3pp. 59164:040-59164:069. 

-9109200353 Amends 151 & 123 to licenses DPR-51 A NPF-6,respectively, adding re¬ 
quirements for addl inadequate core cooling Instrumentation to TS. 

GRAMM,R.A. Project Directorate IV-1. 91/09/09. 22pp. 59164:043-59164:064. 

-9109200355 Safety evaluation supporting amends 151 & 123 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 5pp. 
59164:065-59164:069. 

9109160013 Informs that on 910903 LJ Col Ian assumed duties of Director of Div of Ra¬ 
diation Safety & Safeguards,S Collins becomes Director.Div of Reactor Safety & AB 
Beach becomes Director of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. CARNS.N.S. Entergy Operations. 
Inc. 3pp. 59117:043-59117:045. 

9109260014 Submits rev of TS bases for reactor bldg sodium hydroxide tank instrument 
accuracy sys.Variation includes allowance for instrument loop error. 

ALEXION.T.W. Project Directorate IV-1. 91/09/13. CARNS.N.S. Entergy Operations, 
Inc. 6pp. 59208:127-59208:132. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090060 Forwards safety evaluation accepting BAW Owners Group rapt BAW-2127 
re methodology used to evaluate & analyze stress & fatigue effects due to thermal 
stratification & thermal striping. 

ALEXION.T.W. Project Directorate IV-1. 91/08/26. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 59039:330-59039:347. 

-9109090064 Safety evaluation re B&W Owners Group pressurizer surge line thermal 
stratification generic detailed analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 14pp. 
59039:334-59039:347. 

9109040131 Ack receipt of 910812 itr informing NRC of steps taken to correct violations 
noted in insp repts 50-313/91-15 A 50-368/91-15 on 910709. 

COLUNS.S.J. Region 4 (Post 820201). 91/08/28. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58936:056-58936:063. 

9109100075 Forwards insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802.No 
violations or deviations noted. 

COLUNS,S.J. Region 4 (Post 820201). 91/08/29. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 59021:151-59021:162. 

-9109100063 Insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802.No violations 
or deviations noted. Major areas inspected: licensee liquid A gaseous waste mgt pro¬ 
grams including organization & mgt control. 

MURRAY,B. Region 4 (Post 820201). 91/08/27. 8pp. 59021:155-59021:162. 

9109100090 Forwards Requalification Exam Rept 50-313/OL-91 -02 on 910806-15. 
COLLINS,SJ. Region 4 (Post 820201). 91/09/03. CARNS.N.S. Entergy Operations, 
Inc. 2pp. 59022:127-59022:134. 

-9109100099 Requalification Exam Rept 50-313/OL-91-02 on 910806-15. Exam 
results:all ROs & SROs passed exam. 

PELLET.J.L. Region 4 (Post 820201). 91 /08/29. 6pp. 59022:129-59022:134. 

9109130196 Forwards Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-0815.Viola¬ 
tion noted but not cited re failure to conduct required hydrostatic testing following re¬ 
placement of Unit 1 Check Valve DH-96. 

BEACH.A.B. Region 4 (Post 820201). 91/09/09. CARNS.N.S. Entergy Operations, Inc. 
4pp. 59113:119-59113:143. 


-9109130198 Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-0815. Violations 
noted but not cited.Major areas inspected: LERs,onsite followup of events,monthly 
maint & bimonthly surveillance observations & operational safety verification. 
WESTERMAN.T.F. Region 4 (Post 820201). 91/09/03. 21pp. 59113:123-59113:143. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units 
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3. 

MCGAHA.J.R. Entergy Operations, inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59029:340-59029:352. 

9109100336 Forwards “Semiannual Radiological Effluent Release Rept, First & Second 
Quarters 1991,Arkansas Nuclear One,Units 1 & 2” A Rev 2 to 1012.003, "Solid Rad- 
waste Mat Process Control Program for Arkansas Nuclear One,Units 1 A 2.” 
FISICARO.J.J. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59061:290-59061:324. 

-9109100336 “Semiannual Radiological Effluent Release Rept,First & Second Quarters 
1991 .Arkansas Nuclear One,Units 1 & 2.” 

* Entergy Operations, Inc. 91/06/30. 25pp. 59061:292-59061:316. 

-9109100340 Rev 2 to 1012.003, “Solid Radwaste Mgt Process Control Program for 
Arkansas Nuclear One.Units 1 & 2.” 

* Entergy Operations, Inc. 91/06/12. 8pp. 59061:317-59061:324. 

9109230032 Monthly operating rept for Aug 1991 for Arkansas Nuclear One Unit 1.W/ 
910916 Itr. 

HAYES.K.R., FISICARO.J.J. Entergy Operations, Inc. 91/08/31. 7pp. 59175:301- 
59175:307. 

9109110043 Forwards annual rept containing description of reportable procedure A 
design change made at facilities,per 10CFR50.59. 

FISICARO.JJ. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu¬ 
ment Control Desk). 138pp. 59086:141-59086:278. 


V. Operator Examinations 


9109030156 Requests that Operator License OP-42365 for JH Lankford be withdrawn. 
FISICARO.J.J. Entergy Operations. Inc. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58951:291-58951:292. 

9109100090 Forwards Requalification Exam Rept 50-313/OL-91-02 on 910806-15. 
COLLINS,S.J. Region 4 (Post 820201). 91/09/03. CARNS.N.S. Entergy Operations, 
Inc. 2pp. 59022:127-59022:134. 

-9109100099 Requalification Exam Rept 50-313/OL-91-02 on 910806-15. Exam 
results:ail ROs A SROs passed exam. 

PELLET,J.L Region 4 (Post 820201). 91/08/29. 6pp. 59022:129-59022:134. 
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F. Security, medical, emergency A fire protection plans 

9109050233 Change Sheet 2 to Rev 0 to Procedure PMP 2080 EPP.104, “Site Area 
Emergency,” reflecting corrected rev numbers & dates on refs 3.1 & 3.2 & added in¬ 
structions to page Training Ctr personnel in emergencies. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/19. 
5pp. 59020:185-59020:189. 

9109050240 Change Sheet 1 to Rev 1 to PMP 2080 EPP.108, “Initial Dose Assess¬ 
ment,” reflecting added caution to procedure to allow for manual calculation of initial 
offsite dose in event DAP sys unavailable or cannot be used by personnel available. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/26. 
28pp. 59020:190-59020:217. 

9109110016 Advises of emergency response data sys meeting on 911008-09 in Region 
ill ofc to assist licensee to efficiently conduct site visits during which site specific im¬ 
plementation issues can be discussed.Summary of each day agenda & topics end. 
NORELIUS.C.E. Region 3 (Post 820201). 91/06/30. FITZPATRICK,E Indiana Michi¬ 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59053:192-59053:195. 

9109110295 Change Sheet (CS) CS-1 to Rev 0 to PMP 2080 EPP.102, “Unusual 
Event" correcting rev numbers A date on refs 3.1 & 3.2,adding instructions to page 
Training Ctr personnel in emergencies & correcting Corporate name on Page 1 of 3. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59092:217-59092:219. 

9109110299 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.103, “Alert," correct¬ 
ing rev numbers & dates on refs 3.1 & 3.2, adding instructions to page Training Ctr 
personnel in emergencies & correcting corporate name on Page 1 of 3. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59092:214-59092:216. 

9109110301 Change Sheet (CS) CS-1 to Rev 5 to PMP 2081 EPP.304, "Offsite Dose 
Projection," adding new Section V to Exhibit F providing guidance as to when lake 
breezes should be taken into consideration when calculating dose projections. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59099:168-59099:170. 

9109110302 Change Sheet (CS) CS-1 to Rev 1 to PMP 2081 EPP.208, “Emergency Ra¬ 
diation Protection,” amending Steps 4.4.2 A 4.4.3 to allow more flexibility re establish¬ 
ment of radiological control points. 

* Indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co.). 91/08/30. 
3pp. 59098:335-59098:337. 
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9109110304 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.105, “General Emer- 
gency,” correcting rev numbers & dates to refs 3.1 & 3.2 & adding instructions to 
page Training Ctr personnel in emergencies. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59099:174-59099:176. 

9109110305 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.104, “Site Area 
Emergency/’ correcting rev numbers & dates on refs 3.1 & 3.2,adding instructions to 
page Training Ctr personnel in emergencies & correcting corporate name on Page 1 
of 4. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59099:171-59099:173. 

9109120063 Instruction & Change Sheet 2 for Rev 0 to PMP 2080 EPP.103, “Alert.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/30. 
3pp. 59104:053-59104:055. 

9109120129 Forwards exemption from requirements of 10CFR50,App E, Section IV.F.3 
re conduct of biennial off-site full participation emergency preparedness exercise in 
1992,per 910524 Itr,provided exercise conducted prior to 930601. 

MARSH,L.B. Project Directorate 111-1. 91/09/04. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59098:347-59098:353. 

—9109120133 Exemption from 10CFR50,App E,Section IV.F.3 re conduct of biennial off¬ 
site full participation emergency preparedness exercise in 1992,provided exercise con¬ 
ducted prior to June 1993. 

BOGER.BA Division of Reactor Projects - 111,1V,V (Post 901216). 91/09/04. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 5pp. 59098:349- 
59098:353. 

9109190177 Change sheet 1 to rev 1 to PMP 2080 EPP.108, “Initial Dose Assessment,” 
adding caution to procedure to allow for manual calculation of initial offsite dose in 
event DAP sys unavailable or can not be use by personnel available. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/09. 
3pp. 59166:306-59166:308. 

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13 
re security sys improvements or upgrades. 

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK,E. Indiana Michigan 
Power Co. (formeny Indiana & Michigan Electric Co.). Ip. 59109:009-59109:009. 

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 & 
notice of violation. 

CLAYTON,B. Region 3 (Post 820201). 91/09/17. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361. 

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations 
noted.Major areas inspected:plant operations, reactor trips,maint & 
surveillance,engineering & technical support & emergency preparedness. 
JORGENSEN.B.L. Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361. 

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No 
violations noted. 

GREGER.LR. Region 3 (Post 820201). 91/09/20. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156. 

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations 
noted.Major areas inspected:annual evaluated emergency preparedness exercise in¬ 
volving review of exercise scenario (IP 82302). 

FOSTER.J., AXELSON.W., CANIANO.R.J. Region 3 (Post 820201). 91/09/20. 19pp. 
59216:138-59216:156. 


P. Operating license stage documents A correspondence 

9109060208 Notifies of 910905 meeting w/util in Rockville,MD to discuss RPS instru¬ 
ment replacement concerns w/licensee & vendors. 

LONG.W.O. Project Directorate 111-1. 91/08/28. MARSH.LB. Project Directorate 111-1. 
3pp. 59024:350-59024:352. 

9109100025 Forwards “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jan-June 1991” & Rev 3 to PMP 6010.0SD.001, “ODCM.” 
FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). FITZPATRICK,E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. 
Document Control Branch (Document Control Desk). Ip. 59108:206-59108:356. 

-9109100029 Rev 3 to PMP 6010.0SD.001, “ODCM.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/03/14. 
37pp. 59108:319-59108:356. 

9109100384 Notification of 910925 meeting w/util in Rockville,MD to discuss RPS in¬ 
strument replacement concerns with licensee & vendors. 

LONG.W.O. Project Directorate lil-1. 91/09/04. MARSH.LB. Project Directorate 111-1. 
3pp. 59050:036-59050:038. 

9109110197 Notification of room change for 910925 meeting w/util to discuss RPS in¬ 
strument replacement concerns w/licensee & vendors. 

LONG.W.O. Project Directorate 111-3. 91/09/04. MARSH.LB. Project Directorate 111-3. 
3pp. 59069:013-59069:015. 

9109170305 Requests NRC review of planned mod to Foxboro reactor protection 
instrumentation.Mod necessary due to increased maint required on instrumentation & 
difficulty in obtaining qualified replacement parts. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/09/04. MURLEY.T.E. Document Control Branch (Document Control Desk). 
2pp. 59135:317-59135:318. 

9109230193 Requests that util clearly & specifically address compliance w/requirements 
of 10CFR50.44 in individual plant exam submittal. 

LONG.W.O. Project Directorate 111-1. 91/09/11. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156-59191:158. 

9109180062 Incorporates editorial comments into util 910215 application for amends to 
Licenses DPR-58 & DPR-74 as requested during telcon with NRC. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/09/13. MURLEY.T.E. Document Control Branch (Document Control Desk). 
6pp. 59136:279-59136:297. 


-9109180068 Proposed tech specs.incorporating editorial comments. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/13. 
13pp. 59136:285-59136:297. 


G. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100094 Forwards response to unresolved item from insp repts 50-315/91-09 & 50- 
316/91-09 re generic Itr 89-10, "Motor-Operated Valve Test Accuracy." 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91 /08/30. DAVIS,A.B. Docu¬ 
ment Control Branch (Document Control Desk). 26pp. 59083:207-59083:232. 

9109160090 Forwards insp rept 50-315/91-18 & 50-316/91-18 on 910812-21. No viola¬ 
tions noted. 

RING,M.A. Region 3 (Post 820201). 91/09/09. FITZPATRICK,E. Indiana Michigan 
Power Co. 2pp. 59098:168-59098:182. 

-9109160099 Insp repts 50-315/91-18 & 50-316/91-18 on 910812-21.No violations 
noted.Major areas inspected:maint acitivities using selected portions of NRC insp pro¬ 
cedure 62703 to ascertain if maint effectively accomplished & assessed. 

BURGESS,S.D., CHOULES.N.C., GAINTY.C.A. Region 3 (Post 820201). 91/09/06. 
13pp. 59098:170-59098:182. 

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13 
re security sys improvements or upgrades. 

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 59109:009-59109:009. 

9109200088 Advises that licensee 890620 response to Bulletin 89-001, Suppls 1 & 2 re 
failure of Westinghouse SG mechanical plugs, acceptable. 

COLBURN,T.G. Project Directorate 111-1. 91/09/10. FiTZPATRICK.G. Indiana Michigan 
Power Co. 3pp. 59157:270-59157:272. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 & 
notice of violation. 

CLAYTON,B. Region 3 (Post 820201). 91/09/17. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361. 

—9109240369 Notice of violation from insp on 910723-0903.Violation noted:licensee en¬ 
gineering design review performed on 900115 for mod RFC-12-3008 inadequate. 
CLAYTON,B. Region 3 (Post 820201). 91/09/17. 2pp. 59184:339-59184:340. 

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations 
noted.Major areas inspected:plant operations. reactor trips,maint & 

surveillance,engineering & technical support & emergency preparedness. 
JORGENSEN.B.L. Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361. 

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No 
violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/09/20. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156. 

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations 
noted.Major areas inspected:annual evaluated emergency preparedness exercise in¬ 
volving review of exercise scenario (IP 82302). 

FOSTER,J., AXELSON.W., CANIANO.R.J. Region 3 (Post 820201). 91/09/20. 19pp. 
59216:138-59216:156. 


R. Periodic operating reports & related correspondence 

9109040176 Forwards semiannual radioactive effluent release rept for Jan-June 
1991.W/o end. 

FITZPATRICK,E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58998:217-58998:218. 

9109100025 Forwards “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jan-June 1991” & Rev 3 to PMP 6010.0SD.001, “ODCM." 
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. 
Document Control Branch (Document Control Desk). Ip. 59108:206-59108:356. 

—9109100026 “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Effluent Re¬ 
lease Rept, Jan-June 1991.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /06/30. 
61pp. 59108:208-59108:315. 

-9109100029 Rev 3 to PMP 6010.0SD.001, “ODCM.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/03/14. 
37pp. 59108:319-59108:356. 

9109160311 Monthly operating rept for Aug 1991 for DC Cook Nuclear Plant Unit l.per 
Tech Spe c 6.9.1.10.W/910905 itr. 

GILLETT.W.T., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/08/31. 6pp. 59119:291-59119:296. 
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S. Reportable occurrences, LERs & related correspondence 

9109190038 LER 88-008-02:on 880907,noted that four hydrogen skimming dampers 
mispositioned.Caused by personnel improperly verifying lineup on 87082/.Dampers 
repositioned & sys lineup procedures revised.W/910910 Itr. 

SAMPSON,J.R., BLINDAA. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/09/10.4pp. 59157:258-59157:261. 

9109240338 LER 91-007-00:on 910819,shutdown rods mispositioned during attempt to 
move control rods due to malfunction of multiplexing relay in rod control sys.Failed 
multiplexing relay replaced.W/910918 Itr. 

BEILMAN.t.P., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/09/18. 4pp. 59214:124-59214:127. 


V. Operator Examinations 

9109100142 Confirms schedule for requalification program evaluation to be wk of 
920120-27.Forwards ref matl requirements,procedures on administration of exams & 
NRC rules & guidance for examinees. 

WRIGHT,G.C. Region 3 (Post 820201). 91/09/04. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 10pp. 59022:235-59022:244. 
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F. Security, medical, emergency & fire protection plans 

9109050233 Change Sheet 2 to Rev 0 to Procedure PMP 2080 EPP.104, "Site Area 
Emergency,” reflecting corrected rev numbers & dates on refs 3.1 & 3.2 & added in¬ 
structions to page Training Ctr personnel in emergencies. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/08/19. 
5pp. 59020:185-59020:189. 

9109050240 Change Sheet 1 to Rev 1 to PMP 2080 EPP.108, “Initial Dose Assess¬ 
ment," reflecting added caution to procedure to allow for manual calculation of initial 
offsite dose In event DAP sys unavailable or cannot be used by personnel available. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/26. 
28pp. 59020:190-59020:217. 

9109110016 Advises of emergency response data sys meeting on 911008-09 in Region 
III ofc to assist licensee to efficiently conduct site visits dunng which site specific im¬ 
plementation issues can be discussed.Summary of each day agenda & topics end. 
NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. FITZPATRICK,E. Indiana Michi¬ 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59053:192-59053:195. 

9109110295 Change Sheet (CS) CS-1 to Rev 0 to PMP 2080 EPP.102, “Unusual 
Event," correcting rev numbers & date on refs 3.1 & 3.2,adding instructions to page 
Training Ctr personnel in emergencies & correcting Corporate name on Page 1 of 3. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59092:217-59092:219. 

9109110299 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.103, “Alert,” correct¬ 
ing rev numbers & dates on refs 3.1 & 3.2, adding instructions to page Training Ctr 
personnel in emergencies & correcting corporate name on Page 1 of 3. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59092:214-59092:216. 

9109110301 Change Sheet (CS) CS-1 to Rev 5 to PMP 2081 EPP.304, “Offsite Dose 
Projection,” adding new Section V to Exhibit F providing guidance as to when lake 
breezes should be taken into consideration when calculating dose projections. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /Q8/30. 
3pp. 59099:168-59099:170. 

9109110302 Change Sheet (CS) CS-1 to Rev 1 to PMP 2081 EPP.208, “Emergency Ra¬ 
diation Protection," amending Steps 4.4.2 & 4.4.3 to allow more flexibility re establish¬ 
ment of radiological control points. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59098:335-59098:337. 

9109110304 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.105, “General Emer¬ 
gency," correcting rev numbers & dates to refs 3.1 & 3.2 & adding instructions to 
page Training Ctr personnel in emergencies. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59099:174-59099:176. 

9109110305 Change Sheet (CS) CS-2 to Rev 0 to PMP 2080 EPP.104, “Site Area 
Emergency,” correcting rev numbers & dates on refs 3.1 & 3.2,adding instructions to 
page Training Ctr personnel in emergencies & correcting corporate name on Page 1 
of 4. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59099:171-59099:173. 

9109120063 Instruction & Change Sheet 2 for Rev 0 to PMP 2080 EPP.103, “Alert." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /08/30. 
3pp. 59104:053-59104:055. 

9109120129 Forwards exemption from requirements of 10CFR50,App E, Section IV.F.3 
re conduct of biennial off-site full participation emergency preparedness exercise in 
1992,per 910524 itr,provided exercise conducted prior to 930601. 

MARSH,LB. Project Directorate 111-1. 91/09/04. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59098:347-59098:353. 

-9109120133 Exemption from 10CFR50,App E,Section IV.F.3 re conduct of biennial off¬ 
site full participation emergency preparedness exercise in 1992,provided exercise con¬ 
ducted prior to June 1993. 

BOGER.B.A. Division of Reactor Projects - 111,1V,V (Post 901216). 91/09/04. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 5pp. 59098:349- 
59098:353. 

9109190177 Change sheet 1 to rev 1 to PMP 2080 EPP.108, "Initial Dose Assessment,” 
adding caution to procedure to allow for manual calculation of initial offsite dose in 
event DAP sys unavailable or can not be use by personnel available. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/09. 
3pp. 59166:306-59166:308. 


9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13 
re security sys improvements or upgrades. 

GREGER.LR. Region 3 (Post 820201). 91/09/10. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 59109:009-59109:009. 

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 & 
notice of violation. 

CLAYTON,B. Region 3 (Post 820201). 91/09/17. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electiic Co.). 4pp. 59184:335-59184:361. 

—9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations 
noted.Major areas inspected:plant operations, reactor trips, maint & 
surveillance,engineering & technical support & emergency preparedness. 

JORGENSEN,B.L. Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361. 

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No 
violations noted. 

GREGER.LR. Region 3 (Post 820201). 91/09/20. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156. 

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations 
noted.Major areas inspected:annual evaluated emergency preparedness exercise in¬ 
volving review of exercise scenario (IP 82302). 

FOSTER,J. Region 3 (Post 820201). 91/09/20.19pp. 59216:138-59216:156. 


P. Operating license stage documents & correspondence 

9109060208 Notifies of 910905 meeting w/util in Rockville,MD to discuss RPS instru¬ 
ment replacement concerns w/licensee & vendors. 

LONG.W.O. Project Directorate 111-1. 91/08/28. MARSH,LB. Project Directorate lil-1. 
3pp. 59024:350-59024:352. 

9109100025 Forwards “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jan-June 1991” & Rev 3 to PMP 6010.0SD.001, “ODCM.” 
FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91 /08/30. MURLEY.T.E. Document Control Branch (Document Control Desk). 
Ip. 59108:206-59108:356. 

-9109100029 Rev 3 to PMP 6010.0SD.001, “ODCM." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/03/14. 
37pp. 59108:319-59108:356. 

9109100384 Notification of 910925 meeting w/util in Rockville,MD to discuss RPS in¬ 
strument replacement concerns with licensee & vendors. 

LONG.W.O. Project Directorate lll-l. 91/09/04. MARSH,L.B. Project Directorate 111-1. 
3pp. 59050:036-59050:038. 

9109110197 Notification of room change for 910925 meeting w/util to discuss RPS in¬ 
strument replacement concerns w/licensee & vendors. 

LONG.W.O. Project Directorate ill-3. 91/09/04. MARSH,L.B. Project Directorate 111-3. 
3pp. 59069:013-59069:015. 

9109170305 Requests NRC review of planned mod to Foxboro reactor protection 
instrumentation.Mod necessary due to increased maint required on instrumentation & 
difficulty in obtaining qualified replacement parts. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/09/04. MURLEY.T.E. Document Control Branch (Document Control Desk). 
2pp. 59135:317-59135:318. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

-9109180030 Recommends that acceptance criterion be reduced or specific gravity sur¬ 
veillance conducted after equalizing charge re facility proposed TS changes concern¬ 
ing electrical power sys. 

STREETER,J.F. Reactor Operations Nuclear Support Branch, R1. 79/01/29. 
BRYAN,S.E. Division of Reactor Operations Inspections, IE (750101-801210). 3pp. 
59176:021-59176:023. 

-9109180041 Forwards JF Streeter 790129 memo describing apparent deficiency in 
STS,for review & comments. 

BRYAN,S.E. Division of Reactor Operations Inspections, IE (750101-801210). 79/03/ 
08. GRIMES,B.K. Assistant Director for Engineers & Projects (Pre 790625). Ip. 
59176:024-59176:024. 

9109230193 Requests that util clearly & specifically address compliance w/requirements 
of 10CFR50.44 in individual plant exam submittal. 

LONG.W.O. Project Directorate lli-1. 91/09/11. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156-59191:158. 

9109180062 Incorporates editorial comments into util 910215 application for amends to 
Licenses DPR-58 & DPR-74 as requested during telcon with NRC. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/09/13. MURLEY.T.E. Document Control Branch (Document Control Desk). 
6pp. 59136:279-59136:297. 

-9109180068 Proposed tech specs,incorporating editorial comments. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/09/13. 
13pp. 59136:285-59136:297. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
graphers." Svc list end 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 
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9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100094 Forwards response to unresolved item from insp repts 50-315/91-09 & 50- 
316/91-09 re generic Itr 89-10, “Motor-Operated Valve Test Accuracy.” 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). FITZPATRICK,E. American Electric Power Co., Inc. 91/08/30. DAVIS,A.B. Docu¬ 
ment Control Branch (Document Control Desk). 26pp. 59083:207-59083:232. 

9109160090 Forwards insp rept 50-315/91-18 & 50-316/91-18 on 910812-21. No viola¬ 
tions noted. 

RING.M.A. Region 3 (Post 820201). 91/09/09. FITZPATRICK,E. Indiana Michigan 
Power Co. 2pp. 59098:168-59098:182. 

-9109160099 Insp repts 50-315/91-18 & 50-316/91-18 on 910812-21.No violations 
noted.Major areas inspected:maint acitivities using selected portions of NRC insp pro¬ 
cedure 62703 to ascertain if maint effectively accomplished & assessed. 

BURGESS,S.D., CHOULES.N.C., GAINTY.C.A. Region 3 (Post 820201). 91/09/06. 
13pp. 59098:170-59098:182. 

9109170016 Ack position on items identified in insp rept 50-315/91-13 & 50-316/91-13 
re security sys improvements or upgrades. 

GREGER.L.R. Region 3 (Post 820201). 91/09/10. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 59109:009-59109:009. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240364 Forwards insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903 & 
notice of violation. 

CLAYTON,B. Region 3 (Post 820201). 91/09/17. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59184:335-59184:361. 

-9109240374 Insp repts 50-315/91-17 & 50-316/91-17 on 910723-0903. Violations 
noted.Major areas inspected:plant operations, reactor trips.maint & 
surveillance,engineering & technical support & emergency preparedness. 
JORGENSEN.B.L. Region 3 (Post 820201). 91/09/16. 21pp. 59184:341-59184:361. 

9109270034 Forwards safety insp rept 50-315/91-19 & 50-316/91-19 on 910826-28.No 
violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/09/20. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 59216:136-59216:156. 

-9109270044 Insp repts 50-315/91-19 & 50-315/91-19 on 910826-28.No violations 
noted.Major areas inspected:annual evaluated emergency preparedness exercise in¬ 
volving review of exercise scenario (IP 82302). 

FOSTER,J., AXELSON.W., CANIANO.R.J. Region 3 (Post 820201). 91/09/20. 19pp. 
59216:138-59216:156. 


R. Periodic operating reports & related correspondence 

9109040176 Forwards semiannual radioactive effluent release rept for Jan-June 
1991.W/0 end. 

FITZPATRICK,E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58998:217-58998:218. 

9109100025 Forwards “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jan-June 1991" & Rev 3 to PMP 6010.0SD.001, “ODCM.” 
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). FITZPATRICK.E. American Electric Power Co., Inc. 91/08/30. MURLEY.T.E. 
Document Control Branch (Document Control Desk). Ip. 59108:206-59108:356. 

-9109100026 “DC Cook Nuclear Plant Units 1 & 2 Semiannual Radioactive Effluent Re¬ 
lease Rept, Jan-June 1991.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/06/30. 
61pp. 59108:208-59108:315. 

9109160304 Monthly operating rept for Aug 1991 for DC Cook Nuclear Plant Unit 2,per 
Tech Slpec 6.9.1.10.W/910905 Itr. 

GILLETT.W.T., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/08/31. 7pp. 59119:304-59119:310. 


S. Reportable occurrences, LERs & related correspondence 

9109040343 LER 91-006-00:on 910801,reactor tripped as result of turbine trip generat¬ 
ed by generator differential protective relays operating.Caused by failure of phase 
three current transformer.Testing conducted.W/910830 itr. 

CARTEAUX.P.F., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michi¬ 
gan Electric Co.). 91/08/30. 5pp. 58981:221-58981:226. 


V. Operator Examinations 

9109100142 Confirms schedule for requalification program evaluation to be wk of 
920120-27.Forwards ref mati requirements,procedures on administration of exams & 
NRC rules & guidance for examinees. 

WRIGHT,G.C. Region 3 (Post 820201). 91/09/04. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 10pp. 59022:235-59022:244. 
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F. Security, medical, emergency & fire protection plans 

9109110189 Rev 1 to ERPIP-750, “Security,” implementing new site assembly & ac¬ 
countability process. 

* Baltimore Gas & Electric Co. 91/07/29. 16pp. 59226:001-59226:016. 


9109170189 Advises that Revs 12 & 13 to safeguards contingency plan, transmitted via 
910423 & 0523 Inconsistent w/ provisions of 10CFR50.54(p) & acceptable for inclu¬ 
sion into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 59121:270-59121:271. 

9109170219 Advises that Rev 7 to security training & qualification plan,transmitted via 
910523 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:108-59127:110. 

9109170221 Advises that Rev 6 to security guard training & qualification 

C lan,transmitted via 910418 inconsistent w/ provisions of 10CFR50.54(p) & accepta- 
le for inclusion into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:116-59127:118. 

9109170212 Advises that Revs 26 & 27 to security plan,transmitted via 910523 & 0717 
Itrs.respectiveiy,consistent w/provisions of l0CFR50.54(p) & acceptable for inclusion 
into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:119-59127:121. 

9109040181 Discusses review of facility emergency action levels. Concludes that pro¬ 
posed rev appear to meet intent of NUREG-0654 & adequate. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 58996:333-58996:335. 

9109050177 Rev 0 to Emergency Response Plan Implementation Procedure ERPIP 512, 
“Radiological Assessment Specialist.” 

* Baltimore Gas & Electric Co. 91/08/27.13pp. 59020:218-59020:230. 

9109050182 Rev 0 to Emergency Response Plan Implementation Procedure ERPIP-823, 
“Dose Assessment Computer. 

* Baltimore Gas & Electnc Co. 91/08/27. 5pp. 59019:333-59019:339. 

9109090188 Transmits revised emergency response data sys data point library file for 
facility.Rev incorporates teicon between B Hunt to RB Mervine on 910730. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/08/27. JOLICOEUR.J.R. NRC - No De¬ 
tailed Affiliation Given. 2pp. 59049:285-59049:286. 

9109110193 Change 2 to Rev 0 to ERPIP-700,Attachments 1-10 re cafeteria assembly. 
* Baltimore Gas & Electric Co. 91/08/27.14pp. 59099:283-59099:296. 

9109110196 Revised Emergency Response Plan Implementation Procedures, (ERPIPs) 
including Rev 0 to ERPIP-902 & Rev 0 to ERPIP-905, reflecting change to three digit 
numbenng format.Procedures 902 & 905 cancel & supersede 5.2 & 5.5,respectively. 
* Baltimore Gas & Electric Co. 91/08/27.12pp. 59099:347-59099:358. 

9109110198 Rev 0 to ERPIP 501, “Site Emergency Coordinator,” reflecting change to 
three digit numbering sys.Procedure cancels & supersedes Procedure 4.1.2, T ‘Site 
Emergency Coordinator. 

* Baltimore Gas & Electric Co. 91/08/27. 21pp. 59099:262-59099:282. 

9109250092 Rev 0 to Change 1 to ERPIP 701, “Warehouse 3 Assembly Area.” 

* Baltimore Gas & Electric Co. 91/08/27. 7pp. 59201:015-59201:021. 

9109250132 Revised ERPIP.inciuding Rev 0 to ERPIP-200, “Technical Support Ctr 
Functions & Responsibilities” & Rev 0 to ERPIP-210, "Control Room/Technical Sup¬ 
port Ctr (CR/TSQ Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27.18pp. 59194:155-59194:170. 

9109250159 Revised ERPIP.inciuding Rev 0 to ERPIP-400, “Nuclear Engineering Facili¬ 
ty Functions & Responsibilities,” ERPIP-402, "Nuclear Engineering Facility (NEF) 
Staff’ & ERPIP-403, “Nuclear Engineering Facility (NEF) Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27.19pp. 59194:171-59194:188. 

9109250207 Rev 0 to ERPIP-316, “Operational Support Ctr Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27. 9pp. 59194:103-59194:111. 

9109250213 Rev 0 to ERPIP-702, “Warehouse 3 Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27. 9pp. 59203:206-59203:214. 

9109250223 Public version of Rev 1 to ERPIP-750, "Security,” implementing new site 
assembly & accountability process. W/910916 release memo. 

* Baltimore Gas & Electric Co. 91/08/27. 27pp. 59202:102-59202:123. 

9109300265 Rev 0 to ERPIP-710, “Farm Demonstration Bldg Decontamination Facility,” 
changing to 3-digit numbering sys format. 

* Baltimore Gas & Electric Co. 91/08/27. 5pp. 59260:341-59260:345. 

9109190183 Rev 0 to ERPIP-301, “Operational Support Ctr Director,” changing 3-digit 
format & incorporating revised assembly scheme. 

* Baltimore Gas & Electric Co. 91/09/09. 20pp. 59156:122-59156:141. 

9109190189 Rev 0 to ERPIP-903, "Monitoring Equipment & Instrumentation," changing 
3-digit numbering format. 

* Baltimore Gas & Electric Co. 91/09/09.18pp. 59166:333-59166:352. 

9109190170 Rev 0 to Chapter 2 to ERPIP 401, “Nuclear Engineering Facility Director,” 
changing accountability. 

* Baltimore Gas & Electric Co. 91/09/10. 7pp. 59166:317-59166:326. 


P. Operating license stage documents & correspondence 

9109030037 Application for amends to licenses DPR-53 & DPR-69,revising TS re borat- 
ed water in boric acid tanks. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /08/27. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58926:319-58926:328. 

—9109030043 Proposed tech spec pages re borated water in boric acid tanks. 

* Baltimore Gas & Electric Co. 91/08/27. 7pp. 58926:322-58926:328. 
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9109030131 Application for amend to licenses DPR-53 & DPR-69,changing tech specs 
to increase specified snubber functional testing & svc life monitoring surveillance inter¬ 
vals to accommodate 24 month fuel cycles. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /08/27. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58928:149-58928:166. 

—9109030134 Proposed changes to tech specs pages 3/4 7-26,3/4 7-26b, B3/4 0-3 & 
B3/4 7-5 to increase specified snubber functional testing & svc life monitoring surveil¬ 
lance intervals to accomodate 24 month fuel cycles. 

* Baltimore Gas & Electric Co. 91/08/27.12pp. 58928:155-58928:166. 

9109050213 Forwards “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal 
Semiannual Rept for Second Quarter 1991” & incomplete Rev 1 to CP607, “ODCM.” 
CREEL,G.C. Baltimore Gas & Electric Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:318-58998:350. 

9109050222 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec 
Table 4.3-2 to allow safety injection sys logic, that starts emergency diesel 
generators,to be moved to different subchannel of safety injection sys. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59029:284-59029:295. 

-9109050224 Proposed Tech Specs re automatic actuation logic for ESFAS instrumen¬ 
tation surveillance requirements. 

* Baltimore Gas & Electric Co. 91/08/30. 7pp. 59029:289-59029:295. 

9109250007 Forwards amends 159 & 139 to licenses DPR-53 & DPR-69 & safety 
evaluation.Amends revise TS to provide required snubber visual insp intervals based 
on number of operable snubbers found during previous insp in proportion of size. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/04. CREEL,G.C. Baltimore Gas & 
Electric Co. 4pp. 59201:066-59201:093. 

-9109250012 Amends 159 & 139 to licenses DPR-53 & DPR-69,respectively, revising 
TS to provide required snubber visual insp interval based on number of inoperable 
snubbers found during previous insp in proportion of size. 

CAPRA,R.A. Project Directorate 1-1. 91/09/04. 20pp. 59201:070-59201:088. 

-9109250015 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 5pp. 
59201:089-59201:093. 


9109160211 Application for amend to Licenses DPR-53 & DPR-69,revising TS 
4.8.1.1.2.d.1 to allow removal of dedicated Class IE emergency power source from 
shutdown unit for seven days. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /09/05. Document Control Branch (Doc¬ 
ument Control Desk). 9pp. 59114:001-59114:025. 

-9109160213 Proposed tech spec 4.8.1.1.2.d.1,allowing removal of dedicated class IE 
emergency power source from shutdown unit for seven days. 

* Baltimore Gas & Electric Co. 91/09/05.16pp. 59114:010-59114:025. 

9109130008 Forwards FR notice of consideration of issuance of amends to Licenses 
DPR-53 & DPR-69 Amends modify TS limiting condition for operation & action require¬ 
ments re insp & maint of shared emergency diesel generator 12. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/06. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 59107:225-59107:237. 

-9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 & 
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re¬ 
moval of dedicated Class 1E shared emergency power source for 7 days. 

MCCABE,B.C. Project Directorate 1-1. 91/09/06.10pp. 59107:227-59107:237. 

9109160139 Conveys addl facts & conclusions,in response to NRC 910517 Itr foward¬ 
ing SE re Temporary Repair of ASME Code Class 3 Piping (Saltwater Header Repair) 
& associate request for relief from ASME Code requirements. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/09/06. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59114:237-59114:239. 

9109130214 Notification of 911009 meeting w/utii in Rockville,MD to discuss ASME 
code,section XI,inservice testing program requirements for flow instrument accuracy. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/10. CAPRA,R.A. Project Directorate I- 
1. 4pp. 59113:029-59113:032. 

9109160132 Provides initial info re addition of new EDGs & mod to existing EDGs,per 
NRC 910212 request in SSER. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/09/10. Document Control Branch (Doc¬ 
ument Control Desk). 14pp. 59114:262-59114:275. 

9109200157 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59158:185-59156:187. 

9109130128 Grants relief requests 3.1. 1.1 re measurement of bearing temps & 4.3.1.1 
re Category C relief valve testing. 

CAPRA.R.A. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & Electric 
Co. 5pp. 59108:007-59108:011. 


9109160154 Advises that NRC has no objections to proposed TS bases changes re vol 
& concentration of borated water in boric add tanks,per 910827 Itr.Revised TS bases 
end. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL,G.C. Baltimore Gas & 
Electric Co. 8pp. 59108:122-59108:129. 


9109170247 Forwards amends 160 & 140 to licenses DPR-53 & DPR-69, respectively & 
safety evaluation.Amends modify TS for both units per guidance provided in generic Itr 
88-17, “Loss of DHR.” 


MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL,G.C. Baltimore Gas & 
Electric Co. 5pp. 59121:326-59121:347. 

-9109170249 Amends 160 & 140 to licenses DPR-53 & DPR-69,respectively, modifying 
TS for both units per guidance provided in generic Itr 88-17, “Loss of DHR.” 

CAPRA,R.A. Project Directorate 1-1. 91/09/11.12pp. 59121:331-59121:343. 

-9109170252 Safety evaluation supporting amends 160 & 140 to licenses DPR-59 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp. 
59121:344-59121:347. 


9109180168 Forwards amends 161 & 141 to licenses DPR-53 & DPR-69, respectively & 
safety evaluation.Amends change specific titles of managers throughout TS,section 
6.0.administrative controls. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & 
Electric Co. 6pp. 59134:103-59134:159. 

—S109180169 Amends 161 & 141 to licenses DPR-53 & DPR-69,respectively, changing 
specific titles of managers throughout TS section 6.0,administrative controls,to be con¬ 
sistent w/organization of util at Calvert Cliffs fadiities as of 901001. 

CAPRA.R.A. Project Directorate 1-1. 91/09/11. 47pp. 59134:108-59134:154. 

-9109180170 Safety evaluation supporting amends 161 & 141 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp. 
59134:155-59134:159. 

9109270074 Requests response to end info re activities at facility that require further 
investigation.EncI withheld (ref 10CFR2.790(b)). 

HEHL.C.W. Region 1 (Post 820201). 91/09/13. CREEL.G.C. Baltimore Gas & Electric 
Co. 5pp. 59216:318-59216:322. 

9109270210 Requests written determination of responsibility from NRC under refer¬ 
enced authorities. 

WEYENBERG.T.G. Whiting Corp. 91/09/16. POTATOVS.U. Vendor Inspection 
Branch. 19pp. 59252:305-59252:322. 

9109190267 Notification of 910919 meeting w/util in Rockville,MD to discuss licensee 
proposed change to Tech Specs to ailow use of temporary emergency diesel genera¬ 
tor while maint performed on one emergency diesel generator. 

HOWE.A.G. Project Directorate 1-1. 91/09/17. MURLEY.T.E., MIRAGLIA.F., 
RUSSELL.W. NRC - No Detailed Affiliation Given. 7pp. 59165:353-59165:359. 

9109200052 Forwards request for addl info to enable NRC to continue to review 910905 
application for amends to Licenses DPR-53 & DPR-59 re temporary diesel generator. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/17. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 59168:329-59168:332. 

9109270085 Informs that investigation re 910205 & 04 incidents involving personnel en¬ 
tering containment w/o appropriate instruments & opening containment doors to at¬ 
mosphere w/o appropriate samples,respectively complete. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59222:016-59222:020. 

9109270091 Informs of completion of activities required by NRC Generic Ltr 88-14,In¬ 
strument Air Supply Sys Problems Affecting Safety-Related Sys. 

CREEL.G.C. Baltimore Gas & Electric Co. 91 /09/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59222:066-59222:068. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090197 Documents electronic transfer of technical input for Insp Rept 50-317/91- 
81 .Generic Ltr 89-10 insp for Calvert Cliffs Nuclear Station. 

JONES,G.L Idaho National Engineering Laboratory. FIN L-1525. 91/09/03. RUTH.L. 
Document Control Branch (Document Control Desk). Ip. 59041:216-59041:216. 

9109250007 Forwards amends 159 & 139 to licenses DPR-53 & DPR-69 & safety 
evaluation.Amends revise TS to provide required snubber visual insp intervals based 
on number of operable snubbers found during previous insp in proportion of size. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/04. CREEL, G.C. Baltimore Gas & 
Electric Co. 4pp. 59201:066-59201:093. 

—9109250012 Amends 159 & 139 to licenses DPR-53 & DPR-69, respectively, revising 
TS to provide required snubber visual insp interval based on number of inoperable 
snubbers found during previous insp in proportion of size. 

CAPRA,R.A. Project Directorate 1-1. 91/09/04. 20pp. 59201:070-59201:088. 

-9109250016 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 5pp. 
59201:089-59201:093. 


9109130008 Forwards FR notice of consideration of issuance of amends to Licenses 
DPR-53 & DPR-69.Amends modify TS limiting condition for operation & action require¬ 
ments re insp & maint of shared emergency diesel generator 12. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/06. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 59107:225-59107:237. 


-9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 & 
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re¬ 
moval of dedicated Class IE shared emergency power source for 7 days. 

MCCABE,8.C. Project Directorate 1-1. 91/09/06.10pp. 59107:227-59107:237. 


9109130226 Discuses pressurizer surge line thermal stratification per NRC Bulletin 88- 
Oll.Rnal ^detailing completion of all bulletin action items,expected by 911231. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/09. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 59113:025-59113:028. 
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9108110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc.list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


ft. Periodic operating reports & related correspondence 

9109050213 Forwards “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal 
Semiannual Rept for Second Quarter 1991” & incomplete Rev 1 to CP607, “ODCM.” 
CREEL.G.C. Baltimore Gas & Electric Co. 91 /08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:318-58998:350. 

—9109050217 “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu¬ 
al Rept for Second Quarter 1991.” 

* Baltimore Gas & Electric Co. 91/06/30. 32pp. 58998:319-58998:350. 

9109170332 Forwards monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear 
Power Plant Units 1 & 2 & summary of operating experience for Jul 1991 for Unit 1. 
DENTON,R.E. Baltimore Gas & Electric Co. 91/09/13. Document Control Branch 
(Document Control Desk). 2pp. 59136:001-59136:014. 

-9109170334 Monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear Power 
Plant Units 1 & 2. 

SHANLEY.L Duke Power Co. 91/08/31. 11pp. 59136:003-59136:013. 

-9109170337 Summary of operating experience for Jul 1991 for Calvert Cliffs Unit 1. 

* Duke Power Co. 91/07/31. Ip. 59136:014-59136:014. 


S. Reportable occurrences, LERs & related correspondence 

9109050234 LER 91-005-00:on 910730,determined that circuitry for smoke detectors in 
purge air supply room not tested every 6 months.Caused by personnel error & inad¬ 
equate technical review.Detectors tested & procedure corrected.W/910829 Itr. 
VOLKOFF.J., DENTON,R.E. Baltimore Gas & Electric Co. 91/08/29. 5pp. 59014:009- 
59014:013. 

9109090049 LER 90-001-02:on 891221 ,PORV/Safety valve acoustic monitor sys discov¬ 
ered inoperable.Caused by lack of adequate guidance on documentation & 
handling.Acoustic flow monitoring device retested.W/910830 Itr. 

VOLKOFF.J., DENTON,R.E. Baltimore Gas & Electric Co. 91/08/30. 5pp. 59059:286- 
59059:290. 

9109100389 LER 91-006-00:on 910724,reactor protection sys channel B, trip unit 1 
taken out of bypass w/o declaring channel operable or placing channel in tripped 
condition.Caused by personnel error.Shift supervisor counseled.W/910830 Itr. 

WILSON,E.P., DENTON.R.E. Baltimore Gas & Electric Co. 91/08/30. 5pp. 59095:171- 
59095:175. 


V. Operator Examinations 


9109050182 Rev 0 to Emergency Response Plan implementation Procedure ERPIP-823, 
“Dose Assessment Computer." 

* Baltimore Gas & Electric Co. 91 /08/27. 5pp. 59019:333-59019:339. 

9109090188 Transmits revised emergency response data sys data point library file for 
facility.Rev incorporates telcon between B Hunt to RB Mervine on 910730. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/08/27. JOLICOEUR.J.R. NRC - No De¬ 
tailed Affiliation Given. 2pp. 59049:285-59049:286. 

9109110193 Change 2 to Rev 0 to ERPIP-700,Attachments 1-10 re cafeteria assembly. 

* Baltimore Gas & Electric Co. 91/08/27. 14pp. 59099:283-59099:296. 

9109110196 Revised Emergency Response Plan Implementation Procedures, (ERPIPs) 
including Rev 0 to ERPIP-902 & Rev 0 to ERPIP-905, reflecting change to three digit 
numbering formatProcedures 902 & 905 cancel & supersede 5.2 & 5.5,respectively. 

* Baltimore Gas & Electric Co. 91/08/27. 12pp. 59099:347-59099:358. 

9109250092 Rev 0 to Change 1 to ERPIP 701, “Warehouse 3 Assembly Area." 

* Baltimore Gas & Electric Co. 91/08/27. 7pp. 59201:015-59201:021. 

9109250132 Revised ERPIP,including Rev 0 to ERPIP-200, “Technical Support Ctr 
Functions & Responsibilities” & Rev 0 to ERPIP-210, "Control Room/Technical Sup¬ 
port Ctr (CR/TSC) Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27.18pp. 59194:155-59194:170. 

9109250159 Revised ERPIP,including Rev 0 to ERPIP-400, “Nuclear Engineering Facili¬ 
ty Functions & Responsibilities.” ERPIP-402, "Nuclear Engineering Facility (NEF) 
Staff” & ERPIP-403, "Nuclear Engineering Facility (NEF) Monitor." 

* Baltimore Gas & Electric Co. 91/08/27.19pp. 59194:171-59194:188. 

9109250207 Rev 0 to ERPIP-316, “Operational Support Ctr Monitor." 

* Baltimore Gas & Electric Co. 91/08/27. 9pp. 59194:103-59194:111. 

9109250213 Rev 0 to ERPIP-702, “Warehouse 3 Monitor.” 

* Baltimore Gas & Electric Co. 91/08/27. 9pp. 59203:206-59203:214. 

9109250223 Public version of Rev 1 to ERPIP-750, “Security,” implementing new site 
assembly & accountability process. W/910916 release memo. 

* Baltimore Gas & Electnc Co. 91/08/27. 27pp. 59202:102-59202:123. 

9109300265 Rev 0 to ERPIP-710, “Farm Demonstration Bldg Decontamination Facility,” 
changing to 3-digit numbering sys format. 

* Baltimore Gas & Electric Co. 91/08/27. 5pp. 59260:341-59260:345. 

9109190183 Rev 0 to ERPIP-301, “Operational Support Ctr Director,” changing 3-digit 
format & incorporating revised assembly scheme. 

* Baltimore Gas & Electric Co. 91/09/09. 20pp. 59156:122-59156:141. 

9109190189 Rev 0 to ERPIP-903, "Monitoring Equipment & Instrumentation,” changing 
3-digit numbering format. 

* Baltimore Gas & Electric Co. 91/09/09. 18pp. 59166:333-59166:352. 


9109270056 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES.M.W. Region 1 (Post 820201). 91/09/19. CREEL,G.C. Baltimore Gas & 
Electric Co. 5pp. 59216:268-59216:272. 
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F. Security, medical, emergency A fire protection plans 

9109110198 Rev 0 to ERPIP 501, “Site Emergency Coordinator,” reflecting change to 
three digit numbering sys.Procedure cancels & supersedes Procedure 4.1.2, Site 
Emergency Coordinator. 

* Baltimore Gas & Electric Co. 91/08/27. 21pp. 59099:262-59099:282. 

9109110189 Rev 1 to ERPIP-750, “Security,” implementing new site assembly & ac¬ 
countability process. 

* Baltimore Gas & Electric Co. 91/07/29. 16pp. 59226:001-59226:016. 

9109170189 Advises that Revs 12 & 13 to safeguards contingency plan, transmitted via 
910423 & 0523 Itrs,consistent w/provisions of 10CFR50.54(p) & acceptable for inclu¬ 
sion into plan. 

JOYNER.J.H. Region 1 (Post 820201). 91/07/31. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 59121:270-59121:271. 

9109170219 Advises that Rev 7 to security training & qualification plan,transmitted via 
910523 Itr,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 

5o?NER,J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:108-59127:110. 

9109170221 Advises that Rev 6 to security guard training & qualification 

S py,.transmitted via 910418 Itr,consistent w/ provisions of 10CFR50.54(p) & accepta- 
e for inclusion into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:116-59127:118. 

9109170212 Advises that Revs 26 & 27 to security plan,transmitted via 910523 & 0717 
Itrs,respectively,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59127:119-59127:121. 

9109040181 Discusses review of facility emergency action levels. Concludes that pro¬ 
posed rev appear to meet intent of NUREG-0654 & adequate. 

JOYNER J.H. Region 1 (Post 820201). 91/08/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 58996:333-58996:335. 

9109050177 Rev 0 to Emergency Response Plan Implementation Procedure ERPIP 512, 
“Radloloaical Assessment Soecialist.” 

* Baltimore Gas & Electric Co91/08/27.13pp. 59020:218-59020:230. 


9109190170 Rev 0 to Chapter 2 to ERPIP 401, “Nuclear Engineering Facility Director,” 
changing accountability. 

* Baltimore Gas & Electric Co. 91 /09/10. 7pp. 59166:317-59166:326. 


P. Operating license stage documents & correspondence 

9109030037 Application for amends to licenses DPR-53 & DPR-69,revising TS re borat- 
ed water in boric acid tanks. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/08/27. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58926:319-58926:328. 

-9109030043 Proposed tech spec pages re borated water in boric acid tanks. 

* Baltimore Gas & Electric Co. 91 /08/27. 7pp. 58926:322-58926:328. 

9109030131 Application for amend to licenses DPR-53 & DPR-69,changing tech specs 
to increase specified snubber functional testing & svc life monitoring surveillance inter¬ 
vals to accommodate 24 month fuel cycles. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /08/27. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58928:149-58928:166. 

-9109030134 Proposed changes to tech specs pages 3/4 7-26,3/4 7-26b, B3/4 0-3 & 
B3/4 7-5 to increase specified snubber functional testing & svc life monitoring surveil¬ 
lance intervals to accomodate 24 month fuel cycles. 

* Baltimore Gas & Electric Co. 91/08/27.12pp. 58928:155-58928:166. 

9109050213 Forwards "Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal 
Semiannual Rept for Second Quarter 1991” & Rev 1 to CP-607, “ODCM.” 

CREEL.G.C. Baltimore Gas & Electric Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:318-58998:350. 

9109050222 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec 
Table 4.3-2 to allow safety injection sys logic, that starts emergency diesel 
generators,to be moved to different subchannel of safety injection sys. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /08/30. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59029:284-59029:295. 

—9109050224 Proposed Tech Specs re automatic actuation logic for ESFAS Instrumen¬ 
tation surveillance requirements. 

* Baltimore Gas & Electric Co. 91/08/30. 7pp. 59029:289-59029:295. 

9109250007 Forwards amends 159 & 139 to licenses DPR-53 & DPR-69 & safety 
evaluation.Amends revise TS to provide required snubber visual insp intervals based 
on number of operable snubbers found during previous insp in proportion of size. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/04. CREEL,G.C. Baltimore Gas & 
Electric Co. 4pp. 59201:066-59201:093. 

-9109250012 Amends 159 & 139 to licenses DPR-53 & DPR-69,respectively, revising 
TS to provide required snubber visual insp interval based on number of inoperable 
snubbers found during previous insp in proportion of size. 

CAPRA,R.A. Project Directorate 1-1. 91/09/04. 20pp. 59201:070-59201:088. 
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-9109250016 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 5pp. 
59201:089-59201:093. 

9109160211 Application for amend to Licenses DPR-53 & DPR-69,revising TS 
4.8.1.1.241.1 to allow removal of dedicated Class IE emergency power source from 
shutdown unit for seven days. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /09/05. Document Control Branch (Doc¬ 
ument Control Desk). 9pp. 59114:001-59114:025. 

“9109160213 Proposed tech spec 4.8.1.1.2.d.fallowing removal of dedicated class IE 
emergency power source from shutdown unit for seven days. 

* Baltimore Gas & Electric Co. 91/09/05.16pp. 59114:010-59114:025. 

9109130008 Forwards FR notice of consideration of issuance of amends to Licenses 
DPR-53 & DPR-69.Amends modify TS limiting condition for operation & action require¬ 
ments re insp & maint of shared emergency diesel generator 12. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/06. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 59107:225-59107:237. 

-9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 & 
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re¬ 
moval of dedicated Class 1E shared emergency power source for 7 days. 

MCCABE,B.C. Project Directorate 1-1. 91/09/06.10pp. 59107:227-59107:237. 

9109130214 Notification of 911009 meeting w/util in Rockville.MD to discuss ASME 
code.section XI,inservice testing program requirements for flow instrument accuracy. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/10. CAPRA,R.A. Project Directorate I- 
1. 4pp. 59113:029-59113:032. 

9109160132 Provides initial info re addition of new EDGs & mod to existing EDGs.per 
NRC 910212 request in SSER. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/09/10. Document Control Branch (Doc¬ 
ument Control Desk). 14pp. 59114:262-59114:275. 

9109200157 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 59156:185-59156:187. 

9109130128 Grants relief requests 3.1.1.1 re measurement of bearing temps & 4.3.1.1 
re Category C relief valve testing. 

CAPRA,R.A. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & Electric 
Co. 5pp. 59108:007-59108:011. 

9109160154 Advises that NRC has no objections to proposed TS bases changes re vol 
& concentration of borated water in boric acid tanks,per 910827 Itr.Revised TS bases 
pages end. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & 
Electric Co. 8pp. 59108:122-59108:129. 

9109170247 Forwards amends 160 & 140 to licenses DPR-53 & DPR-69, respectively & 
safety evaluation.Amends modify TS for both units per guidance provided in generic Itr 
88-17, “Loss of DHR.” 

MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & 
Electric Co. 5pp. 59121:326-59121:347. 

“9109170249 Amends 160 & 140 to licenses DPR-53 & DPR-69,respectively, modifying 
TS for both units per guidance provided in generic Itr 88-17, “Loss of DHR.” 

CAPRA,R.A. Project Directorate 1-1. 91/09/11. 12pp. 59121:331-59121:343. 

-9109170252 Safety evaluation supporting amends 160 & 140 to licenses DPR-59 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp. 
59121:344-59121:347. 

9109180168 Forwards amends 161 & 141 to licenses DPR-53 & DPR-69, respectively & 
safety evaluation.Amends change specific titles of managers throughout TS,section 
6.0.administrative controls. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/11. CREEL.G.C. Baltimore Gas & 
Electric Co. 6pp. 59134:103-59134:159. 

“9109180169 Amends 161 & 141 to licenses DPR-53 & DPR-69,respectively, changing 
specific titles of managers throughout TS section 6.0,administrative controls,to be con¬ 
sistent w/organization of util at Calvert Cliffs facilities as of 901001. 

CAPRA.R.A. Project Directorate 1-1. 91/09/11. 47pp. 59134:108-59134:154. 

“9109180170 Safety evaluation supporting amends 161 & 141 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 4pp. 
59134:155-59134:159. 

9109270074 Requests response to end info re activities at facility that require further 
investigation.Enel withheld (ref 10CFR2.790(b)). 

HEHL.C.W. Region 1 (Post 820201). 91/09/13. CREEL.G.C. Baltimore Gas & Electric 
Co. 5pp. 59216:318-59216:322. 

9109270210 Requests written determination of responsibility from NRC under refer¬ 
enced authorities. 

WEYENBERG.T.G. Whiting Corp. 91/09/16. POTATOVS.U. Vendor Inspection 
Branch. 19pp. 59252:305-59252:322. 

9109190267 Notification of 910919 meeting w/util in Rockville.MD to discuss licensee 
proposed change to Tech Specs to allow use of temporary emergency diesel genera¬ 
tor while maint performed on one emergency diesel generator. 

HOWE.A.G. Project Directorate 1-1. 91/09/17. MURLEY.T.E., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 7pp. 59165:353-59165:359. 

9109200052 Forwards request for addl info to enable NRC to continue to review 910905 
application for amends to Licenses DPR-53 & DPR-59 re temporary diesel generator. 
MCDONALD,D.G. Project Directorate t-1. 91/09/17. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 59168:329-59168:332. 

9109270091 Informs of completion of activities required by NRC Generic Ltr 88-14,In¬ 
strument Air Supply Sys Problems Affecting Safety-Related Sys. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59222:066-59222:068. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109250007 Forwards amends 159 & 139 to licenses DPR-53 & DPR-69 & safety 
evaluation.Amends revise TS to provide required snubber visual insp intervals based 
on number of operable snubbers found during previous insp in proportion of size. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/04. CREEL,G.C. Baltimore Gas & 
Electric Co. 4pp. 59201:066-59201:093. 

“9109250012 Amends 159 & 139 to licenses DPR-53 & DPR-69,respectively, revising 
TS to provide required snubber visual insp interval based on number of inoperable 
snubbers found during previous insp in proportion of size. 

CAPRA,R.A. Project Directorate 1-1. 91/09/04. 20pp. 59201:070-59201:088. 

“9109250016 Safety evaluation supporting amends 159 & 139 to licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 5pp. 
59201:089-59201:093. 

9109130008 Forwards FR notice of consideration of issuance of amends to Licenses 
DPR-53 & DPR-69.Amends modify TS limiting condition for operation & action require¬ 
ments re insp & maint of shared emergency diesel generator 12. 

MCDONALD,D.G. Project Directorate 1-1. 91/09/06. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 59107:225-59107:237. 

“9109130010 Notice of consideration of issuance of amends to Licenses DPR-53 & 
DPR-69 & proposed NSHC determination & opportunity for hearing.Amend allows re¬ 
moval of dedicated Class 1E shared emergency power source for 7 days. 

MCCABE,B.C. Project Directorate 1-1. 91/09/06.10pp. 59107:227-59107:237. 

9109130225 Discuses pressurizer surge line thermal stratification per NRC Bulletin 88- 
011.Final rept,detailing completion of all bulletin action items,expected by 911231. 
MCDONALD,D.G. Project Directorate 1-1. 91/09/09. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 59113:025-59113:028. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109050213 Forwards “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal 
Semiannual Rept for Second Quarter 1991” & incomplete Rev 1 to CP607, “ODCM." 
CREEL,G.C. Baltimore Gas & Electric Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:318-58998:350. 

“9109050217 “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu¬ 
al Rept for Second Quarter 1991.” 

* Baltimore Gas & Electric Co. 91 /06/30. 32pp. 58998:319-58998:350. 

9109170332 Forwards monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear 
Power Plant Units 1 & 2 & summary of operating experience for Jul 1991 for Unit 1. 
DENTON,R.E. Baltimore Gas & Electric Co. 91/09/13. Document Control Branch 
(Document Control Desk). 2pp. 59136:001-59136:014. 

“9109170334 Monthly operating repts for Aug 1991 for Calvert Cliffs Nuclear Power 
Plant Units 1 & 2. 

SHANLEY.L. Duke Power Co. 91/08/31. 11pp. 59136:003-59136:013. 


V. Operator Examinations 


9109270058 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. CREEL.G.C. Baltimore Gas & 
Electric Co. 5pp. 59216:268-59216:272. 
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F. Security, medical, emergency & fire protection plana 

9109240286 Forwards safety insp repts 50-289/91-17 & 50-320/91-12 on 910715- 
19.No violations noted.Licensee implementing effective emergency preparedness pro¬ 
gram. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON,G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59184:153-59184:165. 

-9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program,changes to im¬ 
plementing procedures particularly classification procedures & mgt & control. 

AMATO,C.G. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157-59184:165. 
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P. Operating license stage documents & correspondence 

0109130228 FOIA request for documents re Oyster Creek Nuclear Plant operated by 
GPU at Toms River,NJ & TMI units. 

DEKOK.D. Affiliation Not Assigned. 91/07/03. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). 6pp. 59115:297-59115:302. 

9109040356 Informs that annual review of solid waste storage facility sys description 
performed & advises that rev not required, per NRC 820204 Itr. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/08/27. Document 
Control Branch (Document Control Desk). Ip. 59017:265-59017:265. 

9109060116 Forwards Amend 13 to “Post-Defueling Monitored Storage SAR,” in re¬ 
sponse to comments at 910717 NRC public meeting. 

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/08/28. Document 
Control Branch (Document Control Desk). Ip. 59032:100-59032:151. 

-9109060117 Amend 13 to "Post-Defueling Monitored Storage SAR." 

* General Public Utilities Corp. - GPU Service Corp. 91/08/31. 43pp. 59032:101- 
59032:151. 

9109120069 Notification of grant execution, "TMI Recovery & Decontamination Collec¬ 
tion," awarded to Pennsylvania State Univ. 

UMBEL,D. Contract Negotiation Branch-2. FIN G-18951. 91/08/29. GUSTAVE,R.P. 
Program Management, Policy Development & Analysis Staff (Post 870413). RUBIN,A. 
NRC - No Detailed Affiliation Given. Ip. 59104:070-59104:072. 

“9109120072 Grant, “TMI Recovery & Decontamination Collection." 
GranteerPennsylvania State Univ. 

MARGI.R.D. Pennsylvania State Univ., University Park, PA. MACE.M.H. Division of 
Contracts & Property Management (Post 890205). FIN G-18951. 91/08/29. 2pp. 
59104:071-59104:072. 


Q. Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109240116 Ack receipt of 910718 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-320/91-05. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/06. LONG.R.L. General Public Utili¬ 
ties Corp. - GPU Service Corp. 2pp. 59173:329-59173:338. 

9109240432 Forwards radiological safety insp repts 50-289/91-19 & 50-320/91-14 on 
910812-19.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/10. BROUGHTON,G.T., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 59185:117-59185:126. 

“9109240440 Safety insp repts 50-289/91-19 & 50-320/91-14 on 910812-19. No viola¬ 
tions noted.Major areas inspected:radiological controls program,previously identified 
items,organization & staffing & plant sys training. 

CHAWAGA.D., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 7pp. 59185:120- 
59185:126. 

9109240286 Forwards safety insp repts 50-289/91-17 & 50-320/91-12 on 910715- 
19.No violations noted.Licensee implementing effective emergency preparedness pro¬ 
gram. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON,G.T. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 59184:153-59184:165. 

“9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program,changes to im¬ 
plementing procedures particularly classification procedures & mgt & control. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157- 
59184:165. 

9109300038 Ack receipt of 910801 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-320/91-07. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/13. LONG.R.L General Public Utilities 
Corp. - GPU Service Corp. 2pp. 59225:050-59225:054. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109100307 Forwards "TMI-2 Effluent & Offsite Dose Rept,Apr-June 1991” & "TMI-2 
Semiannual Radioactive Effluent Release Rept,First & Second Quarters 1991.” 
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/08/29. Document 
Control Branch (Document Control Desk). 3pp. 59083:008-59083:028. 

“9109100310 “TMI-2 Effluent & Offsite Dose Rept.Apr-June 1991.” 

* General Public Utilities Corp. - GPU Service Corp. 91/06/30. 9pp. 59083:011- 
59083:019. 

“9109100311 "TMI-2 Semiannual Radioactive Effluent Release Rept,First & Second 
Quarters, 1991." 

* General Public Utilities Corp. - GPU Service Corp. 91/06/30. 9pp. 59083:020- 
59083:028. 


S. Reportable occurrences, LERs & related correspondence 

9109040240 10CFR21 & 50, “Criteria & Procedures for Reporting of Defects & Condi¬ 
tions of Const Permits." Amend applies experience gained as result of TMI accident 
to rule. 

CHILK.S.J. Office of the Secretary of the Commission. 91/07/24. 40pp. 58936:278- 
58936:317. 


W. Decommissioning Stage Documents & Correspondence 

9109030253 Notification of 910906 meeting w/util in Rockville,MD to discuss funding for 
TMI-2 decommissioning. 

MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/08/26. DUDLEY,R.F. Non-Power Reactors, Decommissioning & 
Environmental Proj. Dir. (Post 901216). 4pp. 58944:251-58944:254. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109160006 Ack receipt of 910628 & 0730 Itrs which forwarded objectives & scenario 
package for exercise scheduled for 911002. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/30. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 59096:274-59096:276. 

9109110171 Ack receipt of 910812 Itr transmitting rev.dtd June 1991,to physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. HAIRSTON,W.G. Georgia Power Co. 
3pp. 59092:242-59092:244. 

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN,J.C. Georgia, State of. 6pp. 59171:160-59171:165. 

9109230153 Forwards response to NRC 910821 Itr re violations noted in Insp Repts 50- 
321/91-19 & 50-366/91-19.Response withheld (ref 10CFR73.21). 

BECKMAN,J.T. Georgia Power Co. 91/09/18. Document Control Branch (Document 
Control Desk). 2pp. 59188:295-59188:296. 

9109300272 EPIPs including,Rev 0 Edition 2 to 73EP-EIP-019-0S, “Rally ...Team 
Duties" & Rev 1 Edition 2 to 73EP-EIP-011-0S, “Assembly,Accountability & Evacu¬ 
ation." W/910923 Itr. 

BECKHAM,J.T. Georgia Power Co. 91/09/23. 16pp. 59260:043-59260:058. 


P. Operating license stage documents & correspondence 

9109030053 Forwards rept concerning environ noncompliance w/NPDES permit 
GA.0004120. 

BECKHAM,J.T. Georgia Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 5pp. 58927:001-58927:005. 

9109050268 Discusses 901221 Itr re allegations by M Kohn that false testimony was 
knowingly given in proceeding before US Dept of Labor,per Section 210 of Energy 
Reorganization Act. Requests that NRC be informed of consideration given matter. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/08/27. 
WASHINGTON.Y. Labor, Dept. of. 2pp. 58993:066-58993:067. 

9109120051 Forwards amends 172 & 112 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends revise unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at 
least 21 ft of water above irradiated fuel assemblies seated in SFP. 

JABBOUR.K. Project Directorate 11-3. 91/08/28. HAIRSON.W.G. Georgia Power Co. 
4pp. 59079:314-59079:337. 

“9109120055 Amends 172 & 112 to licenses DPR-57 & NPF-5 respectively, revising 
unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at least 21 ft of water above irradiat¬ 
ed fuel assemblies seated in spent fuel pool fuel storage racks. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/28. 14pp. 59079:318-59079:334. 

~9109120090 Safety evaluation supporting amends 172 & 112 to licenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59079:335-59079:337. 

9109130049 Forwards amends 173 & 113 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends revise TS to reduce trip setpoint/allowable value for low 
water level scram & isolation functions approx 10 inches. 

JABBOUR.K.N. Project Directorate 11-3. 91/08/30. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 59105:112-59105:139. 

~9109130053 Amends 173 & 113 to licenses DPR-57 & NPF-5,respectively, revising TS 
to reduce trip setpoint/allowable value for low level scram & isolation functions approx 
10 inches. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/30.19pp. 59105:116-59105:135. 

“9109130058 Safety evaluation supporting amends 173 & 113 to licenses DPR-57 & 
NPP*5 r©sp©ctiv©!y. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 4pp. 
59105:136-59105:139. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

“9109180057 Requests endorsement of end 900413 memo from JA Calvo to DB Mat¬ 
thews to solidify overall NRR & Region II positions re Calvo interpretation of TS. 
VORSE.J.Y. Region 2 (Post 820201). 90/06/19. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). Ip. 59176:037-59176:037. 
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9109250093 Requests that 890517 request for amend to Licenses DPR-57 & NPF-5, in¬ 
corporating Generic Ltr 87-09 guidance re Sections 3.0 & 4.0,be withdrawn.Existing 
TS do not unduly restrict facility operation. 

BECKHAM,J.T. Georgia Power Co. 91/09/17. Document Control Branch (Document 
Control Desk). 2pp. 59200:334-59200:335. 

9109250101 Requests 880513 application for amend to Licenses DPR-57 & NPF-5,re¬ 
vising TS stroke time operability requirements for main steam line isolation valves,be 
withdrawn. 

BECKHAM,J.T. Georgia Power Co. 91/09/17. Document Control Branch (Document 
Control Desk). 2pp. 59200:332-59200:333. 


Q. Inspection reports, IE Bulletins & correspondence 

9109250170 Submits clarification of meaning of “...May Have Caused or Threatens to 
Cause...” in 10CFR20.403,per recent enforcement case (Hatch,Insp Rept 50-321/91- 
05). 

CUNNINGHAM,LJ. Radiation Protection Branch. 91/06/20. JOYNER,J.H. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.LR. Region 3 (Post 
820201). 3pp. 59194:130-59194:132. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109180095 Ack receipt of 910715 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/91-13 & 50-366/91-13. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/20. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 59098:062-59098:064. 

9109040295 Forwards electrical distribution sys functional insp repts 50-321/91-202 & 
50-366/91 -202.Strengths identified in areas of retrievedlity of documents & deficien¬ 
cies re under voltage protection for plant operation,identified. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/08/22. 
HAIRSTON,W.G. Georgia Power Co. 4pp. 58993:007-58993:040. 

-9109040298 Electrical distribution sys functional insp repts 50-321/91-202 & 50-366/ 
91-202 on 910610-0712.Major areas inspected-.electrical sys,mechanical sys,EDS 
equipment & engineering & technical support. 

GAUTAMAS., NORKIN.D., IMBRO.E. Special Inspection Branch. 91/08/22. 30pp. 
58993:011-58993:040. 

9109160036 Forwards insp repts 50-321/91-20 & 50-366/91-20 on 910714-0810 & 
notice of violation. 

HERDT.AR. Region 2 (Post 820201). 91/08/28. HAIRSTON,W.G. Georgia Power Co. 
3pp. 59097:200-59097:219. 

-9109160042 Notice of violation from insp on 910714-0810.Violation noteddicensee de¬ 
termined that failures of main control room environ control sys to meet single failure 
criteria not promptly identified & corrected. 

* Region 2 (Post 820201). 91/08/28.2pp. 59097:203-59097:204. 

-9109160043 Insp repts 50-321/91-20 & 50-366/91-20 on 910714-0810. Violations 
noted.Major areas inspected:operations,maint, surveillance testing,ESF sys.TM! action 
item & open items. 

WERT.LD., MUSSER.R.A., SKINNER,P.H. Region 2 (Post 820201). 91/08/26. 15pp. 
59097:205-59097:219. 

9109110056 NRC Info Notice 91-055, “Failures Caused by improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230153 Forwards response to NRC 910821 ltr re violations noted in Insp Repts 50- 
321/91-19 & 50-366/91-19.Response withheld (ref 10CFR73.21). 

BECKMAN,J.T. Georgia Power Co. 91/09/18. Document Control Branch (Document 
Control Desk). 2pp. 59188:295-59188:296. 


R. Periodic operating reports & related correspondence 


9109040457 “Georgia Power Co Plant,El Hatch Units 1 & 2 Semiannual Radioactive Ef- 
fulent Release ReptJan-June 1991.” W/910826 ltr. 

BECKHAM.J.T. Georgia Power Co. 91/06/30. 55pp. 59017:113-59017:167. 

9109190146 Monthly operating repts for Aug 1991 for Plant Hatch.Units 1 & 2.W/ 
910913 ltr. 

OWENS.A.R., BECKMAN,J.T. Georgia Power Co. 91/08/31. 12pp. 59167:106- 
59167:117. 


S. Reportable occurrences, LERs & related correspondence 

9109090254 LER 91-013-00:on 910809,generator field ground detecting relay actuated 
causing main turbine trip & reactor scram on turbine stop valve closure per 
design.Caused by short duration ground.Relay replaced.W/910903 ltr. 

TIPPS.S.B., BECKHAM,J.T. Georgia Power Co. 91/09/06. 7pp. 59059:309-59059:315. 

9109130172 LER 91-014-00:on 910810,component failure occurred resulting in un¬ 
planned ESF actuations. Failed components replaced, operating order issued & design 
& field review of SGTS actuation logic compieted.W/910909 ltr. 

TIPPS.S.B., BECKHAM,J.T. Georgia Power Co. 91/09/09. 8pp. 59116:089-59116:096. 


9109240282 LER 91-015-00:on 910823,loss of power to *B* reactor protection sys (RPS) 
bus due to 'B' RPS motor-generator set tripped.Caused by component failure & MSL 
RM design inadequacy.Defective light bulb replaced.W/910918 ltr. 

TIPPS.S.B., BECKHAM,J.T. Georgia Power Co. 91/09/18. 10pp. 59214:114- 
59214:123. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

9109050229 Forwards Rev 3 to “Shoreham Defueled SAR” & Rev 5 to "Fire Hazards 
Analysis Rept” 

LEONARD,J.D. Long Island Lighting Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59013:001-59013:272. 

-9109050237 Rev 5 to “Fire Hazards Analysis Rept.” 

BRITT,LF. Long Island Lighting Co. 91/08/26. 23pp. 59013:250-59013:272. 

9109160104 Advises that emergency response data sys final rule inapplicable to facility 
since possession-only license issued on 910720.Util will not establish schedule for im¬ 
plementation of emergency response data sys program. 

LEONARD,J.D. Long Island Lighting Co. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59114:260-59114:261. 

9109270120 Forwards security insp rept 50-322/91-04 on 910826-30.No violations 
noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. LEONARD,J.D. Long Island Lighting 
Co. 6pp. 59217:100-59217:112. 

-9109270124 Insp rept 50-322/91-04 on 910826-30.No violations noted. Major areas 
inspected:mgt support,security program plans, audit,protected area physical 
barrier,detection & assessment aids & protected area access control of personnel. 
DELLA RATTAA, DEXTER,T.W., KEIMIG.R.R. Region 1 (Post 820201). 91/09/13. 
7pp. 59217:106-59217:112. 


G. Adjudicatory correspondence 

9109100140 Memorandum & order (ruling on petition to intervene & contentions).* Sci¬ 
entists & Engineers for Secure Energy,Inc & Shoreham-Wading River Central School 
District petition to intervene denied.W/Certificate of Svc.Served on 910829. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #391 12164. 91/08/29. 
Scientists & Engineers for Secure Energy. 49pp. 59023:195-59023:233. 

9109250185 Notice of appeal.* Informs of notice of appeals from memos & orders de¬ 
nying petitions for intervention & requests for hearings. 

MCGRANERY.J.P. Dow, Lohnes & Albertson. #391 12211. 91/09/13. Ip. 59193:263- 
59193:284. 

-9109250188 Movant-intervenors brief in support of accompanying notice of appeal.* 
Petitioners urge NRC to reverse & remand memo & order w/appropriate guidance.W/ 
Certificate of svc. 

MCGRANERY.J.P. Long Island Lighting Co. MCGRANERY.J.P. Dow, Lohnes & Albert¬ 
son. 91/09/13. Commissioners (Post 750119). 21pp. 59193:264-59193:284. 


H. General correspondence 


9109100348 Responds to 910808 ltr to Senator Glenn re shutdown & decommissioning 
of facility. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
29. BOYLAN.J.W. Affiliation Not Assigned. 3pp. 59056:346-59056:350. 

-9109100352 Forwards correspondence from JW Boylan concerning closing of facility. 
GLENN,J. Senate. 91/08/14. Congressional Affairs. 2pp. 59056:349-59056:350. 


P. Operating license stage documents & correspondence 

9109050229 Forwards Rev 3 to “Shoreham Defueled SAR” & Rev 5 to “Fire Hazards 
Analysis Rept.” 

LEONARD,J.D. Long Island Lighting Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59013:001-59013:272. 

-9109050232 Rev 3 to “Shoreham Defueled SAR.” 

* Long Island Lighting Co. 91/08/26. 305pp. 59013:004-59013:249. 

-9109050237 Rev 5 to "Fire Hazards Analysis Rept." 

BRITT,LF. Long island Lighting Co. 91/08/26. 23pp. 59013:250-59013:272. 

9109060003 Forwards response to request for addl info re proposed decommissioning 
plan.W/one oversize drawing. 

KLIMBERG.S.B. Long Island Lighting Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 750pp. 59063:173-59068:028. 

—9109060006 “Shoreham Nuclear Power Station Site Characterization Program Final 
Rep t" 

GILLETT.T.C. Long Island Lighting Co. 90/08/31. 500pp. 59065:271-59067:129. 

-9109060009 “Program Description Site Characterization Program Shoreham Nuclear 
Power Station.” W/25 oversize drawings. 

GILLETT.T.C., CALONE.L.J. Long Island Lighting Co. 91/06/03. 100pp. 59067:130- 
59068:028. 

9109240037 Forwards results of TLDs located in Connecticut across from plant. 
STRUCKMEYER.R. Region 1 (Post 820201). 91/08/26. MCCARTHY,K. Connecticut, 
State of. 2pp. 59182:187-59182:188. 

9109030112 Forwards semiannual radioactive effluent release rept for first & second 
calendar quarters of 1991. 

LEONARD,J.D. Long island Lighting Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58938:128-58938:349. 
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—9109030127 “Shoreham Nuclear Power Station - Unit 1 Offsite Dose Calculation 
Manual." 

* Long Island Lighting Co. 91/05/31. 201pp. 58938:147-58938:349. 

9109180266 Informs of removal of design & fabrication of shipping casks from approved 
10CFR50 app B QA program as applied to activities under 10CFR71 for facility. 
LEONARD.J.D. Long Island Lighting Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59140:348-59140:349. 

9109200133 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post §20201). 91/09/10. LEONARD.J.D. Long Island Lighting 
Co. 6pp. 59156:147-59156:152. 

9109180061 Forwards exemption from requirements of 10CFR55.45(b), 
10CFR55.33(a)(2),10CFR55.59(a)(2),10CFR55.59(c)(3), 10CFR55.59(a)(2),(c)(2),(c)(3) 
& (c)(4) re requirements for simulation facility & requalification training. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Pro]. Dir. (Post 
901216). 91/09/11. LEONARD.J.D. Long Island Lighting Co. 4pp. 59126:297- 
59126:312. 

-9109180070 Exemption from requirements of 10CFR55.45(b), 
10CFR55.33(a)(2),10CFR55.59(a)(2),10CFR55.59(c)(3), 10CFR55.59(a)(2),(c)(2),(c)(3) 
& (c)(4) re simulation facility & requalification training. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/09/11. Long Island Lighting Co. 5pp. 59126:301-59126:305. 

-9109180073 Safety evaluation supporting exemption from requirements for simulation 
facility & requalification training. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59126:306-59126:308. 

-9109180086 Environ assessment & finding of no significant impact re requirements for 
simulation facility & requalification training. 

MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/09/04. 4pp. 59126:309-59126:312. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link In 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270120 Forwards security insp rept 50-322/91-04 on 910826-30.No violations 
noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. LEONARD.J.D. Long Island Lighting 
Co. 6pp. 59217:100-59217:112. 

-9109270124 Insp rept 50-322/91-04 on 910826-30.No violations noted. Major areas 
inspectedimgt support,security program plans, audit,protected area physical 
barrier,detection & assessment aids & protected area access control of personnel. 
DELLA RATTA.A., DEXTER,T.W., KEIMIG.R.R. Region 1 (Post 820201). 91/09/13. 
7pp. 59217:106-59217:112. 


R. Periodic operating reports & related correspondence 


9109030112 Forwards semiannual radioactive effluent release rept for first & second 
calendar quarters of 1991. 

LEONARD,J.D. Long Island Lighting Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58938:128-58938:349. 

-9109030124 “Semiannual Radioactive Effluent Release Rept - 1st & 2nd Quarters of 
1991.” 

* Long Island Lighting Co. 91/06/30. 18pp. 58938:129-58938:146. 

-9109030127 "Shoreham Nuclear Power Station - Unit 1 Offsite Dose Calculation 
Manual." 

* Long Island Lighting Co. 91/05/31. 201pp. 58938:147-58938:349. 


U. Congressional/Executive Correspondence 

9109200185 Ack receipt of 910814 congratulatory Itr on appointment as chairman of 
NRC.Author will be addressing Natl Assoc of Regulatory Util Commissioners at annual 
meeting in San Antonio,TX in Nov. 

SELINJ. Commissioners (Post 750119). 91/09/12. MCFARLAND,J.T. New York, State 
Of. Ip. 59171:105-59171:109. 

—9109200190 Extends congratulations on appointment as chairman of NRC. Case of 
Shoreham Nuclear Power Plant demonstrates that regulatory process can be tied in 
knots with determined opposition from state officials. 

MCFARLAND,J.T. New York, State of. 91/08/14. SELIN,I. Commissioners (Post 
750119). 4pp. 59171:106-59171:109. 


V. Operator Examinations 


9109180061 Forwards exemption from requirements of 10CFR55.45(b), 
10CFR55.33(a)(2),10CFR55.59(a)(2),10CFR55.59(c)(3), 10CFR55.59(a)(2), (c)(2), (c)(3) 
& (c)(4) re requirements for simulation facility & requalification training. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/09/11. LEONARD.J.D. Long Island Lighting Co. 4pp. 59126:297- 
59126:312. 


-9109180070 Exemption from requirements of 10CFR55.45(b), 

10CFR55.33(a)(2),10CFR55.59(a)(2),10CFR55.59(c)(3), 10CFR55.59(a)(2),(c)(2).(c)(3) 
& (c)(4) re simulation facility & requalification training. 

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/09/11. Long Island Lighting Co. 5pp. 59126:301-59126:305. 


—9109180073 Safety evaluation supporting exemption from requirements for simulation 
facility & requalification training. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59126:306-59126:308. 


—9109180086 Environ assessment & finding of no significant impact re requirements for 
simulation facility & requalification training. 

MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/09/04. 4pp. 59126:309-59126:312. 

9109270013 Invites recipient to attend 911106-07 power reactor operator license exam¬ 
iners/training managers meeting in King of Prussia,PA to discuss various topics & 
issues re operator licensing function.Preliminary meeting agenda end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. LEONARD.J.D. Long Island Light¬ 
ing Co. 4pp. 59216:063-59216:066. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9109040368 Forwards public version of revised EPIPs,consisting of Rev 20 to EP R- 
1 ,Rev 18 to EP M-1 & Rev 9 to EP RB-8. 

WOMACK, L.F. Pacific Gas & Electric Co. 91/08/08. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58982:237-58982:308. 


—9109040376 Public version of revised EPIPs,consisting of Rev 20 to EP R-1,Rev 18 to 
EP M-1 & Rev 9 to EP RB-8. 

* Pacific Gas & Electric Co. 91/08/08. 67pp. 58982:240-58982:308. 


9109120264 Forwards Public version of revised EPIPs,including Rev 18 to EP G-3,Rev 
12 to EP EF-1 & Rev 10 to EP EF-4. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/08/15. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59111:244-59111:330. 


-9109120265 Public version of revised EPIPs,including Rev 18 to EP G-3, Rev 12 to EP 
EF-1 & Rev 10 to EP EF-4. 

* Pacific Gas & Electric Co. 91/08/15. 82pp. 59111:250-59111:330. 

9109160272 Forwards public version of revised Corporate Emergency Response Plan 
Implementing Procedures,including Rev 11 to 1.1,Rev 6 to 1.2,Rev 5 to 3.1,Rev 11 to 
3.2,Rev 6 to 3.4, Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 

WOMACK.L.F. Pacific Gas & Electric Co. 91/08/19. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59106:023-59106:216. 


—9109160277 Public version of revised Corporate Emergency Response Plan Imple¬ 
menting Procedures,including Rev 11 to 1.1,Rev 6 to 1.2,Rev 5 to 3.1,Rev 11 to 
3.2,Rev 6 to 3.4,Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 

* Pacific Gas & Electric Co. 91/08/19. 200pp. 59106:028-59106:216. 


9109100360 Forwards public version of revised EPIPs,including Rev 12 to EP M-4,Rev 
12 to EP EF-1,Rev 5 to EP RB-15.-F & Rev 3 to EP AD-2/NOS-4.1.6.W/910903 
memo. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/08/20. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59079:017-59079:141. 


-9109100374 Forwards public version of revised EPIPs,including rev 12 to EP M-4,rev 
12 to EP EF-1,rev 5 to EP RB-15:F & rev 3 to EP AD-2/NOS-4.1.6. 

TOWNSEND,J. Pacific Gas & Electric Co. 91/07/30.120pp. 59079:022-59079:141. 

9109110188 Ack receipt of Changes 17-5 & 17-6 to facility physical security plan.dtd 
Mar ■ 1974.Determined that portions of plan consistent w/10CFR50.54(p).One change 
decreased effectiveness of plan & is not acceptable. 

SCARANO.R.A. Region 5 (Post 820201). 91/09/05. SHIFFER.J.D. Pacific Gas & Elec¬ 
tric Co. 3pp. 59099:177-59099:179. 


9109260100 Forwards public version of revised EPIPs,including Rev 18 to EP G-3 & 
Rev 2 to EP OR-3.W/910919 release memo. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59209:186-59209:208. 


-9109260103 Public version of revised EPIPs,including Rev 18 to EP G-3 & Rev 2 to EP 
OR-3. 

* Public Service Electric & Gas Co. of New Jersey. 91/08/19. 19pp. 59209:191- 
59209:208. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


9109260181 Provides views re Hosgri Fault,including possible effects on facility. 

PAGE.B. Stanford Univ., Stanford, CA. 91/07/23. SIESS.C.P. Affiliation Not Assigned. 
2pp. 59221:295-59221:296. 
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p. Operating license stage documents & correspondence 

9109050139 Responds to 910506 request for addl info re station blackout & discusses 
impact of installation of sixth EDG on station blackout required coping duration. 
SHIFFER.J.D. Pacific Gas & Electric Co. 91/08/15. Document Control Branch (Docu¬ 
ment Control Desk). 21pp. 59030:252-59030:272. 

9109040443 Forwards proposed FR notice re ACRS subcommittee on extreme external 
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic 
program. 

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
5pp. 58981:248-58981:254. 

-9109040447 Notice of ACRS subcommittee on extreme external phenomena meeting 
on 910916 & 17 re long-term seismic reevaluation program. 

QUITTSCHREIBER ACRS - Advisory Committee on Reactor Safeguards. 91/08/19. 
2pp. 58981:253-58981:254. 

9109050051 Forwards documents re NRC review of util long-term seismic program,for 
info & use. 

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 58993:291-58994:015. 

-9109050056 Forwards “Random-Effects Analysis of Near-Source Ground Motion for 
Diablo Canyon Power Plant Site,San Luis Obispo County.CA,” final rept.Rept super¬ 
cedes previous Itr repts on 910522,29 & 0610. 

CAMPBELL,K.W. Dames & Moore. 91/08/04. SOBEL.P. NRC - No Detailed Affiliation 
Given. Ip. 58993:295-58993:295. 

-9109050058 “Random-Effects Analysis of Near-Source Ground Motion for Diablo 
Canyon Power Plant Site,San Luis Obispo County.CA.” 

CAMPBELL,K.W. Dames & Moore. 91/07/25. 81pp. 58993:296-58994:015. 

9109050076 Grants relief request from requirement of ASME section XI, subsections 
IWP-3300 & IWP-3500(b) to annually measure bearing temp of all pumps in inservice 
testing programs. 

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 58993:261-58993:264. 

9109230175 Forwards amends 65 & 64 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends revise TS to provide surveillance requirement & addl margin 
for difference between min & max individual injection line flows. 

ROOD.H. Project Directorate V. 91 /09/05. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 59201:028-59201:057. 

-9109230180 Amends 65 & 64 to licenses DPR-80 & DPR-82,respectively, revising TS 
to provide surveillance requirement & addl margin for difference between min & max 
individual injection line flows. 

DYER.J.E. Project Directorate V. 91/09/05. 14pp. 59201:032-59201:045. 

-9109230185 Safety evaluation supporting amends 65 & 64 to licenses DPR-80 & DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 12pp. 
59201:046-59201:057. 

9109230119 Forwards Amends 66 & 65 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends revise Tech Specs re snubber visual insp intervals,per Ge¬ 
neric Ltr 90-09. 

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 59186:347-59187:015. 

-9109230125 Amends 66 & 65 to licenses DPR-80 & DPR-82,respectively, revising 
Tech Specs & associated bases re snubber visual insp intervals,per generic Itr 90-09. 
DYER.J.E. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012. 

-9109230128 Safety evaluation supporting amends 66 & 65 to licenses DPR-80 & DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp. 
59187:013-59187:015. 

9109270054 Forwards NRC SER re masonry walls at facility. 

ZIMMERMAN,R.P. Region 4 (Post 820201). 91/09/18. SHIFFER.J.D. Pacific Gas & 
Electric Co. 9pp. 59216:259-59216:267. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
graphers ’* Svc list end 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109050142 Responds to NRC Itr re violations noted in Insp Repts 50-275/91-07 & 50- 
323/91-07 on 910422 & 0524.Conrective actions:contests first violation re Surveillance 
Test Procedures M-91 & M-9A, “Diesel Engine Generator....” 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/08/19. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59025:326-59025:331. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050076 Grants relief request from requirement of ASME section XI, subsections 
IWP-3300 & IWP-3500(b) to annually measure bearing temp of all pumps in inservice 
testing programs. 

ROOD.H. Project Directorate V. 91/08/21. SH1FFER.J.D. Pacific Gas & Electric Co. 
4pp. 58993:261-58993:264. 

9109030176 Revised notification of significant open meeting on 910827 in Avila 
Beach,CA w/licensee to conduct SALP meeting. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/22. Region 5 (Post 820201). 4pp. 
58952:325-58952:328. 


9109110240 Forwards Insp Repts 50-275/91-20 & 50-323/91-20 on 910608- 0722.No 
violations noted.Several instances where personnel made errors in work clearances & 
surveillance testing identified. 

RICHARDS,S.A. Region 5 (Post 820201). 91/08/22. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 59092:174-59092:191. 

-9109110243 Insp Repts 50-275/91-20 & 50-323/91-20 on 910608-0722.No violations 
noted.Major areas inspected:foilowup of onsite events,open items,LERs & selected in¬ 
dependent insp activities. 

MORRILL,P.J. Region 5 (Post 820201). 91/08/19. 16pp. 59092:177-59092:191. 

9109040436 Summary of 910715 meeting w/util in Rockville,MD re NRC Staff questions 
resulting from recent insp of commercial dedication of 6th diesel generator at util.List 
of attendees & viewgraphs end. 

ROOD.H. Project Directorate V. 91/08/23. Project Directorate V. 37pp. 58981:281- 
58981:317. 


9109270106 Discusses final SALP & mgt meeting repts 50-275/91-26 & 50-323/91-26 
on 910827.Ongoing improvement initiatives supported. 

MARTIN,J.B. Region 4 (Post 820201). 91/09/05. SHIFFER.J.D. Pacific Gas & Electric 
Co. 3pp. 59217:075-59217:082. 

-9109270109 Mgt meeting insp repts 50-275/91-26 & 50-323/91-26 on 910827.Major 
areas discussed:SALP rept for Jan 1990 - June 1991. 

RICHARDS,S.A. Region 4 (Post 820201). 91/09/05. 5pp. 59217:078-59217:082. 

9109230119 Forwards Amends 66 & 65 to licenses DPR-80 & DPR-82, respectively & 
safety eva!uation.Amends revise Tech Specs re snubber visual insp intervals,per Ge¬ 
neric Ltr 90-09. 

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 59186:347-59187:015. 

-9109230125 Amends 66 & 65 to licenses DPR-80 & DPR-82,respectively, revising 
Tech Specs & associated bases re snubber visual insp intervals,per generic Itr 90-09. 
DYER.J.E. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012. 


-9109230128 Safety evaluation supporting amends 66 & 65 to licenses DPR-80 & DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp. 
59187:013-59187:015. 


9109230149 Notification of contract execution,mod 2,Task Order 15,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc.” Contractor:Parameter,Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1342-0. 91/09/ 
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59191:140-59191:143. 

-9109230152 Ltr contract NRC-03-89-027,mod 2 to Task Order 15, “Technical Assist¬ 
ance for Investigation of Allegations re Mechanical & Measurement & Testing 
Equipment,Diablo Canyon Units 1 & 2,” to “Nuclear Power Reactor Operations....” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:141-59191:143. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109050088 Forwards fitness-for-duty performance rept for period Jan- June 1991. Per¬ 
formance data has been analyzed & mgt actions taken to enhance subj program. 
SHIFFER.J.D. Pacific Gas & Electric Co. 91 /08/27. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 59031:062-59031:068. 

9109050264 Forwards “Semiannual Radioactive Effluent Release Rept Jan- June 1991 
for Diablo Canyon Units 1 & 2.” & corrected pages to “Semiannual Effluent Release 
Rept Second Half 1990." 

WOMACK.L.F. Pacific Gas & Electric Co. 91 /08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59018:190-59018:348. 


-9109050270 Corrected pages for Units 1 & 2 “Semiannual Radioactive Effluent Re¬ 
lease Rept for Second Half 1990.” 

* Pacific Gas & Electric Co. 90/12/31. 4pp. 59018:192-59018:195. 


-9109050274 “Semiannual Radioactive Effluent Release Rept for Jan-Jun 1991 for 
Diablo Canyon Power Plant Units 1 & 2." 

* Pacific Gas & Electric Co. 91/06/30. 298pp. 59018:196-59018:348. 


9109170260 Monthly operating repts for Aug 1991 for Diablo Canyon Units 1 & 2.W/ 
910915 Itr. 

JOYCE,T.C., TOWNSEND,J.D. Pacific Gas & Electric Co. 91/08/31. 11pp. 59121:253- 
59121:263. 


S. Reportable occurrences, LERs & related correspondence 


9109250143 LER 91-004-00:on 910813,failure to meet Tech Spec 3.4.6.2., Action b.due 
to calculation error in surveillance test. Caused by personnel error.Personnel involved 
have been counseled re need for attention.W/910916 Itr. 

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/09/16. 7pp. 59212:054- 
59212:060. 


9109270069 PNO-V-91-O22:on 910917,earthquake occurred,causing ground motion that 
was felt in administration & auxiliary bldgs.No adverse effect on facility observed.State 
& local officials notified. 

MORRILL,P. Region 5 (Post 820201). 91/09/17. Ip. 59216:316-59216:316. 
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T. Hearing transcripts on non-antltrust matters 

9109200282 Transcript of ACRS Subcommittee on Extreme Phenomena Diablo Canyon 
Long Term Seismic Program Presentation of Results on 910916 in San Luis 
Obispo.CA.Pp 1*295. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/16. 295pp. 59190:017- 
59190:343. 

9109200284 Transcript of ACRS Subcommittee on Extreme External Phenomena Diablo 
Canyon Long Term Seismic Program Presentation of Results on 910917 in San Luis 
Obispo. CA. Pp 296-519. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/17. 223pp. 59187:064- 
59188:234. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9109060014 Forwards insp repts 50-324/91-24 & 50-325/91-24 on 910729- 0801 & 
notice of violation. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. EURY.L.W. Carolina Power & 
Light Co. 3pp. 58984:013-58984:024. 

-9109060016 Notice of violation from insp on 910729-0801 .Violation noted:tech spec 
6.8.1 .f not met in that procedure FPP-007 not properly implemented. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. 2pp. 58984:016-58984:017. 

-9109060018 Insp repts 50-324/91-24 & 50-325/91-24 on 910729-0801. Violations 
noted.Major areas inspected:plant fire protection program. 

WISEMAN,G.R., WATSON,L. Region 2 (Post 820201). 91/08/29. 7pp. 58984:018- 
58984:024. 

9109240122 Forwards insp repts 50-324/91-21 & 50-325/91-21 on 910729- 0801.No 
violations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/05. EURY.L.W. Carolina Power & Ught 
Co. 3pp. 59173:344-59173:358. 

-9109240137 Insp repts 50-324/91-21 & 50-325/91-21 on 910729-0801.No violations 
noted.Major areas inspected:licensee capability in responding to plant casualty involv¬ 
ing several events which resulted in general emergency declaration. 

GOODEN,A., RANKIN,W.H. Region 2 (Post 820201). 91/09/04. 12pp. 59173:347- 
59173:358. 


P. Operating license stage documents & correspondence 

9109240052 Responds to 910328 request for seven day extension to tech spec action 
statement in order to continue repairs on emergency diesel generator one w/o requir¬ 
ing dual unit shutdown.Request not granted. 

EBNETER.S.D. Region 2 (Post 820201). 91/04/08. EURY.L.W. Carolina Power & 
Light Co. 2pp. 59182:210-59182:211. 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8911290217 Forwards review of plant Tech Spec interpretations. Five Tech Spec inter¬ 
pretations acceptable & three found to be in nonconformance.SALP input also end. 
CALVO.J.A. Technical Specifications Branch. 89/11/17. ADENSAM.E.G. Project Di¬ 
rectorate 11-1. 32pp. 59135:183-59135:194. 

9109160057 Informs of meeting scheduled for 910909 to discuss changes to QA pro¬ 
gram for facilities. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. EURY.L.W. Carolina Power & Light 
Co. 4pp. 59098:132-59098:135. 

9109040266 Clarifies 870817 application for amends to Licenses DPR-71 & DPR-62,ex¬ 
tending OL expiration date to 40 yrs from date OLs issued,per NRC 910807 request. 
VAUGHN,G.E. Carolina Power & Light Co. 91/08/29. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58954:278-58954:279. 

9109040386 Forwards 10CFR26 fitness-for-duty program performance data for Jan-June 
1991. 

FLOYD,S.D. Carolina Power & Light Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 44pp. 59005:322-59006:005. 

9109130029 Forwards environ assessment re license extension for facilities. 
MOZAFARI.B. Project Directorate 11-1. 91/08/30. EURY.L. Carolina Power & Light Co. 
3pp. 59105:217-59105:233. 

-9109130047 Environ assessment re change in expiration date of licenses DPR-71 & 
DPR-62 to 160908 & 140927,respectively. 

ADENSAM.E.G. Project Directorate 11-1. 91/08/30. 10pp. 59105:220-59105:229. 

-9109130055 Notice of issuance of environ assessment extending expiration date of li¬ 
censes DPR-62 & DPR-71 to 160908 & 140927,respectively. 

ADENSAM.E.G. Project Directorate 11-1. 91/08/30. 4pp. 59105:230-59105:233. 

9109160238 Confirms that fourth quarterly installment payment of NRC FY91 annual 
fees for listed invoices electronically transferred to NRC on 910906,per 10CFR171. 
FLOYD,S.D. Carolina Power & Light Co. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59305:064-59305:064. 

9109240034 Discusses 910820 meeting w/util at Region II ofc to present self assess¬ 
ment of facility.List of attendees & copy of handout end. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/06. EURY.L.W. Carolina Power & 
Light Co. 76pp. 59172:102-59172:177. 

9109130032 Informs that review of 910321 submittal, “Simulation Facility Certification,” 
completed.Submitta! acceptable,per 10CFR55.31(a)(4). 

LE.N.B. Project Directorate 11-1. 91/09/09. EURY.L.W. Carolina Power & Light Co. 
3pp. 59098:330-59098:332. 


9109160315 Resolves apparent discrepancies between description of mods pertaining 
to NUREG-0737,item II.E.4.2.7 & actual installed configuration. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59115:355-59115:356. 

9109230031 Forwards amends 154 & 186 to licenses DPR-71 & DPR-62, respectively & 
safety evaluation.Amends change expiration dates of licenses. 

MOZAFARI.B. Project Directorate 11-1. 91 /09/12. EURY.LW. Carolina Power & Light 
Co. 2pp. 59186:300-59186:313. 

-9109230033 Amends 154 & 186 to licenses DPR-71 & DPR-62,respectively, extending 
expiration dates of licenses. 

ADENSAM.E.G. Project Directorate 11-1. 91/09/12. 4pp. 59186:302-59186:305. 

-9109230036 Safety evaluation supporting amends 154 & 186 to licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 8pp. 
59186:306-59186:313. 

9109200188 Provides summary of intended in-vessel core spray piping repair technique. 
FLOYD,S.D. Carolina Power & Light Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59171:110-59171:112. 

9109240221 Forwards Rev 1 to Design Guide DG-VIII.50, “Instrument Setpoints,” per 
910711 conference call. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59194:013-59194:040. 

-9109240223 Rev 1 to Design Guide DG-VIII.50, “Instrument Setpoints.” 

DAB I NETT, J., COCKERILL.A. Carolina Power & Light Co. 91/08/19. 26pp. 59194:015- 
59194:040. 

9109250055 Forwards safety evaluation granting inservice testing relief request VR-27 
for facility. 

LE.N.B. Project Directorate 11-1. 91/09/18. EURY.LW. Carolina Power & Light Co. 
5pp. 59202:160-59202:168. 

-9109250079 Safety evaluation granting relief request from inservice testing program. 
LE.N.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/18. 4pp. 
59202:165-59202:168. 


Q. Inspection reports, IE Bulletins & correspondence 


9109100034 Forwards insp repts 50-324/91-18 & 50-325/91-18 on 910629- 0731 .Non- 
cited violations noted. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/12. EURY.LW. Carolina Power & 
Light Co. 2pp. 59022:106-59022:119. 

-9109100037 Insp repts 50-324/91-18 & 50-325/91-18 on 910629-0731. Noncited vio¬ 
lation noted.Major areas inspected:maint observation,surveillance 

observation,operational safety verification & onsite review committee. 

PREVATTE.R.L., CHRISTENSEN,H. Region 2 (Post 820201). 91/08/12. 12pp. 
59022:108-59022:119. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. or New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 86pp. 58979:091-58979:177. 

9109160145 Advises that response to 910719 violations noted in insp repts 50-324/91- 
16 & 50-325/91-16,meets requirements of 10CFR2.201. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/28. EURY.LW. Carolina Power & 
Light Co. 2pp. 59097:242-59097:243. 

9109060014 Forwards insp repts 50-324/91-24 & 50-325/91-24 on 910729- 0801 & 
notice of violation. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. EURY.LW. Carolina Power & 
Light Co. 3pp. 58984:013-58984:024. 

-9109060016 Notice of violation from insp on 910729-0801 .Violation noted:tech spec 
6.8.1 A not met in that procedure FPP-007 not properly implemented. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. 2pp. 58984:016-58984:017. 

-9109060018 Insp repts 50-324/91-24 & 50-325/91-24 on 910729-0801. Violations 
noted.Major areas inspected:p!ant fire protection program. 

WISEMAN,G.R., WATSON,L. Region 2 (Post 820201). 91/08/29. 7pp. 58984:018- 
58984:024. 

9109160125 Ack receipt of 910815 supplemental response to violations noted in insp 
rept 50-324/91-12 & 50-325/91-12. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light 
Co. 3pp. 59098:183-59098:185. 

9109240122 Forwards insp repts 50-324/91-21 & 50-325/91-21 on 910729- 0801 .No 
violations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/05. EURY.LW. Carolina Power & Light 
Co. 3pp. 59173:344-59173:358. 

-9109240137 Insp repts 50-324/91-21 & 50-325/91-21 on 910729-0801 .No violations 
noted.Major areas inspected:!icensee capability in responding to plant casualty involv¬ 
ing several events which resulted in general emergency declaration. 

GOODEN.A., RANKIN,W.H. Region 2 (Post 820201). 91/09/04. 12pp. 59173:347- 
59173:358. 
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9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260164 Provides response to notice of violations re Insp Repts 50-324/91-09 & 50- 
325/91-09.Corrective actions:plant considers established controls for ensuring identifi¬ 
cation of safety related component classification changes adequate. 

SPENCER,J.W. Carolina Power & Light Co. 91/09/20. Document Control Branch 
(Document Control Desk). 17pp. 59233:342-59233:358. 


R. Periodic operating reports & related correspondence 

9109180194 Forwards monthly operating rept for Aug 1991 & revised copies of monthly 
operating data rents for Jan-Jul 1991. 

SPENCER,J.W. Carolina Power & Light Co. 91/09/12. Document Control Branch 
(Document Control Desk). Ip. 59169:288-59169:312. 

—9109180207 Monthly operating repts for Aug 1991 for Brunswick Units 1 & 2. 

RUMPLE,R. Carolina Power & Light Co. 91/08/31.6pp. 59169:289-59169:294. 

-9109180213 Revised monthly operating rept for Jan 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/01/31.2pp. 59169:295-59169:296. 

-9109180216 Revised monthly operating repts for Feb 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/02/28.2pp. 59169:297-59169:298. 

-9109180219 Revised monthly operating rept for Mar 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/03/31. 2pp. 59169:299-59169:300. 

-9109180222 Revised monthly operating rept for Apr 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/04/30. 2pp. 59169:301-59169:302. 

—9109180229 Revised monthly operating rept for May 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/05/31.2pp. 59169:303-59169:304. 

-9109180210 Revised monthly operating repts for June 1991 for Brunswick Units 1 & 2. 
RUMPLE.R. Carolina Power & Light Co. 91/06/30. 6pp. 59169:305-59169:310. 

-9109180237 Revised monthly operating rept for Jul 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/07/31. 2pp. 59169:311-59169:312. 


S. Reportable occurrences, LERs & related correspondence 

9109110071 LER 91-010-00:on 910806,RWCU sys automatically isolated on hiah differ¬ 
ential flow while being restored to svc.Caused by inadequate procedures.RWCU reject 
to main condenser isolation valve replaced.W/910905 Itr. 

TOLER,W.R., SPENCER,J.W. Carolina Power & Light Co. 91/09/05. 7pp. 59095:252- 
59095:258. 

9109110135 Special repton 910722,seismic monitoring triaxial time-history accelograph 
2ENV-XT-823-2 found inoperable. Preliminary trouble shooting indicated open circuit in 
connector. Repair deferred until refueling outage scheduled. 

SPENCER,J.W. Carolina Power & Light Co. 91/09/05. Document Control Branch 
(Document Control Desk). Ip. 59088:268*59088:268. 

9109260116 LER 91-006-00:on 910821 .temp switch incurred during routine RWCU sur¬ 
veillance testing.Caused by electrical noise. Spurious trips of riley model temp switch¬ 
es identified in rept.W/910920 Itr. 

TOLER,W.R., SPENCER,J.W. Carolina Power & Light Co. 91/09/20. 5pp. 59251:318- 
59251:322. 

9109300091 LER 91-011-00:on 910824,primary containment penetration discovered not 
completely isolated due to potential leakage past RWCU sys.Caused by electrical 
short during light bulb replacementBulb & fuse replaced.W/910923 Itr. 

KNIGHT,R.S., SPENCER,J.W. Carolina Power & Light Co. 91/09/23. 4pp. 59263:081- 
59263:084. 


Y. Dry Cask independent Spent Fuel Storage Installations 

9109260069 Responds to request for addl info & clarification to support completion of 
environ assessment of ISFSI & surface dose rates & concrete designs. 

VAUGHN.G.E. Carolina Power & Light Co. 91/09/17. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 12pp. 59217:167-59217:179. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109060014 Forwards insp repts 50-324/91-24 & 50-325/91-24 on 910729- 0801 & 
notice of violation. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. EURY.L.W. Carolina Power & 
Light Co. 3pp. 58984:013-58984:024. 

—9109060016 Notice of violation from insp on 910729-0801 .Violation noted:tech spec 
6.8.1 .f not met in that procedure FPP-007 not properly implemented. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. 2pp. 58984:016-58984:017. 

-9109060018 Insp repts 50-324/91-24 & 50-325/91-24 on 910729-0801. Violations 
noted.Major areas inspected:p!ant fire protection program. 

WISEMAN,G.R. Region 2 (Post 820201). 91/08/29. 7pp. 58984:018-58984:024. 

9109240122 Forwards insp repts 50-324/91-21 & 50-325/91-21 on 910729- 0801 .No 
violations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/05. EURY.L.W. Carolina Power & Light 
Co. 3pp. 59173:344-59173:358. 

-9109240137 Insp repts 50-324/91-21 & 50-325/91-21 on 910729-0801.No violations 
noted.Major areas inspecteddicensee capability in responding to plant casualty involv¬ 
ing several events which resulted in general emergency declaration. 

GOODEN,A. Region 2 (Post 820201). 91/09/04.12pp. 59173:347-59173:358. 


P. Operating license stage documents A correspondence 

9109240052 Responds to 910328 request for seven day extension to tech spec action 
statement in order to continue repairs on emergency diesel generator one w/o requir¬ 
ing dual unit shutdown.Request not granted. 

EBNETER.S.D. Region 2 (Post 820201). 91/04/08. EURY.LW. Carolina Power & 
Light Co. 2pp. 59182:210-59182:211. 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8911290217 Forwards review of plant Tech Spec interpretations.Five Tech Spec inter¬ 
pretations acceptable & three found to be in nonconformance.SALP input also end. 
CALVO.J.A. Technical Specifications Branch. 89/11/17. ADENSAM.E.G. Project Di¬ 
rectorate 11-1. 32pp. 59135:183-59135:194. 

9109160057 Informs of meeting scheduled for 910909 to discuss changes to QA pro¬ 
gram for facilities. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. EURY.L.W. Carolina Power & Light 
Co. 4pp. 59098:132-59098:135. 

9109040266 Clarifies 870817 application for amends to Licenses DPR-71 & DPR-62,ex¬ 
tending OL expiration date to 40 yrs from date QLs issued,per NRC 910807 request 
VAUGHN.G.E. Carolina Power & Light Co. 91/08/29. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58954:278-58954:279. 

9109130029 Forwards environ assessment re license extension for facilities. 
MOZAFARI.B. Project Directorate 11-1. 91/08/30. EURY.L Carolina Power & Light Co. 
3pp. 59105:217-59105:233. 

-9109130047 Environ assessment re change in expiration date of licenses DPR-71 & 
DPR-62 to 160908 & 140927, respectively. 

ADENSAM.E.G. Project Directorate 11-1. 91/08/30.10pp. 59105:220-59105:229. 

-9109130055 Notice of issuance of environ assessment extending expiration date of li¬ 
censes DPR-62 & DPR-71 to 160908 & 140927,respectively. 

ADENSAM.E.G. Project Directorate SI-1. 91/08/30. 4pp. 59105:230-59105:233. 

9109160238 Confirms that fourth quarterly installment payment of NRC FY91 annual 
fees for listed invoices electronically transferred to NRC on 910906,per 10CFR171. 
FLOYD,S.D. Carolina Power & Light Co. 91 /09/06. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59305:064-59305:064. 

9109240034 Discusses 910820 meeting w/util at Region II ofc to present self assess¬ 
ment of facility.List of attendees & copy of handout end. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/06. EURY.LW. Carolina Power & 
Light Co. 76pp. 59172:102-59172:177. 

9109130032 Informs that review of 910321 submittal, “Simulation Facility Certification,” 
completed.Submittal acceptable.per 10CFR55.31(a)(4). 

LE.N.B. Project Directorate 11-1. 91/09/09. EURY.LW. Carolina Power & Light Co. 
3pp. 59098:330-59098:332. 

9109160315 Resolves apparent discrepancies between description of mods pertaining 
to NUREG-0737,item II.E.4.2.7 & actual installed configuration. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59115:355-59115:356. 

9109180147 Provides util intended actions re crack growth monitoring for N4D nozzle 
safe end,in response to NRR Project Manager 910808 request 
WATSON,R.A. Carolina Power & Light Co. 91/09/10. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 59139:318-59139:321. 

9109270114 Forwards responses to 910822 questions re request for license amend for 
one-time extension of allowed out-of-svc time for diesel generators 3 & 4. 
STARKEY.R.B. Carolina Power & Light Co. 91/09/10. Document Control Branch 
(Document Control Desk). 17pp. 59235:239-59235:258. 

-9109270133 Proposed tech specs allowing one-time-only extension of 7 day allowed 
out-of svc time for one inoperable diesel generator for diesel generators 3 & 4. 

* Carolina Power & Light Co. 91/09/10. 2pp. 59235:257-59235:258. 

9109230031 Forwards amends 154 & 186 to licenses DPR-71 & DPR-62, respectively & 
safety eva!uation.Amends change expiration dates of licenses. 

MOZAFARI.B. Project Directorate 11-1. 91/09/12. EURY.LW. Carolina Power & Light 
Co. 2pp. 59186:300-59186:313. 

-9109230033 Amends 154 & 186 to licenses DPR-71 & DPR-62,respectively, extending 
expiration dates of licenses. 

ADENSAM.E.G. Projed Directorate 11-1. 91/09/12. 4pp. 59186:302-59186:305. 

-9109230036 Safety evaluation supporting amends 154 & 186 to licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 8pp. 
59186:306-59186:313. 

9109240221 Forwards Rev 1 to Design Guide DG-VIII.50, "Instrument Setpoints," per 
910711 conference call. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59194:013-59194:040. 

-9109240223 Rev 1 to Design Guide DG-VIII.50, “Instrument Setpoints.” 

DABINETT.J., COCKERILL.A. Carolina Power & Light Co. 91/08/19. 26pp. 59194:015- 
59194:040. 

9109250055 Forwards safety evaluation granting inservice testing relief request VR-27 
for facility. 

LE.N.B. Project Directorate 11-1. 91/09/18. EURY.LW. Carolina Power & Light Co. 
5pp. 59202:160-59202:168. 

—9109250079 Safety evaluation granting relief request from inservice testing program. 
LE.N.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/18. 4pp. 
59202:165-59202:168. 
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Q. inspection reports, IE Bulletins & correspondence 

9109100034 Forwards Insp repts 50-324/91-18 & 50-325/91-18 on 910629- 0731.Non- 
dted violations noted. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/12. EURY.L.W. Carolina Power & 
Light Co. 2pp. 59022:106-59022:119. 

—9109100037 Insp repts 50-324/91-18 & 50-325/91-18 on 910629-0731. Noncited vio¬ 
lation noted.Major areas inspected:maint observation.surveillance 
observation,operational safety verification & onsite review committee. 

PREVATTE.R.L, CHRISTENSEN,H. Region 2 (Post 820201). 91/08/12. 12pp. 
59022:108-59022:119. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109180145 Advises that response to 910719 violations noted in insp repts 50-324/91- 
16 & 50-325/91-16,meets requirements of 10CFR2.201. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/28. EURY.L.W. Carolina Power & 
Light Co. 2pp. 59097:242-59097:243. 

9109080014 Forwards insp repts 50-324/91-24 & 50-325/91-24 on 910729- 0801 & 
notice of violation. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. EURY.L.W. Carolina Power & 
Light Co. 3pp. 58984:013-58984:024. 

-9109080018 Notice of violation from insp on 910729-0801.Violation noted:tech spec 
6.8.1.f not met in that procedure FPP-007 not properly implemented. 

VERRELLI.D.M. Region 2 (Post 820201). 91/08/30. 2pp. 58984:016-58984:017. 

-9109080018 Insp repts 50-324/91-24 & 50-325/91-24 on 910729-0801. Violations 
noted.Major areas inspected:plant fire protection program. 

WISEMAN,G.R., WATSON,L. Region 2 (Post 820201). 91/08/29. 7pp. 58984:018- 
58984:024. 

9109180125 Ack receipt of 910815 supplemental response to violations noted in insp 

rAn f KA.QOA/Q1.10 St Rn.Q9J%/01_19 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/05. EURY.L.W. Carolina Power & Light 
Co. 3pp. 59098:183-59098:185. 

9109240122 Forwards insp repts 50-324/91-21 & 50-325/91-21 on 910729- 0801 .No 
violations noted. 

COLLINS.D.M. Region 2 (Post 820201). 91/09/05. EURY.L.W. Carolina Power & Light 
Co. 3pp. 59173:344-59173:358. 

-9109240137 Insp repts 50-324/91-21 & 50-325/91-21 on 910729-0801 .No violations 
noted.Major areas inspected:licensee capability in responding to plant casualty involv¬ 
ing several events which resulted in general emergency declaration. 

GOODEN,A., RANKIN,W.H. Region 2 (Post 820201). 91/09/04. 12pp. 59173:347- 
59173:358. 

9109110056 NRC info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194. 

9109260184 Provides response to notice of violations re insp Repts 50-324/91-09 & 50- 
325/91 -09.Corrective actions:plant considers established controls for ensuring identifi¬ 
cation of safety related component classification changes adequate. 

SPENCER, J.W. Carolina Power & Light Co. 91/09/20. Document Control Branch 
(Document Control Desk). 17pp. 59233:342-59233:358. 


R. Periodic operating reports & related correspondence 

9109040386 Forwards 10CFR26 fitness-for-duty program performance data for Jan-June 
1991. 

FLOYD,S.D. Carolina Power & Light Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 44pp. 59005:322-59006:005. 

9109180194 Forwards monthly operating rept for Aug 1991 & revised copies of monthly 
operating data repts for Jan-Jul 1991. 

SPENCER,J.W. Carolina Power & Light Co. 91/09/12. Document Control Branch 
(Document Control Desk). Ip. 59169:288-59169:312. 

-9109180207 Monthly operating repts for Aug 1991 for Brunswick Units 1 & 2. 

RUMPLE,R. Carolina Power & Light Co. 91/08/31. 6pp. 59169:289-59169:294. 

-9109180213 Revised monthly operating rept for Jan 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/01/31. 2pp. 59169:295-59169:296. 

—9109180218 Revised monthly operating repts for Feb 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/02/28. 2pp. 59169:297-59169:298. 

-9109180219 Revised monthly operating rept for Mar 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/03/31. 2pp. 59169:299-59169:300. 

-9109180222 Revised monthly operating rept for Apr 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/04/30. 2pp. 59169:301-59169:302. 

-9109180229 Revised monthly operating rept for May 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Light Co. 91/05/31. 2pp. 59169:303-59169:304. 

-9109180210 Revised monthly operating repts for June 1991 for Brunswick Units 1 & 2. 
RUMPLE,R. Carolina Power & Ught Co. 91/06/30. 6pp. 59169:305-59169:310. 


-9109180237 Revised monthly operating rept for Jul 1991 for Brunswick Units 1 & 2. 
RUMPLE.R. Carolina Power & Light Co. 91/07/31. 2pp. 59169:311-59169:312. 


S. Reportable occurrences, LERa & related correspondence 

9109040361 Forwards LER 91-021-00 inadvertently submitted w/o date. 

BROWN,J.S. Carolina Power & Light Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59009:054-59009:059. 

9109040281 LER 91-021-O0:on 910728,discovered that gross megawatt recorder indi¬ 
cated higher than expected for 100% power operations.Caused by failed temp ele¬ 
ment & removal of table of values.Temp element will be replaced.W/undated Itr. 
KNIGHT,R.S., SPENCER,J.W. Carolina Power & Ught Co. 91/09/04. 5pp. 58981:201- 
58981:205. 

9109160005 PNO-Il-91-O58:on 910902,Brunswick Unit 1 shutdown to facilitate LLRT of 
primary containment isolation valve 1-G31-F001,inboard RWCUS isolation valve. 
CHRISTENSEN,H. Region 2 (Post 820201). 91/09/04. Ip. 59096:273-59096:273. 

9109110181 LER 91-022-00:on 910807,found that normal air supply damper failed to 
close.Caused bv mis-orientation of portion of actuator for vertical motion.lnspected 
other dampers & will provide training on event.W/910906 Itr. 

KINGHT.R.S., SPENCER.J.W. Carolina Power & Ught Co. 91/09/06. 5pp. 59095:287- 
59095:292. 

9109300145 LER 91-023-00:on 910822,preparations for flushing reactor water cleanup 
sys inboard isolation valve seat resulted in RWCU isolation on high temp.Caused by 
voiding piping downstream of G31-F044.RWCU G31-F001 repairedAV/910923 Itr. 
THEARLING.G., SPENCER.J.W. Carolina Power & Light Co. 91/09/23. 5pp. 
59263:090-59263:094. 


Y. Dry Cask independent Spent Fuel Storage installations 

9109260069 Responds to request for addl info & clarification to support completion of 
environ assessment of ISFSI & surface dose rates & concrete designs. 

VAUGHN,G.E. Carolina Power & Light Co. 91/09/17. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 12pp. 59217:167-59217:179. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9109180115 Provides nonpower reactor insps performed during first & second half of 
CY91 .Current status summary sheet for nonpower reactor facilities also end. 

REESE,J.H. Region 5 (Post 820201). 91/09/10. WEISS.S. Non-Power Reactors, De¬ 
commissioning & Environmental Proj. Dir. (Post 901216). 9pp. 59117:103-59117:112. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of 
violation. 

EBNETER.S.D., MILHOAN.J. Region 2 (Post 820201). 91/08/19. NAUMAN.D.A. Ten¬ 
nessee Valley Authority. 5pp. 59097:159-59097:165. 

-9109160035 Notice of violation from insp on 910602-0703.Violation noted:on 910531 
licensee erected wooden structure through emergency control room pressure bounda¬ 
ry door C-54 which prevented reestablishment of control room pressure boundary. 
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165. 

9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola¬ 
tions noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/28. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59097:166-59097:199. 

-9109160041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

WRIGHT.F.N., RANKIN.W.H. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170- 
59097:199. 

9109100251 Rev 4 to EPIP-6, “Activation & Operation of Technical Support Ctr.” W/ 
910830 Itr. 

WILSON,J.L. Tennessee Valley Authority. 91/08/30. 7pp. 59086:329-59086:335. 

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/12. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59225:111-59225:115. 

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted.Major areas inspected: utilization of security personnel to pro¬ 
vide compensatory protection for degraded & inadequate physical barriers. 
TILLMAN.A., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/11. Ip. 59225:115- 
59225:115. 

9109260012 Discusses NRC contract w/l-NET to perform site survey consisting of team 
discussions concerning facility communications capabilities & feasibility of upgrading 
emergency telecommunications sys. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59208:123- 
59208:126. 

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50- 
328/91-11 for period Mar 1990 - June 1991. 

WILSON,J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 20pp. 59217:114-59217:128. 
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P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9004160190 Responds to listed concerns that plant Tech Spec requirements could be 
met while actual diesel fuel condition could cause significant problems re diesel gen¬ 
erator operation & problem could be generic,per 900308 memo. 

CALVO.J.A. Technical Specifications Branch. 90/04/06. LIAW.B.D. TVA Projects Divi¬ 
sion (890101-900602). Ip. 59135:203-59135:203. 

-9006270104 Advises that 10CFR50.59 did apply to TVA installation of oversize impel¬ 
ler in spray pump at unit as soon as TVA put unit into mode that required spray pump 
operability. Conclusion consistent w/JG Partlow 900425 memo. 

CALVO.J.S. Technical Specifications Branch. 90/06/19. DONOHEW.J.N. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 59135:220-59135:221. 

-9011260161 Discusses enforcement of thermal power license limit. 

CALVO.J.A. Technical Specifications Branch. 90/11/09. HEBDON.F. Project Director¬ 
ate IV-1 (900603-901215). 2pp. 59135:222-59135:223. 

9109090038 Forwards amends 152 & 142 to licenses DPR-77 & DPR-79, respectively & 
SE & notice of partial denial of amend.Amends change TS to incorporate overtime 
limit guidance provided in generic Itr 82-16. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/22. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59040:118- 
59040:162. 

-9109090040 Amends 152 & 142 to licenses DPR-77 & DPR-79,respectively, changing 
TS to incorporate overtime limit guidance provided in generic Itr 82-16. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/08/22. 34pp. 59040:122-59040:155. 

-9109090043 Safety evaluation supporting amends 152 & 142 to licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 5pp. 
59040:156-59040:160. 

-9109090048 Notice of partial denial of amend to OL & opportunity for hearing.NRC 
concludes that portion of licensee request re changing title of line mgt Staff person 
cannot be granted. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/08/22. 2pp. 59040:161-59040:162. 

9109030240 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 91-11,revising TS sections re plant safety limits,Limiting Condition for 
Operation 3.0.3, ECCS accumulators & auxiliary feedwater sys. 

WILSON,J.L. Tennessee Valley Authority. 91/08/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58953:085-58953:104. 

-9109030241 Proposed Tech Specs re plant safety limits, Limiting Condition for Oper¬ 
ation 3.0.3,ECCS accumulators & auxiliary feedwater sys. 

* Tennessee Valley Authority. 91/08/23. 18pp. 58953:087-58953:104. 

9109050296 Provides requested info re Alternate Analysis Review Program Phase II 
Pipe Support Deflection Criteria for 4 & 6 inch pipe. 

WILSON,J.L. Tennessee Valley Authority. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 59027:350-59027:358. 

9109050343 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 91-09,deleting containment radiation monitors. 

WILSON,J.L. Tennessee Valley Authority. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59031:090-59031:123. 

-9109050351 Proposed Tech Spec Change 91-09 re rev of containment radiation moni¬ 
tor requirements. 

* Tennessee Valley Authority. 91/08/27. 31pp. 59031:093-59031:123. 

9109030148 Constitutes util statement of intent to have adequate funds available when 
necessary for decommissioning activities associated w/byproduct matl license 41- 
OBI 65-08. 

NAUMAN.D.A. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 4pp. 58952:337-58952:340. 


-9109170313 “Heatup & Cooldown Limit Curves for Normal 
2 ." 


Operation, Sequoyah Unit 


CHICOTS.J.M., RAY.N.K., MEYER.T.A. Westinghouse Electric Corp. WCAP-12971. 
91/06/30. 34pp. 59140:071-59140:104. 


9109130160 Forwards Amends 153 & 143 to Ucenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amends would revise snubber visual exam requirements to be 
consistent w/guidance in Generic Ltr 90-09. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59112:290- 
59112:315. 


-9109130163 Amends 153 & 143 to Licenses DPR-77 & DPR-79,respectively, revising 
snubber visual exam requirements,per Generic Ltr 90-09, “Alternative Requirements 
for Snubber Visual Insp Intervals & Corrective Actions." 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. 21pp. 59112:293-59112:313. 

-9109130168 Safety evaluation supporting Amends 153 & 143 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 2pp. 
59112:314-59112:315. 


9109260113 Application for amend to licenses DPR-77 & DPR-79,revising setpoint info 
for tech spec change 88-03 re low-temp overpressure protection sys. 

WILSON,J.L. Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59217:138-59217:151. 

-9109260114 Proposed tech spec change 88-03 revising setpoint info re low-temp 
overpressure protection sys. 

* Tennessee Valley Authority. 91/09/18. 11pp. 59217:141-59217:151. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-P LN89-A, Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 
WALLACE.E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list encl. 

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of 
violation. 

EBNETER.S.D., MILHOAN.J. Region 2 (Post 820201). 91/08/19. NAUMAN.D.A. Ten¬ 
nessee Valley Authority. 5pp. 59097:159-59097:165. 

-9109160035 Notice of violation from insp on 910602-0703.Violation noted:on 910531 
licensee erected wooden structure through emergency control room pressure bounda¬ 
ry door C-54 which prevented reestablishment of control room pressure boundary. 
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160039 Ack receipt of 910820 Itr in response to NRC 910701 NOV re violations 
noted in insp repts 50-327/91-08 & 50-328/91-08. Response meets requirements of 
10CFR2.201. 

WILSON,B.A. Region 2 (Post 820201). 91/08/22. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59097:220-59097:222. 

9109160100 Ack receipt of 910805 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-327/91-10 & 50-328/91-10. 

WILSON,B.A. Region 2 (Post 820201). 91/08/23. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59098:059-59098:061. 


9109060017 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 91-03,increasing allowed outage time of 7 days for centrifugal charging 
pumps as applied to TS tor reactivity control & ECCS requirements. 

WILSON.J.L Tennessee Valley Authority. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59033:001-59033:045. 

-9109060019 Proposed Tech Specs re reactivity control sys & ECCS subsystems. 

* Tennessee Valley Authority. 91/08/28. 43pp. 59033:003-59033:045. 

9109100193 Forwards seven requests for relief from ASME Section XI re hydrostatic 
pressure test requirements.Request submitted to support facility pressure test sched¬ 
ule for Cycle 6 refueling outages. 

WILSON,J.L. Tennessee Valley Authority. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 59083:037-59083:053. 

9109170309 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 90-01 .incorporating new RCS pressure temp limits based on Reg Guide 
1.99,Rev 2 methodology. 

WILSON.J.L. Tennessee Valley Authority. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59140:011-59140:104. 

-9109170311 Proposed Tech Specs revising RCS pressure temp limits. 

* Tennessee Valley Authority. 91/09/06. 30pp. 59140:014-59140:042. 


9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola¬ 
tions noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/28. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59097:166-59097:199. 

-9109160041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

WRIGHT,F.N., RANKIN,W.H. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170- 
59097:199. 

9109130160 Forwards Amends 153 & 143 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amends would revise snubber visual exam requirements to be 
consistent w/guidance in Generic Ltr 90-09. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59112:290- 
59112:315. 

—9109130163 Amends 153 & 143 to Ucenses DPR-77 & DPR-79,respectively, revising 
snubber visual exam requirements.per Generic Ltr 90-09, “Alternative Requirements 
for Snubber Visual Insp Intervals & Corrective Actions." 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. 21pp. 59112:293-59112:313. 


—9109170312 "Heatup & Cooldown Limit Curves for Normal Operation, Sequoyah Unit 


CHICOTS.J.M., RAY.N.K., MEYER,T.A. Westinghouse Electric Corp. WCAP-12970. 
91/06/30. 28pp. 59140:043-59140:070. 


-9109130168 Safety evaluation supporting Amends 153 & 143 to Ucenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 2pp. 
59112:314-59112:315. 
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9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un¬ 
derstands that concerns re operator training in fuel handling resolved in telcon on 
910909 

WILSON,B.A. Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59172:196-59173:057. 

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam 
results:one reactor operator & all senior reactor operators passed both written & oper¬ 
ating exams. 

RAPP.C.. LAWYER,L.L. Region 2 (Post 820201). 91/09/10. 200pp. 59172:200- 
59173:057. 

9109240064 Forwards insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No 
violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59173:130-59173:151. 

-9109240070 Insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No violations 
or deviations noted.Major areas inspected:plant operations,plant maint,plant 
surveillance,LER closeout & followup on previous insp findings. 

HOLLAND,W.E., LITTLE,W.S. Region 2 (Post 820201). 91/09/10. 18pp. 59173:134- 
59173:151. 

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/12. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59225:111-59225:115. 

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted.Major areas inspected: utilization of security personnel to pro¬ 
vide compensatory protection for degraded & inadequate physical barriers. 

TILLMAN,A.. MCGUIRE,D.R. Region 2 (Post 820201). 91/09/11. Ip. 59225:115- 
59225:115. 

9109180262 Responds to NRC 910814 Itr re violations noted in insp repts 50-327/91-17 
& 50-328/91-17.Corrective actions:auxiliary unit operators responsible for incorrectly 
positioning valves,disciplined for failure to follow procedures. 

WILSON,J.L. Tennessee Valley Authority. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59139:355-59139:359. 

9109250077 Notification of contract execution: “Electrical Distribution Sys Functional 
Insp - Sequoyah,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-1. 
91/09/13. SCHWINK,W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59207:028-59207:030. 

-9109250091 Ltr contract awarding task order 18,to “Electrical Distribution Sys Func¬ 
tional Insp - Sequoyah," awarded to AECL Technologies. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-1. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:029-59207:030. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109200222 Provides response to 910819 Itr re violations noted in Insp Repts 50-327/ 
91-14 & 50-328/91-14.Corrective actions:broader initiatives in place to address under¬ 
lying performance issues. 

WILSON,J.L. Tennessee Valley Authority. 91/09/16. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59171:141-59171:146. 

9109230078 Advises that 880824-891027 responses to NRC Bulletin 88-008 acceptable 
& TACs 69686 & 69687 considered closed. 

LABARGE.D.E. Project Directorate 11-4 (formerly TV A Project Directorate) (Post 
900603). 91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59196:351- 
59196:357. 

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50- 
328/91-11 forperiod Mar 1990 - June 1991. 

WILSON,J.L. Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 20pp. 59217:114-59217:128. 

9109260128 Notification of 910925 meeting w/utii in Rockville,MD to discuss steam 
generator insp plans for upcoming refueling outage. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/18. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 4pp. 59209:214-59209:217. 


R. Periodic operating reports & related correspondence 

9109040076 "Effluent & Waste Disposal Semiannual Rept Jan-June 1991." W/910829 
Itr. 

WILSON,J.L. Tennessee Valley Authority. 91/06/30. 150pp. 58949:089-58949:280. 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

-9109030166 “Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 

9109200252 Monthly operating repts for Aug 1991 for Sequoyah Nuclear Plant Units 1 & 
2.W/910913 Itr. 

HOLLOMON.T.J., WILSON,J.L Tennessee Valley Authority. 91/08/31. 10pp. 
59156:153-59156:162. 


S. Reportable occurrences, LERs & related correspondence 

9109030026 Special rept 91-15:on 910801,significant corrective action rept initiated to 
document that free-field beta radiation doses used to environ qualify safety-related 
equipment considered nonconservative. 

WILSON,J.L Tennessee Valley Authority. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58926:290-58926:293. 

9109100353 Special rept 91-13:910727,operability of fire detection instrumentation in 
Fire Zone 352 for lower compartment cooler area noted.Detector in affected fire areas 
will be restored to operable status. 

WILSON,J.L Tennessee Valley Authority. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59061:250-59061:253. 

9109120209 LER 91-010-02:on 910515,determined that expansion joint matl between 
RB shield walls & auxiliary bldg did not meet UL or factory mutual stds.Caused by 
seals not being included in App R analysis.Firewatch estab!ished.W/910906 Itr. 
THOMPSON,R.R., WILSON, J.L. Tennessee Valley Authority. 91/09/06. 6pp. 
59111:027-59111:032. 


V. Operator Examinations 


9109100081 Advises that evaluation of requalification program & licensed personnel 
scheduled for wks of 911202 & 09.Ref matls listed on end 1 should be furnished. 
WILSON,B.A. Region 2 (Post 820201). 91/08/14. NAUMAN.D.A. Tennessee Valley 
Authority. 10pp. 59022:072-59022:081. 

9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un¬ 
derstands that concerns re operator training in fuel handling resolved in telcon on 
910909.' 

WILSON,B.A. Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59172:196-59173:057. 

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam 
results:one reactor operator & all senior reactor operators passed both written & oper¬ 
ating exams. 

RAPP.C., LAWYER,L.L. Region 2 (Post 820201). 91/09/10. 200pp. 59172:200- 
59173:057. 
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F. Security, medical, emergency & fire protection plans 


9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of 
violation. 

EBNETER.S.D. Region 2 (Post 820201). 91/08/19. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 59097:159-59097:165. 

-9109160035 Notice of violation from insp on 910602-0703.Violation noted:on 910531 
licensee erected wooden structure through emergency control room pressure bounda¬ 
ry door C-54 which prevented reestablishment of control room pressure boundary. 
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165. 

9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola¬ 
tions noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/28. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59097:166-59097:199. 

-9109160041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise 

WRIGHT,F.N. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170-59097:199. 

9109100251 Rev 4 to EPIP-6, "Activation & Operation of Technical Support Ctr.” W/ 
910830 Itr. 

WILSON,J.L. Tennessee Valley Authority. 91/08/30. 7pp. 59086:329-59086:335. 

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/12. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59225:111 -59225:115. 

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted.Major areas inspected: utilization of security personnel to pro¬ 
vide compensatory protection for degraded & inadequate physical barriers. 

TILLMAN,A. Region 2 (Post 820201). 91/09/11. Ip. 59225:115-59225:115. 

9109260012 Discusses NRC contract w/l-NET to perform site survey consisting of team 
discussions concerning facility communications capabilities & feasibility of upgrading 
emergency telecommunications sys. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59208:123- 
59208:126. 


9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50- 
328/91-11 for period Mar 1990 - June 1991. 

WILSON,J.L. Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 20pp. 59217:114-59217:128. 


P. Operating license stage documents & correspondence 


9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 
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-9004160190 Responds to listed concerns that plant Tech Spec requirements could be 
met while actual diesel fuel condition could cause significant problems re diesel gen¬ 
erator operation & problem could be generic.per 900308 memo. 

CALVO.JA Technical Specifications Branch. 90/04/06. LIAW.B.D. TVA Projects Divi¬ 
sion (890101-900602). Ip. 59135:203-59135:203. 

9109090038 Forwards amends 152 & 142 to licenses DPR-77 & DPR-79, respectively & 
SE & notice of partial denial of amend.Amends change TS to incorporate overtime 
limit guidance provided in generic Itr 82-16. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/22. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59040:118- 
59040:162. 

—9109090040 Amends 152 & 142 to licenses DPR-77 & DPR-79,respectively, changing 
TS to incorporate overtime limit guidance provided in generic Itr 82-16. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/22. 34pp. 59040:122-59040:155. 

-9109090043 Safety evaluation supporting amends 152 & 142 to licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 5pp. 
59040:156-59040:160. 

-9109090048 Notice of partial denial of amend to OL & opportunity for hearing.NRC 
concludes that portion of licensee request re changing title of line mgt Staff person 
cannot be granted. 

HEBDON.kJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/22. 2pp. 59040:161-59040:162. 

9109030240 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 91-11,revising TS sections re plant safety limits,Limiting Condition for 
Operation 3.0.3, ECCS accumulators & auxiliary feedwater sys. 

WILSON,J.L Tennessee Valley Authority. 91/08/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58953:085-58953:104. 

-9109030241 Proposed Tech Specs re plant safety limits,Limiting Condition for Oper¬ 
ation 3.0.3,ECCs accumulators & auxiliary feedwater sys. 

* Tennessee Valley Authority. 91/08/23.18pp. 58953:087-58953:104. 

9109050296 Provides requested info re Alternate Analysis Review Program Phase II 
Pipe Support Deflection Criteria for 4 & 6 inch pipe. 

WILSON,J.L Tennessee Valley Authority. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 59027:350-59027:358. 

9109050343 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 91 -09,deleting containment radiation monitors. 

WILSON,J.L Tennessee Valley Authority. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59031:090-59031:123. 

-9109050351 Proposed Tech Spec Change 91-09 re rev of containment radiation moni¬ 
tor requirements. 

* Tennessee Valley Authority. 91/08/27.31pp. 59031:093-59031:123. 

9109030148 Constitutes util statement of intent to have adequate funds available when 
necessary for decommissioning activities associated w/byproduct matl license 41- 
08165-08. 

NAUMAN.DA Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 4pp. 58952:337-58952:340. 

9109060017 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 91 -03,increasing allowed outage time of 7 days for centrifugal charging 
pumps as applied to TS Tor reactivity control & ECCS requirements. 

WILSON.J.L Tennessee Valley Authority. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59033:001-59033:045. 

-9109060019 Proposed Tech Specs re reactivity control sys & ECCS subsystems. 

* Tennessee Valley Authority. 91 /OB/28. 43pp. 59033:003-59033:045. 

9109100193 Forwards seven requests for relief from ASME Section XI re hydrostatic 
pressure test requirements.Requesf submitted to support facility pressure test sched¬ 
ule for Cycle 6 refueling outages. 

WILSON.J.L Tennessee Valley Authority. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 59083:037-59083:053. 

9109170309 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 90-01 .incorporating new RCS pressure temp limits based on Reg Guide 
1.99,Rev 2 methodology. 

WILSON.J.L Tennessee Valley Authority. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59140:011-59140:104. 

-9109170311 Proposed Tech Specs revising RCS pressure temp limits. 

* Tennessee Valley Authority. 91/09/06. 30pp. 59140:014-59140:042. 


-9109260114 Proposed tech spec change 88-03 revising setpoint info re low-temp 
overpressure protection sys. 

* Tennessee Valley Authority. 91/09/18. 11pp. 59217:141-59217:151. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of 
violation. 

EBNETER.S.D., MILHOAN.J. Region 2 (Post 820201). 91/08/19. NAUMAN.DA Ten¬ 
nessee Valley Authority. 5pp. 59097:159-59097:165. 

-9109160035 Notice of violation from insp on 910602-0703.Violation noted:on 910531 
licensee erected wooden structure through emergency control room pressure bounda¬ 
ry door C-54 which prevented reestablishment of control room pressure boundary. 
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160039 Ack receipt of 910820 Itr in response to NRC 910701 NOV re violations 
noted in insp repts 50-327/91-08 & 50-328/91-08. Response meets requirements of 
10CFR2.201. 

WILSON,B.A. Region 2 (Post 820201). 91/08/22. NAUMAN.DA Tennessee Valley 
Authority. 3pp. 59097:220-59097:222. 

9109160100 Ack receipt of 910805 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-327/91-10 & 50-328/91-10. 

WILSON,B.A. Region 2 (Post 820201). 91/08/23. NAUMAN.DA Tennessee Valley 
Authority. 3pp. 59098:059-59098:061. 

9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola¬ 
tions noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/28. NAUMAN.DA Tennessee Valley 
Authority. 4pp. 59097:166-59097:199. 

-9109160041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

WRIGHT,F.N., RANKIN,W.H. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170- 
59097:199. 

9109130160 Forwards Amends 153 & 143 to Licenses DPR-77 & DPR-79, respectively 
& safety evatuation.Amends would revise snubber visual exam requirements to be 
consistent w/guidance in Generic Ltr 90-09. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59112:290- 
59112:315. 

-9109130163 Amends 153 & 143 to Licenses DPR-77 & DPR-79,respectively, revising 
snubber visual exam requirements,per Generic Ltr 90-09, “Alternative Requirements 
for Snubber Visual Insp Intervals & Corrective Actions.” 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. 21pp. 59112:293-59112:313. 

-9109130168 Safety evaluation supporting Amends 153 & 143 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 2pp. 
59112:314-59112:315. 


-9109170313 “Heatup & Cooldown Limit Curves for Normal Operation, Sequoyah Unit 
2 .” 


CHICOTS.J.M., RAY.N.K., MEYER,T.A. Westinghouse Electric Corp. WCAP-12971. 
91/06/30. 34pp. 59140:071-59140:104. 


9109130160 Forwards Amends 153 & 143 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation .Amends would revise snubber visual exam requirements to be 
consistent w/guidance in Generic Ltr 90-09. 

LABARGE.D.t. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59112:290- 
59112:315. 


9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un¬ 
derstands that concerns re operator training in fuel handling resolved in telcon on 
910909. 

WILSON,B.A. Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59172:196-59173:057. 

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam 
results:one reactor operator & all senior reactor operators passed both written & oper¬ 
ating exams. 

RAPP.C. Region 2 (Post 820201). 91/09/10. 200pp. 59172:200-59173:057. 


-9109130163 Amends 153 & 143 to Licenses DPR-77 & DPR-79,respectively, revising 
snubber visual exam requirements,per Generic Ltr 90-09, “Alternative Requirements 
for Snubber Visual Insp Intervals & Corrective Actions.” 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. 21pp. 59112:293-59112:313. 

-9109130168 Safety evaluation supporting Amends 153 & 143 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 2pp. 
59112:314-59112:315. 


9109240064 Forwards insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831 .No 
violations or deviations noted. 

WILSON,BA Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59173:130-59173:151. 

-9109240070 Insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No violations 
or deviations noted.Major areas inspected:plant operations,plant maint,plant 
surveillance,LER closeout & followup on previous insp findings. 

HOLLAND,W.E., LITTLE.W.S. Region 2 (Post 820201). 91/09/10. 18pp. 59173:134- 
59173:151. 


9109260113 Application for amend to licenses DPR-77 & DPR-79,revising setpoint info 
for tech spec change 88-03 re low-temp overpressure protection sys. 

WILSON,J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59217:138-59217:151. 


9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/12. NAUMAN.DA Tennessee Valley 
Authority. 4pp. 59225:111-59225:115. 
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- 910*300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828- 
29.No violations noted.Major areas inspected: utilization of security personnel to pro¬ 
vide compensatory protection for degraded & inadequate physical barriers. 

TILLMAN,A.. MCGUIRE,D.R. Region 2 (Post 820201). 91/09/11. Ip. 59225:115- 
59225:115. 

9109180262 Responds to NRC 910814 Itr re violations noted in insp repts 50-327/91-17 
& 50-328/91-17.Corrective actions:auxiliary unit operators responsible for incorrectly 
positioning valves,disciplined for failure to follow procedures. 

WILSON,J.L Tennessee Valley Authority. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59139:355-59139:359. 

9109250077 Notification of contract execution: “Electrical Distribution Sys Functional 
Insp - Sequoyah," awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-1. 
91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59207:028-59207:030. 

-9109250091 Ltr contract awarding task order 18,to “Electrical Distribution Sys Func¬ 
tional Insp - Sequoyah," awarded to AECL Technologies. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1527-1. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:029-59207:030. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109200222 Provides response to 910819 Itr re violations noted in Insp Repts 50-327/ 
91-14 & 50-328/91-14.Corrective actions:broader initiatives in place to address under¬ 
lying performance issues. 

WILSON,J.L Tennessee Valley Authority. 91/09/16. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59171:141-59171:146. 

9109230078 Advises that 880824-891027 responses to NRC Bulletin 88-008 acceptable 
& TACs 69686 & 69687 considered closed. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59196:351- 
59196:357. 

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50- 
328/91-11 for period Mar 1990 - June 1991. 

WILSON,J.L. Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 20pp. 59217:114-59217:128. 

9109260128 Notification of 910925 meeting w/util in Rockville,MD to discuss steam 
generator insp plans for upcoming refueling outage. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/18. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 4pp. 59209:214-59209:217. 


R. Periodic operating reports & related correspondence 

9109040076 “Effluent & Waste Disposal Semiannual Rept Jan-June 1991." W/910829 
Itr. 

WILSON,J.L Tennessee Valley Authority. 91/06/30. 150pp. 58949:089-58949:280. 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

-9109030166 ’Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation." 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 

9109200252 Monthly operating repts for Aug 1991 for Sequoyah Nuclear Plant Units 1 & 
2.W/910913 Itr. 

HOLLOMON.T.J., WILSON,J.L Tennessee Valley Authority. 91/08/31. 10pp. 
59156:153-59156:162. 


S. Reportable occurrences, LERs & related correspondence 

9109030026 Special rept 91-15:on 910801 .significant corrective action rept initiated to 
document that free-field beta radiation doses used to environ qualify safety-related 
equipment considered nonconservative. 

WILSON,J.L Tennessee Valley Authority. 91 /08/26. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58926:290-58926:293. 

9109100353 Special rept 91-13:910727,operability of fire detection instrumentation in 
Fire Zone 352 for lower compartment cooler area noted.Detector in affected fire areas 
will be restored to operable status. 

WILSON,J.L Tennessee Valley Authority. 91 /09/06. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59061:250-59061:253. 


V. Operator Examinations 

9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un¬ 
derstands that concerns re operator training in fuel handling resolved in telcon on 
910909. 

WILSON,BA Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59172:196-59173:057. 

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam 
results:one reactor operator & all senior reactor operators passed both written & oper¬ 
ating exams. 

RAPP.C., LAWYER,L.L. Region 2 (Post 820201). 91/09/10. 200pp. 59172:200- 
59173:057. 
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Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 


9109120183 Forwards Amend 175 to License DPR-49 & safety evaluation. Amend re¬ 
vises surveillance requirements for fire pumps,per 910222 application & 910614 suppl. 
SHIRAKI.C.Y. Project Directorate 111-3. 91/09/04. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 59100:342-59100:352. 

-9109120188 Amend 175 to License DPR-49,revising surveillance requirements for fire 
pumps. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/09/04. 5pp. 59100:345-59100:349. 

-9109120189 Safety evaluation supporting Amend 175 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 3pp. 
59100:350-59100:352. 

9109200025 Rev 12 to Duane Arnold Energy Ctr emergency plan.W/910917 Itr. 
SERRA.P.L., MINECK.D.L. Iowa Electric Light & Power Co. 91/09/17. 350pp. 
59158:001-59158:286. 


P. Operating license stage documents & correspondence 


9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

-9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK,G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT,R.J. Project Directorate 111-2. 3pp. 59237:164-59237:166. 

9109050206 Responds to generic Itr 90-03, “Clarification of Staff Position in Generic Ltr 
83-28,ltem 2.2,Part 2, 'Vendor Interface for Safety-Related Components.’" Adequate 
vendor interface programs should include program w/NSSS vendors. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/08/23. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 58993:178-58993:180. 

9109050042 Forwards Suppl 1 to Rev 12 of QA Program Description,per comments ad¬ 
dressing updated FSAR Section 17.2.2.3 re identification of safety-related 
structures,sys,components & items & updated FSAR Section 3.2. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 91/08/27. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 19pp. 59028:334-59028:352. 

9109040052 informs that review of 910628 QA program description & changes to 
UFSAR section 3-2 re classification of structures,sys & components 

complete.Concludes that revs meet requirements of 10CFR50,app B. 

MILLER,H.J. Region 3 (Post 820201). 91/08/28. LIU.L Iowa Electric Light & Power 
Co. Ip. 58935:192-58935:192. 
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9109040044 Application for amend to License DPR-49,consisting of TS Change RTS- 
21 9,changing surveillance requirements for station batteries to conform w/current in¬ 
dustry practices & mfg recommendations. 

MINECK.D.L Iowa Electric Light & Power Co. 91/08/30. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 7pp. 58996:302-58996:312. 


-9109040045 Proposed Tech Specs re surveillance requirements for station batteries. 
* Iowa Electric Light & Power Co. 91/08/30. 4pp. 58996:309-58996:312. 


9109230035 Forwards insp rept 50-331/91-13 on 910706-0819.No violations noted. 
KNOP.R.C. Region 3 (Post 820201). 91/09/04. KIU.L. Iowa Electric Light & Power Co. 
2pp. 59164:001-59164:018. 

-9109230042 Insp rept 50-331/91-13 on 910706-0819.No violations noted. Major areas 
inspected:followup of events,operational safety, maint,surveillance,review of integral 
leakage rate test rept & review of licensee reactor pressure vessel exam plan. 

HAGUE,R.L. Region 3 (Post 820201). 91/09/04.16pp. 59164:003-59164:018. 


9109060200 Informs of typo in equation in “Guidance on Developing Acceptable Inserv¬ 
ice Testing Program,” & forwards corrected equation. 

MINECK.D.L Iowa Electric Light & Power Co. 91/08/30. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation. Director (Post 870411). 2pp. 59053:294-59053:295. 

9109110074 Application for amend to License DPR-49,consisting of RTS-208A,revising 
Tech Spec Section 3.3, “Reactivity Control.” 

MINECK.D.L Iowa Electric Light & Power Co. 91/08/30. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 16pp. 59092:281-59092:315. 

-9109110075 Proposed Tech Specs Section 3.3, “Reactivity Control." 

* Iowa Electric Light & Power Co. 91/08/30.19pp. 59092:297-59092:315. 

9109110081 Application for amend to License DPR-49,consisting of RTS-218,eliminating 
scram & MSIV closure requirements associated w/main steam line radiation monitors. 
MINECK.D.L Iowa Electric Light & Power Co. 91/08/30. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 9pp. 59084:330-59084:352. 

-9109110083 Proposed Tech Specs re elimination of scram & MSIV closure require¬ 
ments associated w/main steam line radiation monitors. 

* Iowa Electric Light & Power Co. 91/08/31.14pp. 59084:339-59084:352. 

9109120183 Forwards Amend 175 to License DPR-49 & safety evaluation. Amend re¬ 
vises surveillance requirements for fire pumps,per 910222 application & 910614 suppl. 
SHIRAKI.C.Y. Project Directorate 111-3. 91/09/04. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 59100:342-59100:352. 

-9109120188 Amend 175 to License DPR-49,revising surveillance requirements for fire 
pumps. 

SHIRAKI.C.Y. Project Directorate ill-3. 91/09/04. 5pp. 59100:345-59100:349. 

—9109120189 Safety evaluation supporting Amend 175 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 3pp. 
59100:350-59100:352. 

9109200132 Forwards amend 176 to license DPR-49 & safety evaluation. Amend re¬ 
vises license condition 2.B(4),by replacing numerical limits for SNM,source & byprod¬ 
uct matl w/more generalized description. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/09/13. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 59156:256-59156:265. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109030198 Forwards fitness-for-duty program performance data for Jan-June 
1991 .random test program results confirmed positive & summary rept. 

WILSON,D.L. Iowa Electric Light & Power Co. 91/08/23. Document Control Branch 
(Document Control Desk). 4pp. 58994:127-58994:130. 

9109160331 Monthly operating rept for Aug 1991 for Duane Arnold Energy Ctr.W/ 
910911 Itr. 

TRAN.H., WILSON,D.L. Iowa Electric Light & Power Co. 91/08/31. DAVIS,A.B. Region 
3 (Post 820201). 7pp. 59119:226-59119:232. 


S. Reportable occurrences, LERs & related correspondence 

9109130203 LER 91-009-00:on 910815,reactor water cleanup sys isolation 

occurred.Caused by blown fuse in power supply unit resulting in square root converter 
to lose power.Ciip repositioned & fuse replaced.W/910905 Itr. 

TRAN.H., WILSON,D.L. Iowa Electric Light & Power Co. 91/09/05. 4pp. 59116:126- 
59116:129. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9109110268 “Emergency Response Plan Exerdse Manual,NRC/FEMA Full-Scale Exer¬ 
cise.” 

* Power Authority of the State of New York (New York Power Authority). 91 /08/07. 
250pp. 59070:050-59071:003. 


-9109200136 Amend 176 to license DPR-49,revising license condition 2.B(4) by replac¬ 
ing numerical limits for SNM,source & byproduct matl w/more generalized description. 
SHIRAKI.C.Y. Project Directorate 111-3. 91/09/13. 3pp. 59156:259-59156:261. 

-9109200141 Safety evaluation supporting amend 176 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 3pp. 
59156:263-59156:265. 

9109230208 Forwards amend 177 to license DPR-49 & safety evaluation. Amend re¬ 
vises operating license by extending effective date of “Plan for Integrated Scheduling 
of Plant Mods for Duane Arnold Energy Ctr” to 960503. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/09/13. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 59187:032-59187:040. 

-9109230210 Amend 177 to license DPR-49,revising license by extending effective date 
of “Plan for Integrated Scheduling of Plant Mods for Duane Arnold Energy Ctr" to 
960503 

SHIRAKI.C.Y. Project Directorate 111-3. 91/09/13. 3pp. 59187:036-59187:038. 

-9109230215 Safety evaluation supporting amend 177 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 2pp. 
59187:039-59187:040. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

g raphers." Svc list end. 

;UNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030210 Advises that util will no longer perform disassembly/insps of feedwater 
check valves V-14-1 & V-14-3,per 1990 submittal unless local leak rate test results 
indicate insps appropriate. 

MINECK.D.L Iowa Electric Light & Power Co. 91/08/23. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). Ip. 58994:344-58994:344. 

9109040043 Advises that fitness-for-duty insp scheduled during wk of 911021-24.T 
Madeda designated primary contact for insp. Procedures & policies pertaining to fit¬ 
ness-for-duty program requested. 

GREGER.LR. Region 3 (Post 820201). 91/08/29. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 58935:187-58935:188. 

9109060189 Forwards revised request for relief from ASME Section XI requirements for 
second 10-yr inservice insp plan. 

MINECK.D.L. Iowa Electric Light & Power Co. 91/08/30. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 3pp. 59069:255-59069:257. 


9109240088 Forwards safety insp rept 50-333/91-15 on 910714-0817.No violations 
noted. 

COWGILL.C.J. Region 1 (Post 820201). 91/09/04. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 3pp. 59173:275-59173:292. 

-9109240095 Safety insp rept 50-333/91-15 on 910714-0817.No violations noted.Major 
areas inspected:plant operations,radiological controls & maint, emergency 

preparedness,security,engineering & technical support & QA/safety verification. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/29. 15pp. 59173:278-59173:292. 

9109200335 Forwards schedule for long term fire protection actions concerning outline 
developments,per 910816 Itr. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/13. Document Control Branch (Document Control Desk). 6pp. 59175:325- 
59175:330. 

9109250246 Forwards request for exemption from requirements of Section III.G.3 of 
App R to 10CFR50 re fixed fire suppression sys in battery room corridor.Exemption 
granted. 

CAPRA,R.A. Project Directorate 1-1. 91/09/18. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 3pp. 59202:124-59202:134. 

-9109250257 Exemption from requirements of Section III.G.3 of App R to 10CFR50 re 
fixed fire suppression sys in battery room corridor. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/09/18. Power Au¬ 
thority of the State of New York (New York Power Authority). 8pp. 59202:127- 
59202:134. 


G. Adjudicatory correspondence 

9109250097 Responds to NRC 910718 correspondence re withholding info from public 
disclosure & expresses courtesy of providing addl time to respond. 

GOSCH.D.F. Gosch, D.J. #391 12182. 91/08/29. MCCABE,B.C. Project Directorate I- 
1. 3pp. 59193:145-59193:147. 

9109250081 Informs that 910809 order modified 910502 order concerning D 
Manning.NRC will permit application to have suspension lifted after 3 yrs & compli¬ 
ance w/drug rehabilitation program. 

GOSCH,D.J. Gosch, D.J. #391 12181. 91/08/30. SMITH,I.W., LAM.P.S., REIN.H. 
Atomic Safety and Licensing Board Panel. 2pp. 59193:130-59193:131. 

9109250142 Forwards W Flynn curriculum experience/vitae.W/o end. W/Certificate of 
Svc.Served on 910912. 

ZOBLER.M.L Office of the General Counsel (Post 860701). #391 12200. 91/09/12. 
GOSCH,D.J. Gosch, D.J. Ip. 59193:220-59193:220. 


P. Operating license stage documents & correspondence 


9109040250 Notification of room change for 910829 meeting w/util in Rockville,MD to 
discuss NRC staff comments re licensing topical rept NEDC-31984, “Generic Evalua¬ 
tions of GE BWR Power Uprate.” 

STRANSKY.R. Project Directorate 111-1. 91/08/07. MARSH,L.B. Project Directorate 111- 
1. 4pp. 58982:076-58982:079. 
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9109100376 Summary of Operating Reactors Events Meeting 91-14 on 910807.List of 
attendees & significant elements of principle events end. 

CHAFFEE,A.E. Events Assessment Branch. 91/08/16. ROSSI,C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 12pp. 59056:328-59056:339. 

9109100316 Submits revised schedule for submittal of proposed amend to Tech Specs 
to improve surveillance test for emergency svc water pumps.Amend will be submitted 
no later than 911031 to permit incorporation of ref to inservice insp program. 
BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/06. Document Control Branch (Document Control Desk). 2pp. 59061:285- 
59061:286. 

9109130107 Forwards status rept on 18 tasks committed to by util to complete re¬ 
sponse to Generic Ltr 88-14, “Instrument Air Supply Problems Affecting Safety-Relat¬ 
ed Equipment.” Only 4 of 18 tasks remain to be completed. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/10. Document Control Branch (Document Control Desk). 10pp. 59107:352- 
59107:361. 

9109200095 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing BSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 3pp. 59156:209-59156:211. 

9109190108 Forwards response to NRC 910123 request for addl info & 910117 telcon 
w/NRC & NRC contractors re station blackout. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/13. Document Control Branch (Document Control Desk). 260pp. 59148:069- 
59148:198. 

9109190209 Forwards Vols 1 & 2 of “JA Fitzpatrick Nuclear Power Plant Individual Plant 
Exam (IPE),” including Level I (internal events core damage frequency) & Level II 
(containment performance) IPE analysis,per Generic Ltr 88-20. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/13. Document Control Branch (Document Control Desk). 3pp. 59159:036- 
59163:355. 

-9109190213 Vols 1 & 2 of “JA Fitzpatrick Nuclear Power Plant Individual Plant Exam," 
per Generic Ltr 88-20, “Individual Plant Exam for Severe Accident Vulnerabilities." 

* Power Authority of the State of New York (New York Power Authority). 91/08/31. 
1,800pp. 59159:039-59163:355. 

9109260047 Advises that response to request for addl info re safety relief valve set- 
points will be provided by 911115. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/13. Document Control Branch (Document Control Desk). 2pp. 59217:206- 
59217:207. 

9109270059 Denies licensee 910702 request for relief from ARI sys diversity require¬ 
ments of 10CFR50.62,due to failure to demonstrate that ARI diversity requirements 
would result in undue hardship & Dresent “special circumstances.” 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/09/13. BEEDLE.R.E. 
Power Authority of the State of New York (New York Power Authority). 4pp. 
59221:080-59221:083. 

9109250169 Responds to 910531 request for spectra curves for review of proposed 
changes to Tech Specs re spent fuel pool storage capacity. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/19. Document Control Branch (Document Control Desk). 20pp. 59194:133- 
59194:152. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

g raphers." Svc list end. 

LINNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 86pp. 58979:091-58979:177. 

9109170046 Ack receipt of 910820 ltr informing NRC of steps taken to correct violations 
noted in confirmatory action ltr CAL-RI-91-10. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. FITZPATRICK,J. Power Au¬ 
thority of the State of New York (New York Power Authority). 2pp. 59109:056- 
59109:058. 

-9109170053 Responds to violations noted in confirmatory action ltr CAL-RI-91-10.Cor- 
rective actions:addl training provided for licensed operators in print reading & written & 
operating exams administered during wk of 910610. 

CONVERSE,R.J. Power Authority of the State of New York (New York Power Author¬ 
ity). 91/08/20. MARTIN,T.T. Region 1 (Post 820201). Ip. 59109:058-59109:058. 

9109240088 Forwards safety insp rept 50-333/91-15 on 910714-0817.No violations 
noted. 

COWGILL.C.J. Region 1 (Post 820201). 91/09/04. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 3pp. 59173:275-59173:292. 

-9109240095 Safety insp rept 50-333/91-15 on 910714-0817.No violations noted.Major 
areas inspected:plant operations,radiological controls & maint,emergency 

preparedness,security,engineering & technical support & QA/safety verification. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/29. 15pp. 59173:278-59173:292. 

9109100316 Submits revised schedule for submittal of proposed amend to Tech Specs 
to improve surveillance test for emergency svc water pumps.Amend will be submitted 
no later than 911031 to permit incorporation of ref to inservice insp program. 
BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/06. Document Control Branch (Document Control Desk). 2pp. 59061:285- 
59061:286. 


9109110019 Responds to NRC 910809 ltr re violations noted in Insp Rept 50-333/91-14 
on 910609-0713.Corrective actions:shifts counseled on need to use approved proce¬ 
dures & operator aid posted on 115 KV control panel. 

CONVERSE,R.J. Power Authority of the State of New York (New York Power Author¬ 
ity). 91 /09/06. Document Control Branch (Document Control Desk). 4pp. 59088:338- 
59088:341. 

9109240061 Forwards safety insp rept 50-333/91-10 on 910617-21.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 91/09/10. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 3pp. 59173:119-59173:129. 

-9109240065 Safety insp rept 50-333/91-10 on 910617-21.No violations noted.Major 
areas inspected:safety insp of licensee water chemistry control program at plant. 
MEDOFF.J., GRAY.E.H. Region 1 (Post 820201). 91/08/13. 8pp. 59173:122- 
59173:129. 

9109230014 Forwards safety insp rept 50-333/91-19 on 910819-23. Weaknesses identi¬ 
fied in areas such as procedure details, procedure interpretation & implementation. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/12. BEEDLE.R. Power Authority of the 
State of New York (New York Power Authority). 3pp. 59156:080-59156:094. 

-9109230017 Safety insp rept 50-333/91-19 on 910819-23.Number of weaknesses 
identified in areas of procedure details, procedure interpretation & 
implementation.Major areas inspected:radiological controls program,training & audits. 
SHERBINI.S. Region 1 (Post 820201). 91/09/03. 12pp. 59156:083-59156:094. 

9109190241 Responds to NRC 910731 ltr re violations noted in insp rept 50-333/91-08 
on 910425-0503.Corrective action$:maint Dept established time goal & instrument & 
control dept reviewed procedures. 

CONVERSE,R.J. Power Authority of the State of New York (New York Power Author¬ 
ity). 91/09/13. Document Control Branch (Document Control Desk). 7pp. 59165:262- 
59165:268. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050100 “JA Fitzpatrick Effluent & Waste Disposal Semiannual Rept, Jan-June 
1991.” W/910829 ltr. 

CONVERSE,R. Power Authority of the State of New York (New York Power Authority). 
91/06/30. MARTIN,T.T. Region 1 (Post 820201). 21pp. 59031:069-59031:089. 

9109050127 Forwards fitness-for-duty program performance rept covering Jan-June 
1991. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/08/27. Document Control Branch (Document Control Desk). 10pp. 59019:027- 
59019:036. 

9109040346 Forwards amended page to “JA Fitzpatrick Nuclear Power Plant Effluent & 
Waste Disposal Semiannual Rept,Jan-June 1991,” reflecting change in total curies 
shipped offsite for disposal or burial. 

CONVERSE,R. Power Authority of the State of New York (New York Power Authority). 
91/08/30. MARTIN,T.T. Region 1 (Post 820201). Ip. 58954:280-58954:281. 

-9109040348 Amended page to “JA Fitzpatrick Nuclear Power Plant Effluent & Waste 
Disposal Semiannual Rept,Jan-June 1991.” 

* Power Authority of the State of New York (New York Power Authority). 91 /06/30. 
Ip. 58954:281-58954:281. 

9109100330 Monthly operating rept for Aug 1991 for JA Fitzpatrick Nuclear Power 
Plant.W/910904 ltr. 

COOK.J., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 91/08/31. 5pp. 59080:356-59080:360. 


S. Reportable occurrences, LERs & related correspondence 

9109160203 LER 91-013-00:on 910731,both standby liquid control sys declared 
inoperable.Caused by loss of pump discharge accumulator precharge.Both accumula¬ 
tors immediately recharged & placed on increased monitoring.W/910827 ltr. 

GRADY,M., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 91/08/27. 5pp. 59127:067-59127:071. 

9109110138 LER 91-014-00:on 910717,inboard LPCI injection valve failed to 
open.Caused by hydraulic locking of valve bonnet.AII four valves were modified to 
place bonnet veht to high pressure side of valves.W/910904 ltr. 

GRADY,M., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 91/09/04. 6pp. 59095:276-59095:281. 

9109270193 LER 91-015-00:on 910819,high pressure coolant injection sys 
inoperable.Caused by slow response time due to changed hydraulic valve setting due 
to deficient procedure. Relief valve setpoint adjusted. 

MURPHY,D., CONVERSE,R.J. Public Service Co. of New Hampshire. 91/09/18. 5pp. 
59263:221-59263:225. 


T. Hearing transcripts on non-antltrust matters 

9109100079 Transcript of ASLB 910905 proceedings in Syracuse,NY in ref to util JA 
Fitzpatrick plant & DM Manning,SRO suspension.Pp 1-59. 

* Atomic Safety and Licensing Board Panel. 91/09/05. 61pp. 59077:259-59077:325. 


V. Operator Examinations 

9109160190 Mod of 910502 order suspending license (effective immediately) for min of 
three yrs from date of order.License may be reinstated &/or renewed pending evi¬ 
dence that holder completed three yr drug rehabilitation program. 

SNIEZEK.J.H. Dep Exec Dir for Nuc Reactor Reg,Regional Operations & Research 
(Post 890205). 91/08/09. MANNING.D.M. Affiliation Not Assigned. 7pp. 59108:177- 
59108:183. 
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$109170046 Ack receipt of 910820 I4r informing NRC of steps taken to correct violations 
noted in confirmatory action Itr CAL-RI-91-10. . 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. FITZPATRICKJ. Power Au¬ 
thority of the State of New York (New York Power Authority). 2pp. 59109:056- 
59109:058. 


—9109170053 Responds to violations noted in confirmatory action Itr CAL-RI-91-10.Cor- 
rective actions:addl training provided for licensed operators in print reading & written & 

operating exams administered during wk of 910610. . w , „ . _ 

CONVERSE, R.J. Power Authority of the State of New York (New York Power Author¬ 
ity). 91/08/20. MARTIN.T.T. Region 1 (Post 820201). Ip. 59109:058-59109:058. 

9109270110 Extends invitation to power reactor operator license examiners/training 
managers meeting on 911106-07 in King of Prussia,Pennsylvania.Forwards preliminary 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. ^ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
en cl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109170115 Forwards insp repts 50-334/91-10 & 50-412/91-10 on 910517- 0719.No 
violations noted. ,. _ 

LANNING.W.D. Region 1 (Post 820201). 91/08/23. SIEBER.j.D. Duquesne Light Co. 
3pp. 59110:260-59110:276. 


HODGESjClW. Redon 1 (Post 820201). 91/09/19. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 5pp. 59217:083-59217:087. 

DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 

F. Security, medical, emergency & fire protection plans 


-9109170122 Insp repts 50-334/91-10 & 50-412/91-10 on 910517-0719.No violations 
noted.Major areas inspected: fuel handling & startup physics testing. 

TRAPPJ.M., EAPEN.P.K. Region 1 (Post 820201). 91/08/22. 14pp. 59110:263- 
59110:276. 

9109040023 Forwards insp rept 50-334/91-11 on 910603-14 & notice of violation. 
DURR.J.P. Region 1 (Post 820201). 91/08/26. SIEBER.J.D. Duquesne Ught Co. 3pp. 
58935:075-58935:088. 


9109170199 Advises that changes to physical security plan & Rev 12 to guard training & 
qualification plan,submitted via 910417 Itr,consistent w/provisions of 10CFR50.54(p) & 
acceptable for inclusion into plans. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. SIEBER.J.D. Duquesne Light Co. 
3pp. 59127:140-59127:142. 


9109040089 Forwards insp repts 50-334/91-16 & 50-412/91-16 on 910708- 10.Correc¬ 
tive actions reviewed.Six of seven items dosed. One item addressed two concerns. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. SIEBER.J.D. Duquesne Ught 
Co. 2pp. 58935:347-58935:354. 


-9109040100 Insp repts 50-334/91-16 & 50-412/91-16 on 910708-10.One of seven 
items remain open involving two parts.Major areas inspected:corrective actions taken 
to address deficiencies identified during EOP insp on 900226-0307. 

BRIGGS,LE., ESELGROTH.P.W. Region 1 (Post 820201). 91/08/26. 6pp. 58935:349- 
58935:354. 


9109160117 Forwards FEMA 910724 Itr which transmitted Region III rept for 990591 
full-participation exercise at Beaver Valley Power Station.Two deficiencies involving is¬ 
suance & communication of protective actions identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. SIEBER.J.D. Duquesne Ught Co. 
3pp. 59097:250-59098:046. 


-9108160094 Forwards final exercise rept for 900501 full participation exercise of off¬ 
site radiological emergency response plans site-specific to plant. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/07/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
59097:253-59097:254. 


-9108160099 “Radiological Emergency Preparedness Exercise Evaluation Rept,” for 
900501 exercise. 

* Federal Emergency Management Agency. 91/02/08. 152pp. 59097:255-59098:046. 


P. Operating license stage documents & correspondence 


-9109040047 Notice of violation from insp on 910603-14.Vioiation noted:licensee failed 
to identify,record & evaluate linear indication on weld P12-H1-S-OS. 

* Region 1 (Post 820201). 91/08/26. Ip. 58935:078-58935:078. 

-9109040064 Insp rept 50-334/91-11 on 910603-14.Violations noted.Major areas 
inspectedrchemical vol control,safety injection sys & licensee procedures used for 
nondestructive evaluation & evaluation results. 

HARRIS,R.H., PETERSON,P.M., MODES,M.C. Region 1 (Post 820201). 91/08/02. 
12pp. 58935:079-58935:088. 

9109050146 Responds to 910729 Itr re violations noted in Insp Repts 50-334/91-14 & 
50-412/91-14.Corrective actions:monthly operating surveillance tests revised to allow 
operation of EDG w/altemate lube oil strainer on one time basis. 

SIEBER.J.D. Duquesne Ught Co. 91/08/26. Document Control Branch (Document 
Control Desk). 3pp. 59030:273-59030:275. 

9109040089 Forwards insp repts 50-334/91-16 & 50-412/91-16 on 910708- lO.Correc- 
tive actions reviewed.Six of seven items closed. One item addressed two concerns. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 58935:347-58935:354. 

-9109040100 Insp repts 50-334/91-16 & 50-412/91-16 on 910708-10.One of seven 
items remain open involving two parts.Major areas inspected:corrective actions taken 
to address deficiencies identified during EOP insp on 900226-0307. 

BRIGGS,LE., ESELGROTH.P.W. Region 1 (Post 820201). 91/08/26. 6pp. 58935:349- 
58935:354. 

9109170048 Forwards insp rept 50-334/91-12 & 50-412/91-12 on 910610-14. No viola¬ 
tions noted. 

DURR.J.P. Region 1 (Post 820201). 91/09/05. SIEBER.J.D. Duquesne Ught Co. 2pp. 
59109:064-59109:071. 

-9109170054 Insp repts 50-334/91-12 & 50-412/91-12 on 910610-14.No violations 
noted.Major areas inspectedireview of water chemistry program. 

KAPLAN,H., GRAY.E. Region 1 (Post 820201). 91/08/29. 6pp. 59109:066-59109:071. 


9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

—9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK.G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT,R.J. Project Directorate 111-2. 3pp. 59237:164-59237:166. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON.J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 

9109200195 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability .endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SIEBER.J.D. Duquesne Ught Co. 
3pp. 59156:144-59156:146. 

9109230043 Forwards amend 160 to license DPR-66 & safety evaluation. Amend re¬ 
vises TS re max power-operated relief valve setpoint for LTOP & min enable temp for 
initiation of LTOP sys. 

DE AGAZSO.A.W. Project Directorate 1-4. 91/09/13. SIEBER.J.D. Duquesne Ught Co. 
2pp. 59186:316-59186:334. 

-9109230047 Amend 160 to license DPR-66,revising Tech Specs re max power-operat¬ 
ed relief valve setpoint for LTOP sys & min enable temp for initiation of LTOP sys. 
STOLZ.J.F. Project Directorate 1-4. 91/09/13.13pp. 59186:318-59186:330. 


9109240216 Forwards Enforcement Conference repts 50-334/91-14 & 50-412/91-14 on 
910805 & notice of significant licensee meeting. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/12. SIEBER.J.D. Duquesne Light 
Co. 2pp. 59183:090-59183:297. 

-9109240226 Enforcement Conference insp repts 50-334/91-14 & 50-412/91-14.Viola¬ 
tions noted.Major areas inspected:loss of control room habitability envelope & failure 
to perform ISI on certain welds during first 10-yr interval at plant. 

RULAND.W.H. Region 1 (Post 820201). 91/09/10. 200pp. 59183:094-59183:297. 

9109240305 Forwards insp rept 50-334/91-15 on 910708-12.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 91/09/12. SIEBER.J.D. Duquesne Ught Co. 2pp. 
59184:236-59184:245. 

-9109240306 Insp rept 50-334/91-15 on 910708-12.No violations noted. Major areas 
inspected:previous electrical cable separation violations including implementation of 
“Cable Separation Issues Resolution Program Plan.” 

WOODARD,C.H., ANDERSON,C.J. Region 1 (Post 820201). 91/08/13. 8pp. 
59184:238-59184:245. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Unk in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


—9109230049 Safety evaluation supporting amend 160 to license DPR-66. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 4pp. 
59186:331-59186:334. 

9109260077 Notifies NRC of change in schedule for submittal of individual plant exam 
reptsJntends to extend schedule for Unit 2 submittal to 911129 & Unit 1 submittal to 

SIEBER.J.D. Duquesne Ught Co. 91/09/18. Document Control Branch (Document 
Control Desk). Ip. 59219:001-59219:001. 


Q. inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9109040426 “Semiannual Radioactive Effluent Release Rept for Period Jan-June 
1991.” W/910823 Itr. 

SIEBER.J.D. Duquesne Light Co. 91/06/30. 97pp. 59003:173-59003:272. 

9109160244 Forwards “NPDES Discharge Monitoring Rept for Beaver Valley Power Sta¬ 
tion for Jul 1991" & NPDES noncompiiance rept. 

NOONAN,T.P. Duquesne Light Co. 91/08/23. Document Control Branch (Document 
Control Desk). 1 p. 59119:016-59119:076. 

-9109160247 “NPDES Discharge Monitoring Repts for Beaver Valley Power Station for 
Jul 1991.” W/910823 Itr. 

NOONAN,T.P. Duquesne Ught Co. 91/07/31. 60pp. 59119:019-59119:076. 

9109160325 Forwards monthly operating repts for Aug 1991 for Beaver Valley Units 1 & 
2 & revised rept for Jul 1991 for Beaver Valley Unit 1. 

SIEBER.J.D. Duquesne Light Co. 91/09/09. Document Control Branch (Document 
Control Desk). 1 p. 59119:233-591 1 9:244. 
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-9109160326 Monthly operating repts for Aug 1991 for Beaver Valley Units 1 & 2. 
JONES,D.T., WINGER,M.A. Duquesne Light Co. 91/08/31. 8pp. 59119:234- 

59119:241. 

-9109160327 Revised monthly operating rept for Jul 1991 for Beaver Valley Unit 1. 
WINGER,M.A., JONES,D.T. Duquesne Light Co. 91/07/31. 3pp. 59119:242- 

59119:244. 


S. Reportable occurrences, LERs & related correspondence 

9109160244 Forwards “NPDES Discharge Monitoring Rept for Beaver Valley Power Sta¬ 
tion for Jul 1991” & NPDES noncompfiance rept. 

NOONAN.T.P. Duquesne Light Co. 91/08/23. Document Control Branch (Document 
Control Desk). Ip. 59119:016-59119:076. 

-9109160246 NPDES noncompliance notification:on 910703,Unit 1 chemical waste 
sump at Discharge 101 exceeded daily max spec of 100.00 mg/1 total suspended 
solids.Regenerant hold tanks inspected for excessive corrosion. 

NOONAN.T.P. Duquesne Light Co. 91/08/23. Environmental Protection Agency. 2pp. 
59119:017-59119:018. 

-9109160247 ‘‘NPDES Discharge Monitoring Repts for Beaver Valley Power Station for 
Jul 1991.” W/910823 Itr. 

NOONAN,T.P. Duquesne Light Co. 91/07/31. 60pp. 59119:019-59119:076. 

9109100231 Forwards corrected copy of 910826 Itr .transmitting LER 91-024-0.Ltr 
Number ND3MNO:3180 should have been ND3MNO:3179. 

NOONAN.T.P. Duquesne Light Co. 91/09/04. Document Control Branch (Document 
Control Desk). Ip. 59083:063-59083:070. 

9109110010 Revised Part 21 rept re failure of Crosby spring relief valves during 
testing.Valve prematurely lifted during sixth & seventh refueling outages due to use of 
stainless instead of carbon steel.Springs.w/new matl.installed at facility. 

NOONAN.T.P. Duquesne Light Co. 91/09/04. Document Control Branch (Document 
Control Desk). 4pp. 59088:327-59088:330. 

9109110021 Forwards LER 91-021-01.Rev issued to clarify method of control rod inser¬ 
tion & failure description of affected fuse. 

NOONAN.T.P. Duquesne Light Co. 91/09/06. Document Control Branch (Document 
Control Desk). 3pp. 59215:291-59215:297. 

-9109110025 LER 91-021 -01 :on 910718,when control bank B selected & demanded to 
insert,rod control sys urgent alarm came on. Caused by blown fuse & fuse indicator in 
1 BD power cabinet. Control rods inserted by manually opening trip breaker. 
NOONAN.T.P. Duquesne Light Co. 91/09/06. 4pp. 59215:294-59215:297. 


V. Operator Examinations 

9109270032 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. SIEBER.J.D. Duquesne Light Co. 
5pp. 59216:126-59216:130. 
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P. Operating license stage documents & correspondence 

9109240329 Requests review of end info re allegation RII-91-A-0072 & comments for¬ 
warded within 45 days of receipt of Itr.EncI withheld (ref 10CFR2.790). 

REYES,L.A. Region 2 (Post 820201). 91/04/30. BEARD.P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59184:303-59184:305. 

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases 
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84, “Design & 
Fabrication Acceptability ASME Section ill.Div 1.” 

NORRIS,J.A. Project Directorate 11-2. 91/08/27. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 59009:254-59009:255. 

9109060106 Summary of 910821 meeting w/utii in Rockville,MD re status of all active 
licensing issues. 

NORRIS,J.A. Project Directorate 11-2. 91/08/27. Project Directorate 11-2. 2pp. 
59016:012-59016:013. 

9109160009 Informs that changes to topical QA rept consistent w/ provisions of 
10CFR50,App B requirements & acceptable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. GOLDBERG,J.H. Florida Power & 
Ught Co. 5pp. 59096:288-59096:293. 

9109170129 Notice of denial of amends to Licenses DPR-67 & NPF-16,per 871222 ap¬ 
plication & as modified by 900827 Itr.Advises that licensee may demand hearing w/ 
respect to denial by 911009. 

BERKOW.H.N. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/30. 2pp. 59120:074-59120:075. 

9109100270 Requests relief from 910929 quarterly CEA test due to proximity to 911018 
refueling outage. 

GOLDBERG,XH. Florida Power & Light Co. 91/09/03. Document Control Branch 
(Document Control Desk). Ip. 59087:172-59087:172. 

9109130106 Notification of 910920 meeting w/utii in Rockville,MD to discuss status of 
licensing actions. 

NORRIS,J.A. Project Directorate 11-2. 91/09/10. BERKOW.H.N. Project Directorate II- 
2. 3pp. 59107:243-59107:245. 

9109130232 Grants request to be relieved from performing last quarterly test prior to 
scheduled outage based on successful results from testing of CEAs five times since 
commencement of testing program & short duration of extension of testing. 

NORRIS,J.A. Project Directorate 11-2. 91/09/10. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 59113:043-59113:044. 


9109170325 Forwards amend 109 to license DPR-67 & safety evaluation. Amend de¬ 
letes facility Unit 1 TS 3/4.2.2, “Total Planar Radial Peaking Factor F(txy)” & all of 
refs. 

NORRIS,J.A. Project Directorate 11-2. 91/09/10. GOLDBERG,J.H. Florida Power & 
Ught Co. 3pp. 59117:321-59117:360. 

-9109170328 Amend 109 to license DPR-67,deleting facility unit 1 TS 3/4.2.2, “Total 
Planar Radial Peaking Factor-F(txy)” & all refs. 

BERKOW.H.N. Project Directorate 11-2. 91/08/10. 20pp. 59117:324-59117:342. 

-9109170331 Safety evaluation supporting amend 109 to license DPR-67. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 4pp. 
59117:343-59117:360. 

9109180166 Summary of 910718 meeting w/util in Rockville.MD re status of outage ac¬ 
tivities at facility & licensing activities under util Corporate Nuclear Licensing Group. 
AULUCK.R., NORRIS,J.A. Project Directorate 11-2. 91/09/12. Project Directorate 11-2. 
2pp. 59133:351-59133:352. 

9109180230 Forwards SE & TER supporting info submitted per 10CFR50.63 & providing 
plan & schedule for conformance w/station blackout rule. 

NORRIS,J.A. Project Directorate 11-2. 91/09/12. GOLDBERG,J.H. Florida Power & 
Ught Co. 4pp. 59134:208-59134:253. 

-9109180234 Safety evaluation supporting design & proposed method of dealing w/sta¬ 
tion blackout pending commitment to implement documented requests. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 11pp. 
59134:212-59134:253. 

9109190258 Forwards unsatisfactory performance testing incident repts, per 
10CFR26.Test specimens submitted to Roche Biomedical Labs for evaluation. 
BOHLKE.W.H. Florida Power & Light Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 22pp. 59201:313-59201:338. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109230234 Notification of contract execution: “Electrical Distribution Sys Functional 
Insp - St Lucie," awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
59187:059-59187:061. 

-9109230237 Ltr contract awarding Task Order 21 to, “Electrical Distribution Sys Func¬ 
tional insp - St Lucie,” awarded to AECL Technologies. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12 . SHIFLETT.D.R. AECL Technologies. 2pp. 59187:060-59187:061. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230218 Forwards evaluation criteria for licensee to use to assess adequacy of pro¬ 
gram w/respect to Action 3 of NRC Bulletin 88-08, ‘Thermal Stresses in Piping Con¬ 
nected to RCS,” per util 880928 response to subj bulletin. 

NORRIS,J.A. Project Directorate 11-2. 91/09/16. GOLDBERG,J.H. Florida Power & 
Light Co. 6pp. 59191:159-59191:164. 

9109230241 Forwards audit trip rept on audit of C-E Owners Group pressurizer surge 
line thermal stratification evaluation program to address NRC Bulletin 88-011 issues & 
NRC review of CEN-387-P. 

NORRIS,J.A. Project Directorate 11-2. 91/09/16. GOLDBERG,J.H. Florida Power & 
Ught Co. 21pp. 59191:108-59191:128. 


R. Periodic operating reports & related correspondence 


9109040485 Combined semiannual radioactive effluent release rept for Jan-June 
1991 .W/910826 Itr. 

SAGER,D.A. Florida Power & Ught Co. 91/06/30. 26pp. 59008:322-59008:347. 

9109190126 Monthly operating repts for Aug 1991 for St Lude,Units 1 & 2.W/910911 
Itr. 

BREEN,J.J., SAGER,D.A. Florida Power & Light Co. 91/08/31. 9pp. 59164:163- 
59164:171. 


S. Reportable occurrences, LERs & related correspondence 


9109040362 Special repton 910801 .entire meterological station removed from svc for 
greater than seven days due to planned plant mod to replace obsolete meterological 
equipmentMods & instrument calibr will be completed on or before 910829. 
SAGER.D.A. Florida Power & Light Co. 91 /08/26. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58997:057-58997:058. 
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V. Operator Examinations 

9109100098 Advises that administration of written exams scheduled for 911018 & oper¬ 
ating exams scheduled for 911021 .Ref matfs listed on end should be provided by 
910821. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/16. GOLDBERG,J.H. Florida Power & 
Light Co. 12pp. 59022:094-59022:105. 

9109030103 Forwards Rev 12 to "Training & Qualification Plan,” consisting of summary 
of changes & marked up copy of revised pages & direction for incorporating rev into 
plan. 

SAGER.DA Florida Power & Light Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58953:001-58953:084. 

-9109030117 Rev 12 of ‘Training & Qualification Plan.” 

SAGER.DA Florida Power & Light Co. 91/08/16. 80pp. 58953:004-58953:084. 


9109200143 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59156:198-59156:200. 

9109260159 Forwards info forwarded to NRC re activities at facility,for review & 
followup.EncI withheld (ref 10CFR2.790(a)). 

HEHL.C.W. Region 1 (Post 820201). 91/09/11. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59209:279-59209:280. 

9109230155 Discusses normal station svc transformer A & load ctr transformer tap set¬ 
tings for Haddam Neck & Millstone Nuclear Power Station units. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/09/17. Document Control Branch (Document Control Desk). 3pp. 59191:355- 
59191:357. 
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F. Security, medical, emergency & fire protection plans 

9109180113 Revised EPIPs,including Rev 5 to EPIP 4005,Rev 8 to EPIP 4006„Rev 8 to 
EPIP 4007,Rev 5 to EPIP 4227,Rev 9 to EPIP 4301,Rev 5 to EPIP 4305B,Rev 6 to 
EPIP 4606,Rev 11 to EPIP 4112-1 & Rev 3 to EPIP Form 4606-1. 

BUCH.W.H., DEMBEK.T., BROOKS,LD. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 91/08/21. 200pp. 59137:251-59138:129. 

9109190216 Rev 4 to EPIP 4013, "Control Room Data Coordinator." 

BUCH.W.H., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
91/09/15. 6pp. 59165:284-59165:289. 


H. General correspondence 

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi¬ 
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 / 
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:187- 
59217:195. 


P. Operating license stage documents & correspondence 

9109130240 Forwards info re activities at facility for review & followup.Requests that re¬ 
sults of review & disposition of matters be submitted within 30 days of Itr receiptEncI 
withheld (ref 10CFR2.790(a)). 

HEHLC.W. Region 1 (Post 820201). 91/08/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 2pp. 
59113:033-59113:034. 

9109030101 Requests results of review & disposition of matters re end 10CFR2.790(a) 
info issues.lnfo requested within 30 days of receipt of Itr.W/o end. 

HEHLC.W. Region 1 (Post 820201). 91/08/14. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58951:080-58951:081. 

9109090025 Requests that results of review & disposition be submitted within 30 days. 
HEHLC.W. Region 1 (Post 820201). 91/08/16. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59049:119-59049:120. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109240200 Ack receipt of 910730 Itr informing NRC of steps taken to correct violations 
noted in combined insp rejpts 50-245/91-11,50-336/91-14 & 50-423/91-14. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59183:071-59183:079. 

9109170056 Forwards insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 
910708-12 & 22-26.Weak performance noted. 

HEHL.C.W. Region 1 (Post 820201). 91/09/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59109:107-59109:136. 

-9109170064 Insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 910708-12 & 
22-26.Major areas inspected:extent of performance related problems identified in most 
recent SALP rept. 

SUMMERS,R., MEYER,G. Region 1 (Post 820201). 91/08/29. 27pp. 59109:1 ID- 
59109:136. 

9109240084 Forwards safety insp rept 50-336/91-18 on 910623-0814. Overall operation 
of facility continued to be satisfactory. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/06. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 59173:204-59173:272. 

-9109240094 Insp rept 50-336/91-18 on 910623-0814,Overall operation of facility con¬ 
tinued ' to be satisfactory.Major areas inspected: plant operations,radiological 
controls,maint,surveillance, licensee self-assessment & periodic repts. 

KELLY,E.M. Region 1 (Post 820201). 91/09/05. 66pp. 59173:207-59173:272. 


9109090195 Requests review & disposition of matters re activities at facility,per allega¬ 
tion R1-91 -A-0074.Response requested within 30 days of receipt of Itr.End withheld 
(ref 10CFR2.790(a)). 

HEHLC.W. Region 1 (Post 820201). 91/08/16. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59049:004-59049:005. 

9109030196 Requests that results of review & disposition of matters concerning activi¬ 
ties at fadlity be submitted to Region I within 30 days of receipt of Itr. 

HEHL,C.W. Region 1 (Post 820201). 91/08/20. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58951:041-58951:042. 

9109160133 Forwards info received by NRC re activities at facility. Results of review & 
disposition of matters should be submitted to Region I within 30 days of receipt of 
Itr.EncI withheld (ref 10CFR2.790(b)). 

HEHLC.W. Region 1 (Post 820201). 91/08/21. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59108:173-59108:174. 

9109160137 Forwards info received by NRC re activities at facility. Results of review & 
disposition of matter should be submitted to NRC within 30 days of receipt of Itr.EncI 
withheld (ref 10CFR2.790(b)). 

HEHLC.W. Region 1 (Post 820201). 91/08/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59108:175-59108:176. 

9109040151 Concludes that changes to util QA program acceptable in that QA program 
continues to satisfy criteria of App B of 10CFR50. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/23. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
3pp. 58998:236-58998:238. 

9109040099 Forwards operability,reportability & communications task group final rept. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
08/26. Document Control Branch (Document Control Desk). 15pp. 58996:287- 


9109130040 Forwards 910507-08 audit trip rept re review of status of C-E Owners 
Group program on reanalysis of pressurizer surge line for thermal stratification effects 
concerning Bulletin 88-011. 

VISSING.G.S. Project Directorate 1-4. 91/09/09. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic 
Power Co. 11pp. 59186:230-59186:240. 

9109230012 Forwards radiological controls insp repts 50-245/91-15, 50-336/91-21 & 
50-423/91-17 on 910812-16.No violations noted.Severai commendable initiatives 
noted including enhancement of high radiation area access point. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59156:057-59156:070. 

—9109230015 Radiological controls insp repts 50-245/91-15,50-336/91-21 & 50-423/ 
91-17 on 910812-16.No violations noted.Major areas inspected:action on previous 
insp findings,organization & staffing & training & qualification. 

NIMITZ.R.L, PASCIAK.W.J. Region 1 (Post 820201). 91/09/09. 12pp. 59156:059- 
59156:070. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194 


R. Periodic operating reports & related correspondence 

9109110008 Forwards “Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Ra¬ 
dioactive Effluents ReptJan-June 1991." Annual radioactive effluents dose rept will 
include assessment of doses due to liquid/gaseous effluents. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/08/30. Document Control Branch (Document 
Control Desk). 1 p. 59091:078-59091:161. 


9109040441 Forwards invoices received by utils for FY91 annual matls license 
fees.Payment of listed invoices will be made by wire transfer on 910906. 
MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities) 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 91/08/30. License Fee & Debt Collec¬ 
tion Branch (Post 890827). 8pp. 59017:266-59017:273. 

9109110300 Forwards Rev 14 to QA program. 

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001- 

ac\ rr 


-9109110009 "Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Radioactive 
Effluents RepUan-June 1991." 

* Nor^ea^Nudear Energy Co. (subs, of Northeast Utilities). 91/06/30. 56pp. 


'"TT JZZtJr; 7.Zs. Wf.u. y upwmmg rept ror aug Tor Millstone Unit 2 & re- 
f° r Jul 1991 .consisting of operating data rept sheet. 
wSrhS?; Ener fly 9?- (subs, of Northeast Utilities). SCACE.S.E. 
5912V072^591^vb77 /09/10 ‘ Document Controi Bra nch (Document Control Desk). Ip. 
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-9109170254 Monthly operating rept for Aug 1991 for Millstone Unit 2. 

GIBSON.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/08/31. 
4pp. 59121:073-59121:076. 

-9109170255 Revised monthly operating rept for Jul 1991 for Millstone Unit 2. 
NERON.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/07/31. Ip. 
59121:077-59121:077. 


$. Reportable occurrences, LERs & related correspondence 

9109030005 LER 91-006-01 :on 910330,Surveillance Requirement Section 4.0.5 re in- 
service insp of ASME Code Class 1,2 & 3 components not performed within 92 day 
interval.Caused by inadequate planning.Schedule enhanced.W/910816 Itr. 
CRISCIONE.J.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/08/16. 3pp. 58980:056-58980:058. 

9109040487 Forwards info re 910726 loss of control room annunciators for more than 
15 minutes.Caused by addl 60-volt dc inputted to power supply in addition to normal 
120-volt ac.New power supplies installed & Tech Spec change requested. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/08/27. LAZARUS,W.J. Region 1 (Post 820201). 
9pp. 59008:348-59008:356. 

9109100402 Informational rept:on 910726,discovered that main control board annunica- 
tor sys inoperable.Caused bv failure of -12 volt-dc modules in annunicator power 
supply assemblies PS1A & PS1B. Power supply replaced & spare unit installed. 
SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 91/09/03. Document Control Branch (Document Control Desk). 
10pp. 59060:002-59060:011. 

9109240327 LER 91 -008-01 :on 910525,reactor tripped due to low steam generator 
pressure.Caused by ineffective coordination between reactor & turbine shutdown.CR 
operating shift completed applicable portions of EOP-2525.W/910913 Itr. 
KOMOSKY.G.E, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/09/13. 4pp. 59214:110-59214:113. 


V. Operator Examinations 

9109270045 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 5pp. 59216:199-59216:203. 
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F. Security, medical, emergency & fire protection plana 

9109130161 Rev 18 to EPIP-1.01, “Emergency Manager Controlling Procedure.” W/ 
910906 Itr. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/06. 67pp. 
59113:055-59113:118. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9101170258 Discusses implementation of amends to Tech Specs required surveil¬ 
lances & outlines addl actions to prevent recurrence at any plant. 

LAINAS.G.C. Assistant Director for Region II Reactors. 91/01/14. REYES,L.A. Region 
2 (Post 820201). 3pp. 59135:256-59135:258. 

9109030017 Provides info re revs & changes to ECCS evaluation models used in exist¬ 
ing licensing analyses.Info also concerns effect of changes upon existing analyses for 
facilities. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk). 28pp. 58926:253-58926:280. 

9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for 
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104, “Rad- 
waste Process Control Program.” 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk), ip. 58939:001-58939:046. 

-9109030048 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program.” 

* Virginia Power (Virginia Electric & Power Co.). 91/05/03. 16pp. 58939:030- 
58939:046. 

9109100309 Informs that changes to operational QA program consistent w/provisions in 
10CFR50,App B & acceptable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 59023:014-59023:017. 

9109040379 Application for amends to Licenses NPF-4 & NPF-7,changing TS Table 3.3- 
4 re station blackout,loss of voltage & undervoltage trip setpoints & allowable values 
located in Spec 3.3.2 on ESFAS instrumentation trip setpoints. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). 9pp. 58996:342-58996:356. 

—9109040382 Proposed Tech Spec Table 3.3-4 re station blackout,loss of 
voltage,degraded voltage,trip setpoints & allowable values. 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 6pp. 58996:351-58996:356. 

9109100132 Forwards nonproprietary WCAP-13035 & proprietary WCAP-13034, “North 
Anna Unit 1 Steam Generator Operating Cycle Evaluation” & request for withholding 
WCAP-13034 per 10CFR2.790. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/30. Document 
Control Branch (Document Control Desk). 2pp. 59089:050-59090:028. 


-9109100139 Requests that proprietary WCAP-13034, “North Anna Unit 1 Steam Gen¬ 
erator Operating Cycle Evaluation,” be withheld per 10CFR2.790. 

DIPIAZZA.R.P. Westinghouse Electric Corp. 91/08/27. Document Control Branch 
(Document Control Desk). 11pp. 59089:052-59089:062. 

-9109100143 “North Anna Unit 1 Steam Generator Operating Cycle Evaluation." 
WOOTTEN.M.J. Westinghouse Electric Corp. WCAP-13035. 91/08/31. 150pp. 
59089:063-59090:028. 

9109160011 Forwards summary & list of attendees for 910819 meeting w/ util.W/o 
end. 

STOHR.J.P. Region 2 (Post 820201). 91/08/30. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59096:298-59096:300. 

9109130102 Summary of 910710 meeting w/licensee to discuss current licensing ac¬ 
tions going on at facility. 

ENGLE,L.B. Project Directorate 11-2. 91/09/10. Project Directorate 11-2. 3pp. 
59107:142-59107:144. 

9109160235 Summary of 910530 meeting w/util & Westinghouse to discuss status of 
NA-1 1991 SG insp,results & analysis of destructive/nondestructive test of pulled NA- 
1 SG tube.List attendees & slides end. 

ENGLE,L.B. Project Directorate 11-2. 91/09/11. Project Directorate 11-2. 38pp. 

59107:030-59107:067. 

9109260025 Summary of 910627 meeting w/util re updated performance indicators for 
plants including net generation,reactor trips,industrial safety accident rate,actual/ 
planned outage schedule & reliability data. 

ENGLE,L.B. Project Directorate 11-2. 91/09/13. Project Directorate 11-2. 32pp. 

59221:011-59221:042. 

9109200231 Submits suppl response to clarify physical inventory process & discuss de¬ 
termination of nonreportability of recent event re apparent failure to control SNM. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/17. Document 
Control Branch (Document Control Desk). 2pp. 59156:142-59156:143. 

9109250064 Informs of addl equipment mods necessary to install flow instruments on 
EDG fuel oil transfer pumps,per 900614 submittal re Rev 6 to ASME Section XI in- 
service testing program plan for pumps & valves. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/18. Document 
Control Branch (Document Control Desk). 2pp. 59200:323-59200:324. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100048 Forwards insp repts 50-338/91-14 & 50-339/91-14 on 910616- 0720 & 
notice of violation. 

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59021:086-59021:118. 

-9109100055 Notice of violation from insp on 910616-0720.Violation noted:failure to 
evaluate & correct problem w/B svc water header supply isolation to recirculation 
spray HX & subsequent failure of MOV on 910708. 

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. 2pp. 59021:089-59021:090. 

-9109100063 Insp repts 50-338/91-14 & 50-339/91-14 on 910616-0720. Violations 
noted.Maior areas inspected:operations,maint, surveillances,ESF walkdown,mods,LER 
followup & action on previous insp findings. 

LESSER,M.S., MENNING.J.E., FREDRICKSON,P. Region 2 (Post 820201). 91/08/16. 
28pp. 59021:091-59021:118. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090246 Responds to NRC Itr re concerns noted in Insp Repts 50-338/91-09 & 50- 
339/91-09 on 910702.Corrective actions: RHR inlet isolation valves included in MOV 
program w/min & max differential pressure & thrust calculations performed. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/03. Document 
Control Branch (Document Control Desk). 7pp. 59041:311-59041:317. 

9109160235 Summary of 910530 meeting w/util & Westinghouse to discuss status of 
NA-1 1991 SG insp,results & analysis of destructive/nondestructive test of pulled NA- 
1 SG tube.List attendees & slides end. 

ENGLE,L.B. Project Directorate 11-2. 91/09/11. Project Directorate 11-2. 38pp. 
59107:030-59107:067. 

9109170261 Suppls responses to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal 
Stratification,’' per NRC 910808 Itr forwarding SER of WCAP-12639.Spedfic adions & 
responses required by bulletin listed. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 5pp. 59121:067-59121:071. 

9109170267 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-338/91- 
14 & 50-339/91-14 on 910616-0720.Corrective actions:requirements for submitting 
station deviation repts discussed & reemphasized w/appropriate station personnel. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 4pp. 59121:237-59121:240. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 
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R. Periodic operating reports & related correspondence 

9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for 
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104, “Rad- 
waste Process Control Program.” 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Brandi (Document Control Desk). Ip. 58939:001-58939:046. 

-9109030045 Radioactive effluent release rept for North Anna Power Station,Units 1 & 
2 for period Jan-June 1991. 

* Virginia Power (Virginia Electric & Power Co.). 91/06/30. 28pp. 58939:002- 
58939:029. 

-9109030048 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program.” 

* Virginia Power (Virginia Electric & Power Co.). 91/05/03. 16pp. 58939:030- 
58939:046. 

9109030113 Submits semiannual fitness-for-duty program performance data rept for 
910101-0630.Rept includes summaries of mgt sanctions imposed,actions taken to im¬ 
prove pregram & events reported to NRC. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/26. Document 
Control Branch (Document Control Desk). 13pp. 58928:027-58928:039. 

9109160314 Monthly operating repts for Aug 1991 for North Anna Station, Units 1 & 
2.W/910911 Itr. 

MLADEN,C., STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/31. 
13pp. 59119:171-59119:182. 


S. Reportable occurrences, LERs & related correspondence 

9109190072 FOIA request for documents re North Anna Unit 1 & Ginna steam genera¬ 
tor tube rupture events. 

WILLIAMS,O.G. JRA Associates. 91/03/11. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 59176:051-59176:051. 

9109050235 LER 91-017-00:on 910808,spurious closure of “A” main steam trip valve 
occurred causing reactor trip & safety injection. Caused by water entering control relay 
junction box.No significant safety consequences resulted.W/910826 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/08/26. 5pp. 59014:014- 
59014:018. 

9109180241 LER 91-018-00:on 910814,determined that EDG time response testing per¬ 
formed on 74% undervoltage instead of 72% as required by Tech Specs.Caused by 
personnel error.Time response test procedures revised.W/910910 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/09/10. 5pp. 59157:234- 
59157:238. 


T. Hearing transcripts on non-antitrust matters 

9109190086 Partial response to FOIA request for documents.EncI app A documents 
being made available in PDR.App B documents withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/14. WILLIAMS,O.G. JRA Associates. 5pp. 59176:052-59177:263. 


V. Operator Examinations 

9109040503 Requests cancellation of License SOP-4380-3 for SJ Mittan. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk). Ip. 59007:162-59007:162. 
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F. Security, medical, emergency & fire protection plana 

9109130181 Rev 18 to EPIP-1.01, "Emergency Manager Controlling Procedure.” W/ 
910906 Itr. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/06. 67pp. 
59113:055-59113:118. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9101170258 Discusses implementation of amends to Tech Specs required surveil¬ 
lances & outlines addl actions to prevent recurrence at any plant 
LAINAS.G.C. Assistant Director for Region II Reactors. 91/01/14. REYES,L.A. Region 
2 (Post 820201). 3pp. 59135:256-59135:258. 

9109030017 Provides info re revs & changes to ECCS evaluation models used in exist¬ 
ing licensing analyses. Info also concerns effect of changes upon existing analyses for 
facilities. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk). 28pp. 58926:253-58926:280. 

9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for 
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104, “Rad¬ 
waste Process Control Program." 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk). Ip. 58939:001-58939:046. 

-9109030048 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program." 

* Virginia Power (Virginia Electric & Power Co.). 91/05/03. 16pp. 58939:030- 
58939:046. 


9109100309 Informs that changes to operational QA program consistent w/provisions in 
10CFR50,App B & acceptable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 59023:014-59023:017. 

9109040379 Application for amends to Licenses NPF-4 & NPF-7,changing TS Table 3.3- 
4 re station blackout,loss of voltage & undervoltage trip setpoints & allowable values 
located in Spec 3.3.2 on ESFAS instrumentation trip setpoints. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). 9pp. 58996:342-58996:356. 

-9109040382 Proposed Tech Spec Table 3.3-4 re station blackout, loss of 
voltage,degraded voltage.trip setpoints & allowable values. 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 6pp. 58996:351-58996:356. 

9109180011 Forwards summary & list of attendees for 910819 meeting w/ util.W/o 
end. 

STOHR.J.P. Region 2 (Post 820201). 91/08/30. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 59096:298-59096:300. 

9109130102 Summary of 910710 meeting w/licensee to discuss current licensing ac¬ 
tions going on at facility. 

ENGLE.LB. Project Directorate 11-2. 91/09/10. Project Directorate 11-2. 3pp. 
59107:142-59107:144. 

9109260025 Summary of 910627 meeting w/util re updated performance indicators for 
plants including net generation,reactor trips,industrial safety accident rate,actual/ 
planned outage schedule & reliability data. 

ENGLE.LB. Project Directorate 11-2. 91/09/13. Project Directorate 11-2. 32pp. 
59221:011-59221:042. 

9109200231 Submits suppl response to clarify physical inventory process & discuss de¬ 
termination of nonreportability of recent event re apparent failure to control SNM. 
STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/17. Document 
Control Branch (Document Control Desk). 2 pp. 59156:142-59156:143. 

9109250064 informs of addl equipment mods necessary to install flow instruments on 
EDG fuel oil transfer pumps,per 900614 submittal re Rev 6 to ASME Section XI in- 
service testing program plan for pumps & valves. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/18. Document 
Control Branch (Document Control Desk). 2pp. 59200:323-59200:324. 


Q. inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100048 Forwards insp repts 50-338/91-14 & 50-339/91-14 on 910616- 0720 & 
notice of violation. 

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. STEWART,W.L Virginia Power 
(Virginia Electric & Power Co.). 3pp. 59021:086-59021:118. 

-9109100063 Insp repts 50-338/91-14 & 50-339/91-14 on 910616-0720. Violations 
noted.Major areas inspected:operations,maint, surveillances,ESF walkdown,mods,LER 
followup & action on previous insp findings. 

LESSER,M.S., MENNING.J.E., FREDRICKSON,P. Region 2 (Post 820201). 91/08/16. 
28pp. 59021:091-59021:118. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090246 Responds to NRC Itr re concerns noted in insp Repts 50-338/91-09 & 50- 
339/91-09 on 910702.Corrective actions: RHR inlet isolation valves included in MOV 
program w/min & max differential pressure & thrust calculations performed. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/03. Document 
Control Branch (Document Control Desk). 7pp. 59041:311-59041:317. 

9109160034 Forwards response to NRC 910805 request for addi info re second 10-yr 
interval inservice insp program & associated requests for relief. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/09. Document 
Control Branch (Document Control Desk). 350pp. 59114:325-59115:296. 

9109170261 Suppls responses to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal 
Stratification, per NRC 910808 itr forwarding SER of WCAP-12639.Specific actions & 
responses required by bulletin listed. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 5pp. 59121:067-59121:071. 

9109170267 Responds to NRC 910816 Itr re violations noted in insp Repts 50-338/91- 
14 & 50-339/91-14 on 910616-0720.Corrective actions:requirements for submitting 
station deviation repts discussed & reemphasized w/appropriate station personnel. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document 
Control Branch (Document Control Desk). 4pp. 59121:237-59121:240. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link In 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 
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9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for 
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104, “Rad- 
waste Process Control Program.” 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document 
Control Branch (Document Control Desk), ip. 58939:001-58939:046. 

-9109030045 Radioactive effluent release rept for North Anna Power Station,Units 1 & 
2 for period Jan-June 1991. 

* Virginia Power (Virginia Electric & Power Co.). 91/06/30. 28pp. 58939:002- 
58939:029. 

9109030113 Submits semiannual fitness-for-duty program performance data rept for 
910101-0630.Rept includes summaries of mgt sanctions imposed.actions taken to im¬ 
prove program & events reported to NRC. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/26. Document 
Control Branch (Document Control Desk). 13pp. 58928:027-58928:039. 

9109160314 Monthly operating repts for Aug 1991 for North Anna Station, Units 1 & 
2.W/910911 Itr. 

MLADEN,C., STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91 /08/31. 
13pp. 59119:171-59119:182. 


S. Reportable occurrences, LERs & related correspondence 

9109180267 LER 91-005-00:on 910814,determined that degraded voltage relay time 
delay setpoint outside Tech Spec limit.Caused by personnel error.Relay reset & suc¬ 
cessfully tested.W/910909 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/09/09. 4pp. 59157:239- 
59157:242. 

9109270121 LER 91-006-00:on 910905,determined that one of three timer actuation 
relays used in Emergency Bus 2J degraded voltage circuit failed during testing.Caused 
by continuous energization.Electricaljumpers installed.W/910919 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/09/19. 4pp. 59263:200- 
59263:203. 


V. Operator Examinations 

9109040503 Requests cancellation of License SOP-4380-3 for SJ Mittan. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document 
Control Branch (Document Control Desk), ip. 59007:162-59007:162. 
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F. Security, medical, emergency & fire protection plans 

9109110038 Advises that proposed scope & objectives for facility annual radiological 
emergency preparedness exercise, acceptable. 

GREGER.L.R. Region 3 (Post 820201). 91/09/05. ORSER.W.S. Detroit Edison Co. 
Ip. 59053:205-59053:205. 

9109270004 Confirms plans for 911004 mgt meeting w/util in Glen Ellyn,IL to discuss 
current status of & plans for licensed operator requalification program & use of EOPs. 
GREENMAN.E.G. Region 3 (Post 820201). 91/09/23. ORSER.W.S. Detroit Edison Co. 
2pp. 59216:015-59216:016. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8801040464 Forwards response to 870826 request for assistance to clarify several 
Tech Spec questions submitted by Region III. 

EMCH.R.L. Technical Specifications Branch. 87/12/29. STEFANO.J. Project Director¬ 
ate 111-1. 8pp. 59135:136-59135:143. 

-8806030242 Forwards response to Issues 2,3 & 6 re Tech Spec interpretations con¬ 
cerning situational surveillances,startup definition & Tech Spec parameter 
accuracy,respectively,per 870826 request. 

GIARDINA.R.J. Technical Specifications Branch. 88/05/18. QUAY.T. Project Director¬ 
ate 111-1. 7pp. 59135:206-59135:212. 

9109040250 Notification of room change for 910829 meeting w/util in Rockville,MD to 
discuss NRC staff comments re licensing topical rept NEDC-31984, “Generic Evalua¬ 
tions of GE BWR Power Uprate.” 

STRANSKY.R. Project Directorate 111-1. 91/08/07. MARSH,L.B. Project Directorate III- 
1. 4pp. 58982:076-58982:079. 

9109030199 Suppls 901210 & 910308 responses to Suppl 3 to Generic Ltr 89-10, “Con¬ 
sideration of NRC-Sponsored Tests of MOVs.” All MOVs will be evaluated for in¬ 
creased reactor pressure associated w/util power upgrade program. 

CATOLA.S.G. Detroit Edison Co. 91/08/26. Document Control Branch (Document 
Control Desk). 8pp. 58994:169-58994:176. 

9109040314 Summarizes work activities completed to resolve RHR sys small bore 
piping connection vibration issue.Strain gauges installed on most highly stressed in¬ 
strumentation connection & Div II vent modified. 

ORSER.W.S. Detroit Edison Co. 91/08/26. Document Control Branch (Document 
Control Desk). 3pp. 58954:051-58954:053. 

9109040066 Forwards proposed changes to QA program re assignment of responsibil¬ 
ities for procurement document review & receiving insp.Review/insp functions can be 
effectively performed w/o in-line QA functions. 

ORSER.W.S. Detroit Edison Co. 91/08/28. Document Control Branch (Document 
Control Desk). 20pp. 58998:254-58998:274. 

9109100424 Forwards amend 74 to license NPF-43 & safety evaluation. Amend revises 
tech spec by changing ECCS response time requirements for LPCi mode of RHR sys. 
CARPENTER,C.E. Project Directorate IH-1. 91/08/28. ORSER.W.S. Detroit Edison Co. 
2pp. 59050:052-59050:060. 


—9109100427 Amend 74 to license NPF-43,revising tech spec by changing ECCS re¬ 
sponse time requirements for LPCI mode of RHR sys. 

MARSH.L.B. Project Directorate 111-1. 91/08/28. 2pp. 59050:054-59050:057. 

-9109100429 Safety evaluation supporting amend 74 to license NPF-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59050:058-59050:060. 

9109200144 Forwards Amend 75 to License NPF-43 & safety evaluation. Amend ex¬ 
tends surveillance intervals & allowed out of svc time for instrumentation associated 
w/reactor protection sys,ECC,control block function & isolation function. 

CARPENTER,C.E. Project Directorate 111-3. 91 /09/06. ORSER.W.S. Detroit Edison Co. 
3pp. 59171:030-59171:066. 

-9109200152 Amend 75 to License NPF-43,replacing listed pages of App “A” Tech 
Specs w/attached pages. 

MARSH,L.B. Project Directorate 111-1. 91/09/06. 28pp. 59171:033-59171:060. 

-9109200162 Safety evaluation supporting Amend 75 to License NPF-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 6pp. 
59171:061-59171:066. 

9109160269 Summary of 910826 meeting w/util to discuss testing requirements,event 
rioritization & upcoming simulator certification submittal re Simulator Upgrade 
roject.List of attendees end. 

GAMBERONI.M. Project Directorate 111-3. 91/09/09. Project Directorate 111-3. 3pp. 
59107:018-59107:020. 

9109270004 Confirms plans for 911004 mgt meeting w/utii in Glen Ellyn,IL to discuss 
current status of & plans for licensed operator requalification program & use of EOPs. 
GREENMAN.E.G. Region 3 (Post 820201). 91/09/23. ORSER.W.S. Detroit Edison Co. 
2pp. 59216:015-59216:016. 


Q. Inspection reports, IE Bulletins & correspondence 


9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list encl 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9106140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040066 Forwards proposed changes to QA program re assignment of responsibil¬ 
ities for procurement document review & receiving insp.Review/insp functions can be 
effectively performed w/o in-line QA functions. 

ORSER.W.S. Detroit Edison Co. 91/08/28. Document Control Branch (Document 
Control Desk). 20pp. 58998:254-58998:274. 

9109040070 Forwards enforcement conference insp rept 50-341/91-20 on 910822 con¬ 
cerning alleged employment discrimination in violation 10CFR50.7. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/28. ORSER.W.S. Detroit Edison Co. 
4pp. 58935:299-58935:313. 

—9109040082 Enforcement conference insp rept 50-341 /91-20.No violations 
noted.Major areas discussed:evaluation of DOL decision & order & various programs 
& mechanisms preclu ding effect on facility employees. 

DROUIN.B., DEFAYETTE.R.W., CLAYTON,B. Region 3 (Post 820201). 91/08/28. 
11pp. 58935:303-58935:313. 

9109040208 Forwards exam rept 50-341/OL-91-01 on 910805-09.Program rating satis¬ 
factory. 

MILLER,H.J. Region 3 (Post 820201). 91/08/30. ORSER.W.S. Detroit Edison Co. 2pp. 
58936:239-58936:253. 

-9109040221 Exam rept 50-341/OL-91-01 on 910805-09.Exam results:a!l operators 
passed written & JPM portions of exam. 

DOORNBOS.R.L., PETERSON.H., JORDAN,M.J. Region 3 (Post 820201). 91/08/27. 
13pp. 58936:241-58936:253. 

9109170080 “SSI Summary Rept of 1991 (RF-02) Inservice Insp at Fermi-2 Nuclear 
Power Plant.” W/910909 Itr 

SHEFFEL.BJ., ORSER.W.S. Detroit Edison Co. 91/08/30. 500pp. 59128:051- 
59129:251. 

9109100242 Ack receipt of 910812 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-341/91-02. 

CLAYTON.B. Region 3 (Post 820201). 91/09/03. ORSER.W.S. Detroit Edison Co. Ip. 
59023:048-59023:048. 

9109170028 Forwards insp rept 50-341/91-19 on 910812-16 & 21 .No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 91/09/06. ORSER.W.S. Detroit Edison Co. 
2pp. 59109:035-59109:045. 

-9109170035 Insp rept 50-341/91-19 on 910812-16 & 21 .No violations noted.Major 
areas inspected:audits,QA,confirmatory measurements of in-plant radiochemical analy¬ 
ses & primary coolant radiochemistry. 

JANUSKA.A.G., SCHUMACHER,M.C. Region 3 (Post 820201). 91/09/06. 9pp. 
59109:037-59109:045. 

9109170050 Forwards revised pages to insp rept 50-341/91-15. 

CLAYTON.B. Region 3 (Post 820201). 91/09/10. ORSER.W.S. Detroit Edison Co. 
5pp. 59109:075-59109:085. 

-9109170052 Corrected pages to insp rept 50-341/91-15 re open & closed violations & 
open items & inspector notations. 

* Region 3 (Post 820201). 91/09/10. 6pp. 59109:080-59109:085. 
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9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 10/ GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post B70411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109190237 Responds to NRC 910816 Itr re violations noted in Insp Rept 50-341/91- 
15.Corrective actions:memo issued to all site personnel re operating authority notifica¬ 
tion prior to opening energized cabinet 

ORSER.W.S. Detroit Edison Co. 91/09/16. Document Control Branch (Document 
Control Desk). 9pp. 59165:253-59165:261. 


R. Periodic operating reports & related correspondence 

9109040066 Forwards semiannual fitness-for-duty rept for Jan-June 1991. One rept,per 
10CFR26.73,retracted during reporting period. 

ORSER.W.S. Detroit Edison Co. 91/08/29. Document Control Branch (Document 
Control Desk). 5pp. 58998:243-58998:247. 

9109050094 Forwards “Fermi 2 Nuclear Power Plant Semiannual Radioactive Effluent 
Release Rept, Jan-June 1991.” No instances of unmonitored or unplanned radioactive 
releases from site noted during reporting period. 

ORSER.W.S. Detroit Edison Co. 91/08/30. Document Control Branch (Document 
Control Desk). Ip. 59031:037-59031:061. 

-9109050097 “Fermi 2 Nuclear Power Plant Semiannual Radioactive Effluent Release 
Rept,Jan-June 1991." 

* Detroit Edison Co. 91/06/30. 23pp. 59031:038-59031:061. 

9109190133 Monthly operating rept for Aug 1991 for Fermi 2.W/910916 Itr. 

STONE,B.J., DAWSON,E., ORSER.W.S. Detroit Edison Co. 91/08/31. 4pp. 
59164:159-59164:162. 


S. Reportable occurrences, LERs & related correspondence 

9109130231 LER 91-008-01 :on 910424.ESF actuation occurred during performance of 
reactor pressure vessel level transmitter calibr.Caused by trip output logic switch in 
wrong position.Procedures reviewed & revised.W/910906 Itr. 

SIEMASZ.B., ORSER.W.S. Detroit Edison Co. 91/09/06. 6pp. 59116:130-59116:135. 

9109180138 LER 91-017-00:on 910813,valve discovered closed when Group 9 primary 
containment isolation logic for valve inadvertently energized.Caused by personnel 
error.Required reading given to l&C personnel.W/910912 Itr. 

PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 91/09/12. 5pp. 59157:221- 
59157:225. 


V. Operator Examinations 

9109060020 Advises that requalification program evaluation scheduled for wk of 
911202.Ref matl requirements end. 

WRIGHT,G.C. Region 3 (Post 820201). 91/08/22. ORSER.W.S. Detroit Edison Co. 
10pp. 58984:026-58984:035. 

9109040208 Forwards exam rept 50-341/OL-91-01 on 910805-09.Program rating satis¬ 
factory. 

MILLER,H.J. Region 3 (Post 820201). 91/08/30. ORSER.W.S. Detroit Edison Co. 2pp. 
58936:239-58936:253. 

-9109040221 Exam rept 50-341/OL-91-01 on 910805-09.Exam results:all operators 
passed written & JPM portions of exam. 

DOORNBOS.R.L., PETERSON,H., JORDAN,M.J. Region 3 (Post 820201). 91/08/27. 
13pp. 58936:241-58936:253. 

9109270004 Confirms plans for 911004 mgt meeting w/util in Glen Ellyn,IL to discuss 
current status of & plans for licensed operator requalification program & use of EOPs. 
GREENMAN.E.G. Region 3 (Post 820201). 91/09/23. ORSER.W.S. Detroit Edison Co. 
2pp. 59216:015-59216:016. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & lire protection plana 


9109040490 Ack receipt of 910722 response to NRC 910621 request for addl info re 
actions to address outstanding FEMA deficiencies. 

SCARANO.R.A. Region 5 (Post 820201). 91/08/16. CROSS,J.E. Portland General 
Electric Co. 2pp. 59006:354-59006:361. 

9109040013 Discusses newly published NRC rule which affects manner in which data 
transferred from nuclear power plants to NRC operations ctr during accidents classi¬ 
fied as ALERT or higher.Emergency response data sys meeting scheduled. 

MARTIN,J.B. NRC - No Detailed Affiliation Given. 91/08/26. CROSS,J.E. Portland 
General Electric Co. 3pp. 58935:031-58935:033. 

9109170148 Changes to Rev 4 to EP-500,consisting of corrected Table 500-23, 
“Stretcher Inventory List." 

* Portland General Electric Co. 91/08/28. 5pp. 59126:354-59126:357. 

9109050216 Amend 15 errata of Vol I.Book 2 of PGE-1008, “Radiological Emergency 
Response Plan & Procedures Manual." 

GRIDLEY.R.L. Portland General Electric Co. 91/08/30. 4pp. 59018:349-59018:353. 

9109260066 Revised EPIPs,including Rev 1 to EPP/IP 1.2, “Communications & Dis¬ 
semination of Info,” Rev 1 to EPP/IP 2.2, "Onsite Monitoring for Airborne Effluents” & 
Rev 1 to EPP/IP 3.4, “Emergency Respiratory Protection." W/910903 Itr. 
SPOERRY.D.E. Duquesne Light Co. 91/09/03. 126pp. 59218:001-59218:126. 

9109230169 Revised EPIPs,including Rev 6 to EP 001 .consisting of Temporary Change 
Notice T91-532 & Rev 0 to Radiological Emergency Response Plan Implementing 
Procedure EP-503, “Emergency Response....” W/two oversize drawings. 

* Portland General Electric Co. 91/09/12. 32pp. 59234:001-59234:027. 


9109200230 Responds to 910826 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr to discuss issues prior to implementation of ERDS in State of OR. 
SPESSARD.R.L Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. STEWART-SMITH Oregon, State of. 6pp. 59171:154-59171:159. 

9109260034 Revised EPIPs,including rev 8 to EP-103, “Emergency Operations Facility," 
Rev 3 to EP-202, “Radiological Monitoring" & Rev 0 to EP-204, “Deposition Exposure 
Assessment 11 

* Portland General Electric Co. 91/09/16. 110pp. 59203:283-59204:088. 

9109260063 Provides updated response to violations noted in Insp Rept 50-344/91- 
11 .Util ack violation of TS 3.3.3.4.Review of meteorological tower data revealed posi¬ 
tion could not be supported.No corrective actions necessary. 

CROSS,J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59219:002-59219:002. 

9109300122 Forwards response to NRC 910816 request for addl info on actions taken 
prior to restart to satisfy or enhance present methods re App R requirements.Info ad¬ 
dresses effectiveness of addl operator in responding to fire-induced operation. 

CROSS,J.E, WALT.T.D. Portland General Electric Co. 91/09/23. Document Control 
Branch (Document Control Desk). 64pp. 59244:104-59244:168. 


I. Financial information 


9109170025 Forwards “Portland General Corp Annual Rept 1990,” “Eugene Water & 
Electric Board 1990 Annual Rept" & “PacifiCorp Annual Rept,1990.” 

CROSS,J.E. Portland General Electric Co. 91/09/09. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59133:084-59133:236. 

-9109170029 “Portland General Corp Annual Rept 1990." 

HARRISON,K.L. Portland General Electric Co. 90/12/31. 44pp. 59133:086-59133:131. 

-9109170031 “Eugene Water & Electric Board 1990 Annual Rept.” 

HENDRICKSON,S. Eugene Water & Electric Board. 90/12/31. 40pp. 59133:132- 
59133:172. 

“9109170033 “PacifiCorp Annual Rept 1990." 

GLEASON,A.M. PacifiCorp (formerly Pacific Power & Light). 90/12/31. 63pp. 
59133:173-59133:236. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9109100153 Amend 17 to FSAR for Trojan Nuclear Plant.W/910829 Itr. 

CROSS,J.E. Portland General Electric Co. 91/08/29. 250pp. 59057:312-59059:238. 

9109100357 Errata to Amend 17 to FSAR,reflecting change to Chapter 1, Figure 1.2-2 & 
Chapter 9,Figure 9.3 

* Portland General Electric Co. 91/09/05. 6pp. 59061:327-59061:332. 


P. Operating license stage documents & correspondence 


9109050061 Summary of 910612 meeting w/util in Walnut Creek,CA re recent geosci¬ 
ence studies concerning facility.List of meeting attendees & viewgraphs end. 
BEVAN.R.B. Project Directorate V. 91/08/27. Project Directorate V. 27pp. 59009:219- 
59009:245. 

9109060008 Forwards “Trojan Nuclear Plant Core Operating Limits Rept, Trojan Cycle 
14, Jul 1991.” 

CROSS,J.E., WALT.T.D. Portland General Electric Co. 91/08/29. Document Control 
Branch (Document Control Desk). 4pp. 59031:137-59032:038. 

“9109060010 “Trojan Nuclear Plant Core Operating Limits Rept,Trojan Cycle 14,Jul 
1991.” 

* Portland General Electric Co. 91/08/29. 257pp. 59031:141-59032:038. 

9109200325 Forwards SE & TER re topical rept BAW-10178P, “Mark-BW Thermal-Hy¬ 
draulic Applications for Trojan Nuclear Plant.” Rept acceptable for ref in licensing ap¬ 
plication. 

BEVAN.R.B. Project Directorate V. 91/09/13. CROSS,J.E. Portland General Electric 
Co. 3pp. 59157:309-59157:329. 

-9109200328 Safety evaluation re topical rept BAW-10178, “Mark-BW Thermal-Hydrau¬ 
lic Applications." Rept acceptable for ref in licensing application. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 18pp. 
59157:312-59157:329. 

9109300032 Forwards SE re topical rept BAW-10176, “Mark-BW Reload Safety Analysis 
for Trojan.” Rept acceptable for ref in licensing application. 

BEVAN.R. Project Directorate V. 91/09/13. CROSS,J.E. Portland General Electric Co. 
3pp. 59256:295-59256:329. 

“9109300043 Safety evaluation re topical rept BAW-10176, “Mark-BW Reload Safety 
Analysis for Trojan.” Rept acceptable for ref in licensing application. 

ORR.F. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 
32pp. 59256:298-59256:329. 

9109260075 Forwards application for amend to License NPF-1 .consisting of LCA 
217,revising TS to allow outside air dampers for CR to be opened periodically when 
chlorine detectors are inoperable.provided compensatory measures are taken. 
CROSS.J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59217:196-59217:205. 

“9109260078 Application for amend to License NPF-1 .consisting of LCA 217,revising 
TS to allow outside air dampers of CR to be opened periodically when chlorine detec¬ 
tors are inoperable, provided appropriate compensatory measures are taken. 
WALT.T.D. Portland General Electric Co. 91/09/19. 5pp. 59217:197-59217:201. 

“9109260081 Proposed Tech Specs allowing outside air dampers for CR to be opened 
periodically when chlorine detectors are inoperable.provided appropriate compensato¬ 
ry measures are taken. 

* Portland General Electric Co. 91/09/19. 4pp. 59217:202-59217:205. 
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9109300122 Forwards response to NRC 910816 request for addl info on actions taken 
prior to restart to satisfy or enhance present methods re App R requirements.Info ad¬ 
dresses effectiveness of addl operator in responding to fire-induced operation. 
CROSS.J.E.. WALT.T.D. Portland General electric Co. 91/09/23. Document Control 
Branch (Document Control Desk). 64pp. 59244:104-59244:168. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050314 Responds to NRC 910726 Itr re violations noted in insp rept 50-344/91- 
17.Correcth/e actions:statement, “QA Record when Completed," was added to TM 
Log Index form on 910808 by PCR-1358. 

CROSS,J.E. Portland General Electric Co. 91 /08/26. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 59028:353-59028:359. 

9109160152 Forwards insp rept 50-344/91-29 on 910805-09.No violations noted. 
KIRSCH.D. Region 5 (Post 820201). 91/08/30. CROSS,J.E. Portland General Electric 
Co. 3pp. 59097:227-59097:241. 

-9109160162 Insp rept 50-344/91-29 on 910805-09.No violations noted. Major areas 
inspected:design changes,risk assessment of loss of dc busses & followup of previ¬ 
ously identified items. 

HUEY.F.R. Region 5 (Post 820201). 91/08/30. 12pp. 59097:230-59097:241. 

9109170017 Forwards Exam Rept 50-344/OL-91-01 administered on 910806-09. 
FIRSCH.D.F. Region 5 (Post 820201). 91/09/06. CROSS,J.E. Portland General Elec¬ 
tric Co. 2pp. 59120:058-59120:066. 

-9109170019 Exam Rept 50-344/OL-91-01 administered during wk of 910805. Exam 
results:all five reactor operator applicants passed exam. 

SUNDSMO.T.B., MILLER,L.F. Region 5 (Post 820201). 91/09/06. 7pp. 59120:060- 
59120:066. 

9109230018 Ack receipt of 910807 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-344/91-14 on 910708. 

KIRSCH.D.F. Region 5 (Post 820201). 91/09/13. CROSS.J.E. Portland General Elec¬ 
tric Co. Ip. 59156:109-59156:112. 

-9109230019 Responds to NRC 910708 Itr re violations noted in insp rept 50-344/91- 
14.Corrective actions:MR 91-3778 initiated on 910517 to replace valve CC2044 & per¬ 
sonnel have been counseled on need to follow procedural instructions. 

WALT.T.D. Portland General Electric Co. 91/08/07. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59156:110-59156:112. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270021 Ack receipt of 910826 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-344/91-17. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/18. CROSS.J.E. Portland General 
Electric Co. Ip. 59216:084-59216:091. 

9109260063 Provides updated response to violations noted in Insp Rept 50-344/91- 
11 .Util ack violation of TS 3.3.3.4.Review of meteorological tower data revealed posi¬ 
tion could not be supported. No corrective actions necessary. 

CROSS,J.E. Portland General Electric Co. 91/09/19. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59219:002-59219:002. 


R. Periodic operating reports & related correspondence 

9109110289 “Trojan Nuclear Plant Semiannual Radioactive Effluent & Waste Disposal 
Rept,Jan-June 1991.” W/910829 Itr. 

CROSS,J.E., WALT.T.D. Portland General Electric Co, 91/06/30. 58pp. 59100:138- 
59100:195. 

9109050252 Forwards fitness for duty program performance data rept for period Jan- 
June 1991, per 10CFR26.71(d). 

CROSS,J.E. Portland General Electric Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). 11pp. 59029:296-59029:306. 

9109160320 Monthly operating rept for Aug 1991 for Trojan Nuclear Piant.W/910912 Itr. 
ULMER,F.J., ROBINSON.W.R. Portland General Electric Co. 91/08/31. 5pp. 
59119:126-59119:130. 


S. Reportable occurrences, LERs & related correspondence 

9109030044 Part 21 & deficiency rept re defect identified in design of electrical termina¬ 
tion kits supplied by Conax Borp.Existing kits replaced w/environ qualified termination 
kits. 

WALT.T.D., CROSS,J.E. Portland General Electric Co. 91/08/20. Region 5 (Post 
820201). 4pp. 58926:348-58926:351. 

9109040452 LER 91-015-01 :on 910412,single failure of component cooling water pump 
unit cooler occurred without recognition of operators.Caused by single failure 
criterion.Restriction placed on plant operation to prevent entry.W/910830 Itr. 
HARVEY.D.J., ROBINSON,W.R. Pacific Gas & Electric Co. 91/08/30. 8pp. 59009:098- 
59009:105. 


9109100215 LER 91-028-00:on 910808,determined that some fire barrier surveillances 
required by TS had not been completed.Caused by inadequate procedures.Seismic 
gap seals added to penetration fire barrier program.W/910830 Itr. 

HARVEY.D.J., ROBINSON.W.R. Portland General Electric Co. 91/08/30. 6pp. 
59095:184-59095:190. 

9109170089 LER 91-027-00:on 910813,steam generator tube degradation 

occurred.Caused by intergranular attack & outer diameter stress corrosion cracking in 
hot leg lower regions of SG. Tubes will be plugged or sleeved.W/910911 Itr. 
FORD.E.W., ROBINSON.W.R. Portland General Electric Co. 91/09/11. 6pp. 
59157:025-59157:030. 

9109170123 LER 91-020-00:on 910813,auxiliary feedwater flow channel discovered not 
in accordance w/Tech Spec.Caused by personnel error.Surveillance procedures 
revised.W/910912 Itr. 

MICHALK.B., ROBINSON.W.R. Portland General Electric Co. 91/09/12. 7pp. 
59157:043-59157:049. 

9109170235 Revised Part 21 rept re defect in design of bolted-splice electrical termina¬ 
tion kits supplied by Conax Buffalo Corp. Affected terminations removed from plant in 
Mar 1991.Util continuing evaluation of condition. 

CROSS,J.E Portland General Electric Co. 91/09/12. MARTIN,J.B. Region 5 (Post 
820201). Ip. 59121:115-59121:115. 

9109250192 Part 21 rept re design of bolted-splice electrical termination kits supplied by 
Conax Buffalo Corp.Util continuing evaluation of condition. 

CROSS,J.E. Portland General Electric Co. 91/09/12. MARTIN,J.B. Region 5 (Post 
820201). ip. 59200:322-59200:322. 

9109200122 LER 91-029-00:on 910815,potential for control room doses discovered to 
exceed design limits following fuel handling accidentCaused by incorrect 
design.Developing design basis documentation for selected sys.W/910916 Itr. 
FORD.E.W., ROBINSON.W.R. Portland General Electric Co. 91/09/16. 6pp. 
59195:066-59195:071. 


U. Congressional/Executive Correspondence 


9109270157 Responds to 910807 Itr requesting status update of concern voiced by LJ 
Heiser that he was denied permanent employment because he raised safety issues to 
NRC concerning facility. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/19. GORTON.S. 
Senate. Ip. 59252:275-59252:278. 

-9109270165 Requests further response to 910508 Itr on behalf of LJ Heiser re allega¬ 
tions of harassment by POGE. 

GORTON.S. Senate. 91/08/07. RATHBUN.D.K. Congressional Affairs. Ip. 59252:276- 
59252:276. 

-9109270166 Responds to 910508 Itr requesting review of concern voiced by LJ Heiser 
that he was denied permanent employment because he raised safety issue to NRC 
concerning facility. Further investigations will be necessary. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/03. GORTON.S. 
Senate. Ip. 59252:277-59252:278. 


V. Operator Examinations 

9109050098 Notifies of termination of senior operator license for RL Russell,License 
Number SOP-2559-6. 

CROSS,J.E. Portland General Electric Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59026:355-59026:355. 

9109040335 Notifies of termination of Operator License OP-5539-4 for RW 
Monsive,effective 910805. 

CROSS,J.E. Portland General Electric Co. 91/08/29. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:216-58998:216. 

9109170017 Forwards Exam Rept 50-344/OL-91-01 administered on 910806-09. 
FIRSCH.D.F. Region 5 (Post 820201). 91/09/06. CROSS.J.E. Portland General Elec¬ 
tric Co. 2pp. 59120:058-59120:066. 

-9109170019 Exam Rept 50-344/OL-91-01 administered during wk of 910805. Exam 
results:all five reactor operator applicants passed exam. 

SUNDSMO.T.B., MILLER.L.F. Region 5 (Post 820201). 91/09/06. 7pp. 59120:060- 
59120:066. 
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F. Security, medical, emergency & fire protection plans 

9109060182 Ack receipt of 910802 Itr which transmitted changes identified as rev 1 to 
app A of facility industrial security plan submitted under provisions of 
10CFR50.54(p).Concludes that changes are acceptable. 

GREGER.L.R. Region 3 (Post 820201). 91/08/26. SHELTON,D. Toledo Edison Co. 
2pp. 59034:199-59034:200. 


M. Antitrust correspondence 

9109100171 NRC Staff answer to petition of city of Brook Park.OH for leave to inter¬ 
vene.* Petition should be denied based on listed reasons.W/Certificate of Svc. 
HOM,S.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12166. 91/ 
08/28. 9pp. 59023:234-59023:242. 

9109250054 City of Brook Park suppl to petition for leave to intervene.* In consideration 
of foregoing,petition of City of Brook Park.OH for leave to intervene should be grant¬ 
ed. W/Certificate of Svc & svc list. 

OTTINGER.G.D. Duncan, Allen & Talmage (formerly Duncan, Allen & Mitchell). 
LAMBROS.D.A. Brook Park, OH. #391 12178. 91/09/04. Atomic Safety and Licensing 
Board Panel. 9pp. 59193:094-59193:102. 



100 DOCKETED ITEMS 


9109250076 NRC Staff response to city of Brook Park suppl to petition for leave to in¬ 
tervene.* Lists reasons why petition of city of Brook Park,OH should be dertied.W/ 
Certificate of Svc. 

HOM.S.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12214. 91/ 
09/16. Atomic Safety and Licensing Board Panel. 12pp. 59193:118-59193:129. 

9109250205 Answer of util to petition of city of Brook Park,OH for leave to intervene & 
suppl thereto.* Petition should be denied based on listed reasons.W /Certificate of 
Svc. 

MURPHY,J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. #391 12209. 91/09/16. Commissioners 
(Post 750119). 10pp. 59193:337-59193:346. 


N. Antitrust hearing transcripts 

9109250036 Transcript of 910919 meeting w/util re suspension of antitrust conditions. 
* Atomic Safety and Licensing Board Panel. 91/09/19. 236pp. 59194:189-59195:065. 


P. Operating license stage documents & correspondence 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

-9002230350 Notification of 900227 meeting w/INEL to discuss results of analyses of 
risk associated w/ISLOCA,as well as modeling & methods & human reliability analysis 
tochniouos us©d 

BARRETT,R.J. ‘Risk Application Branch. 90/02/15. MURLEY.T., SNIEZEK.J., 
MIRAGL1A.F. Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 
59237:237-59237:237. 

—9003190385 Comments on INEL draft interfacing sys LOCA rept re plant. Conclusion 
that human errors far outweigh hardware failures as contributor to core melt frequency 
& risk confirms original expectations. 

JONES,R.C. Reactor Systems Branch. 90/03/13. BARRETT,R. Risk Application 
Branch. 2pp. 59242:010-59242:011. 

—9004110155 Provides comments on draft rept, “Assessment of Potential for ISLOCA 

at Davis Besse Nuclear Power Station.” _ 

THOMAS,C.O. Human Factors Assessment Branch. 90/04/02. BARRETT,R.J. Risk 
Application Branch. 7pp. 59241:078-59241:084. 

-9006040154 Concurs generally w/positions expressed in 900309 memo to G Burdick 
re peer review activitylDifferent viewpoint offered re reexamining benefits of continuing 
interfacing sys LOCA effort on two more plants after Davis Besse. 

CONGEUF.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 90/05/08. SHERON.B. Division of Systems Research (Post 880717). Ip. 
59241:085-59241:085. 

—9006040158 Confirms 900307 discussions re next actions on Interfacing Sys LOCA 
Program.Peer review of current work on Davis-Besse will be performed focusing on 
validity of assumptions made re operator errors. 

SHERON,B.W. Division of Systems Research (Post 880717). 90/03/09. 

BURDICK,G.R. Division of Systems Research (Post 880717). 7pp. 59238:083- 
59238:089. 

-9011010271 Submits comments on review of second draft of INEL ISLOCA 
reptComparison of first & second drafts indicate no changes in methodology or con¬ 
clusions. 

JONES.R.C. Reactor Systems Branch. 90/10/29. BECKNER.W. Risk Application 
Branch. 7pp. 59242:003-59242:009. 

-9011080004 Submits comments on draft NUREG/CR-5604, “Assessment of ISLOCA 
Risks - Methodology & Application:Davis Besse.” 

WERMIEL.J.S. Human Factors Assessment Branch. 90/10/31. BECKNER.W.D. Risk 
Application Branch. 5pp. 59241:086-59241:090. 

-9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK,G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT,R.J. Project Directorate 111-2. 3pp. 59237:164-59237:166. 

—9109250082 Informs of 900226 meeting re ISLOCA Research Program. 

BURDICK,G.R. Division of Systems Research (Post 880717). 90/02/08. SHERON.B., 
MURPHY,J., CUNNINGHAM,M. NRC - No Detailed Affiliation Given. 4pp. 59237:208- 
59237:211. 

-9109250096 “Assessment of Potential for ISLOCA at Davis-Besse Nuclear Power Sta¬ 
tion,” draft rept. 

GALYEAN.W.J., HANSON,D.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
GALYEAN.W.J. Idaho National Engineering Laboratory. FIN B-5599. 90/02/16. Office 
of Nuclear Regulatory Research (Post 860720). 150pp. 59237:238-59238:081. 

—9109250106 Provides comment re 900309 memo to G Burdick on INEL rept, “Assess¬ 
ment of Potential for ISLOCA at Davis-Besse Nuclear Power Station.” 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). 90/03/23. 
SHERON.B.W. Division of Systems Research (Post 880717). 5pp. 59238:090- 
59238:094. 

-9109250120 Monthly rept for June 1990 for FIN B-5699, “ISLOCA Research Pro¬ 
gram.” 

BICKEL.J.H. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BICKEL.J.H. Idaho National En¬ 
gineering Laboratory. FIN B-5699. 90/07/13. BURDICK,G.R. Division of Safety Issue 
Resolution (Post 880717). 37pp. 59238:223-59238:259. 

-9109250153 Forwards NRC Form 426A for NUREG CR-5603, “Pressure- Dependent 
Fragilities for Piping Components - Pilot Study on Davis-Besse Nuclear Power Sta¬ 
tion." W/o end. 

CLAFLIN.D.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.D.J. Idaho National 
Engineering Laboratory. 90/10/01. BURDICK,G.R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). Ip. 59238:287-59238:287. 

-9109250168 Forwards NUREG CR-5602, “Pressure-Dependent Fragilities for Piping 
Components - Pilot Study on Davis-Besse Nuclear Power Station.” W/o end. 
CLAFLIN.D.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFL1N.D.J. Idaho National 
Engineering Laboratory. 90/10/01. RESNER.J.A. Division of Freedom of Information & 
Publications Services (Post 890205). 5pp. 59238:288-59238:292. 


-9109250173 Invites interested parties to meeting re ISLOCA program review. 

BURDICK,G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W., KING.T., 
CUNNINGHAM,M. NRC - No Detailed Affiliation Given. 2pp. 59238:293-59238:294. 

-9109250184 Comments on draft NUREG CR-5604, “Assessment of ISLOCA Risks - 
Methodology & Application:Davis-Besse Nuclear Station.” 

LOIS.E. NRC - No Detailed Affiliation Given. 90/10/22. BURDICK,G. NRC - No De¬ 
tailed Affiliation Given. 8pp. 59238:295-59238:302. 

—9109250194 Comments on NUREG CR-5604 re ISLOCA.Concludes that in order to 
multiply probabilities given in branches of event tree all values used need to be mean 
values. 

HANAN.N.A. Affiliation Not Assigned. 90/11/07. DIAB.S.S. Risk Application Branch. 
5pp. 59239:051-59239:055. 

-9109250196 Forwards rept on assessment of ISLOCA risk for Davis-Besse. 
BECKNER.W.D. Risk Application Branch. 90/12/05. ROSS.D.F. Office for Analysis & 
Evaluation of Operational Data, Director. 40pp. 59239:056-59239:095. 

-9109250226 Notifies of 900227 meeting w/INEL re results of ISLOCA program review. 
BARRETT,R.R. Office of Nuclear Regulatory Research (Post 860720). 90/02/27. 
MURLEY.T., SNIE2EK.J., MIRAGLIA.F. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 6pp. 59241:055-59241:060. 

-9109250240 Requests peer review of draft ISLOCA rept, “Assessment of Potential for 
ISLOCA at Davis-Besse Nuclear Power Station" & comments by 900313. 

BARRETT,R.J. Risk Application Branch. 90/03/01. JONES,R., MARSH,L., REGAN,W. 
NRC - No Detailed Affiliation Given. 4pp. 59241:074-59241:077. 

9109030090 Informs NRC that licensee plans no further action to address HPI thermal 
sleeve reliability due to current improved makeup flow cycling conditions at facility & 
considers issue dosed. 

SHELTON,D.C. Centerior Energy. 91/08/23. Document Control Branch (Document 
Control Desk). 4pp. 58927:270-58927:273. 

9109040499 Informs that shutdown bypass not operating bypass as defined in IEEE- 
279, "Criteria for Protection Sys for Nuclear Power Generating Stations” & that shut¬ 
down bypass subj to requirements of 10CFR50.59. 

HOPKINS,J.B. Project Directorate 111-3. 91/08/23. SHELTON,D.C. Centerior Energy. 
SHELTON,D.C. Toledo Edison Co. 3pp. 58993:041-58993:043. 

9109060042 Confirms plans for routine mgt meeting on 910829 to discuss issues listed 
in end agenda. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/26. SHELTON,D. Toledo Edison 
Co. 2pp. 58984:055-58984:056. 

9109110254 Forwards amend 161 to license NPF-3 & safety evaluation. Amend revises 

ent ihK^ir ot ifvoillon/'A o/^hoHi iIa 

HOPKINS,J.B. Project Directorate 111-3. 91/08/26. SHELTON,D.C. Centerior Energy. 
2pp. 59069:149-59069:165. 

-9109110255 Amend 161 to license NPF-3,revising snubber surveillance schedule. 
HOPKINS,J.B. Project Directorate 111-3. 91/08/26. 12pp. 59069:151-59069:162. 

-9109110257 Safety evaluation supporting amend 161 to license NPF-3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 3pp. 
59069:163-59069:165. 

9109040247 Forwards suppl to 910531 application for amend to License NPF-3,revising 
Tech Spec 5.3.1, “Fuel Assemblies” to permit repair of assemblies containing defec¬ 
tive fuel rods. 

SHELTON,D.C. Centerior Energy. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 58954:039-58954:048. 

—9109040248 Suppl to 910531 application for amend to License NPF-3, revising Tech 
Spec 5.3.1, “Fuel Assemblies” to permit repair of fuel assemblies containing defective 
fuel rods. 

SHELTON,D.C. Centerior Energy. 91/08/29. 6pp. 58954:041-58954:046. 

—9109040251 Proposed Tech Spec 5.3.1 re fuel assemblies. 

* Centerior Energy. 91/08/29. 2pp. 58954:047-58954:048. 

9109120191 Forwards exemption & authorization for use of solvent iodine canisters w/ 
radioiodine protection factor of 50 at plant. Safety evaluation supporting granting of 
exemption & authorization also end. 

HOPKINS,J.B. Project Directorate 111-3. 91/08/29. SHELTON,D.C. Toledo Edison Co. 
2pp. 59087:046-59087:056. 

-9109120204 Exemption granted for restriction of 10CFR20,App A,footnote d-2(c) & au¬ 
thorizes use of MSA GMR-I canister w/restrictions as shown in attachment 1. 
BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216). 91/08/29. Toledo 
Edison Co. 4pp. 59087:048-59087:051. 

-9109120210 Safety evaluation supports granting of exemption & authorization for use 
of equipment not certified by NIOSH/ mine safety & health administration. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/29. 5pp. 
59087:052-59087:056. 

9109100267 Forwards requests for relief from ASME Code Section XI to permit machine 
welding of steam generator tube plugs at facility. 

SHELTON,D.C. Centerior Energy. 91/09/03. Document Control Branch (Document 
Control Desk). 5pp. 59082:349-59082:353. 

9109130015 Forwards Amend 162 to License NPF-3 & safety evaluation. Amend revises 
control^ rod assembly position indication acceptance criteria & make administrative 

HOPKINS,j.B. Project Directorate 111-3. 91/09/04. SHELTON,D.C. Toledo Edison Co. 
3pp. 59107:145-59107:162. 

-9109130016 Amend 162 to License NPF-3,revising control rod assembly position indi¬ 
cation acceptance criteria & making administrative corrections. 

HOPKINS,J.B. Project Directorate ITI-3. 91/09/04. 12pp. 59107:148-59107:159. 

-9109130017 Safety evaluation supporting Amend 162 to License NPF-3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 3pp. 
59107:160-59107:162. 
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9109120077 Forwards safety evaluation supporting util 910723 request for revised cap¬ 
sule withdrawal & insertion schedule for seventh refueling outage. 

HOPKINS, J.B. Project Directorate 111-3. 91/09/05. SHELTON,D.C. Centerior Energy. 
SHELTON.D.C. Toledo Edison Co. 3pp. 59104:084-59104:088. 

-9109120078 SER supporting util 910723 request for revised capsule withdrawal & in¬ 
sertion schedule for seventh refueling outage. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp. 
59104:087-59104:088. 

9109180264 Provides addl info re util 910731 request for change in biennial procedure 
review. 

SHELTON,D.C. Centerior Energy. 91/09/09. Document Control Branch (Document 
Control Desk). 8pp. 59139:341-59139:348. 

9109250158 Forwards safety evaluation granting relief from AS ME Boiler & Pressure 
Vessel Code,section XI requirements for repair of Code 3 svc water piping. 

HANNON,J.N. Project Directorate 111-3. 91/09/18. SHELTON.D.C. Toledo Edison Co. 
2pp. 59201:127-59201:131. 

-9109250164 Safety evaluation granting licensee relief from ASME Boiler & Pressure 
Vessel Code,Section XI requirements for repair of Code Class 3 svc water piping until 
next,but no later than seventh refueling outage per 10CFR50.55a(g)(5)(iii). 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/18. 3pp. 
59201:129-59201:131. 

9109270065 Ack receipt & extends thanks for 910731 submittal of proposed change in 
QAP description.Change would replace commitment to review plant procedures on 2- 
yr cycle per ANS/ANSI 3.2-1982. 

MILLER,H.J. Region 3 (Post 820201). 91/09/18. SHELTON,D. Toledo Edison Co. 
SHELTON,D. Centerior Service Co. Ip. 59216:315-59216:315. 

9109260087 Informs of changes in application of BW ECCS evaluation model for 
facility.Changes result from discovery of error in input to evaluation model. 
SHELTON.D.C. Centerior Energy. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59217:129-59217:137. 

-9109260091 Advises of findings re LOCA limits for BW designed 177-fuel 
assembly,lowered-loop & raised-loop operating plants. 

TAYLOR,J.H. Babcock & Wilcox Co. 91/09/03. MURLEY.T.E. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 7pp. 59217:131-59217:137. 

9109260143 Withdraws request re proposed alternative to ASME boiler & pressure 
vessel code section XI test requirements for pressurizer code safety relief valves. 
SHELTON,D.C. Centerior Energy. 91/09/19. Document Control Branch (Document 
Control Desk). Ip. 59233:359-59233:359. 

9109270070 Discusses review of 910722 changes to QAP description 

submittal.Questions resulting from review were discussed on 910918 & response re¬ 
quired by 911007. 

WRIGHT.G.C. Region 3 (Post 820201). 91/09/19. SHELTON,D. Toledo Edison Co. 
SHELTON,D. Centerior Service Co. Ip. 59216:317-59216:317. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list oncl 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110001 Submits revised response to NRC Bulletin 89-003, “Potential Loss of Re¬ 
quired Shutdown Margin During Refueling Operations.” Listed actions will be taken to 
ensure adequate shutdown margin during refueling operations. 

SHELTON.D.C. Centerior Energy. 91/08/28. Document Control Branch (Document 
Control Desk). 3pp. 59092:273-59092:275. 

9109230001 Forwards safety insp rept 50-346/91-15 on 910826-30.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 91/09/13. SHELTON,D. Toledo Edison Co. 
2pp. 59156:001-59156:010. 

-9109230002 Insp rept 50-346/91-15 on 910826-30.No violations noted. Major areas 
inspectedplanning & preparation,training & qualifications,internal & external exposure 
control & maintaining occupational exposures A LARA. 

PAUL.R.A., SHAH.N., SCHUMACHER,M.C. Region 3 (Post 820201). 91/09/13. 7pp. 
59156:004-59156:010. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109100109 Forwards 10CFR50.59 rept of facility changes,tests & experiments during 
1990. 

SHELTON.D.C. Centerior Energy. 91/08/30. Document Control Branch (Document 
Control Desk). 60pp. 59082:216-59082:275. 

9109050333 “Davis-Besse Nuclear Power Station Semiannual Radioactive Effluent & 
Waste Disposal Rept” W/910828 Itr. 

STORZ.L.F. Toledo Edison Co. 91/06/30. 36pp. 59031:001-59031:036. 

9109170248 Monthly operating rept for Aug 1991 for Davis-Besse Nuclear Power 
Station,Unit 1.W/910909 itr. 

SARSOUR.B., STORZ.LF. Toledo Edison Co. 91/08/31. 6pp. 59121:095-59121:100. 


V. Operator Examinations 

9109190245 Forwards list of operators w/relinquished licenses & listing of 
current,effective licenses held by operators at facility. 

SHELTON.D.C. Centerior Energy. 91/09/13. Document Control Branch (Document 
Control Desk). 4pp. 59165:274-59165:277. 
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F. Security, medical, emergency & fire protection plans 

9109050246 Rev 81 to Procedure FNP-0-EI P-0008, reflecting on-call for remainder of 
1991 & first quarter of 1992. 

MOREY,D.N. Alabama Power Co. 91/08/27.11pp. 59030:339-59030:349. 

9109100112 Rev 81 to EPIP FNP-0-EIP-0008 re plant notification roster, consisting of 
both alphabetical & departmental listing.W/ 910830 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/08/30. 150pp. 59051:177-59052:026. 

9109120273 Discusses upcoming site surveys consisting of meetings w/telecommunica- 
tions & emergency preparedness representatives re site communications capabilities 
& feasibility of sys upgrades. 

HOFFMAN,S.T. Project Directorate 11-1. 91/08/30. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 59092:316-59092:318. 

9109110101 Revised EPIPs,including Rev 4 to FNP-O-EIP-9.3 & Rev 22 to FNP-0-EIP- 
10.W/910906 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/09/06.100pp. 59111:070-59111:202. 

9109250283 Rev 30 to EPIP FNP-O-EIP-9, “Radiation Exposure Estimation & Classifica¬ 
tion of Emergencies." 

* Alabama Power Co. 91/09/13. 40pp. 59208:283-59208:322. 

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program. Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSARD.R.L. Office for Analysis &. Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN,J.C. Georgia, State of. 6pp. 59171:160-59171:165. 


G. Adjudicatory correspondence 

9109100183 Order.* Grants util & NRC request for extension of discovery period in pro¬ 
ceeding until 911001 & prehearing conference be scheduled after 91 lOOl.W/Certifi- 
cate of Svc.Served on 910826. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #391 12156. 91/08/23. Office 
of the General Counsel (Post 860701). 3pp. 59023:243-59023:245. 

9109100239 Notice.* Prehearing conference scheduled for 911002 in Bethesda.MD to 
facilitate scheduling of direct testimony, prehearing motions & location of hearing.W/ 
Certificate of Svc.Served on 910829. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #391 12162. 91/08/28. 3pp. 
59023:297-59023:299. 


P. Operating license stage documents & correspondence 

9109100043 Forwards proprietary info re allegation RII-91-A-0162 for review to enable 
agency to take appropriate action.lnfo withheld (ref 10CFR2.790). 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/19. HAIRSTON,W.G. Alabama 
Power Co. 3pp. 59022:255-59022:257. 

9109040383 Responds to licensee request re withholding WCAP-12769 & WCAP- 
12771,dtd 910523 from public disclosure,per 10CFR2.790. NRC concurs w/request & 
versions of submitted info marked proprietary.withheld. 

HOFFMAN,S.T. Project Directorate 11-1. 91/08/28. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 3pp. 58981:275-58981:277. 

9109120252 Advises that NRC will inform util of results of review of 910822 Itr re impo¬ 
sition of compliance exception backfit re plant staff work schedules. 

VARGA,S.A. Project Directorate 1-2. 91/09/05. HAIRSTON,W.G. Alabama Power Co. 
3pp. 59095:355-59095:357. 

9109240445 Confirms telcon on 910904 re mgt meeting to be conducted at Region II 
ofc in Atlanta,GA on 910912 to discuss recent events,including operation of plant w/ 
reduced safety margins,configuration control problems & work practices. 

, MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/06. HAIRSTON,W.G. Alabama 
Power Co. 5pp. 59185:129-59185:133. 

9109130166 Notification of 911004 meeting w/util in Rockville,MD to discuss status of 
licensing actions. 

HOFFMAN,S.T. Project Directorate 11-1. 91/09/10. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 59113:008-59113:010. 

9109170262 Forwards nonproprietary WCAP-13065 & proprietary WCAP-13064, “JM 
Farley Nuclear Plant Units 1 & 2 Response to NRC Request for Addl Info on Steam 
Generator Flow Area Reduction Due to Combined LOCA & SSE Loads.”WCAP-13064 
withheld. 

WOODARD.J.D. Alabama Power Co. 91/09/10. Document Control Branch (Document 
Control Desk). 2pp. 59139:189-59139:244. 

-9109170264 Requests that proprietary WCAP-13064, “JM Farley Nuclear Plant Units 1 
& 2 Response to NRC Request for Addl Info on Steam Generator Flow Area Reduc¬ 
tion Due to Combined LOCA & SSE Loads” be withheld (ref 10CFR2.790(b)(4)). 
DIPIAZZA,R.P. Westinghouse Electric Corp. 91/09/03. MUR LEY,T. Document Control 
Branch (Document Control Desk). 11pp. 59139:191-59139:201. 

-9109170268 Nonproprietary “JM Farley Nuclear Plant Units 1 & 2 Response to NRC 
Request for Addl Info on Steam Generator Flow Area Reduction Due to Combined 
LOCA & SSE Loads.” 

BECZAK.P.E., SMITH,R.E., MORRISON,R.J. Westinghouse Electric Corp. WCAP- 
13065. 91/08/31. 44pp. 59139:202-59139:244. 
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9109170287 Informs of delay in addl info re “Steam Generator Tube Support Plate Al¬ 
ternate Plugging Criteria,” per 910808 Itr. 

WOODARD,J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). Ip. 59135:347-59135:347. 

9109180236 Forwards nonproprietary WCAP-12834,Suppl 1 & proprietary WCAP- 
12835,Suppl 1, “Addl Info in Support of Eliminating Pressurizer surge Line Rupture 
From Structural Design Basis for JM Farley Plant...” WCAP-12835,$uppl 1 withheld. 
WOODARD.J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 4pp. 59171:191-59171:221. 

-9109180242 Requests that proprietary WCAP-12835,Suppl 1, “Addl Info in Support of 
Eliminating Pressurizer Surge Line Rupture From Structural Design Basis for JM Farley 
Plant Units 1 & 2” be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA.R.P. Westinghouse Electric Corp. 91/09/06. MURLEY.T. Document Control 
Branch (Document Control Desk). 9pp. 59171:195-59171:203. 

-9109180246 Nonproprietary “Addl Info in Support of Eliminating Pressurizer Surge Line 
Rupture From Structural design Basis for JM Farley Plant Units 1 & 2.” 

WITT.F.J., ADAMONIS.D.C. Westinghouse Electric Corp. WCAP-12834 SOI. 91/09/ 
30.18pp. 59171:204-59171:221. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109060113 Forwards safety evaluation re NRC Bulletin 88-011, “Pressurizer Surge 
Line Thermal Stratification.” Methodology used to analyze & evaluate stress fatigue 
effects due to thermal stratification & thermal striping acceptable. 

HOFFMAN.S.T. Project Directorate 11-1. 91/08/21. HAIRSTON,W.G. Alabama Power 
Co. 4pp. 59015:329-59015:357. 

-9109060132 Safety evaluation re WCAP-12639 re pressurizer surge line thermal strati¬ 
fication generic detailed analysis.Methodology used to analyze & evaluate stress fa¬ 
tigue effects due to thermal stratification & thermal striping acceptable. 

* NRC - No Detailed Affiliation Given. 91/08/21. 8pp. 59015:350-59015:357. 

9109130092 Discusses review of second 10 yr interval ISI program & backfit claim ft 
forwards SE 

ADENSAM.E. Project Directorate 11-1. 91/08/28. HAIRSTON.W.G. Alabama Power Co. 
5pp. 59113:164-59113:295. 

-9109130095 Safety evaluation denying second 10 yr interval ISI program plan. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 20pp. 
59113:168-59113:188. 

-9011130331 ‘TER on Second 10-Yr Interval Inservice Insp Program Plan, JM Farley 
Nuclear Power Plant Unit 1.” 

BROWN.B.W. EG&G Idaho, Inc. (subs, of EGAG, Inc.). FIN D-6022. EGG-MS-8943. 
90/11/30. NRC - No Detailed Affiliation Given. 108pp. 59113:189-59113:295. 

9109100281 Discusses enforcement conference conducted on 910822 to allow licensee 
to make presentation on causes & corrective actions for 910517-22 event in which 
auxiliary feedwater pump inadvertently rendered inoperable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/29. HAIRSTON.W.G. Alabama Power 
Co. 17pp. 59022:321-59022:337. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports ft related correspondence 

9109030136 “Semiannual Radioactive Effluent Release Rept - Jan through Jun 1991.” 
W/910827 Itr. 

WOODARD,J.D. Alabama Power Co. 91/06/30.139pp. 58940:243-58941:020. 

9109030257 Forwards fitness-for-duty performance data for Jan-June 1991. 

WOODARD,J.D. Alabama Power Co. 91/08/27. Document Control Branch (Document 
Control Desk). 4pp. 58994:136-58994:139. 

9109160302 Monthly operating rept for Aug 1991 for JM Farley Nuclear Plant Unit 1.W/ 
910912 Itr. 

MOREY,D.N., WOODARD.J.D. Alabama Power Co. 91/08/31. 6pp. 59119:245- 
59119:250. 


S. Reportable occurrences, LERs ft related correspondence 

9109050104 LER 91-008-00:on 910802,automatic reactor trip occurred due to loss of 
power to reactor coolant pump breaker position. Caused by personnel error.Personnel 
involved counseled ft event included in next cycle.W/910828 Itr. 

MOREY,D.N., WOODARD,J.D. Alabama Power Co. 91/08/28. 4pp. 59009:112- 
59009:115. 

9109110163 Special Rept 91-005:listed four fire dampers did not meet acceptance crite¬ 
rion of closing w/max air flow & declared inoperable.Design change requests submit¬ 
ted to mod dampers to ensure proper operation under all sys condltons. 
WOODARD.J.D. Alabama Power Co. 91/09/06. Document Control Branch (Document 
Control Desk). 2pp. 59100:238-59100:239. 


9109170128 LER 91-005-01:on 910518,discovered unit changed operational modes 
while valve in flow path for turbine driven auxiliary feedwater pumps not in correct 
position.Caused by procedural inadequacy.Plant procedures revised.W/910911 Itr. 
MOREY,D.N., WOODARD,J.D. Alabama Power Co. 91/09/11. 4pp. 59157:050- 
59157:053. 

9109200228 LER 91-009-00:on 910819,reactor trip occurred.Caused by lightning in¬ 
duced instantaneous overcurrent trip. Engineering study performed investigating possi¬ 
ble methods of preventing lightning induced reactor trips.W/910917 Itr. 

MOREY,D.N., WOODARD,J.D. Alabama Power Co. 91/09/17. 4pp. 59195:090- 
59195:093. 


V. Operator Examinations 

9109160068 Discusses arrangements for administration of licensed reactor requalifica¬ 
tion retake exam for wk of 911028. Requests licensee designate one employee to be 
member of joint NRC-facility exam team. 

PEEBLES,T.A., LAWYER,L.L Region 2 (Post 820201). 91/08/23. HAIRSTON.W.G. 
Alabama Power Co. 2pp. 59098:093-59098:094. 
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F. Security, medical, emergency ft fire protection plans 

9109190181 Rev 21 to Limerick Generating Station Units 1 & 2 emergency plan.W/ 
910912 Itr & two oversize maps. 

BECK.G.J. Philadelphia Electric Co. 91/09/12. 300pp. 59233:001-59233:335. 


P. Operating license stage documents ft correspondence 


9109030071 Informs of intention to become user of NRC certified package ft that QA 
program satisfies required provisions. 

BECK,G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety ft 
Safeguards. 2pp. 58927:040-58927:041. 

9109060021 Application for amends to Licenses NPF-39 & NPF-85, consisting of TS 
Change Request 90-12-0,incorporating new TS Section 3/4.7.8 re operability require¬ 
ments for main turbine bypass sys & revising core operating limits rept. 

BECK.G.J. Philadelphia Electric Co. 91/08/27. Document Control Branch (Document 
Control Desk). 12pp. 59034:036-59034:109. 

-9109060023 Proposed Tech Spec Section 3/4.7.8 re operability requirements for main 
turbine bypass sys. 

* Philadelphia Electric Co. 91/08/27.17pp. 59034:048-59034:064. 

-9109060025 Rev 1 to “Core Operating Limits Rept for Limerick Generating Station 
Unit 1,Reload 3,Cycle 4.” 

DENNIN.E.P., CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L1R3 R01. 91/ 
08/09. 20pp. 59034:065-59034:084. 

-9109060026 Rev 1 to “Core Operating Limits Rept for Limerick Generating Station 
Unit 2,Cycle 2.” 

DENNIN.E.P., CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L2R1 R01. 91/ 
08/09. 25pp. 59034:085-59034:109. 

9109100322 Suppls 890417 & 900409 responses to 10CFR50.63 “Loss of All AC Cur¬ 
rent.” Topics include condensate storage tank inventory .control room 

heatup,containment heatup,effects of loss of ventilation & inverter operability. 
BECK.G.J. Philadelphia Electric Co. 91/09/04. Document Control Branch (Document 
Control Desk). 14pp. 59087:144-59087:157. 

9109120262 Forwards notice of withdrawal of application for amend to FOL re source 
range monitor surveillance frequency. 

CLARK,R.J. Project Directorate 1-2. 91/09/04. BECK.G.J. Philadelphia Electric Co. 
3pp. 59087:017-59087:021. 

-9109120267 Notice of withdrawal of application for amend to FOL concerning source 
range monitor surveillance frequency. 

CLARK,R.J. Project Directorate 1-2. 91/09/04. 2pp. 59087:020-59087:021. 

9109200097 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59156:206-59156:208. 


Q. Inspection reports, IE Bulletins ft correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial ft Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090010 Forwards exam repts 50-352/91-170L & 50-353/91-180L during wks of 
910715 ft 22. Injudicious incident occurred between applicant ft on-shift reactor opera¬ 
tor. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. SMITH,D.M. Philadelphia 
Electric Co. 4pp. 59000:092-59001:014. 
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-9109090016 Exam rapt 50-352/91-170L & 50-353/91-180L on 910715-19 & 22- 
23.Exam results:AII ten candidates passed exams. 

FISH.T.H., CONTE.R.J. Region 1 (Post 820201). 91/08/23. 250pp. 59000:096- 
59001:014. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require¬ 
ments of bulletin & acceptable. 

SHEA.J.W. Project Directorate 1-2. 91/09/17. BECK.G.J. Philadelphia Electric Co. 8pp. 
59208:133-59208:140. 


R. Periodic operating reports & related correspondence 

9109060137 “Limerick Generating Station Units 1 & 2 Semiannual Effluent Release 
Rept,Jan-June 1991.” W/910828 Itr. 

LEITCH.G.M., DUBIEL.R.W. Philadelphia Electric Co. 91/06/30. 51pp. 59034:110- 
59034:164. 

9109050223 Forwards fitness-for-duty program performance data for period Jan-June 
1991 .per 10CFR26.71 (d). 

BECK.G.J. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 19pp. 59019:316-59019:332. 

9109060151 Forwards “Limerick Generating Station Units 1 & 2 Annual Plant Mod 
Rept,Jul 1990 through June 1991.” 

LEITCH.G.M. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59032:261-59032:327. 

—9109060152 “Limerick Generating Station,Units 1 & 2 Annual Plan Mod Rept,Jul 1990 
through June 1991.” 

* Philadelphia Electric Co. 91/08/28. 66pp. 59032:262-59032:327. 

9109130132 Monthly operating repts for Aug 1991 for Limerick Generating Station.W/ 
910910 Itr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 91/08/31. 11pp. 59113:011- 
59113:021. 


S. Reportable occurrences, LERs & related correspondence 

9109040498 NPDES noncompliance notificatiomon 910707 & 19,electrical storm caused 
loss of power to Bedminster Water Processing Facility & tripped chillers.On 
910721 .discharge temp exceeded permitted limits.Permit limits changed. 

DOERING,J. Philadelphia Electric Co. 91/08/28. NOLL.P.G. Nesnaminy, PA. 4pp. 
59003:054-59003:057. 

9109100342 LER 91-020-00:on 910813,two similar ESF actuation events occurred after 
reactor water level indicating switch tripped twice within same day.Cause of first event 
unknown & second event caused by personnel error.W/910905 Itr. 

MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 91/09/05. 6pp. 59095:140- 
59095:145. 


V. Operator Examinations 

9109090010 Forwards exam repts 50-352/91-170L & 50-353/91-180L during wks of 
910715 & 22.lnjudicious incident occurred between applicant & on-shift reactor opera¬ 
tor. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. SMITH,D.M. Philadelphia 
Electric Co. 4pp. 59000:092-59001:014. 

-9109090016 Exam rept 50-352/91-170L & 50-353/91-1 SOL on 910715-19 & 22- 
23.Exam results:AII ten candidates passed exams. 

FISH.T.H., CONTE,R.J. Region 1 (Post 820201). 91/08/23. 250pp. 59000:096- 
59001:014. 

9109240031 Forwards ref matl requirements in preparation for requalification program 
evaluation visit scheduled for wks of 920120 & 0210. 

CONTE.R.J. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric Co. 
10pp. 59182:177-59182:186. 

9109270039 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,W.M. Region 1 (Post 820201). 91/09/19. SMITH,D.M. Philadelphia Electric 
Co. 5pp. 59216:176-59216:180. 
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F. Security, medical, emergency & fire protection plans 

9109190181 Rev 21 to Limerick Generating Station Units 1 & 2 emergency plan.W/ 
910912 Itr & two oversize maps. 

BECK.G.J. Philadelphia Electric Co. 91/09/12. 300pp. 59233:001-59233:335. 


P. Operating license stage documents & correspondence 

9109060111 “Limerick Generating Station Unit 2 Startup Rept,Cycle 2." W/910830 Itr. 
LEITCH.G.M., DOERING,J., AUVE.S.A. Philadelphia Electric Co. 91/08/01. 50pp. 
59034:227-59034:282. 

9109030071 Informs of intention to become user of NRC certified package & that QA 
program satisfies required provisions. 

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety & 
Safeguards. 2pp. 58927:040-58927:041. 


9109060021 Application for amends to Licenses NPF-39 & NPF-85, consisting of TS 
Change Request 90-12-0,incorporating new TS Section 3/4.7.8 re operability require¬ 
ments for main turbine bypass sys & revising core operating limits rept 
BECK.G.J. Philadelphia Electric Co. 91 /08/27. Document Control Branch (Document 
Control Desk). 12pp. 59034:036-59034:109. 

-9109060023 Proposed Tech Spec Section 3/4.7.S re operability requirements for main 
turbine bypass sys. 

* Philadelphia Electric Co. 91/08/27. 17pp. 59034:048-59034:064. 

-9109060026 Rev 1 to “Core Operating Limits Rept for Limerick Generating Station 
Unit 2,Cycle 2." 

DENNIN.E.P., CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L2R1 R01. 91/ 
08/09. 25pp. 59034:085-59034:109. 

9109100322 Suppls 890417 & 900409 responses to 10CFR50.63 “Loss of All AC Cur¬ 
rent." Topics include condensate storage tank inventory.control room 
heatup,containment heatup,effects of loss of ventilation & inverter operability. 
BECK.G.J. Philadelphia Electric Co. 91/09/04. Document Control Branch (Document 
Control Desk). 14pp. 59087:144-59087:157. 

9109120262 Forwards notice of withdrawal of application for amend to FOL re source 
range monitor surveillance frequency. 

CLARK,R.J. Project Directorate 1-2. 91/09/04. BECK.G.J. Philadelphia Electric Co. 
3pp. 59087:017-59087:021. 

-9109120267 Notice of withdrawal of application for amend to FOL concerning source 
range monitor surveillance frequency. 

CLARK,R.J. Project Directorate 1-2. 91/09/04. 2pp. 59087:020-59087:021. 

9109200097 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59156:206-59156:208. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. ot New York, Inc. 86pp. 58979:091-58979:177. 

9109090010 Forwards exam repts 50-352/91-170L & 50-353/91-180L during wks of 
910715 & 22.lnjudicious incident occurred between applicant & on-shift reactor opera¬ 
tor. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. SMITH,D.M. Philadelphia 
Electric Co. 4pp. 59000:092-59001:014. 

-9109090016 Exam rept 50-352/91-170L & 50-353/91-180L on 910715-19 & 22- 
23.Exam results:AII ten candidates passed exams. 

FISH.T.H. Region 1 (Post 820201). 91/08/23. 250pp. 59000:096-59001:014. 

9109110191 Forwards Books 1 & 2 of “Limerick Generating Station,Unit 2 Summary 
Rept for 900108-910605 Periodic ISI.” 

LEITCH.G.M. Philadelphia Electric Co. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59101:003-59102:110. 

-9109110195 Books 1 & 2 of “Limerick Generating Station,Unit 2 Summary Rept for 
900108-910605 Periodic ISI.” 

* Philadelphia Electric Co. 91/06/05. 300pp. 59101:005-59102:110. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260187 Advises that util 880916 response to NRC bulletin 88-008, meets require¬ 
ments of bulletin & acceptable. 

SHEA.J.W. Project Directorate 1-2. 91/09/17. BECK.G.J. Philadelphia Electric Co. 8pp. 
59208:133-59208:140. 


R. Periodic operating reports & related correspondence 

9109060137 “Limerick Generating Station Units 1 & 2 Semiannual Effluent Release 
Rept,Jan-June 1991.” W/910828 Itr. 

LEITCH.G.M., DUBIEL.R.W. Philadelphia Electric Co. 91/06/30. 51pp. 59034:110- 
59034:164. 

9109050223 Forwards fitness-for-duty program performance data for period Jan-June 
1991,per 10CFR26.71 (d). 

BECK.G.J. Philadelphia Electric Co. 91/08/27. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 19pp. 59019:316-59019:332. 

9109060151 Forwards “Limerick Generating Station Units 1 & 2 Annual Plant Mod 
Rept,Jul 1990 through June 1991." 

LEITCH.G.M. Philadelphia Electric Co. 91/08/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59032:261-59032:327. 

-9109060152 “Umerick Generating Station.Units 1 & 2 Annual Plan Mod Rept,Jul 1990 
through June 1991." 

* Philadelphia Electric Co. 91/08/28. 66pp. 59032:262-59032:327. 
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9109130132 Monthly operating repts for Aug 1991 for Limerick Generating Station.W/ 
910910 Itr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 91/08/31. 11pp. 59113:011- 
59113:021. 


S. Reportable occurrences, LERs & related correspondence 

9109040445 LER 91-014-00:on 910801 .inadvertent start of EDG generator 

occurred.Caused by non-licensed operator failing to follow surveillance test 
procedure.Operator disdplined.Need for procedure complance reiterated.W/910823 

MADSEN,G.J., DOERING.J. Philadelphia Electric Co. 91/08/23. 4pp. 59009:076- 
59009:079. 

9109040498 NPDES noncompliance notificatiomon 910707 & 19,electrical storm caused 
loss of power to Bedminster Water Processing Facility & tripped chillers.On 
910721 .discharge temp exceeded permitted limits.Permit limits changed. 

DOERING.J. Philadelphia Electric Co. 91/08/28. NOLL.P.G. Neshaminy, PA. 4pp. 
59003:054-59003:057. 

9109250272 Special repton 910823.D23 emergency diesel generator declared inoper¬ 
able while plant personnel performed troubleshooting activities to resolve discrepancy 
between D23 EDG local & remote kW meters. 

DOERING,J. Philadelphia Electric Co. 91/09/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59208:228-59208:229. 


V. Operator Examinations 

9109090010 Forwards exam repts 50-352/91-170L & 50-353/91-180L during wks of 
910715 & 22.lnjudicious incident occurred between applicant & on-shift reactor opera¬ 
tor. 

BETTENHAUSEN,L Region 1 (Post 820201). 91/08/28. SMITH,D.M. Philadelphia 
Electric Co. 4pp. 59000:092-59001:014. 

-9109090016 Exam rept 50-352/91-170L & 50-353/91-180L on 910715-19 & 22- 
23.Exam results:AII ten candidates passed exams. 

FISH.T.H., CONTE.R.J. Region 1 (Post 820201). 91/08/23. 250pp. 59000:096- 
59001:014. 

9109240031 Forwards ref mat! requirements in preparation for requalification program 
evaluation visit scheduled for wks of 920120 & 0210. 

CONTE.R.J. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric Co. 
10pp. 59182:177-59182:186. 

9109270039 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES.W.M. Region 1 (Post 820201). 91/09/19. SMITH,D.M. Philadelphia Electric 
Co. 5pp. 59216:176-59216:180. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

9109030161 Forwards clarification of reporting requirements for BWR stability 
analyses,per SER (NUREG-1048).Incorporation of requirements into Tech Specs has 
relieved util of previous analysis & reporting requirements in SER. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/08/20. Document 
Control Branch (Document Control Desk). 5pp. 58951:286-58951:290. 


F. Security, medical, emergency & fire protection plans 

9109170196 Advises that Rev 2 to security training & qualification plan,transmitted via 
910502 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59126:358-59126:360. 

9109160015 Forwards agenda for 911015 session re 10CFR50 rule that affects manner 
in which data is passed during accidents on emergency classifications. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 59096:302-59096:306. 

9109170125 Forwards 910724 Itr transmitting FEMA rept for 901031 full-participation 
site exercise.FEMA concludes that offsite emergency preparedness sufficiently pro¬ 
tects health & safety of public. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59109:265-59110:027. 

-9108000140 “Post-Exercise Assessment,901 031 Exercise of Radiological Emergency 
Response Plans of State of NJ,Salem & Cumberland Counties & Eight Localities in 
Counties for Public Svc Electric & Gas Co Artificial Island Site...." 

* Federal Emergency Management Agency. 91/07/08. 117pp. 59109:271-59110:027. 

9109250262 Advises that A Sourmany will contact emergency preparedness coordinator 
to schedule visit re emergency telecommunications sys site survey at plant 
DEMBEK.S. Project Directorate 1-2. 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59202:001-59202:004. 


P. Operating license stage documents & correspondence 

9109030163 Forwards suppl info in support of request for renewal of SPDES Permit 
NJ0025411. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Doc¬ 
ument Control Branch (Document Control Desk). 6pp. 58994:161-58994:166. 

9109090251 Requests extension to one yr relief applicable to Category B & rapid acting 
valves re Sections 4.4.1.1 & 4.1.6.1 of TER & Items 5 & 6 of App C. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/08/30. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 59041:307-59041:309. 

9109120278 Forwards SE providing results of NRC review of 910201 relief request sub¬ 
mitted by facility. 

BUTLER,W.R. Project Directorate 1-2. 91/09/04. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 59087:008-59087:012. 

-9109120279 Safety evaluation supporting relief request concerning inservice testing 
program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 3pp. 
59087:010-59087:012. 

9109160024 Forwards Amend 43 to License NPF-57 & safety evaluation. Amend incor¬ 
porates Section 4.2.1, “Aquatic Monitoring" of environ protection plan,App B to mini¬ 
mize impact of station operation on sea turtles. 

DEMBEK.S. Project Directorate 1-2. 91/09/05. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59108:143-59108:154. 

-9109160025 Amend 43 to License NPF-57,incorporating Section 4.2.1, “Aquatic Moni¬ 
toring" of environ protection plan,App B to minimize impact of plant operation on sea 
turtles. 

BUTLER,W.R. Project Directorate 1-2. 91/09/05. 6pp. 59108:146-59108:151. 

-9109160026 Safety evaluation supporting Amend 43 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 3pp. 
59108:152-59108:154. 

9109160270 Application for amend to License NPF-57,consisting of License Change Re¬ 
quest 91-07,changing TS 3.8.4.4, “RPS Electrical Power Monitoring" surveillance in¬ 
terval per guidance in Generic Ltr 91-09. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/09/06. Document 
Control Branch (Document Control Desk). 5pp. 59119:160-59119:170. 

-9109160271 Proposed Tech Spec 3.8.4.4 re reactor protection sys electrical power 
monitoring surveillance interval. 

* Public Service Electric & Gas Co. of New Jersey. 91/09/06. 5pp. 59119:165- 
59119:170. 

9109160273 Application for amend to License NPF-57,consisting of suppl to License 
Change Request 89-15,modifying membership & quorum requirements for station op¬ 
erations review committee. 

LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 91/09/10. Document 
Control Branch (Document Control Desk). 5pp. 59119:146-59119:152. 

-9109160274 Proposed Tech Spec 6.5.1.2 re composition & quorum requirements for 
station operating review committee. 

* Public Service Electric & Gas Co. of New Jersey. 91/09/10. 2pp. 59119:1 SI- 
59119:152. 

9109200105 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59156:227-59156:229. 

9109300089 Documents rev to util milestones & schedule for response to Generic Ltr 
88-20 re individual plant exam.Containment mechanical stress analysis repts will be 
completed in Oct 1991. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/09/18. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59245:182-59245:185. 

9109300193 Approves 910830 request for extension of one yr relief from inservice test¬ 
ing requirements to complete installation of solenoid valve actuation test monitoring 
sys. 

DEMBEK.S. Project Directorate 1-2. 91/09/19. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59261:230-59261:232. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio- 
graphers 11 Svc list cncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109030162 Documents 910802 telcon initiated by util to request relief from commit¬ 
ment to replace 17 Rosemount transmitters within 6 months of third refueling 
outage,per NRC Bulletin 90-001. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58994:167-58994:168. 

9109030282 Notification of significant licensee meeting 91-105 w/util on 910823 to dis¬ 
cuss motor operated valve program & NRC generic ltr 89-10 & suppl. 

WHITE,J.R. Region 1 (Post 820201). 91/08/19. Region 1 (Post 820201). 3pp. 
58952:329-58952:331. 


9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviation or violations noted.Major areas inspected:radiological environ 
monitoring program,mgt control,audits & meteorological monitoring program. 
PELUSO.L.A. Region 1 (Post 820201). 91/09/16. 7pp. 59216:008-59216:014. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 
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SI09030290 Notification of significant licensee meeting 91-105 w/util on 91090S to dis¬ 
cuss motor operated valve program & NRC generic Itr 89-10 & suppl. 

WHITE.J.R. Region 1 (Post 820201). 91/08/21. Region 1 (Post 820201). 3pp. 
58952:322-58952:324. 

9109270053 Forwards insp rept 50-354/91-15 on 910819-23.No violations 
noted.Reviewed programs appear to be notable strengths within licensee overall radi¬ 
ation protection program. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/13. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59216:248-59216:258. 

-9109270061 Insp rept 50-354/91-15 on 910819-23.No violations noted. Major areas 
inspected:intemal/extemal exposure controls program .including review of whole body 
counting operations & calibr & respiratory protection issues. 

MANN.D., PASCIAK.W. Region 1 (Post 820201). 91/09/13. 8pp. 59216:251- 
59216:258. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109200140 Advises that util 910820 submittal re licensee interpretation of reporting re¬ 
quirements for thermal hydraulic stability acceptable,per Bulletin 88-07. 

DEMBEK.S. Assistant Director for Region I Reactors. 91/09/16. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 3pp. 59156:266-59156:268. 

9109250258 Advises that util 880923 response to NRC bulletin 88-008, meets require¬ 
ments of bulletin & acceptable. 

DEMBEK.S. Project Directorate 1-2. 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 8pp. 59201:339-59201:346. 

9109270003 Forwards safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deficiencies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 59216:004-59216:014. 

-9109270005 Safety insp repts 50-272/91-22,50-311/91-22 & 50-354/91-18 on 
910826-30.No deviations or violations noted.Major areas inspected:radiological envi¬ 
ron monitoring program,mgt control.audits & meteorological monitoring program. 
PELUSO.LA., JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/09/16. 7pp. 
59216:008-59216:014. 


R. Periodic operating reports & related correspondence 


9109090107 “Hope Creek Generating Station Semiannual Radioactive Effluent Release 
Rept,Jan-June 1991.” W/undated Itr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/30. 53pp. 
59041:252-59041:304. 

9109030159 Forwards semiannual fitness-for-duty performance data for 6-month period 
ending 910630. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/08/19. Document 
Control Branch (Document Control Desk). 19pp. 58994:140-58994:158. 

9109050036 Forwards discharge monitoring rept for Jul 1991.Rept presents only ob¬ 
served results of measurements & analysis required by EPA & State of NJ. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 91/08/22. CAPORALE.G. 
New Jersey, State of. 5pp. 58944:320-58944:342. 

-9109050167 “Discharge Monitoring Rept for Jul 1991." 

* Public Service Electric & Gas Co. of New Jersey. 91/07/31. 14pp. 58944:327- 
58944:342. 

9109230039 Monthly operating rept for Aug 1991 for Hope Creek Generation Station 
Unit 1.W/910913 Itr. 

ZABIELSKI.V., HOLLINGSWORTH Public Service Electric & Gas Co. of New Jersey. 
91/08/31. 12pp. 59175:289-59175:300. 


S. Reportable occurrences, LERs & related correspondence 


9109040133 LER 91-007-02:on 910505 & twice on 910706 filtration, recirculation & ven¬ 
tilation sys units discovered inoperable during surveillance test.Caused by blown 
heater control fuses.Blown fuses replaced.W/910828 Itr. 

SMITH.DA, HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 91/08/28. 
11pp. 58981:174-58981:184. 

9109050162 Suppl Special Rept 91-03-01 :on 910522,emergency diesel generator D 
failed to start when manual start signal initiated from control room. Probably caused by 
lack of fuel boost Procedures re fuel boost position switch revised. 

HAGAN,JJ. Public Service Electric & Gas Co. of New Jersey. 91/08/29. Document 
Control Branch (Document Control Desk). 2pp. 58998:351-58998:352. 

9109200202 LER 91-017-00:on 910815.ESF actuation occurred re high pressure coolant 
injection sys.Caused by equipment malfunction.Optic isolator card changed at next 
scheduled HPCI sys outage.W/910912 itr. 

AVERSA.L., HAGAN,JJ. Public Service Electric & Gas Co. of New Jersey. 91/09/12. 
6pp. 59195:076-59195:081. 


V. Operator Examinations 


9109270035 Extends invitation to attend power reactor operator license examiners/ 
training manager meeting in Region I on 911106-07. Meeting purpose is to provide 
forum for discussion of various topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 5pp. 59216:157-59216:161. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 


9109160016 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on 
910708-12 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

-9109160048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708- 
12.Violations noted.Major areas inspected:personal dosimeter program.radiological 
survey program,health physics & chemistry staffing & occupational exposures. 
CARSON,L.C. Region 5 (Post 820201). 91/08/28.11pp. 59096:336-59096:346. 


P. Operating license stage documents & correspondence 


9109030277 Notification of contract execution,task order 10: “NDE Support at San 
Onofre Nuclear Power Plant,” awarded to TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES,M., CHAMPION.T. NRC - No Detailed Affiliation Given. Ip. 
58944:248-58944:250. 

-9109030263 Ltr Contract NRC-03-90-028,awarding task order 10, "NDE Support at 
San Onofre Nuclear Power Plant," under contract. 

SCOTT, M.L. Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06. 
PAYNE,D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr., 
Inc.). 2pp. 58944:249-58944:250. 

9109040318 Notifies that one exception to administrative controls commitment,dtd 
900511,to maintain on train of spent fuel pool needed. 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/26. Document Control 
Branch (Document Control Desk). 2pp. 58954:054-58954:055. 

9109040204 Forwards Amend Applications 103 & 93 to Licenses NPF-10 & NPF- 
15,respectively,revising TS Tables 4.3-1 re reactor protective sys surveillance require¬ 
ments & 4.3-2 re ESFAS instrumentation. 

RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58954:162-58954:211. 

-9109040209 Amends Applications 103 & 93 to Licenses NPF-10 & NPF-15, 
respectively,revising TS Tables 4.3-1 re reactor protective sys instrumentation surveil¬ 
lance requirements & 4.3-2 re ESFAS instrumentation. 

RAY.H.B. Southern California Edison Co. 91/08/30.14pp. 58954:166-58954:179. 

-9109040211 Proposed Tech Spec Tables 4.3-1 re reactor protective sys instrumenta¬ 
tion surveillance requirements & 4.3-2 re ESFAS instrumentation. 

* Southern California Edison Co. 91/08/30. 32pp. 58954:180-58954:211. 

9109100021 Forwards proposed changes to NPDES permit,to include periodic discharge 
of two addl chemicals (Morpholine & Ethylenediamine tetraacetic acid). 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/04. Document Control 
Branch (Document Control Desk). 21pp. 59052:035-59052:055. 

9109200176 Forwards amends 98 & 87 to licenses NPF-10 & NPF-15, 
respectively.Amends add surveillance requirement to TS 3/4 5.2 which would 
venfy .every 12 h,position of containment emergency sump isolation valves. 
KOKAJKO.L.E. Project Directorate V. 91/09/05. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 3pp. 59164:070-59164:090. 

-9109200193 Amends 98 & 87 to licenses NPF-10 & NPF-15,respectively, adding sur¬ 
veillance requirement to TS 3/4 5.2 which would verify,every 12 Imposition of contain¬ 
ment emergency sump isolation valves. 

DYER.J.E. Project Directorate V. 91/09/05.16pp. 59164:073-59164:088. 

-9109200272 Safety evaluation supporting amends 98 & 87 to licenses NPF-10 & NPF- 
15,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp. 
59164:089-59164:090. 

9109180135 Forwards response to NRC 910807 request for addl info re station blackout 
analysis for facilities.Calculations E4C-017,Rev 0 A M-73-116,Rev 1 also end. 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/12. Document Control 
Branch (Document Control Desk). 13pp. 59127:260-59128:050. 

-9109180140 Rev 0 to “125 Volt Battery DC Sys Sizing." 

* Southern California Edison Co. E4C-017 R00. 89/08/17. 27pp. 59127:274- 
59127:300. 

-9109180142 Rev 1 to “Room Temp Response During Station Blackout.” 

SHLAFMAN.I., SISTOS.A.D., WHARTON,M.A. Southern California Edison Co. M-73- 
116 R01.90/05/21. 91pp. 59127:301-59128:050. 

9109260019 Notification of contract execution,mod 6,Task Order 12, “San Onofre,Intake 
Structure Evaluation," to “Technical Assistance in Support of NRC Licensing Activi¬ 
ties.” ContractorViking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regulation. Director 
(Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 59221:009- 
59221:010. 

-9109260072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, “San 
Onofre,Intake Structure Evaluation," to “Technical Assistance in Support of NRC Li¬ 
censing Activities.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18. 
SALUJAJ. Viking Systems International. Ip. 59221:010-59221:010. 

9109300175 Notification of 911002 meeting w/util in Rockville,MD to discuss details & 
status of current & future licensing actions at plant. 

KOKAJKO.LE. Project Directorate V. 91/09/19. DYER.J.E. Division of Reactor 
Projects - III,IV,V (Post 901216). 4pp. 59243:212-59243:215. 
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Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end 

ROSSI.C.E.’Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on 
910708-12 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

—9109160030 Notice of violation from insp on 910708-12.Violation noted: on 910522,li¬ 
censee radwaste shipment arrived at low-level radwaste burial Site w/loose cask tie¬ 
down cables & not fully tightened metal expansion ring for holding cask. 

* Region 5 (Post 820201). 91/08/28. Ip. 59096:335-59096:335. 

-9109160048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708- 
12.Violations noted.Major areas inspected:personal dosimeter program,radiological 
survey program,health physics & chemistry staffing & occupational exposures. 
CARSON,L.C., YUHAS.G.P. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336- 
59096:346. 


9109060055 Responds to NRC 910802 Itr re violations/deviations noted in Insp Repts 
50-206/91-19,50-361/91-19 & 50-362/91-19 on 910601-0713.Corrective 

actions:Procedure SOI 23-0-21 re equipment status control revised on 910819. 
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59032:084-59032:096. 

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89- 
001 .Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri¬ 
mary water stress corrosion cracking.EncI withheld. 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/30. Document Control 
Branch (Document Control Desk). 4pp. 59076:085-59076:088. 

9109180179 Responds to concerns noted in Insp Rept 50-361/91-19 re salt water cool¬ 
ing sys.backflush repair during Apr-May outage,consequences of June heat 
treatment,SWC sys mat! condition & insufficient questioning personnel attitude. 
RAY.H.B. Southern California Edison Co. 91/09/06. ZIMMERMAN,R. Region 5 (Post 
820201). 4pp. 59145:357-59145:360. 

9109200167 Forwards audit trip rept re C-E Owner Group pressurizer surge line thermal 
stratification evaluation program to address NRC bulletin 88-011 issues. 

KOKAJKO.LE. Project Directorate V. 91/09/13. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 14pp. 59164:019-59164:032. 

9109240448 Notification of contract execution: “Safety Sys Methodology Initiative Team 
Insp San Onofre,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59192:336-59192:338. 


—9109240449 Ltr Contract NRC-03-90-031,awarding Task Order 24,to “Safety Sys 
methodology Initiative Team Insp - San Onofre." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230222 Forwards evaluation criteria for licensee to use to assess adequacy of pro¬ 
gram designed per IE Bulletin 88-008 re piping connected to RCS.Response consist¬ 
ent 

KOKAJKO.LE. Project Directorate V. 91/09/17. RAY.H.B. Southern California Edison 
Co. COTTON.G.D. San Diego Gas & Electric Co. 8pp. 59187:041-59187:048. 

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts 
50-361/OL-91-02 & 50-362/OL-91-02 on 910722-31.No major deficiencies identified. 
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison 
Co. 4pp. 59224:065-59225:023. 

-9109300010 Exam repts 50-361 /OL-91 -02 & 50-362/OL/91-02 on 910722-31. Exam 
results:thirteen reactor operator applicants passed & all seven senior reactor opera¬ 
tors passed exam. 

PEREIRA,D.B., MILLER,LF. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069- 
59225:023. 


9109270050 Ack receipt of 910830 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-206/91-19, 50-361/91-19 & 50-362/91-19. 

RICHARDS,S.A. Region 4 (Post 820201). 91/09/19. RAY.H.B. Southern California 
Edison Co. 2pp. 59216:233-59216:247. 


-9109030194 “San Onofre Nuclear Generating Station Semiannual Effluent Release 
ReptJan-June 1991.” 

* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025. 

9109180101 Monthly operating repts for Aug 1991 for San Onofre Nuclear Generating 
Station,Units 2 & 3.W/910913 Itr. 

FARR.M.M., ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 13pp. 
59139:328-59139:340. 


S. Reportable occurrences, LERs & related correspondence 

9109100314 LER 91-010-00:on 910803 & 18,control room isolation sys Train B spurious 
actuation occurred when sensed background count rate decreased below instrument 
failure setpoint Detector & module replaced.W/910903 Itr. 

KRIEGER.R.W., MORGAN,H.E. Southern California Edison Co. 91/09/03. 6pp. 
59095:197-59095:202. 


V. Operator Examinations 

9109040021 Requests info re 910815 rept concerning NRC licensed SRO testing posi¬ 
tive for alcohol following 910814 drug testlnfo requested within 30 days after receipt 
of Itr. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/26. RAY.H.B. Southern California 
Edison Co. 4pp. 58935:069-58935:073. 

9109120003 Forwards Surveillance Rept SOS-108-91, “Licensed Operator Requalifica¬ 
tion Program,” documenting evaluation of nuclear training dept,per 910812 & 13 tel- 
cons re util failure to conduct 1990 operating exams within required time. 
KRIEGER.R.W. Southern California Edison Co. 91/09/04. MARTIN,J.B. Region 5 
(Post 820201). 2pp. 59104:013-59104:022. 

-9109120004 Surveillance Rept SOS-108-91, “Licensed Operator Requalification Pro¬ 
gram." 

ROBINSON,W.A., RAMSEY,M.B., BROWN,R.F. Southern California Edison Co. 91/ 
06/27.8pp. 59104:015-59104:022. 

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts 
50-361 /OL-91 -02 & 50-362/OL-91-02 on 910722-31.No major deficiencies identified. 
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison 
Co. 4pp. 59224:065-59225:023. 

-9109300010 Exam repts 50-361/OL-91-02 & 5O-362/OL/91-02 on 910722-31. Exam 
results:thirteen reactor operator applicants passed & ail seven senior reactor opera¬ 
tors passed exam. 

PEREIRA,D.B, MILLER,L.F. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069- 
59225:023. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plane 

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on 
910708-12 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

-9109160048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708- 
12.Violations noted.Major areas inspected.personal dosimeter program,radiological 
survey program,health physics & chemistry staffing & occupational exposures. 
CARSON,L.C. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-59096:346. 


P. Operating license stage documents & correspondence 

9109030277 Notification of contract execution,task order 10: “NDE Support at San 
Onofre Nuclear Power Plant," awarded to TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14741. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). ip. 58944:248-58944:250. 

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10, “NDE Support at 
San Onofre Nuclear Power Plant,” under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/06. 
PAYNE,D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr., 
Inc.). 2pp. 58944:249-58944:250. 

9109040318 Notifies that one exception to administrative controls commitment,dtd 
900511 ,to maintain on train of spent fuel pool needed. 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/26. Document Control 
Branch (Document Control Desk). 2pp. 58954:054-58954:055. 

9109040204 Forwards Amend Applications 103 & 93 to Licenses NPF-10 & NPF- 
15,respectively,revising TS Tables 4.3-1 re reactor protective sys surveillance require¬ 
ments & 4.3-2 re ESFAS instrumentation. 

RAY.H.B. Southern California Edison Co. 91 /08/30. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58954:162-58954:211. 


9109270122 Provides corrected Relief Request B-7 for First Ten-Year Interval Inservice 
Insp Program,per 910626 & 910814 Itr. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/24. Document Control 
Branch (Document Control Desk). 12pp. 59235:259-59235:270. 


-9109040209 Amends Applications 103 & 93 to Ucenses NPF-10 & NPF-15, 
respectively.revising TS Tables 4.3-1 re reactor protective sys instrumentation surveil¬ 
lance requirements & 4.3-2 re ESFAS instrumentation. 

RAY.H.B. Southern California Edison Co. 91/08/30.14pp. 58954:166-58954:179. 


R. Periodic operating reports & related correspondence 

9109030192 Forwards “San Onofre Nuclear Generating Station Semiannual Effluent 
Rept,Jan-June 1991,” Rev 6 to “ODCM Nuclear Generation Site Unit 1” & Rev 23 to 
“ODCM Nuclear Generation Site Units 2 & 3." 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control 
Branch (Document Control Desk). 2pp. 58950:001-58951:025. 


-9109040211 Proposed Tech Spec Tables 4.3-1 re reactor protective sys instrumenta¬ 
tion surveillance requirements & 4.3-2 re ESFAS instrumentation. 

* Southern California Edison Co. 91/08/30. 32pp. 58954:180-58954:211. 

9109100021 Forwards proposed changes to NPDES permit.to include periodic discharge 
of two addl chemicals (Morpholine & Ethylenediamine tetraacetic acid). 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/04. Document Control 
Branch (Document Control Desk). 21pp. 59052:035-59052:055. 
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9109200176 Forwards amends 98 & 87 to licenses NPF-10 & NPF-15, 
respectively.Amends add surveillance requirement to TS 3/4 5.2 which would 
verify,every 12 h,position of containment emergency sump isolation valves. 
KOKAJKO.LE. Project Directorate V. 91 /09/05. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 3pp. 59164:070-59164:090. 

-9109200193 Amends 98 & 87 to licenses NPF-10 & NPF-15,respectively, adding sur¬ 
veillance requirement to TS 3/4 5.2 which would verify,every 12 h,position of contain¬ 
ment emergency sump isolation valves. 

DYER.J.E. Project Directorate V. 91/09/05. 16pp. 59164:073-59164:088. 

-9109200272 Safety evaluation supporting amends 98 & 87 to licenses NPF-10 & NPF- 
15,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp. 
59164:089-59164:090. 

9109180135 Forwards response to NRC 910807 request for addl info re station blackout 
analysis for facilities.Calculations E4C-017,Rev 0 & M-73-118,Rev 1 also end. 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/12. Document Control 
Branch (Document Control Desk). 13pp. 59127:260-59128:050. 

-9109180140 Rev 0 to "125 Volt Battery DC Sys Sizing.” 

* Southern California Edison Co. E4C-017 R00. 89/08/17. 27pp. 59127:274- 
59127:300. 

-9109180142 Rev 1 to “Room Temp Response During Station Blackout." 

SHLAFMAN.I., SISTOS.A.D., WHARTON,M.A. Southern California Edison Co. M-73- 
116 R01. 90/05/21. 91pp. 59127:301-59128:050. 

9109260019 Notification of contract execution,mod 6,Task Order 12, "San Onofre,Intake 
Structure Evaluation,” to “Technical Assistance in Support of NRC Licensing Activi¬ 
ties.” ContractorViking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). Ip. 59221:009-59221:010. 

-9109260072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, “San 
Onofre,Intake Structure Evaluation,” to "Technical Assistance in Support of NRC Li¬ 
censing Activities." 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18. 
SALUJA.J. Viking Systems International. Ip. 59221:010-59221:010. 

9109300175 Notification of 911002 meeting w/util in Rockville,MD to discuss details & 
status of current & future licensing actions at plant. 

KOKAJKO.L.E. Project Directorate V. 91/09/19. DYER.J.E. Division of Reactor 
Projects - III,IV,V (Post 901216). 4pp. 59243:212-59243:215. 

9109270078 Concludes that facility MSI Vs remain capable of performing safety 
function,based on end assessment of operability & advises of plans to perform boros- 
copic insp of MSIVs during Cycle 6 refueling outage scheduled for Jan 1992. 
ROSENBLUM.R.M. Southern California Edison Co. 91/09/24. Document Control 
Branch (Document Control Desk). 7pp. 59222:021-59222:027. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160018 Forwards insp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on 
910708-12 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison 
Co. 3pp. 59096:332-59096:346. 

-9109180030 Notice of violation from insp on 910708-12.Violation noted: on 910522,li¬ 
censee radwaste shipment arrived at low-level radwaste burial Site w/loose cask tie¬ 
down cables & not fully tightened metal expansion ring for holding cask. 

* Region 5 (Post 820201). 91/08/28. Ip. 59096:335-59096:335. 

-9109180048 Insp repts 50-206/91-21,50-361/91-21 & 50-362/91-21 on 910708- 
12.Violations noted.Major areas inspected:personal dosimeter program,radiological 
survey program,health physics & chemistry staffing & occupational exposures. 
CARSON,L.C., YUHAS.G.P. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336- 


9109060055 Responds to NRC 910802 ltr re violations/deviations noted in Insp Repts 
50-206/91-19,50-361/91-19 & 50-362/91-19 on 910601-0713.Corrective 

actions:Procedure SOI 23-0-21 re equipment status control revised on 910819. 
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59032:084-59032:096. 

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89- 
001 ,Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri¬ 
mary water stress corrosion cracking. Enel withheld. 

ROSENBLUM,R.M. Southern California Edison Co. 91/08/30. Document Control 
Branch (Document Control Desk). 4 pp. 50u 76:085-59076:088. 

9109200167 Forwards audit trip rep* ■ j C-f~ Owner Group pressurizer surge line thermal 
stratification evaluation program .o address NRC bulletin 88-011 issues. 

KOKAJKO.LE. Project Director a'9 V. 91/09/13. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 14pp. 59164:019-59164:032. 

9109240448 Notification of contract execution: “Safety Sys Methodology Initiative Team 
Insp San Onofre,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). Ip. 59192:336-59192:338. 


-9109240449 Ltr Contract NRC-03-90-031,awarding Task Order 24,to "Safety Sys 
methodology Initiative Team Insp - San Onofre.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338. 

9109110058 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230222 Forwards evaluation criteria for licensee to use to assess adequacy of pro¬ 
gram designed per IE Bulletin 88-008 re piping connected to RCS.Response consist¬ 
ent. 

KOKAJKO.L.E. Project Directorate V. 91/09/17. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 8pp. 59187:041-59187:048. 

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts 
50-361/OL-91-02 & 50-362/OL-91-02 on 910722-31.No major deficiencies identified. 
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison 
Co. 4pp. 59224:065-59225:023. 

-9109300010 Exam repts 50-361/OL-91-02 & 50-362/OL/91-02 on 910722-31. Exam 
results:thirteen reactor operator applicants passed & all seven senior reactor opera¬ 
tors passed exam. 

PEREIRA,D.B. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069-59225:023. 

9109270050 Ack receipt of 910830 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-206/91-19, 50-361/91-19 & 50-362/91-19. 

RICHARDS,S.A. Region 4 (Post 820201). 91/09/19. RAY.H.B. Southern California 
Edison Co. 2pp. 59216:233-59216:247. 

9109270122 Provides corrected Relief Request B-7 for First Ten-Year Interval Inservice 
Insp Program,per 910626 & 910814 ltr. 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/24. Document Control 
Branch (Document Control Desk). 12pp. 59235:259-59235:270. 


R. Periodic operating reports & related correspondence 


9109030192 Forwards "San Onofre Nuclear Generating Station Semiannual Effluent 
Rept,Jan-June 1991,” Rev 6 to “ODCM Nuclear Generation Site Unit 1” & Rev 23 to 
“ODCM Nuclear Generation Site Units 2 & 3.” 

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control 
Branch (Document Control Desk). 2pp. 58950:001-58951:025. 

-9109030194 “San Onofre Nuclear Generating Station Semiannual Effluent Release 
Rept,Jan-June 1991.” 

* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025. 

9109180101 Monthly operating repts for Aug 1991 for San Onofre Nuclear Generating 
Station,Units 2 & 3.W/910913 ltr. 

FARR.M.M., ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 13pp. 
58139:328-59139:340. 


V. Operator Examinations 

9109040021 Requests info re 910815 rept concerning NRC licensed SRO testing posi¬ 
tive for alcohol following 910814 drug test.lnfo requested within 30 days after receipt 
of ltr. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/26. RAY.H.B. Southern California 
Edison Co. 4pp. 58935:069-58935:073. 

9109120003 Forwards Surveillance Rept SOS-108-91, "Licensed Operator Requalifica¬ 
tion Program,” documenting evaluation of nuclear training dept,per 910812 & 13 tel- 
cons re util failure to conduct 1990 operating exams within required time. 
KRIEGER.R.W. Southern California Edison Co. 91/09/04. MARTIN,J.B. Region 5 
(Post 820201). 2pp. 59104:013-59104:022. 

-9109120004 Surveillance Rept SOS-108-91, "Licensed Operator Requalification Pro¬ 
gram.” 

ROBINSON,W.A., RAMSEY,M.B., BROWN,R.F. Southern California Edison Co. 91/ 
06/27. 8pp. 59104:015-59104:022. 

9109300008 Forwards reactor operator & senior reactor operator licensing exam repts 
50-361 /OL-91 -02 & 50-362/OL-91-02 on 910722-31 .No major deficiencies identified. 
KIRSCH.D.F. Region 5 (Post 820201). 91/09/18. RAY.H.B. Southern California Edison 
Co. 4pp. 59224:065-59225:023. 

-9109300010 Exam repts 50-361 /OL-91 -02 & 50-362/OL/91-02 on 910722-31. Exam 
results:thirteen reactor operator applicants passed & all seven senior reactor opera¬ 
tors passed exam. 

PEREIRA,D.B., MILLER,L.F. Region 5 (Post 820201). 91/09/18. 175pp. 59224:069- 
59225:023. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9109050246 Rev 81 to Procedure FNP-0-EIP-0008,reflecting on-call for remainder of 
1991 & first quarter of 1992. 

MOREY,D.N. Alabama Power Co. 91/08/27.11pp. 59030:339-59030:349. 

9109100112 Rev 81 to EPIP FNP-0-EIP-0008 re plant notification roster, consisting of 
both alphabetical & departmental listing.W/ 910830 ltr. 

HUDSPETH.J.B. Alabama Power Co. 91/08/30. 150pp. 59051:177-59052:026. 

9109120273 Discusses upcoming site surveys consisting of meetings w/telecommunica- 
tions & emergency preparedness representatives re site communications capabilities 
& feasibility of sys upgrades. 

HOFFMAN,S.T. Project Directorate 11-1. 91/08/30. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 59092:316-59092:318. 
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9100110101 Revised EPtPsJrarfuding Rev 4 to FNP-O-EIP-9.3 & Rev 22 to FNP-0-EiP- 
HUWSPS^^J.^ Alabarna Power Co. 91/09/06.100pp. 59111:070-59111:202. 
9109250283 Rev 30 to EPIP FNP-O-EIP-9, “Radiation Exposure Estimation & Classifies- 
91/09/13. 40pp. 59206:283-59208:322. 


9109200233 Responds to 910904 Hr to EL Jordan requiting participation iri ERDS 
program.FonSS generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSAfS!r.L Sffioefor Analysis & Evaiuation crf O^rratKjr^ Data, Director. 91/ 
09/16. HARDEMAN.J.C. Georgia, State of. 6pp. 59171:160-59171.165. 


a Adjudicatory correspondence 

9109100183 Order.* Grants util & NRC request for extension of discovery period in pro¬ 
ceeding until 911001 & prehearing conference be scheduled after 911001.W/Certifi- 

Safety and Licensing Board Panel. #391 12156. 91/08/23. Office 
of the General Counsel (Post 860701). 3pp. 59023:243-59023:245. 

9109100239 Notice.* Prehearing conference scheduled for 911002 in Bethesda,MD to 
facilitate scheduling of direct testimony, prehearing motions & location of heanng.W/ 

Board Panel. #391 12162. 91/08/26. 3pp. 

59023:297-59023:299. 


P. Operating license stage documents & correspondence 

9103100043 Forwards proprietary info re allegation RU-91-A-0162 for review to enable 
aoenev to take appropriate action.Info withheld (ref 10CFR2.790). 

MERSCHOFF.EwT Region 2 (Post 820201). 91/08/19. HAIRSTON,W.G. Alabama 
Power Co. 3pp. 59022:255-59022:257. 

9109040383 Responds to licensee request re withholding WCAP-12769 & WCAP- 
12771,dtd 910523 from public disclosure,per 10CFR2.790. NRC concurs w/request & 
versions of submitted info marked proprietary,withheld. 

HOFFMAN.S.T. Project Directorate 11-1. 91/08/28. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp- 3pp. 58981:275-58981:277. 

9109120252 Advises that NRC will inform util of results of review of 910822 Itr re impo¬ 
sition of compliance exception backfit re plant staff work schedules. 

VARGA.SA. Project Directorate 1-2. 91/09/05. HAIRSTON.W.G. Alabama Power Co. 
3pp. 59095:355-59095:357. 

9109240445 Confirms teicon on 910904 re mgt meeting to be conducted at Region II 
ofc in Atlanta,GA on 910912 to discuss recent events,including operation of plant w/ 
reduced safety margins.configuration control problems & work practices. 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/06. HAIRSTON.W.G. Alabama 
Power Co. 5pp. 59185:129-59185:133. 

9109130168 Notification of 911004 meeting w/util in Rockville,MD to discuss status of 
licensing actions. 

HOFFMAN,S.T. Project Directorate 11-1. 91/09/10. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 59113:008-59113:010. 


9109170282 Forwards nonproprietary WCAP-13065 & proprietary WCAP-13064, “JM 
Farley Nuclear Plant Units 1 & 2 Response to NRC Request for Addl Info on Steam 
Generator Flow Area Reduction Due to Combined LOCA & SSE Loads.”WCAP-13064 
withheld. 

WOODARD.J.D. Alabama Power Co. 91/09/10. Document Control Branch (Document 
Control Desk). 2pp. 59139:189-59139:244. 


-9109170264 Requests that proprietary WCAP-13064, “JM Farley Nuclear Plant Units 1 
& 2 Response to NRC Request for Addl Info on Steam Generator Flow Area Reduc¬ 
tion Due to Combined LOCA & SSE Loads” be withheld (ref 10CFR2.790(b)(4)). 
DIPIAZZA,R.P. Westinghouse Electric Corp- 91/09/03. MURLEY.T. Document Control 
Brandi (Document Control Desk). 11pp. 59139:191-59139:201. 


-9109170288 Nonproprietary “JM Farley Nuclear Plant Unite 1 & 2 Response to NRC 
Request for Addl Into on Steam Generator Flow Area Reduction Due to Combined 
LOCA & SSE Loads.” 

BECZAK.P.E., SMITH.R.E, MORRISON,RJ. Westinghouse Electric Corp. WCAP- 
13065.91/08/31. 44pp. 59139:202-59139:244. 


9109170287 Inform of delay in addl info re “Steam Generator Tube Support Plate Al¬ 
ternate Plugging Criteria,” per 910808 Itr. 

WOODARD.J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). Ip. 59135:347-59135:347. 


9109180236 Forwards nonproprietary WCAP-12834,Suppl 1 & proprietary WCAP- 
12835,Suppl 1, “Addl Info in Support of Eliminating Pressurizer Surge Line Rupture 
From Structural Design Basis for JM Farley Plant... WCAP-12835,Suppt 1 withheld. 
WOODARD.J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 4pp. 59171:191-59171:221. 


-9109180242 Requests that proprietary WCAP-12835,Suppl 1, “Addl Info in Support of 
Eliminating Pressurizer Surge Line Rupture From Structural Design Basis for JM Farley 
Plant Unite 1 & 2” be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA.R.P. Westinghouse Electric Corp. 91/09/06. MURLEY.T. Document Control 
Branch (Document Control Desk). 9pp. 59171:195-59171:203. 


-9109180246 Nonproprietary “Addl Info in Support of Biminating Pressurizer Surge Line 
Rupture From Structural Design Basis for JM Farley Plant Units 1 & 2.” 

WITT.F.J., ADAMONIS.D.C. Westinghouse Electric Corp. WCAP-12834 SOI. 91/09/ 
30.18pp. 59171:204-59171:221. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc fist end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 

ROSSLC-E 1 Division of Operational Events Assessment (Post 8704-11). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109060113 Forwards safety evaluation re NRC Bulletin 88-011, “Pressurizer Surge 
8 Une Thermal Stratification.” Methodology used to analyze & evaluate stress fatigue 
• effects due to thermal stratification & thermal striping acceptable. 

HOFFMAN.S.T. Project Directorate 11-1. 91/08/21. HAIRSTON.W.G. Alabama Power 
Co. 4pp. 59015:329-59015:357. 

-9109080132 Safety evaluation re WCAP-12639 re pressurizer surge line thermal strati¬ 
fication generic detailed analysis.Methodology used to analyze & evaluate stress fa¬ 
tigue effects due to thermal stratification & thermal striping accepteble. 

* NRC - No Detailed Affiliation Given. 91/08/21. 8pp. 59015:350-59015:357. 


9109100281 Discusses enforcement conference conducted on 910822 to allow licensee 
to make presentation on causes & corrective actions for 910517-22 event in which 
auxiliary feedwater pump inadvertently rendered inoperable. . 

GIBSON,A.F. Region 2 (Post 820201). 91/08/29. HAIRSTON.W.G. Alabama Power 
Co. 17pp. 59022:321-59022:337. 

9109120257 Forwards safety evaluation re second 10-yr interval inservice insp program 
Dlan.Concludes that program does not reflect compliance w/all requirements. 
ADENSAM.E.G. Project Directorate 11-1. 91/08/29. HAIRSTON.W.G. Alabama Power 
Co. 4pp. 59112:021-59112:153. 

-9109120260 Safety evaluation concluding that facility inservice insp program,Rev 1,in¬ 
cluding addl info provided & specific written relief unacceptable. _ 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/29. 21pp. 
59112:025-59112:045. 


-9011130333 “TER on Second 10-Yr Interval Inservice Insp Program Plan, JM Farley 


Nuclear Power Plant Unit 2.” 

BROWN,B.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6022. EGG-MS-8944. 
90/11/30. NRC - No Detailed Affiliation Given. 108pp. 59112:046-59112:153. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. ^ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109030136 “Semiannual Radioactive Effluent Release Rept - Jan through Jun 1991.” 
W/910827 Itr. 

WOODARD,J.D. Alabama Power Co. 91/06/30. 139pp. 58940:243-58941:020. 

9109030257 Forwards fitness-for-duty performance data for Jan-June 1991. 

WOODARD,J.D. Alabama Power Co. 91/08/27. Document Control Branch (Document 
Control Desk). 4pp. 58994:136-58994:139. 

9109160342 Monthly operating rept for Aug 1991 for JM Farley Nuclear Plant Unit 2.W/ 
910912 Itr. 

MOREY,D.N., WOODARD.J.D. Alabama Power Co. 91/08/31. 5pp. 59119:216- 
59119:220. 


S. Reportable occurrences, LERs & related correspondence 

9109050135 LER 91-005-00:on 910806,control rods dropped,resulting in negative flux 
rate reactor trip.Caused by lightning strike induced voltage on control rod drive mech¬ 
anism cables. Engineering study initiated.W/910830 itr. 

MOREY,D.N., WOODARD.J.D. Alabama Power Co. 91/08/30. 4pp. 59059:239- 
59059:242. 

9109110163 Special Rept 91-005:listed four fire dampers did not meet acceptance crite¬ 
rion of closing w/max air flow & declared inoperable.Design change requests submit¬ 
ted to mod dampers to ensure proper operation under all ays conditons. 

WOODARD,J.D. Alabama Power Co. 91/09/06. Document Control Branch (Document 
Control Desk). 2pp. 59100:238-59100:239. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plane 

9109160006 Ack receipt of 910628 & 0730 Itrs which forwarded objectives & scenario 
package for exercise scheduled for 911002. 

COLLINS,D.M. Region 2 (Post 820201). 91/06/30. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 59096:274-59096:276. 

9109110171 Ack receipt of 910812 Itr transmitting rev.dtd June 1991,to physical security 
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

CLINE.W.E. Region 2 (Post 820201). 91/09/05. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59092:242-59092:244. 

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSARD.R.L Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN.J.C. Georgia, State of. 6pp. 59171:160-59171:165. 

9109230153 Forwards response to NRC 910821 Itr re violations noted in Insp Repts 50- 
321/91-19 & 50-366/91-19. Response withheld (ref 10CFR73.21). 

BECKMAN,J.T. Georgia Power Co. 91/09/18. Document Control Branch (Document 
Control Desk). 2pp. 59188:295-59188:296. 
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9109300272 EPIPs including,Rev 0 Edition 2 to 73EP-EIP-019-0S, "Rally ...Team 
Duties" & Rev 1 Edition 2 to 73EP-EIP-011-0S, “Assembly.Accountability & Evacu¬ 
ation." W/910923 Itr. 

BECKHAM.J.T. Georgia Power Co. 91/09/23.16pp. 59260:043-59260:058. 


P. Operating license stage documents & correspondence 

9109050268 Discusses 901221 Itr re allegations by M Kohn that false testimony was 
knowingly given in proceeding before US Dept of Labor,per Section 210 of Energy 
Reorganization Act Requests that NRC be informed of consideration given matter. 
VARGA,S.A. Division of Reactor Projects - i/ll (Post 870411). 91/08/27. 
WASHINGTON,Y. Labor, Dept. of. 2pp. 58993:066-58993:067. 

9109120051 Forwards amends 172 & 112 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends revise unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at 
least 21 ft of water above irradiated fuel assemblies seated in SFP. 

JABBOUR.K. Project Directorate 11-3. 91/08/28. HAIRSON.W.G. Georgia Power Co. 
4pp. 59079:314-59079:337. 

•>9109120055 Amends 172 & 112 to licenses DPR-57 & NPF-5 respectively, revising 
unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at least 21 ft of water above irradiat¬ 
ed fuel assemblies seated in spent fuel pool fuel storage racks. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/28.14pp. 59079:318-59079:334. 

•>9109120090 Safety evaluation supporting amends 172 & 112 to licenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp. 
59079:335-59079:337. 

9109130049 Forwards amends 173 & 113 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends revise TS to reduce trip setpoint/allowable value for low 
water level scram & isolation functions approx 10 inches. 

JABBOUR.K.N. Project Directorate 11-3. 91/08/30. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 59105:112-59105:139. 

•>9109130053 Amends 173 & 113 to licenses DPR-57 & NPF-5,respectively, revising TS 
to reduce trip setpoint/allowable value for low level scram & isolation functions approx 
10 inches. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/30. 19pp. 59105:116-59105:135. 

•>9109130058 Safety evaluation supporting amends 173 & 113 to licenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 4pp. 
59105:136-59105:139. 

9109120269 Informs that previously submitted info contains trade secrets or proprietary 
commercial info & will be withheld from public disclosure. 

JABBOUR.K.N. Project Directorate 11-3. 91/09/04. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 59087:013-59087:016. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

•>9109180057 Requests endorsement of end 900413 memo from JA Calvo to DB Mat¬ 
thews to solidify overall NRR & Region II positions re Calvo interpretation of TS. 
VORSE.J.Y. Region 2 (Post 820201). 90/06/19. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). Ip. 59176:037-59178:037. 

9109170137 Application for amend to license NPF-5,revising traversing in-core probe 
sys operability requirements. 

BECKHAM.J.T. Georgia Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 10pp. 59120:150-59120:162. 

—9109170141 Proposed tech specs re traversing in-core probe sys operability require- 

* Georgia Power Co. 91/09/13. 2pp. 59120:161-59120:162. 

9109250093 Requests that 890517 request for amend to Licenses DPR-57 & NPF-5,in¬ 
corporating Generic Ltr 87-09 guidance re Sections 3.0 & 4.0,be withdrawn.Existing 
TS do not unduly restrict facility operation. 

BECKHAM,J.T. Georgia Power Co. 91/09/17. Document Control Branch (Document 
Control Desk). 2pp. 59200:334-59200:335. 

9109250101 Requests 880513 application for amend to Licenses DPR-57 & NPF-5,re¬ 
vising TS stroke time operability requirements for main steam line isolation valves.be 
withdrawn. 

BECKHAM.J.T. Georgia Power Co. 91/09/17. Document Control Branch (Document 
Control Desk). 2pp. 59200:332-59200:333. 


Q. Inspection reports, IE Bulletins & correspondence 

9108990210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160095 Ack receipt of 910715 Itr informing NRC of steps taken to correct violations 
noted in inap repts 50-321/91-13 & 50-366/91-13. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/20. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 59098:062-59098:064. 


9109040295 Forwards electrical distribution sys functional insp repts 50-321/91-202 & 
50-366/91 -202.Strengths identified in areas of retrievability of documents & deficien¬ 
cies re under voltage protection for plant operation.identified. 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 91/08/22. 
HAIRSTON,W.G. Georgia Power Co. 4pp. 58993:007-58993:040. 

-9109040298 Electrical distribution sys functional insp repts 50-321/91-202 & 50-366/ 
91-202 on 910610-0712. Major areas inspectedielectrical sys,mechanical sys,EDS 
equipment & engineering & technical support. 

GAUTAM.A.S., NORKIN.D., IMBRO.E. Special Inspection Branch. 91/08/22. 30pp. 
58993:011-58993:040. 

9109160036 Forwards insp repts 50-321/91-20 & 50-366/91-20 on 910714-0810 & 
notice of violation. 

HERDT.A.R. Region 2 (Pest 820201). 91/08/28. HAIRSTON,W.G. Georgia Power Co. 
3pp. 59097:200-59097:219. 

-9109160043 Insp repts 50-321/91-20 & 50-366/91-20 on 910714-0810. Violations 
noted.Major areas inspected:operations,maint, surveillance testing,ESF sys.TM! action 
item & open items. 

WERT.LD., MUSSER.R.A., SKINNER,P.H. Region 2 (Post 820201). 91/08/26. 15pp. 
59097:205-59097:219. 

9109040480 Forwards "Owners Data Rept (NIS-1) for Inservice Insp, El Hatch Nuclear 
Plant Unit 2,Dec 1989-June 1991." No reportable indications detected in seven welds 
in nonsafety- related RWCU sys,per Generic Ltr 88-01. 

BECKHAM.J.T. Georgia Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 3pp. 59004:048-59004:194. 

-9109040483 "Owners Data Rept (NIS-1) for Inservice Insp,El Hatch Nuclear Plant,Unit 
2,Dec 1989-June 1991.” 

WILLYARD.D. Georgia Power Co. 91/08/30. 146pp. 59004:051-59004:194. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230153 Forwards response to NRC 910821 Itr re violations noted in Insp Repts 50- 
321/91-19 & 50-366/91-19.Response withheld (ref 10CFR73.21). 

BECKMAN,J.T. Georgia Power Co. 91/09/18. Document Control Branch (Document 
Control Desk). 2pp. 59188:295-59188:296. 


R. Periodic operating reports & related correspondence 

9109040457 "Georgia Power Co Plant,El Hatch Units 1 & 2 Semiannual Radioactive Ef- 
fulent Release Rept,Jan-June 1991." W/910826 Itr. 

BECKHAM,J.T. Georgia Power Co. 91/06/30. 55pp. 59017:113-59017:167. 

9109190146 Monthly operating repts for Aug 1991 for Plant Hatch,Units 1 & 2.W/ 
910913 Itr. 

OWENS,A.R., BECKMAN,J.T. Georgia Power Co. 91/08/31. 12pp. 59167:106- 
59167:117. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9109060032 Rev 11 to EPIP 1903.011, “Emergency Response/Notification.” 

* Entergy Operations, Inc. 91/08/20. 49pp. 59032:212-59032:260. 

9109130138 Forwards proposed rev to industrial security plan due to security perimeter 
improvement project at facilities & minor revs to 910522 proposed change to industrial 
security plan.Encls withheld (ref 10CFR73.21). 

CARNS.N.S. Entergy Operations, Inc. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59107:283-59107:285. 

9109170135 Forwards Rev 21 to Industrial Security Plan.Rev withheld (ref 
10CFR2.790(d)). 

FISICARO.J.J. Entergy Operations, Inc. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59126:341-59126:342. 


H. General correspondence 

9109060147 Responds to 910731 Itr re constituent request for annual INPO repts for 
Arkansas Nuclear One & for all INPO repts be made available to public. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/22. PRYOR,D. 
Senate. 9pp. 59015:158-59015:168. 


P. Operating license stage documents & correspondence 

9109040035 Ack granting of temporary waiver of compliance to facility from provision of 
TS LCO 3.1.3.1,action t ‘G". 

COLLINS,S.J. Region 4 (Post 820201). 91/08/27. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58935:109-58935:116. 

-9109040046 Provides written documentation to follow-up facility 910823 verbal request 
re temporary waiver of compliance from tech spec LCO 3.1.3.1,action "G". 
FISICARO.J.J. Entergy Operations, Inc. 91/08/26. MARTIN.R.D. Region 4 (Post 
820201). 5pp. 58935:112-58935:116. 

9109100336 Forwards "Semiannual Radiological Effluent Release Rept, First & Second 
Quarters 1991,Arkansas Nuclear One,Units 1 & 2" & Rev 2 to 1012.003, “Solid Rad- 
waste Mat Process Control Program for Arkansas Nuclear One,Units 1 & 2." 
FISICARO.J.J. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59061:290-59061:324. 

—9109100340 Rev 2 to 1012.003, “Solid Radwaste Mgt Process Control Program for 
Arkansas Nuclear One,Units 1 & 2." 

* Entergy Operations, Inc. 91/06/12. 8pp. 59061:317-59061:324. 
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9109100241 Submits revised,proposed change to Tech Spec 3.1.3.1 & associated 
bases re movable control assemblies,per guidance agreed upon at 910724 meeting 
w/NRC.Changes permit operation for 72 h w/one or more assembly inoperable. 
FISICARO.J.J. Entergy Operations, Inc. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59083:142-59083:149. 

-9109100244 Proposed,revised Tech Spec 3/4.1.3 re movable control assemblies. 

* Entergy Operations, Inc. 91/08/30. 5pp. 59083:145-59083:149. 

9109100157 Ack granting of temporary waiver of compliance from provision of Tech 
Spec LCO 3.0.3,3.3,3.4 & 3.5. 

BEACH,A.B. Region 4 (Post 820201). 91/09/04. CARNS.N.S. Entergy Operations, Inc. 
3pp. 59022:258-59022:260. 

9109180015 Notification of significant licensee meeting w/util on 910924 to discuss fa¬ 
cility performance. 

BEACH,A.B. Region 4 (Post 820201). 91/09/09. Region 4 (Post 820201). 2pp. 
59117:046-59117:047. 

9109200350 Forwards amends 151 & 123 to licenses DPR-51 & NPF-6, respectively & 
safety evaluation.Amends revise TS by adding requirements for addl ICC Instrumenta¬ 
tion. 

ALEXION.T.W., PETERSON,S.R. Project Directorate IV-1. 91/09/09. CARNS.N.S. En¬ 
tergy Operations, Inc. 3pp. 59164:040-59164:069. 

-9109200353 Amends 151 & 123 to licenses DPR-51 & NPF-6,respectively, adding re¬ 
quirements for addl inadequate core cooling Instrumentation to TS. 

GRAMM,R.A. Project Directorate IV-1. 91/09/09. 22pp. 59164:043-59164:064. 

-9109200355 Safety evaluation supporting amends 151 & 123 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 5pp. 
59164:065-59164:069. 

9109180013 Informs that on 910903 U Collan assumed duties of Director of Div of Ra¬ 
diation Safety & Safeguards,S Collins becomes Director, Div of Reactor Safety & AB 
Beach becomes Director of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 59117:043-59117:045. 

9109180218 Forwards amend 124 to license NPF-6 & safety evaluation. Amend revises 
pressure-temp limits in facility TS Section 3.4 & associated bases for 
heatup,cooldown,leak test & criticality of RCS for 21 EFPY. 

PETERSON.S.R. Project Directorate IV-1. 91/09/10. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 59134:163-59134:183. 

-9109180223 Amend 124 to license NPF-6,revises pressure-temp limits in facility TS 
Section 3.4 & associated bases for heatup, cooldown,leak test & criticality of RCS for 
21 effective full power years. 

QUAY.T.R. Project Directorate IV-1. 91/09/10.14pp. 59134:166-59134:179. 

-9109180227 Safety evaluation supporting amend 124 to license NPF-6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 3pp. 
59134:180-59134:183. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040131 Ack receipt of 910812 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-313/91-15 & 50-368/91-15 on 910709. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/28. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58936:056-58936:063. 

9109100075 Forwards insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802. No 
violations or deviations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/29. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 59021:151-59021:162. 

-9109100083 Insp repts 50-313/91-22 & 50-368/91-22 on 910729-0802.No violations 
or deviations noted.Major areas inspected: licensee liquid & gaseous waste mgt pro¬ 
grams including organization & mgt control. 

MURRAY,B. Region 4 (Post 820201). 91/08/27. 8pp. 59021:155-59021:162. 

9109130196 Forwards Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-0815.Viola¬ 
tion noted but not cited re failure to conduct required hydrostatic testing following re¬ 
placement of Unit 1 Check Valve DH-96. 

BEACH,A.B. Region 4 (Post 820201). 91/09/09. CARNS.N.S. Entergy Operations, Inc. 
4pp. 59113:119-59113:143. 

-9109130198 Insp Repts 50-313/91-23 & 50-368/91-23 on 910703-0815. Violations 
noted but not cited.Major areas inspected: LERs,onsite followup of events,monthly 
maint & bimonthly surveillance observations & operational safety verification. 

WESTER MAN,T.F. Region 4 (Post 820201). 91/09/03. 21pp. 59113:123-59113:143. 

9109180034 Forwards audit trip rept re pressurizer surge line thermal stratification,per 
Bulletin 88-11 on 910507 & 08.Audit conducted to review status of C-E Owners Group 
program on reanalysis of pressurizer surge line. 

PETERSON.S.R. Project Directorate IV-1. 91/09/11. CARNS.N.S. Entergy Operations, 
Inc. 8pp. 59134:282-59134:289. 


9109280010 Notification of contract execution,Task Order 43, "Electrical Distribution 
Sys Functional Insp - ANO 2," awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527. 
91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 
870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59221:001- 
59221:008. 

—9109260015 Ltr contract NRC-03-90-031 .awarding Task Order 43, “Electrical Distribu¬ 
tion Sys Functional Insp - ANO-2." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527. 91/09/06. 
SHIFLETT.D.R. AECL Technologies. 7pp. 59221:002-59221:008. 

9109300156 Withdraws 890824,0914,22 & 900212 requests for relief from inservice insp 
requirements of Sections III & XI of ASME Code covering fuel transfer tube & drain 
pipe & gaskets to fuel transfer tube connection. 

FISICARO.J.J. Entergy Operations, Inc. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59253:007-59253:009. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units 
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3. 

MCGAHA.J.R. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59029:340-59029:352. 

9109100336 Forwards "Semiannual Radiological Effluent Release Rept, First & Second 
Quarters 1991 .Arkansas Nuclear One,Units 1 & 2" & Rev 2 to 1012.003, "Solid Rad- 
waste Mat Process Control Program for Arkansas Nuclear One, Units 1 & 2." 
FISICARO.J.J. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59061:290-59061:324. 

-9109100338 “Semiannual Radiological Effluent Release Rept,First & Second Quarters 
1991,Arkansas Nuclear One,Units 1 & 2." 

* Entergy Operations, Inc. 91/06/30. 25pp. 59061:292-59061:316. 

9109200354 Monthly operating rept for Aug 1991 for Arkansas Nuclear One Unit 2.W/ 
910916 ltr. 

WHITT,M.S., FISICARO.J.J. Entergy Operations, Inc. 91/08/31. 7pp. 59174:1 BO- 
59174:166. 

9109110043 Forwards annual rept containing description of reportable procedure & 
design change made at facilities,per 10CFR50.59. 

FISICARO.J.J. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu¬ 
ment Control Desk). 138pp. 59086:141-59086:278. 


V. Operator Examinations 

9109200215 Notifies that operating license for MJ Wright should be terminated as of 
910830. 

FISICARO.J.J. Entergy Operations, Inc. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59156:180-59156:181. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109040448 Forwards public version of revised EPIPs RP/0/A/5700/00, “Classification 
of Emergency/’ RP/0/A/5700/06, “Natural Disasters,” RP/0/A/5700/08, “Release 
of Toxic or Flammable Gases” & HP/0/B/1009/10.W/910826 release memo. 
TUCKMAN.M.S. Duke Power Co. 91/08/14. Document Control Branch (Document 
Control Desk). 3pp. 58982:019-58982:075. 

-9109040460 Public version of EPIPs,including RP/0/A/5700/00, "Classification of 
Emergency," RP/0/A/5700/06, “Natural Disasters," RP/O/A/5700/08, “Release of 
Toxic or Flammable Gases" & HP/O/B/1009/10, “Releases of Radioactive....” 
GILVERT.G.D. Duke Power Co. 91/08/05. 58pp. 58982:022-58982:075. 

9109110238 Forwards public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 

—9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS,R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258. 

9109100168 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-3, “Off- Site Dose 
Projections for McGuire Nuclear Station." W/910828 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. 32pp. 59087:175-59087:206. 

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations." W/910828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109100191 Revised EPIPs,including HP/0/B/1009/06.HP/1/B/1009/15 & HP/2/B/ 
1009/15.W/910828 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. 60pp. 59083:082-59083:141. 

9109190013 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-9, “Environ Monitor¬ 
ing for Emergency Conditions at McGuire Nuclear Station." W/910912 Itr. 
TUCKMAN.M.S., HARRIS,R.E. Duke Power Co. 91/09/12. 37pp. 59141:130- 
59141:166. 

9109260043 Rev 33 to emergency plan.W/910919 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. 65pp. 59235:051-59235:117. 
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I. Financial Information 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1 ,NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept, 1990." 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

—9109270020 “NC Electric Membership Corp 1990 Annual Rept." 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Munidpal Power Agency 1990 Annual Rept." 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PH1LLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8909180015 Discusses Tech Spec requirements for dedicated standby shutdown sys 
(SSS) used to meet App R requirements.Tech Specs not required for SSS.NUREG- 
0452 guidance used. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/09/08. 
LAINAS.G.L. Assistant Director for Region II Reactors. 2pp. 59135:179-59135:180. 

9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for 
change in frequency of procedure review. Review finds that change provides accepta¬ 
ble alternative & meets requirements in 10CFR50 App B. 

GIBSON.A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6pp. 59098:069-59098:074. 

9109050184 Notification of contract execution,mod 3 to task order 1, “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses." Contractor:lntl Technical Svcs.lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1318. 91/08/ 
26. SCHWINK.W.S. Program Management Policy Development & Analysis Staff (Post 
870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 58993:123-58993:125. 

-9109050191 Ltr Contract NRC-03-90-027,mod 3,extending expiration date to 911231 
to, “Review of RETRAN Computer Codes & Confirmatory Licensing Calculations As¬ 
sociated W/Safety Analyses." 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/08/22. 
KOMORIYA.H. International Technical Services, Inc. 2pp. 58993:124-58993:125. 

9109030200 Notification of 910903 meeting w/util in Rockville,MD to discuss plant 
reload submittal & associated DCP topical repts currently under Staff review. 

REED.T.A. Project Directorate 11-3. 91/08/28. MURLEY.T., MIRAGLIA.F., 

RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 58951:037-58951:040. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, “Thermal-Hydraulic Transient Analysis Methodology" & DPC-NE-2004, 
"Core Thermal-Hydraulic Methodology Using VIPRE-01.” Enel withheld. 

TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 

9109110045 Forwards Rev 29 to “ODCM,Oconee Nuclear Station," Rev 30 to 
“ODCM,Catawba Nuclear Station" & Rev 31 to “ODCM,McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110053 Rev 31 to “ODCM,McGuire Nuclear Station.” 

BIRCH,M.L., MCCONNELL,T.L., STEWART,J.M. Duke Power Co. 91/01/01. 15pp. 
59089:035-59089:049. 

9109110088 Forwards proprietary Topical Rept DPC-NE-3002, “FSAR Chapter 15 Sys 
Transient Analysis Methodology." Rept describes initial & boundary conditions & input 
assumptions re control & protective sys functions.Rept withheld . 

TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59099:112-59099:113. 

9109100264 Forwards Request for Relief 91-02 from hydrostatic testing requirements of 
ASME Code for portions of planned mods to main steam sys. 

TUCKMAN.M.S. Duke Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 8pp. 59083:029-59083:036. 

9109190173 Determines that proprietary info re main steam line breaks inside ice con¬ 
denser containment be withheld from public disclosure per 10CFR2.790(b)(5). 

MARTIN,R., REED.T. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power 
Co. 6pp. 59139:085-59139:090. 

9109190247 Informs that proprietary info will be withheld from public disclosure per 
10CFR2.790 re 900129 Itr indicating that attachments contained proprietary info. 
MARTIN,R. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp. 
59146:056-59146:061. 

9109190292 Requests withdrawal of proposed tech spec changes for instrumentation 
surveillances. 

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 2pp. 59165:306-59165:307. 

9109200352 Advises of tech spec changes in response to generic Itr 88-17, “Loss of 
DHR." 

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 2pp. 59175:314-59175:315. 

9109230020 Forwards safety evaluation granting util 910408 request for relief from test¬ 
ing requirements of 10CFR50.55a(a)(3)(i), (a)(3)(H) & (g)(6)(i). 

MATTHEWS,D.B. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 59191:247-59191:256. 


—9109230023 Safety evaluation granting relief per 10 CFR 50.55(a)(3)(i), (a)(3)(H) & 
(g)(6)(i) from testing determined impractical to perform & where compliance would 
result in hardship w/o compensating increase in safety. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 7pp. 
59191:250-59191:256. 

9109190276 Forwards environ assessment & finding of no significant impact re 910418 
request for exemption from 10CFR50.46 to enable use of demonstration fuel assem¬ 
blies during Cycles 8, 9 & 10. 

REED.T.A. Project Directorate 11-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 3pp. 
59167:191-59167:198. 

-9109190278 Environ assessment & finding of no significant impact re 910418 request 
for exemption from 10CFR50.46 to enable use of demonstration fuel assemblies 
during Cycles 8,9 & 10. 

MATTHEWS,D.B. Project Directorate 11-3. 91/09/16. 5pp. 59167:194-59167:190. 

9109200316 Suppl to application for amend to License NPF-7,revising TS 6.9.1.9, “Core 
Operating Limits Rept." 

TUCKMAN.M.S. Duke Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). 3pp. 59176:001-59176:006. 

-9109200318 Proposed tech spec 6.9.1.9, “Core Operating Limits Rept." 

* Duke Power Co. 91/09/16. 3pp. 59176:004-59176:006. 

9109250279 Notification of 911005 meeting w/util in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN,R. Project Directorate 11-3. 91/09/18. MATTHEWS,D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160130 Ack receipt of 910815 Itr in response to 910716 NOV re insp repts 50-369/ 
91-13 & 50-370/91-13.Responses found to meet requirements of 10CFR2.201. 
HERDT.A.R. Region 2 (Post 820201). 91/08/28. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:186-59098:188. 

9109240042 Forwards insp rept 50-369/91-19 & 50-370/91-19 on 910713- 0817 & 
notice of violations. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03. TUCKMAN.M.S. Duke Power 
Co. 4pp. 59182:189-59182:205. 

-9109240050 Notice of violation from insp on 910713-0817.Violation noted:fuel move¬ 
ment occurred in unit I storage pool & on 910716,crane operations occurred involving 
moving loads over storage pool w/inoperable fuel handling ventilation sys. 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03. Ip. 59182:193-59182:193. 

-9109240059 Insp repts 50-369/91-19 & 50-370/91-19 on 910713-0817. Violations 
noted.Major areas inspected:plant operations safety verification,engineered safety sys 
walkdown, surveillance testing & maint activities. 

VANDOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 91/08/29. 
12pp. 59182:194-59182:205. 

9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal 
stresses in piping connected to RCS. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59145:355-59145:356. 

9109190274 Responds to NRC Itr re violations noted in insp repts 50-369/91-18 & 50- 
370/91-IS.Corrective actions:increased in-house surveillance & better response to 
legibility of data. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 4pp. 59167:140-59167:142. 

9109200312 Responds to NRC Itr re exercise weakness noted in insp repts 50-369/91- 
15 & 50-370/91-15 on 910617-21.Corrective actions: crisis mgt implementing proce¬ 
dure CMIP-13 revised & weaknesses discussed w/parties involved. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59175:336-59175:337. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260170 Informs that licensee 880909 & 1228 responses to Bulletin 88-008 consist¬ 
ent w/mod or monitoring alternatives stated in bulletin & acceptable. 

REED.T.A. Project Directorate 11-3. 91/09/17. MARTIN,R.E. Duke Power Co. 8pp. 
59221:072-59221:079. 


R. Periodic operating reports & related correspondence 

9109110039 “Radioactive Effluent Release Rept,” for first half of 1991, including solid 
waste disposal rept,unplanned offsite releases & inoperable monitoring equipmenLW/ 
910829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 39pp. 59086:279-59086:317. 
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9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170286 Forwards monthly operating repts for Aug 1991 for McGuire Nuclear Sta¬ 
tion Units 1 & 2 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). Ip. 59139:266-59139:277. 

-9109170269 Monthly operating repts for Aug 1991 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS,RA, MOSER,S.W. Duke Power Co. 91/08/31. 10pp. 59139:267- 
59139:276. 

-9109170274 Monthly operating status repts for Jul 1991 for McGuire Nuclear Station 
Units 1 & 2. 

* Duke Power Co. 91/07/31. Ip. 59139:277-59139:277. 


S. Reportable occurrences, LERs & related correspondence 

9109100370 LER 90-010-02:on 900427,discovered that annulus ventilation & control 
ventilation sys heaters would not operate under all postulated operating 
conditions.Caused by design deficiency.Tech Spec change requested.W/910905 Itr. 
SIPEA, MCCONNELLT.L Duke Power Co. 90/06/13. 9pp. 59095:157-59095:165. 

9109040321 LER 91-010-00:on 910719,discovered that control rod deviation monitor in¬ 
operable since 831207.On 910713,control rod groups 1 & 2 misaligned by greater 
than 12 steps.Caused by defective procedure & mgt deficiency.W/910823 Itr. 
SIPE.A.R., MCCONNELL,T.L Duke Power Co. 91/08/23. 6pp. 58981:206-58981:211. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Fomn 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Munidpal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept." 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept" 

BAUER,J.A. Piedmont Munidpal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9109040448 Forwards public version of revised EPIPs RP/0/A/5700/00, “Classification 
of Emergency," RP/O/A/5700/06, "Natural Disasters," RP/0/A/5700/08, “Release 
of Toxic or Flammable Gases" & HP/O/B/1009/10.W/910826 release memo. 
TUCKMAN.M.S. Duke Power Co. 91/08/14. Document Control Branch (Document 
Control Desk). 3pp. 58982:019-58982:075. 

-9109040460 Public version of EPIPs.including RP/0/A/5700/00, “Classification of 
Emergency," RP/C/A/5700/06, “Natural Disasters,” RP/0/A/5700/08, “Release of 
Toxic or Flammable Gases" & HP/O/B/1009/10, “Releases of Radioactive....” 
GILVERT.G.D. Duke Power Co. 91/08/05, 58pp. 58982:022-58982:0757 


1109110238 Forwards public version of revised Crisis Mgt implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 


-9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS.R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258. 


9109100168 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-3, “Off- Site Dose 
Projections for McGuire Nuclear Station." W/910828 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. 32pp. 59087:175-59087:206. 


9109100177 Rev 39 to “Crisis Mgt Plan for Nuclear Stations." W/910828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28.21pp. 59082:328-59082:348. 


-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept." 

BAUER,J.A. Piedmont Munidpal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA reguest for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8909180015 Discusses Tech Spec requirements for dedicated standby shutdown sys 
(SSS) used to meet App R requirements.Tech Specs not required for SSS.NUREG- 
0452 guidance used. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/09/08. 
LAINAS.G.L Assistant Director for Region II Reactors. 2pp. 59135:179-59135:180. 

9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for 

n in frequency of procedure review. Review finds that change provides accepta- 
mative & meets requirements in 10CFR50 App B. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6pp. 59098:069-59098:074. 

9109050184 Notification of contract execution,mod 3 to task order 1, “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses." Contractor.Inti Technical Svcs.lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1318. 91/08/ 
26. SCHWINK.W.S. Program Management Policy Development & Analysis Staff (Post 
870411). GILL.A. NRC - No Detailed Affiliation Given. Ip. 58993:123-58993:125. 

-9109050191 Ltr Contract NRC-03-90-027,mod 3,extending expiration date to 911231 
to, “Review of RETRAN Computer Codes & Confirmatory Licensing Calculations As¬ 
sociated W/Safety Analyses." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/08/22. 
KOMORIYA.H. International Technical Services, Inc. 2pp. 58993:124-58993:125. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, “Thermal-Hydraulic Transient Analysis Methodology" & DPC-NE-2004, 
"Core Thermal-Hydraulic Methodology Using VIPRE-01." Enel withheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 

9109110045 Forwards Rev 29 to "ODCM,Oconee Nuclear Station," Rev 30 to 
“ODCM.Catawba Nuclear Station" & Rev 31 to “ODCM,McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110053 Rev 31 to “ODCM,McGuire Nuclear Station." 

BIRCH,M.L, MCCONNELL,T.L., STEWART,J.M. Duke Power Co. 91/01/01. 15pp. 
59089:035-59089:049. 

9109110088 Forwards proprietary Topical Rept DPC-NE-3002, “FSAR Chapter 15 Sys 
Transient Analysis Methodology." Rept describes initial & boundary conditions & input 
assumptions re control & protective sys functions. Rept withheld . 

TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59099:112-59099:113. 

9109100264 Forwards Request for Relief 91-02 from hydrostatic testing requirements of 
ASME Code for portions of planned mods to main steam sys. 

TUCKMAN.M.S. Duke Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 8pp. 59083:029-59083:036. 

9109190173 Determines that proprietary info re main steam line breaks inside ice con¬ 
denser containment be withheld from public disclosure per 10CFR2.790(b)(5). 

MARTIN,R. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp. 
59139:085-59139:090. 

9109190247 Informs that proprietary info will be withheld from public disclosure per 
1QCFR2.790 re 900129 Itr indicating that attachments contained proprietary info. 
MARTIN.R. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp. 
59146:056-59146:061. 

9109190292 Requests withdrawal of proposed tech spec changes for instrumentation 
surveillances 

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 2pp. 59165:306-59165:307. 


9109100191 Revised EPIPs.induding HP/0/B/1009/06,HP/1 /B/1009/15 & HP/2/B/ 
1009/15.W/910828 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28.60pp. 59083:082-59083:141. 

9109190013 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-9, “Environ Monitor¬ 
ing for Emergency Conditions at McGuire Nuclear Station." W/910912 Itr. 
TUCKMAN.M.S., HARRIS,R.E. Duke Power Co. 91/09/12. 37pp. 59141:130- 
59141:166. 

9109260043 Rev 33 to emergency plan.W/910919 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/09/19.65pp. 59235:051-59235:117. 


I. Financial information 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 


9109200352 Advises of tech spec changes in response to generic Itr 88-17, “Loss of 

TUCKMAN.M.S. Duke Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 2pp. 59175:314-59175:315. 

9109230020 Forwards safety evaluation granting util 910408 request for relief from test¬ 
ing requirements of l0CFR50.55a(a)(3)(n, (a)(3)(H) & (g)(6)(f). 

MATTHEWS,D.B. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 59191:247-59191:256. 

-9109230023 Safety evaluation granting relief per 10 CFR 50.55(a)(3)(i), (a)(3)(H) & 
(g)(6)(i) from testing determined impractical to perform & where compliance would 
result in hardship w/o compensating increase in safety. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 7pp. 
59191:250-59191:256. 

9109250279 Notification of 911005 meeting w/utii in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN.R. Project Directorate il-3. 91/09/18. MATTHEWS,D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 



DOCKETED ITEMS 113 


Q. Inspection reports, IE Bulletins & correspondence 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers. Svc list end. 

£UNNPlyK? 1 of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9109280205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency l.NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electnc Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

—9109260208 "NC Municipal Power Agency 1 Annual Rept.1990." 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 


9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109160130 Ack receipt of 910815 Itr in response to 910716 NOV re insp repts 50-369/ 
91-13 & 50-370/91-13.Responses found to meet requirements of 10CFR2.201 
HERDT.A.R. Region 2 (Post 820201). 91/08/28. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:186-59098:188. 


9109240042 Forwards insp rept 50-369/91-19 & 50-370/91-19 on 910713- 0817 & 
notice of violations. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03. TUCKMAN.M.S. Duke Power 
Co. 4pp. 59182:189-59182:205. 


-9109240050 Notice of violation from insp on 910713-0817.Violation noted:fuel move¬ 
ment occurred in unit I storage pool & on 910716,crane operations occurred involving 
moving loads over storage pool w/inoperable fuel handling ventilation sys. 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/03. Ip. 59182:193-59182:193. 


-9109270020 “NC Electric Membership Corp 1990 Annual Rept" 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept" 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109040093 Rev 3 to Procedure LZP-1510-1, “GSEP Organizational Preparedness." 
Commonwealth Edison Co. 91/08/23. 7pp. 59017:330-59017:336. 

9109240249 Rev 39 to Procedure LZP-1320-1, “Augmentation of Plant Staffing.” 

* Commonwealth Edison Co. 91/08/28. 40pp. 59194:055-59194:077. 


-9109240059 Insp repts 50-369/91-19 & 50-370/91-19 on 910713-0817. Violations 
noted.Major areas inspected:plant operations safety verification.engineered safety sys 
walkdown, surveillance testing & mamt activities. 

VANDOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 91/08/29 
12pp. 59182:194-59182:205. 

9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal 
stresses in piping connected to RCS. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59145:355-59145:356. 

9109190274 Responds to NRC Itr re violations noted in insp repts 50-369/91-18 & 50- 
370/91-IS.Corrective actions:increased in-house surveillance & better response to 
legibility of data. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 4pp. 59167:140-59167:142. 

9109200312 Responds to NRC Itr re exercise weakness noted in insp repts 50-369/91- 
15 & 50-370/91-15 on 910617-21 .Corrective actions: crisis mgt implementing proce¬ 
dure CMIP-13 revised & weaknesses discussed w/parties involved. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59175:336-59175:337. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260170 informs that licensee 880909 & 1228 responses to Bulletin. 88-008 consist¬ 
ent w/mod or monitoring alternatives stated in bulletin & acceptable. 

REED.T.A. Project Directorate 11-3. 91/09/17. MARTIN,R.E. Duke Power Co. 8pp. 
59221:072-59221:079. 


R. Periodic operating reports & related correspondence 

9109110039 "Radioactive Effluent Release Rept," for first half of 1991, including solid 
waste disposal rept,unplanned offsite releases & inoperable monitoring equipmentW/ 
910829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 39pp. 59086:279-59086:317. 


P. Operating license stage documents & correspondence 

9109030049 Forwards request for addl info re station blackout rule.Info requested within 
30 days of receipt of Itr. 

SIEGEL,B.L. Project Directorate 111-2. 91/08/23. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58951:114-58951:117. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts.plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109110017 Responds to NRC 910702 request for addl info re identification of deficient 
motor-operated valves,per Generic Ltr 89-10,Suppl 3.Reevaluation of criteria resulted 
in reduction of valves determined to be deficient. 

CHRZANOWSKI.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 

9109230121 SuppI to application for amend to licenses NPF-11 & NPF-18, App A,tech 
specs to modify surveillance requirement of tech spec 4.4.3.2.1 to monitor primary 
containment sump flow rate on average once per 8 hrs not to exceed 12 hrs. 

PIET.P.L. Commonwealth Edison Co. 91/09/13. Document Control Branch (Document 
Control Desk). 4pp. 59191:319-59191:328. 

-9109230124 Proposed tech specs to modify surveillance requirement of tech spec 
4.4.3.2.1 to monitor primary containment sump flow rate on average once per 8 hrs 
not to exceed time interval of 12 hrs. 

* Commonwealth Edison Co. 91/09/13. 6pp. 59191:323-59191:328. 

9109250114 Forwards safety evaluation approving addenda A submittal to rev 1 of first 
10-yr interval to licensee inservice insp program. 

SIEGEL,B.L. Project Directorate 111-2. 91/09/13. KOVACH,T.J. Commonwealth Edison 
Co. 2pp. 59202:176-59202:179. 

-9109250121 Safety evaluation accepting changes submitted in addenda A to facility 
first 10-yr interval inservice insp program. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 2pp. 
59202:178-59202:179. 


9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(dj. 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170266 Forwards monthly operating repts for Aug 1991 for McGuire Nuclear Sta¬ 
tion Units 1 & 2 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). Ip. 59139:266-59139:277. 

-9109170269 Monthly operating repts for Aug 1991 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS,R.A., MOSER.S.W. Duke Power Co. 91/08/31. 10pp. 59139:267- 
59139:276. 

—9109170274 Monthly operating status repts for Jul 1991 for McGuire Nuclear Station 
Units 1 & 2. 

* Duke Power Co. 91/07/31. Ip. 59139:277-59139:277. 


S. Reportable occurrences, LERs A related correspondence 


Q. Inspection reports, IE Bulletins A correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109250114 Forwards safety evaluation approving addenda A submittal to rev 1 of first 
10-yr interval to licensee Inservice insp program. 

SIEGEL,B.L. Project Directorate HI-2. 91/09/13. KOVACH,T.J. Commonwealth Edison 
Co. 2pp. 59202:176-59202:179. 


9109100367 LER 91 -004-01 :on 910422,auxiliary feedwater turbine-driven Dump declared 
inoperable due to erroneous calibr of pump suction pressure switches.Caused by mgt 
& design deficiency.Pressure switches recalibr.W/910905 Itr. 

SIPE,A.R„ MCCONNELL,T.L. Duke Power Co. 91/07/29.11pp. 59171:180-59171:190. 


-9109250121 Safety evaluation accepting changes submitted in addenda A to facility 
first 10-yr interval inservice insp program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 2pp. 
59202:178-59202:179. 


9109170294 LER 91-008-00:on 910814,both trains of annulus ventilation sys inoperable 
when fire door serving as pressure boundary not posted w/fire barrier tag.Caused by 
inappropriate action & mgt deficiency.Tagging modified.W/910913 Itr. 

SIPE.A.R., MCCONNELL,T.L Duke Power Co. 91/09/13. 7pp. 59157:141-59157:147. 


9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 
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910*240373 Forwards insp repts 50-373/91-15 & 50-374/91-15 on 910717- 0828 & 
notice of violation. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/19. REED.C. Commonwealth Edison 
Co. 2pp. 59185:006-59185:024. 

—9109240377 Notice of violation from insp on 910717-0828.Violation noted:test proce¬ 
dure for Unit 1 RCIC sys inappropriate to circumstances in that procedure did not re¬ 
quire shutting discharge valve to lubricating oil cooler. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/19. 2pp. 59185:008-59185:009. 

-9109240409 Insp repts 50-373/91-15 & 50-374/91-15 on 910717-0828. Violations 
noted.Major areas inspected:LERs,operational safety.ESF sys,monthly maint,monthly 
surveillance,training effectiveness & rept review. 

BURGESS.B.L. Region 3 (Post 820201). 91/09/16. 15pp. 59185:010-59185:024. 

9109230231 Responds to NRC Itr re violations noted in insp repts 50-373/91-16 & 50- 
374/91 -16.Corrective actions:radwaste shipment checklist for plant revised & person¬ 
nel involved informed of event 

KOVACH,T.J. Commonwealth Edison Co. 91/09/20. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59189:143-59189:144. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170005 Monthly operating repts for Aug 1991 for LaSalle County Nuclear Power 
Station.W/910911 Itr. 

CIALKOWSKI.M.H., DIEDERICH.G.J. Commonwealth Edison Co. 91/08/31. 26pp. 
59119:311-59119:336. 


S. Reportable occurrences, LERs & related correspondence 

9109160261 Special repton 910806,loose part monitor sys channel 12 determined to be 
defective due to loss of normal background noise.Cause unknown.Channel will not be 
repaired until next forced outage due to inaccessibility of channel components. 
DIEDERICH.G.J. Commonwealth Edison Co. 91/09/11. DAVIS.A.B. Region 3 (Post 
820201). Ip. 59115:354-59115:354. 
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F. Security, medical, emergency & fire protection plans 

9109040093 Rev 3 to Procedure LZP-1510-1, “GSEP Organizational Preparedness.” 

* Commonwealth Edison Co. 91/08/23. 7pp. 59017:330-59017:336. 

9109240249 Rev 39 to Procedure LZP-1320-1, “Augmentation of Plant Staffing." 

* Commonwealth Edison Co. 91/08/28. 40pp. 59194:055-59194:077. 


P. Operating license stage documents & correspondence 

9109030049 Forwards request for addl info re station blackout rule.lnfo requested within 
30 days of receipt of Itr. 

SIEGEL,B.L. Project Directorate 111-2. 91/08/23. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58951:114-58951:117. 

9109040165 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109110017 Responds to NRC 910702 request for addl info re identification of deficient 
motor-operated valves,per Generic Ltr 89-10,Suppl 3.Reevaluation of criteria resulted 
in reduction of valves determined to be deficient. 

CHRZANOWSK1.D. Commonwealth Edison Co. 91/09/05. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 59088:344-59088:359. 

9109230121 Suppl to application for amend to licenses NPF-11 & NPF-18, App A,tech 
specs to modify surveillance requirement of tech spec 4.4.3.2.1 to monitor primary 
containment sump flow rate on average once per 8 hrs not to exceed 12 hrs. 

PIET.P.L Commonwealth Edison Co. 91/09/13. Document Control Branch (Document 
Control Desk). 4pp. 59191:319-59191:328. 

-9109230124 Proposed tech specs to modify surveillance requirement of tech spec 
4.4.3.2.1 to monitor primary containment sump flow rate on average once per 8 hrs 
not to exceed time interval of 12 hrs. 

* Commonwealth Edison Co. 91/09/13. 6pp. 59191:323-59191:328. 


Q. inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240373 Forwards insp repts 50-373/91-15 & 50-374/91-15 on 910717- 0828 & 
notice of violation. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/19. REED.C. Commonwealth Edison 
Co. 2pp. 59185:006-59185:024. 

-9109240377 Notice of violation from insp on 910717-0828.Violation noted:test proce¬ 
dure for Unit 1 RCIC sys inappropriate to circumstances in that procedure did not re¬ 
quire shutting discharge valve to lubricating oil cooler. 

SHAFER.W.D. Region 3 (Post 820201). 91/09/19. 2pp. 59185:008-59185:009. 

-9109240409 Insp repts 50-373/91-15 & 50-374/91-15 on 910717-0828. Violations 
noted.Major areas inspected:LERs,operational safety.ESF sys,monthly maint,monthly 
surveillance.training effectiveness & rept review. 

BURGESS.B.L. Region 3 (Post 820201). 91/09/16.15pp. 59185:010-59185:024. 

9109230231 Responds to NRC Itr re violations noted in insp repts 50-373/91-16 & 50- 
374/91 -16.Corrective actions:radwaste shipment checklist for plant revised & person¬ 
nel involved informed of event 

KOVACH,T.J. Commonwealth Edison Co. 91/09/20. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59189:143-59189:144. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109170005 Monthly operating repts for Aug 1991 for LaSalle County Nuclear Power 
Station.W/910911 Itr. 

CIALKOWSKI.M.H., DIEDERICH.G.J. Commonwealth Edison Co. 91/08/31. 26pp. 
59119:311-59119:336. 


S. Reportable occurrences, LERs & related correspondence 

9109170105 LER 91-008-00:on 910811,turbine driven reactor feed pump insulation fire 
occurred.Caused by turbine bearing lube oil leaking from flange gasket of ground 
brush assembly.Ground brush assembly removed & inspected.W/910911 Itr. 
OTLEWIS.J.E., DIEDERICH.G.J. Commonwealth Edison Co. 91/09/11. 4pp. 
59157:039-59157:042. 
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F. Security, medical, emergency & fire protection plans 

9109190166 Forwards Rev 15 of Waterford 3 emergency plan & proprietary portion of 
plan. 

BARKHURST.R.P. Entergy Operations. Inc. 91/09/16. Document Control Branch 
(Document Control Desk). 10pp. 59164:204-59165:242. 

-9109190174 Rev 15 to Waterford emergency plan. 

* Entergy Operations, Inc. 91/08/16. 295pp. 59164:214-59165:242. 


P. Operating license stage documents & correspondence 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

-9109250173 Invites interested parties to meeting re ISLOCA program review. 

BURDICK,G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W., KING.T., 
CUNNINGHAM,M. NRC - No Detailed Affiliation Given. 2pp. 59238:293-59238:294. 

8911160163 Comments on D Wigginton note to T Murley. re plant diesel generator 

CALVO.J.A. Technical Specifications Branch. 89/11/02. PARTLOW.J.G. Associate Di¬ 
rector for Projects (Post 870411). 2pp. 59135:181-59135:182. 

9109060169 Forwards draft rept re assessment of intersystem LOCA risks for nuclear 
power plant incorporating C-E type PWR for review. 

WIGGINTON,D.L. Project Directorate IV-1. 91/08/15. BARKHURST.R.P. Entergy Op¬ 
erations, Inc. 3pp. 59016:014-59017:031. 

-9109060177 Draft “Assessment of Intersystem LOCA Risks - Methodology & 
Application:C-E Plant.” 

KELLY.D.L., AUFLICK.J.L., HANEY,L.N. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
EGG-2650 DRFT. 91/06/18. Office of Nuclear Regulatory Research (Post 860720). 
100pp. 59016:017-59017:031. 

9109040424 Discusses accelerated testing of emergency diesel generators. 

BURSKI.R.F. Entergy Operations. Inc. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59006:340-59006:343. 

9109060072 Confirms arrangements for check valve audit to be performed during wk of 
910930. 

QUAY.T.R. Project Directorate IV-1. 91/08/28. BARKHURST.R.P. Entergy Operations, 
Inc. 5pp. 59015:118-59015:122. 

9109050091 Forwards “Semiannual Radioactive Effluent Release Rept - 910101-0630" 
& Rev 1,2 & 3 to Administrative Procedure RW-1-210 “Process Control Program.” 
BURSKI.R.F. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59025:080-59025:218. 
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-9109050112 Rev 1 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram.” 

* Louisiana Power & Light Co. 85/06/05. 29pp. 59025:142-59025:171. 

-9109050116 Rev 2 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram.” 

* Louisiana Power & Light Co. 87/07/10. 33pp. 59025:172-59025:205. 


R. Periodic operating reports & related correspondence 

9109050091 Forwards "Semiannual Radioactive Effluent Release Rept - 910101-0630” 
& Rev 1,2 & 3 to Administrative Procedure RW-1-210 "Process Control Program.” 
BURSKI.R.F. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59025:080-59025:218. 


-9109050117 Rev 3 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram.” 

* Louisiana Power & Light Co. * New Orleans Public Service Co. 89/05/09. 13pp. 
59025:206-59025:218. 

9109050220 Forwards response to NRC 910701 telcon request for addl info re station 
blackout.Analysis for batteries demonstrates adequate capacity for coping w/4 h sta¬ 
tion blackout. Batteries replaced prior to end of life. 

BURSKI.R.F. Entergy Operations, Inc. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). 33pp. 59020:231-59020:263. 


-9109050096 “Semiannual Radioactive Effluent Release Rept - 910101-0630.” 

* Entergy Operations, Inc. 91/06/30. 34pp. 59025:081-59025:140. 

-9109050112 Rev 1 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram." 

* Louisiana Power & Light Co. 85/06/05. 29pp. 59025:142-59025:171. 

-9109050116 Rev 2 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram.” 

* Louisiana Power & Light Co. 87/07/10. 33pp. 59025:172-59025:205. 


9109090132 Forwards Rev 7,Change 1 of “Waterford 3 Pump & Valve Inservice Test 
(1ST) Plan,” per Generic Ltr 89-04.Rev 7, Change 1 of 1ST Plan contains specific relief 
requests for deviations from ASME Code 1ST requirements. 

BURSKI.R.F. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59055:204-59056:074. 

-9109090136 Rev 7,Change 1 of Inservice Testing Plan re pumps & valves. 

* Entergy Operations, Inc. 91/09/03. 200pp. 59055:206-59056:074. 


-9109050117 Rev 3 to Administrative Procedure RW-1-210, “Process Control Pro¬ 
gram." 

Louisiana Power & Light Co. * New Orleans Public Service Co. 89/05/09. 13pp. 
59025:206-59025:218. 

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units 
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3. 

MCGAHA.J.R. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59029:340-59029:352. 


9109110187 Documents implementation of listed amends to License NPF-38, per NRR 
request. 

BURSKI.R.F. Entergy Operations, Inc. 91/09/05. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59092:268-59092:269. 


9109170257 Monthly operating rept for Aug 1991 for Waterford 3.W/910913 ltr. 
KLLONA.L.A., BURSKI.R.F. Entergy Operations, Inc. 91/08/31. 7pp. 59121:241- 
59121:247. 


9109180024 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi¬ 
ation Safety & Safeguards,S Collins becomes Director,Div of Reactor Safety & AB 
Beach becomes Director, Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 2pp. 59117:058-59117:059. 

9109190286 Responds to NRC 910906 request for addl info re 910802 QA program 
change submittal.QA Procedure QAP-302, "Conduct of Operations QA Audits, will be 
revised. 

BURSKI.R.F. Entergy Operations, Inc. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59165:304-59165:305. 

9109300080 Application for amend to License NPF-38,consisting of TS Change Request 
NPF-38-117,changing TS Table 4.8-1, “Diesel Generator Test Schedule^ to exlude 
failure from count to determine adjustment of test frequency for Train A. 
BARKHURST.R.P. Entergy Operations, Inc. 91/09/25. Document Control Branch 
(Document Control Desk). 9pp. 59253:010-59253:022. 

-9109300081 Proposed Tech Spec Table 4.8-1, “Diesel Generator Test Schedule." 

* Entergy Operations, Inc. 91/09/25. 4pp. 59253:019-59253:022. 


Q. inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040171 Forwards final SALP for period of 891101-910430.lnforms that review of 
910812 ltr finds ltr to be responsive to initial SALP rept.Evaluation based on insp rept 
50-382/89-39 re environ qualification program. 

MARTIN,R.D. Region 4 (Post 820201). 91/08/28. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 25pp. 58936:145-58936:178. 

9109090132 Forwards Rev 7,Change 1 of “Waterford 3 Pump & Valve Inservice Test 
(1ST) Plan," per Generic Ltr 89-04.Rev 7, Change 1 of 1ST Plan contains specific relief 
requests for deviations from ASME Code 1ST requirements. 

BURSKI.R.F. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59055:204-59056:074. 

-9109090136 Rev 7,Change 1 of Inservice Testing Plan re pumps & valves. 

* Entergy Operations, Inc. 91/09/03. 200pp. 59055:206-59056:074. 

9109130043 Forwards 910507-08 audit trip rept re review of status of C-E Owners 
Group program on reanalysis of pressurizer surge line for thermal statification effects 
concerning Bulletin 88-011. 

WIGGINTON.D.L. Project Directorate IV-1. 91/09/09. BARKHURST.R.P. Entergy Op¬ 
erations, Inc. 8pp. 59098:312-59098:319. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment* (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109190254 Responds to NRC ltr re violations noted in insp rept 50-382/91-21 .Correc¬ 
tive actions:adai guidance provided on initiation of corrective actions. 

BURSKI.R.F. Entergy Operations, Inc. 91/09/17. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59167:050-59167:054. 


S. Reportable occurrences, LERs & related correspondence 


9109060034 LER 88-030-03:on 881110,unsealed penetration noted in floor & wall of re¬ 
actor auxiliary bldg computer room.On 910802, fire dampers in 3 h fire barrier not 
inspected.Caused by inadequate design.lnsp procedure changed.W/910903 ltr. 
HOLDER,A.L., PACKER, D.F. Entergy Operations, Inc. 91/09/03. 12pp. 59059:259- 
59059:270. 

/ 

9109110152 LER 91-017-00:on 910808,water in pressure transmitter sensing lines 
found.Caused by inadequate procedure.Procedure (OP)-009-008 will be revised to re¬ 
quire sensing lines to be drained when draining safety injection tank.W/910909 ltr. 
VINCI,D.W. Entergy Operations, Inc. 91/09/09. 6pp. 59111:007-59111:012. 

9109180020 Forwards “Trip Rept:Onsite Analysis of Human Factors of Event at Water¬ 
ford 3 on 910624 (Manual Reactor Trip w/ Excess Steam Demand).” 

ROSENTHAL,J.E. Reactor Operations Analysis Branch. 91/09/11. NOVACK.T.M. Divi¬ 
sion of Safety Programs (Post 870413). 3pp. 59134:256-59134:281. 

-9109180027 “Trip Rept:Onsite Analysis of Human Factors of Event at Waterford 3 on 
910624 (Manual Reactor Trip w/Excess Steam Demand)." 

JONES,M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MEYER,O. Idaho National Engi¬ 
neering Laboratory. EGG-HFRU-9823. 91/09/30. NOVACK.T., SPENCE.R., 
TRAGER.E. Office for Analysis & Evaluation of Operational Data, Director. 23pp. 
59134:259-59134:281. 

9109180145 LER 91-018-00:on 891102,ASME Class 3 wafer disc discovered to have 
been inadvertently installed in containment isolation valve CC-710.Caused by inad¬ 
equate procedure. Procedure revised.W/910913 ltr. 

HOFFPAUIR.J.G., PACKER,D.F. Entergy Operations, Inc. 91/09/13. 8pp. 59157:226- 
59157:233. 

9109180151 Special rept:on 910820.EDG secured during surveillance test due to power 
dropping resistor failure.Power dropping resistor assembly replaced.Health & safety of 
public & plant personnel not affected by this event. 

PACKER,D.F. Entergy Operations, Inc. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59145:338-59145:342. 

9109190291 LER 90-019-02:on 901212,both trains of control room air conditioning dis¬ 
covered inoperable.Caused by control room envelope.Surveillance Procedure PE-5- 
004, “Control Room Air Conditioning Sys Surveillance," revised.W/910916 ltr. 

AZZAR ELLO.R .G., PACKER,D.F. Entergy Operations, Inc. 91/09/16. 14pp. 

59166:205-59166:218. 

9109200268 Special rept SR-91-003-01 :on 910406,inservice eddy current exam of facili¬ 
ty SG tubing completed by Westinghouse.Rept submitted per tech specs 4.4.4.5 & 
6.9.2.Rotating Pancake Coil exam results verified no detectable degradation. 

PACKER,D.F. Entergy Operations, Inc. 91/09/16. Document Control Branch (Docu¬ 
ment Control Desk). 18pp. 59169:313-59169:330. 

9109270191 LER 91-019-00:on 910825,reactor trip occurred on loss of power to control 
element drive mechanism motor generator sets.Caused by unforseen design 
problem.Mod considered by sys engineering to replace pushbutton.W/910924 ltr. 
HOFFPAUIR.J.G., PACKER,D.F. Entergy Operations, Inc. 91/09/24.11pp. 59263:210- 
59263:220. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109040083 Responds to NRC 910730 request for addl info re Rev 4 to fire protection 
review rept.Rev 4 to “App R Multiple High Impedance Fault Analysis” encl. 
KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc¬ 
torate 1-2. 6pp. 58977:001-58978:174. 

-9109040095 “App R Multiple High Impedance Fault Analysis." 

* Stone & Webster Engineering Corp. * ASTA, Inc. SEA-EE-194 R04. 91/03/22. 
500pp. 58977:007-58978:174. 
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9109040404 Advises that util developed new set of emergency action levels based on 
NUMARC Rept NESP-007,currently under review by NRC.Requests that NRC attend 
910916 & 17 independent review of proposed emergency action levels. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. ERICKSON,RA Emergency 
Preparedness Branch. 2pp. 59003:078-59003:079. 

9109090005 Forwards insp repts 50-387/91-12 & 50-388/91-12 on 910729- 0802.No 
safety concerns or violations observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59000:068-59000:082. 

-9109090008 Insp repts 50-387/91-12 & 50-388/91-12 on 910729-0802.No violations 
noted.Major areas inspectedzmgt controls for programs, licensee program for QC ana¬ 
lytical measurements & meteorological monitoring program. 

STRUCKMEYER.R., BORES,R.J. Region 1 (Post 820201). 91/08/28. 12pp. 
59000:071-59000:082. 

9109240003 Forwards safety insp repts 50-387/91-10 & 50-388/91-10 on 910625- 
0812. No violations noted.Event re reactor scram w/ MSIV closure considered signifi¬ 
cant due to complications that challenged operator ability to mitigate transient. 
BLOUGH.A.R. Region 1 (Post 820201). 91/09/12. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 59182:125-59182:157. 

-9109240004 Safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-0812.No vio¬ 
lations noted.Major areas inspected: operations.radiologica! controls,maint/surevil- 
lance testing, emergency preparedness & security. 

WHITE,J. Region 1 (Post 820201). 91/09/13. 30pp. 59182:128-59182:157. 

9109240431 Informs that A Sourmany will be contacting licensee emergency prepared¬ 
ness coordinator to schedule visit re emergency telecommunications sys site survey. 
RALEIGH,J.J. Project Directorate 1-2. 91/09/16. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 59192:329-59192:332. 

9109260039 Rev 255 to Emergency Plan Implementation Procedures table of contents 
& Rev 81 to form index.W/910917 Itr. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/17. 4pp. 59218:229-59218:232. 

9109300147 Forwards Change F to plant security training & qualification plan for 
review.Change withheld (ref 10CFR50.54(p)). 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/27. MART1N.T.T. Region 1 (Post 
820201). Ip. 59261:112-59261:112. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9109190083 Forwards Rev 44 to FSAR.Rev submitted as result of commitments con¬ 
tained in util 910426 Itr to revise FSAR to reflect design of isolation for Class IE cir¬ 
cuits from non-Class 1E circuits. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/29. BUTLER,W.R. Project Direc¬ 
torate 1-2. Ip. 59148:006-59148:068. 

-9109190085 Rev 44 to FSAR for Susquehanna Steam Electric Station,Units 1 & 2. 
KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/29. 62pp. 59148:007-59148:068. 


P. Operating license stage documents & correspondence 

8907170156 Discusses telcon w/utils concerning implementation of 10CFR20 & Tech 
Spec Section 6 requirements for high radiation area controls. 

WIGGINTON.J. Radiation Protection Branch. 89/06/21. PASCIAK.W.J. Region 1 (Post 
820201). POTTER,J.P. Region 2 (Post 820201). SCHUMACHER,M.C. Region 3 (Post 
820201). Ip. 59215:290-59215:290. 

9109120182 Summary of 910808 meeting w/PP&L & GE at NRC headquaters re power 
uprate amend request using GE guidehnes.Ust of attendees & copy of all nonproprie- 
tary slides 6nc! 

STRANSKY.R. Project Directorate 111-1. 91/08/19. Project Directorate 111-1. 36pp. 
59081:001-59081:036. 

9109030292 Notification of significant licensee meeting 91-93,rev 1, w/util on 910823 to 
present results of organizational effectiveness review. 

WHITE,J.R. Region 1 (Post 820201). 91/08/21. Region 1 (Post 820201). 3pp. 
58952:309-58952:311. 

9109040437 Responds to NRC 910801 request for addl info on Topical Rept PP&L-NF- 
90-001 re licensing methods,plan for U1C7. 

KEISER.H.W. Pennsylvania Power & Light Co. 91 /08/29. BUTLER,W.R. Project Direc¬ 
torate 1-2.14pp. 58995:283-58995:305. 

—9109040438 "Proposed Alternate Analysis Methods for Unit 1,Cycle 7." 

* Pennsylvania Power & Ught Co. 91/08/29. 9pp. 58995:297-58995:305. 

9109040481 Forwards “Susquehanna Steam Electric Station Semiannual Radioactive 
Effluent Release Rept.Jan-June 1991" & "Susquehanna Steam Electric Station 
ODCM." 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/29. MARTIN,T.T. Region 1 (Post 
820201). Ip. 59017:168-59017:222. 

-9109040485 “Susquehanna Steam Electric Station ODCM." 

BARCLAY,R.K., SHANK,K.E. Pennsylvania Power & Ught Co. 91/08/29. 9pp. 
59017:214-59017:222. 

9109100220 Application for Amends 147 & 101 to Ucenses NPF-14 & NPF- 
22,respectively,changing Tech Specs for HPCI sys low pressure surveillance test acc- 
petance critena. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/04. BUTLER,W.R. Project Direc¬ 
torate 1-2. 7pp. 59083:071-59083:079. 

-9109100226 Proposed Tech Specs for HPCI sys low pressure surveillance test accept¬ 
ance criteria. 

* Pennsylvania Power & Ught Co. 91/09/04.5pp. 59083:078-59083:079. 

9109120266 Discusses failure to meet commitment re installation of corrosion rate 
monitors.per Generic Ltr 89-13. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/09. MARTIN,T.T. Region 1 (Post 
820201). 2pp. 59111:331-59111:332. 


9109180126 Forwards staff comments,requesting addl info re licensee 910418 request 
for change to TS of RSC pressure-temp limits for facility. 

RALEIGH,J.J. Project Directorate 1-2. 91/09/10. KEISER.H.W. Pennsylvania Power & 
Ught Co. 4pp. 59133:339-59133:342. 

9109200149 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. KEISER.H.W. Pennsylvania Power & 
Ught Co. 3pp. 59156:195-59156:197. 


Q. inspection reports, IE Bulletins & correspondence 

8907170156 Discusses telcon w/utils concerning implementation of 10CFR20 & Tech 
Spec Section 6 requirements for high radiation area controls. 

WIGGINTON.J. Radiation Protection Branch. 89/06/21. PASCIAK.W.J. Region 1 (Post 
820201). POTTER,J.P. Region 2 (Post 820201). SCHUMACHER,M.C. Region 3 (Post 
820201). Ip. 59215:290-59215:290. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050032 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91-01 & 50-388/PA-91 -01 .No violations or deviations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/20. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 59027:299-59027:309. 

-9109050035 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91 -01 & 50-388/PA-91-01 on 910726.No violations or deviations noted.Major 
areas inspeded:shipping documentation.labeling,marking & placarding. 

DORNSIFE.W.P. Pennsylvania, Commonwealth of. 91/07/29. KNAPP.M.R. Region 1 
(Post 820201). 8pp. 59027:302-59027:309. 

9109090005 Forwards insp repts 50-387/91-12 & 50-388/91-12 on 910729- 0802.No 
safety concerns or violations observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 59000:068-59000:082. 

-9109090008 Insp repts 50-387/91-12 & 50-388/91-12 on 910729-0802.No violations 
noted.Major areas inspected:mgt controls for programs,licensee program for QC ana¬ 
lytical measurements & meteorological monitoring program. 

STRUCKMEYER.R., BORES,R.J. Region 1 (Post 820201). 91/08/28. 12pp. 
59000:071-59000:082. 


9109110007 Discusses A LARA recognition program,per NRC concern noted in Insp 
Repts 50-387/91-03 & 50-388/91-03 re upper mgt opposed to incentive 
sys.Employee recommended ALARA improvements integrated into employee recogni¬ 
tion programs. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/03. JOYNER,J.H. Region 1 
(Post 820201). 3pp. 59092:270-59092:272. 

9109170063 Ack receipt of 910429 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-387/91-81 & 50-388/90-81. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/09/05. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 59109:156-59109:172. 

9109170154 Forwards insp repts 50-387/91-14 & 50-388/91-14 on 910820-21 .No viola¬ 
tions noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/05. KEISER.H.W. Pennsylvania Power 
& Ught Co. 4pp. 59110:209-59110:216. 

-9109170160 Radwaste/tranaportation insp repts 50-387/91-14 & 50-388/91-14 on 
910820-21 .Violations noted.Major areas inspected:previously identified items & review 
of two irradiated reactor hardware radwaste shipments. 

NOGGLE.J., PASCIAK.W. Region 1 (Post 820201). 91/09/05. 4pp. 59110:213- 
59110:216. 


9109170317 Responds to NRC 910813 Itr re violations noted in insp repts 50-387/91-06 
& 50-388/91-06.Corrective actions:instrument gas check valves being incorporated 
into next rev of 1ST program plan. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/11. LANNING.W.D. Region 1 
(Post 820201). 3pp. 59135:319-59135:321. 

9109240003 Forwards safety insp repts 50-387/91-10 & 50-388/91-10 on 910625- 
0812.No violations noted.Event re reactor scram w/ MSIV closure considered signifi¬ 
cant due to complications that challenged operator ability to mitigate transient 
BLOUGH.A.R. Region 1 (Post 820201). 91/09/12. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 59182:125-59182:157. 

-9109240004 Safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-0812. No vio¬ 
lations noted.Major areas inspected: operations,radiological controls,maint/surevil- 
lance testing, emergency preparedness & security. 

WHITE,J. Region 1 (Post 820201). 91/09/13. 30pp. 59182:128-59182:157. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Unk in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59283:106-59263:194. 
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R. Periodic operating reports & related correspondence 

9109080027 Forwards “NPDES Discharge Monitoring Rept for Susquehanna Steam 
Electric Station for Jul 1991.” No noncompiiances noted during reporting period.On 
910709 & 10,approx 75,000 gallons of circulating river water discharged to drains. 
FIELDS,J.S. Pennsylvania Power & Light Co. 91/08/23. WILKES,J.J. Pennsylvania, 
Commonwealth of. Ip. 59032:152-59032:163. 

-9109080028 “NPDES Discharge Monitoring Rept for Susquehanna Steam Electric Sta¬ 
tion for Jul 1991." 

FIELDS,J.S. Pennsylvania Power & Light Co. 91/07/31. 11pp. 59032:153-59032:163. 

9109040461 Forwards “Susquehanna Steam Electric Station Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991” & “Susquehanna Steam Electric Station 
ODCM." 

KEISER.H.W. Pennsylvania Power & Light Co. 91 /08/29. MARTIN.T.T. Region 1 (Post 
820201). Ip. 59017:168-59017:222. 

-9109040462 “Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis¬ 
posal RepUan-June 1991.” 

CARSON,B.H., BARCLAY,R.K., DOTY.R.L. Pennsylvania Power & Ught Co. 91/06/30. 
45pp. 59017:169-59017:213. 

-9109040465 “Susquehanna Steam Electric Station ODCM.” 

BARCLAY,R.K., SHANK,K.E. Pennsylvania Power & Light Co. 91/08/29. 9pp, 
59017:214-59017:222. 

9109040472 Forwards semiannual fitness-for-duty performance rept covering Jan-June 
1991." 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER,W.R. Project Direc¬ 
torate 1-2. 3pp. 59003:002-59003:006. 

9109240143 Monthly operating repts for Aug 1991 for Susquehanna Steam Electric 
Station.W/910916 Itr. 

FULLER,LL, KEISER.H.W. Pennsylvania Power & Light Co. 91/08/31. 10pp. 
59189:261-59189:270. 

9109090128 Forwards summary rept of safety evaluations approved during 1990,per 
10CFR50.59. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/03. MARTIN,T.T. Region 1 (Post 
820201). 185pp. 59056:075-59056:231. 


S. Reportable occurrences, LERs & related correspondence 

9109040328 LER 91-009-00:on 910731,main steam line radiation monitor B 
failed.resulting in actuation of Div B reactor protection & main steam isolation 
sys.Caused by failure of capacitor in monitor power supply.Monitor repaired.W/910828 
Itr. 

LLOYD,H., STANLEY,H.G. Pennsylvania Power & Light Co. 91/08/28. 4pp. 
58981:217-58981:220. 

9109040364 LER 91-008-00:on 910731.RPS scram & MSIV isolation occurred. Caused 
by foreign matl in relay stator & rotor of Montour switchyard & random failure of ca¬ 
pacitor in main steam line radiation monitor.Procedures revised.W/910830 Itr. 
WEHRY.R.R., STANLEY,H.G. Pennsylvania Power & Light Co. 91/08/30. 16pp. 
59009:060-59009:075. 

9109090261 LER 91-010-00:on 910805.ESF actuation occurred when reactor mode 
switch inadvertently placed in run rather than startup/ hot standby.Caused by person¬ 
nel error.Reactor mode switch returned to shutdown.W/910903 Itr. 

CRIST.M.L., STANLEY,H.G. Pennsylvania Power & Light Co. 91/09/03. 4pp. 

59059:316-59059:319. 

9109200160 LER 91-011-00:on 91 081 9, unsealed openings in fire rated barriers 
occurred.Caused by openings not properly sealed. Identified openings sealed to 
assure integrity of fire rated barrier restored.W/910918 Itr. 

DAVIS,S.E., STANLEY,H.G. Pennsylvania Power & Light Co. 91/09/18. 4pp. 

59195:072-59195:075. 


V. Operator Examinations 


9109240003 Forwards safety insp repts 50-387/91-10 & 50-388/91-10 on 910625- 
0812.No violations noted.Event re reactor scram w/ MSIV closure considered signifi¬ 
cant due to complications that challenged operator ability to mitigate transient. 
BLOUGH.A.R. Region 1 (Post 820201). 91/09/12. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 59182:125-59182:157. 

-9109240004 Safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-0812.No vio¬ 
lations noted.Major areas inspected: operations,radiological controls,maint/surevil- 
lance testing, emergency preparedness & security. 

* WHITE,J. Region 1 (Post 820201). 91/09/13. 30pp. 59182:128-59182:157. 

9109240431 Informs that A Sourmany will be contacting licensee emergency prepared¬ 
ness coordinator to schedule visit re emergency telecommunications sys site survey. 
RALEIGH,J.J. Project Directorate 1-2. 91/09/16. KEISER.H.W. Pennsylvania Power & 
Ught Co. 4pp. 59192:329-59192:332. 

9109260039 Rev 255 to Emergency Plan Implementation Procedures table of contents 
& Rev 81 to form index.W/910917 Itr. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/17. 4pp. 59218:229-59218:232. 

9109300147 Forwards Change F to plant security training & qualification plan for 
review.Change withheld (ref 10CFR50.54(p)). 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/27. MARTIN,T.T. Region 1 (Post 
820201). 1 p. 59261:112-59261:112. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9109190083 Forwards Rev 44 to FSAR.Rev submitted as result of commitments con¬ 
tained in util 910426 Itr to revise FSAR to reflect design of isolation for Class IE cir¬ 
cuits from non-Class IE circuits. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER,W.R. Project Direc¬ 
torate 1-2. Ip. 59148:006-59148:068. 

—9109190085 Rev 44 to FSAR for Susquehanna Steam Electric Station,Units 1 & 2. 
KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. 62pp. 59148:007-59148:068. 


P. Operating license stage documents & correspondence 


8907170156 Discusses telcon w/utils concerning implementation of 10CFR20 & Tech 
Spec Section 6 requirements for high radiation area controls. 

WIGGINTON.J. Radiation Protection Branch. 89/06/21. PASCIAK.W.J. Region 1 (Post 
820201). POTTER,J.P. Region 2 (Post 820201). SCHUMACHER.M.C. Region 3 (Post 
820201). ip. 59215:290-59215:290. 

9109120182 Summary of 910808 meeting w/PP&L & GE at NRC headquaters re power 
uprate amend request using GE guidelines.List of attendees & copy of all nonproprie¬ 
tary slides end. 

STRANSKY.R. Project Directorate HI-1. 91/08/19. Project Directorate 111-1. 36pp. 
59081:001-59081:036. 

9109030292 Notification of significant licensee meeting 91-93,rev 1, w/util on 910823 to 
present results of organizational effectiveness review. 

WHITE,J.R. Region 1 (Post 820201). 91/08/21. Region 1 (Post 820201). 3pp. 
58952:309-58952:311. 

9109040437 Responds to NRC 910801 request for addl info on Topical Rept PP&L-NF- 
90-001 re licensing methods,plan for U1C7. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc¬ 
torate 1-2. 14pp. 58995:283-58995:305. 

9109040461 Forwards “Susquehanna Steam Electric Station Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991” & “Susquehanna Steam Electric Station 
ODCM.” 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. MARTIN,T.T. Region 1 (Post 
820201). ip. 59017:168-59017:222. 


9109270115 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in Region I ofc to provide forum for discussion of var¬ 
ious topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 59217:091-59217:094. 
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F. Security, medical, emergency & fire protection plans 


9109040083 Responds to NRC 910730 request for addl info re Rev 4 to fire protection 
review rept.Rev 4 to “App R Multiple High Impedance Fault Analysis” end. 
KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/29. BUTLER.W.R. Project Direc¬ 
torate 1-2. 6pp. 58977:001-58978:174. 


-9109040095 “App R Multiple High Impedance Fault Analysis." 

* Stone & Webster Engineering Corp. * AST A, Inc. SEA-EE-194 R04. 91/03/22. 
500pp. 58977:007-58978:174. 


9109040404 Advises that util developed new set of emergency action levels based on 
NUMARC Rept NESP-007,currently under review by NRC.Requests that NRC attend 
910916 & 17 independent review of proposed emergency action levels. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. ERICKSON,R.A. Emergency 
Preparedness Branch. 2pp. 59003:078-59003:079. 


9109090005 Forwards insp repts 50-387/91-12 & 50-388/91-12 on 910729- 0802.No 
safety concerns or violations observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59000:068-59000:082. * 


-9109040465 “Susquehanna Steam Electric Station ODCM." 

BARCLAY,R.K., SHANK,K.E. Pennsylvania Power & Ught Co. 91/08/29. 9pp. 
59017:214-59017:222. 

9109100220 Application for Amends 147 & 101 to Licenses NPF-14 & NPF- 
22,respectively .changing Tech Specs for HPCI sys low pressure surveillance test acc- 
petance criteria. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/04. BUTLER.W.R. Project Direc¬ 
torate 1-2. 7pp. 59083:071-59083:079. 

-9109100228 Proposed Tech Specs for HPCI sys low pressure surveillance test accept¬ 
ance criteria. 

* Pennsylvania Power & Ught Co. 91 /09/04. 5pp. 59083:078-59083:079. 

9109120266 Discusses failure to meet commitment re installation of corrosion rate 
monitors,per Generic Ltr 89-13. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/09. MARTIN,T.T. Region 1 (Post 
820201). 2pp. 59111:331-59111:332. 

9109180126 Forwards staff comments,requesting addl info re licensee 910418 request 
for change to TS of RSC pressure-temp limits for facility. 

RALEIGH,J.J. Project Directorate 1-2. 91/09/10. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 59133:339-59133:342. 

9109200149 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 59156:195-59156:197. 


-9109090008 Insp repts 50-387/91-12 & 50-388/91-12 on 910729-0802.No violations 
noted.Major areas inspected:mgt controls for programs,licensee program for QC ana¬ 
lytical measurements & meteorological monitoring program. 

STRUCKMEYER.R. Region 1 (Post 820201). 91/08/28. 12pp. 59000:071-59000:082. 


9109230098 Transmits “Evaluation of 9 by 9 Fuel Impact on Stability of Susquehanna-2 
at End of Cycle 4," documenting results of ORNL noise data analysis. 

RALEIGH,J.J. Project Directorate 1-2. 91/09/12. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 59191:001-59191:013. 
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-9109130032 “Evaluation of 9 by 9 Fuel Impact on Stability of Susquehanna-2 at End 
of Cycle 4." 

DAMIANO.B. Oak Ridge National Laboratory. FIN L-1697. 91/08/31. HUANG,T.L. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 59191:004- 
59191:013. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050032 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91-01 & 50-388/PA-91 -01 .No violations or deviations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/20. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59027:299-59027:309. 

-9109050035 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91-01 & 50-388/PA-91-01 on 910726.No violations or deviations noted.Major 
areas in$pected:shipping documentation,labeling,marking & placarding. 

DORNSIFE.W.P. Pennsylvania, Commonwealth of. 91/07/29. KNAPP.M.R. Region 1 
(Post 820201). 8pp. 59027:302-59027:309. 

9109090005 Forwards insp repts 50-387/91-12 & 50-388/91-12 on 910729- 0802.No 
safety concerns or violations observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59000:068-59000:082. 

-9109090008 Insp repts 50-387/91-12 & 50-388/91-12 on 910729-0802.No violations 
noted.Major areas inspected:mgt controls for programs,licensee program for QC ana¬ 
lytical measurements & meteorological monitoring program. 

STRUCKMEYER.R., BORES,R.J. Region 1 (Post 820201). 91/08/28. 12pp. 
59000:071-59000:082. 

9109110007 Discusses A LARA recognition program,per NRC concern noted in Insp 
Repts 50-387/91-03 & 50-388/91-03 re upper mgt opposed to incentive 
sys.Employee recommended ALARA improvements integrated into employee recogni¬ 
tion programs. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/03. JOYNER,J.H. Region 1 
(Post 820201). 3pp. 59092:270-59092:272. 

9109170083 Ack receipt of 910429 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-387/91-81 & 50-388/90-81. 

BETTENHAUSEN,L Region 1 (Post 820201). 91/09/05. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 59109:156-59109:172. 

9109170154 Forwards insp repts 50-387/91-14 & 50-388/91-14 on 910820-21 .No viola¬ 
tions noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/05. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 59110:209-59110:216. 

-9109170160 Radwaste/transportation insp repts 50-387/91-14 & 50-388/91-14 on 
910820-21 .Violations noted.Major areas inspected:previously identified items & review 
of two irradiated reactor hardware radwaste shipments. 

NOGGLE.J., PASCIAK.W. Region 1 (Post 820201). 91/09/05. 4pp. 59110:213- 
59110:216. 

9109170317 Responds to NRC 910813 Itr re violations noted in insp repts 50-387/91-06 
& 50-388/91-06.Corrective actions:instrument gas check valves being incorporated 
into next rev of 1ST program plan. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/11. LANNING.W.D. Region 1 
(Post 820201). 3pp. 59135:319-59135:321. 

9109240003 Forwards safety insp repts 50-387/91-10 & 50-388/91-10 on 910625- 
0812.No violations noted.Event re reactor scram w/ MSIV closure considered signifi¬ 
cant due to complications that challenged operator ability to mitigate transient 
SLOUGH,A.R. Region 1 (Post 820201). 91/09/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59182:125-59182:157. 

-9109240004 Safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-0812.No vio¬ 
lations noted.Major areas inspected: operations,radiological controls.maint/surevil- 
lance testing, emergency preparedness & security. 

WHITE,J. Region 1 (Post 820201). 91/09/13. 30pp. 59182:128-59182:157. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Unk in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109060027 Forwards “NPDES Discharge Monitoring Rept for Susquehanna Steam 
Electric Station for Jul 1991." No noncompliances noted during reporting period.On 
910709 & 10,approx 75,000 gallons of circulating river water discharged to drains. 
FIELDS,J.S. Pennsylvania Power & Light Co. 91/08/23. WILKES.J.J. Pennsylvania, 
Commonwealth of. Ip. 59032:152-59032:163. 

-9109060028 “NPDES Discharge Monitoring Rept for Susquehanna Steam Electric Sta¬ 
tion for Jul 1991.” 

FIELDS,J.S. Pennsylvania Power & Light Co. 91/07/31. 11pp. 59032:153-59032:163. 

9109040461 Forwards "Susquehanna Steam Electric Station Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991" & “Susquehanna Steam Electric Station 
ODCM.” 

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. MARTIN,T.T. Region 1 (Post 
820201). Ip. 59017:168-59017:222. 


-9109040462 “Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis¬ 
posal Rept,Jan-June 1991." 

CARSON,B.H., BARCLAY,R.K., DOTY.R.L. Pennsylvania Power & Light Co. 91/06/30. 
45pp. 59017:169-59017:213. 

9109040472 Forwards semiannual fitness-for-duty performance rept covering Jan-June 
1991." 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/29. BUTLER.W.R. Project Direc¬ 
torate 1-2. 3pp. 59003:002-59003:006. 

9109240143 Monthly operating repts for Aug 1991 for Susquehanna Steam Electric 
Station.W/910916 Itr. 

FULLER,LL, KEISER.H.W. Pennsylvania Power & Ught Co. 91/08/31. 10pp. 
59189:261-59189:270. 

9109090128 Forwards summary rept of safety evaluations approved during 1990,per 
10CFR50.59. 

KEISER.H.W. Pennsylvania Power & Ught Co. 91/09/03. MARTIN,T.T. Region 1 (Post 
820201). 185pp. 59056:075-59056:231. 


S. Reportable occurrences, LERs & related correspondence 

9109100207 LER 91-012-00:on 910806,received simultaneous scram & dual recircula¬ 
tion pump trip signals causing automatic shutdown. Caused by three of four main tur¬ 
bine stop valves closing. Damaged components replaced.W/910905 Itr. 

METER,J.J., STANLEY,H.G. Pennsylvania Power & Ught Co. 91/09/05. 4pp. 
59095:176-59095:179. 


V. Operator Examinations 

9109270115 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in Region I ofc to provide forum for discussion of var¬ 
ious topics & issues re operator licensing function. 

HODGES.M.W. Region 1 (Post 820201). 91/09/19. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 59217:091-59217:094. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


P. Operating license stage documents & correspondence 


9109240329 Requests review of end info re allegation RII-91-A-0072 & comments for¬ 
warded within 45 days of receipt of Itr.EncI withheld (ref 10CFR2.790). 

REYES,L.A. Region 2 (Post 820201). 91/04/30. BEARD,P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 59184:303-59184:305. 

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases 
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84, “Design & 
Fabrication Acceptability ASME Section III.Div 1." 

NORRIS,J.A. Project Directorate 11-2. 91/08/27. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 59009:254-59009:255. 

9109060106 Summary of 910821 meeting w/util in Rockville,MD re status of all active 
licensing issues. 

NORRIS,J.A. Project Directorate 11-2. 91/08/27. Project Directorate 11-2. 2pp. 
59016:012-59016:013. 

9109160009 Informs that changes to topical QA rept consistent w/ provisions of 
10CFR50,App B requirements & acceptable. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. GOLDBERG,J.H. Florida Power & 
Light Co. 5pp. 59096:288-59096:293. 

9109170129 Notice of denial of amends to Licenses DPR-67 & NPF-16,per 871222 ap¬ 
plication & as modified by 900827 ltr.Advises that licensee may demand hearing w/ 
respect to denial by 911009. 

BERKOW.H.N. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/30. 2pp. 59120:074-59120:075. 

9109130106 Notification of 910920 meeting w/util in Rockville,MD to discuss status of 
licensing actions. 

NORRIS,J.A. Project Directorate 11-2. 91/09/10. BERKOW.H.N. Project Directorate II- 
2. 3pp. 59107:243-59107:245. 

9109180166 Summary of 910718 meeting w/util in Rockville,MD re status of outage ac¬ 
tivities at facility & licensing activities under util Corporate Nuclear Licensing Group. 
AULUCK.R. Project Directorate 11-2. 91/09/12. Project Directorate 11-2. 2pp. 
59133:351-59133:352. 

9109180230 Forwards SE & TER supporting info submitted per 10CFR50.63 & providing 
plan & schedule for conformance w/station blackout rule. 

NORRIS,J.A. Project Directorate 11-2. 91/09/12. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 59134:208-59134:253. 

-9109180234 Safety evaluation supporting design & proposed method of dealing w/sta¬ 
tion blackout pending commitment to implement documented requests. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 11pp. 
59134:212-59134:253. 

9109190258 Forwards unsatisfactory performance testing incident repts, per 
10CFR26.Test specimens submitted to Roche Biomedical Labs for evaluation. 
BOHLKE.W.H. Florida Power & Ught Co. 91/09/13. Document Control Branch (Docu¬ 
ment Control Desk). 22pp. 59201:313-59201:338. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 
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9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109230234 Notification of contract execution: “Electrical Distribution Sys Functional 
Insp - St Lucie,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
59187:059-59187:061. 

-9109230237 Ltr contract awarding Task Order 21 to, “Electrical Distribution Sys Func¬ 
tional Insp - St Lucie," awarded to AECL Technologies. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/ 
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59187:060-59187:061. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230218 Forwards evaluation criteria for licensee to use to assess adequacy of pro¬ 
gram w/respect to Action 3 of NRC Bulletin 88-08, “Thermal Stresses in Piping Con¬ 
nected to RCS,” per util 880928 response to subj bulletin. 

NORRIS,J.A. Project Directorate 11-2. 91/09/16. GOLDBERG,J.H. Florida Power & 
Light Co. 6pp. 59191:159-59191:164. 

9109230241 Forwards audit trip rept on audit of C-E Owners Group pressurizer surge 
line thermal stratification evaluation program to address NRC Bulletin 88-011 issues & 
NRC review of CEN-387-P. 

NORRIS,J.A. Project Directorate 11-2. 91/09/16. GOLDBERG,J.H. Florida Power & 
Light Co. 21pp. 59191:108-59191:128. 


R. Periodic operating reports & related correspondence 

9109040485 Combined semiannual radioactive effluent release rept for Jan-June 
1991 .W/910826 ltr. 

SAGER,D.A. Florida Power & Light Co. 91/06/30. 26pp. 59008:322-59008:347. 

9109190126 Monthly operating repts for Aug 1991 for St Lucie,Units 1 & 2.W/910911 
ltr. 

BREEN,J.J., SAGER,D.A. Florida Power & Light Co. 91/08/31. 9pp. 59164:163- 
59164:171. 


S. Reportable occurrences, LERs & related correspondence 

9109040362 Special repton 910801,entire meterological station removed from svc for 
greater than seven days due to planned plant mod to replace obsolete meterological 
equipment.Mods & instrument calibr will be completed on or before 910829. 

SAGER,D.A. Florida Power & Light Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58997:057-58997:058. 


V. Operator Examinations 

9109100098 Advises that administration of written exams scheduled for 911018 & oper¬ 
ating exams scheduled for 911021.Ref matls listed on end should be provided by 
910821. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/16. GOLDBERG.J.H. Florida Power & 
Light Co. 12pp. 59022:094-59022:105. 

9109030103 Forwards Rev 12 to “Training & Qualification Plan,” consisting of summary 
of changes & marked up copy of revised pages & direction for incorporating rev into 
plan. 

SAGER,D.A. Florida Power & Light Co. 91/08/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58953:001-58953:084. 

-9109030117 Rev 12 of “Training & Qualification Plan.” 

SAGER,D.A. Florida Power & Light Co. 91/08/16. 80pp. 58953:004-58953:084. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

9109160140 Forwards summary of 910805 meeting in Atlanta,GA re engineering proc¬ 
ess improvements,contractor interfaces & procedure changes for const restart.List of 
attendees & util handout end. 

WILSON,B.A Region 2 (Post 820201). 91/08/21. NAUMAN.D.A. Tennessee Valley 
Authority. 22pp. 59098:189-59098:210. 

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97 
concerning emergency response capability.lnfo requested within 60 days of receipt of 
ltr. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126-58993:158. 

-9108290137 “Technical Evaluation ReptConformance to Reg Guide 1.97.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com¬ 
missioners (Post 750119). 17pp. 58993:129-58993:158. 

9109040265 Notification of 910911 meeting w/utii in Spring City.TN to discuss status 
needed actions & schedules of various licensing issues,including outstanding 
issues,confirmatory issues,proposed license conditions & special programs. 

TAM.P.S. Project Directorate 1-2. 91/08/28. HEBDON.F.J. Project Directorate 1-4. 3pp. 
58982:091-58982:093. 


9109100344 Forwards listing of civil/structural calculations completed as of 910830 to 
support NRC 910909 site audit,per 910813 request. 

GARRITY.J.H. Tennessee Valley Authority. 91/08/30. Document Control Branch 
(Document Control Desk). 3pp. 59061:287-59061:289. 

9109110070 Forwards list of specific questions re corrective actions concerning techni¬ 
cal deficiencies in plant hardware installation. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/30. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 59079:144-59079:148. 

9109180026 Forwards Rev 1 to Vol 4 to “Nuclear Performance Plan Watts Bar Nuclear 
Plant.” 

NAUMAN.D.A. Tennessee Valley Authority. 91/09/06. Document Control Branch 
(Document Control Desk). 2pp. 59138:130-59138:344. 

-9109180028 Rev 1 to Vol 4 to “Nuclear Performance Plan Watts Bar Nuclear Plant.” 

* Tennessee Valley Authority. 91/08/30. 150pp. 59138:134-59138:344. 

9109160263 Forwards SE accepting plant offsite radiological monitoring program. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59106:227-59106:237. 

-9109160264 Safety evaluation accepting plant offsite radiological monitoring program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 7pp. 
59106:231-59106:237. 

9109180162 Forwards safety evaluation supporting facility microbiologically induced cor¬ 
rosion special program. 

TAM.P.S. Project Directorate IV-2. 91/09/13. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 3pp. 59133:343-59133:350. 

-9109180163 Safety evaluation accepting facility microbiologically induced corrosion 
program for detection.assessment & control of microbiologically induced corosion in 
the ERCW sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 5pp. 
59133:346-59133:350. 


9109230141 Forwards responses to NRC request for addl info on FSAR Section 
8,Amends 52-65. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/13. Document Control Branch 
(Document Control Desk). 77pp. 59189:049-59189:125. 

9109200336 Confirms that site review re outstanding issue 20(a) concerning FW check 
valve slam can take place on 910924-25. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59167:257-59167:259. 

9109250018 Notification of 910930 meeting w/util in Rockville,MD to discuss status of 
actions under purview by ofc of NRR. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/16. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 59201:123-59201:125. 

9109200246 Summary of 910911 meeting w/util to discuss status,needed actions & 
schedules of various licensing issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/17. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
21pp. 59167:207-59167:227. 

9109260215 Summarizes major concerns expressed by staff & resultant plant responses 
re supplemental info on cable tray qualification. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/18. Document Control Branch 
(Document Control Desk). 3pp. 59235:125-59235:127. 

9109300227 Suppls 901218 response to NRC audit issue on Category 1(L) piping verifi¬ 
cation methodology,per Amend 64 to FSAR.Subjs include pressure boundary retention 
piping & pipe support acceptance criteria. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 3pp. 59262:030-59262:032. 

9109300236 Responds to NRC 910904 telcon questions re DBA spectra & leak-before¬ 
break analysis in review area of steel containment vessel DBA spectra. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 2pp. 59260:113-59260:114. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


F. Security, medical, emergency & fire protection plans 

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97 
concerning emergency response capability.lnfo requested within 60 days of receipt of 
ltr. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126-58993:158. 

-9108290137 “Technical Evaluation ReptConformance to Reg Guide 1.97.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com¬ 
missioners (Post 750119). 17pp. 58993:129-58993:158. 


P. Operating license stage documents & correspondence 


-9108290137 “Technical Evaluation ReptConformance to Reg Guide 1.97." 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com¬ 
missioners (Post 750119). 17pp. 58993:129-58993:158. 
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Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
qraphers *’ 3vG list 0T)Ci 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160160 Forwards insp repts 50-390/91-14 & 50-391/91-14 on 910622-0719.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/22. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59098:275-59098:300. 

-9109160163 Insp repts 50-390/91-14 & 50-391/91-14 on 910622-0719.No violations 
or deviations noted.Major areas inspected:review of const restart status,several histor¬ 
ical issues & previous insp items. 

WALTON.G.A., BARR.K.P. Region 2 (Post 820201). 91/08/21. 3pp. 59098:278- 
59098:300. 

9109040453 Notification of contract execution,Task Order 23: "Weld Radiograph 
Review - Watts Bar” to “Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs,” awarded to Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 

1342- 0. 91/08/26. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 58982:310- 
58982:315. 

-9109040466 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 23, "Weld Radiograph Review - Watts Bar," under contract 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 91/08/ 
16. LOFY.R.A. PARAMETER, Inc. 5pp. 58982:311-58982:315. 

9109160065 Ack 910607 & 0731 responses to 910430 notice of violation. Responses 
meet requirements of 10CFR2.201. 

WILSON,B.A. Region 2 (Post 820201). 91/08/26. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59098:121-59098:123. 

9109240273 Forwards insp rept 50-390/91-13 on 910708-19 & notice of violation. 
WILSON,BA Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 59184:100-59184:148. 

-9109240280 Notice of violation from insp on 910708-19.Violation noted: licensee did 
not have adequate procedures to assure that vendor manual torque requirements in¬ 
corporated into maint work instructions as evidenced. 

WILSON,B.A. Region 2 (Post 820201). 91/09/05. 4pp. 59184:105-59184:108. 

-9109240288 Insp rept 50-390/91-13 on 910708-19.Violations noted. Major areas 
inspected:in$p performed to assess readiness for restarting const in areas of site pro¬ 
cedures & workplans. 

WALTON,G.A., BARR.K.P. Region 2 (Post 820201). 91/08/30. 40pp. 59184:109- 
59184:148. 

9109240297 Forwards insp repts 50-390/91-15 & 50-391/91-15 on 910720-0816.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/05. NAUMAN,D.A. Tennessee Valley 
Authority. 3pp. 59184:189-59184:222. 

-9109240302 Insp repts 50-390/91-15 & 50-391/91-15 on 91 0720-081 6. No violations 
noted.Major areas inspected:open items reviewed to determine if issue was resolved 
such that const restart not affected. 

WALTON,G.A., BARR.K.P. Region 2 (Post 820201). 91/09/04. 31pp. 59184:192- 
59184:222. 

9109230178 Notification of contract execution,mod 3,Task Order 13,to “Nuclear Power 
Reactor Operations, Mods & Maint Insp Svcs." Contractor Parameter, I nc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 

1343- 0. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59187:026- 
59187:029. 

-9109230187 Ltr contract NRC-03-89-027,accepting facility 910911 offer to deobligate 
excess funds,under Mod 3,Task Order 13, “NRC Followup to Const Assessment 
Team Insp of TVA Const at Watts Bar Unit 1 Outage & Startup Test Program.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 91/09/12. 
LOFY.RA PARAMETER, Inc. Ip. 59187:027-59187:029. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250162 Responds to NRC Hr re violations noted in insp repts 50-390/87-19 & 50- 
391 /87-19.Corrective actions:TVA developed Watts Bar Engineering Project Walk- 
down Procedure WBEP-WP-39, “Walkdown of Class IE Conduits for Unit 1. 
GARRITY.J.H. Tennessee Valley Authority. 91/09/18. Document Control Branch 
(Document Control Desk). 2pp. 59194:112-59194:113. 

9109300190 Advises that licensee 900806 response to Bulletin 88-008, “Thermal 
Stresses in Piping Connected to RCS," acceptable. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/19. NAUMAN.D.A. Tennessee Valley Authority. 8pp. 59243:200-59243:207. 


R. Periodic operating reports & related correspondence 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 


-9109030166 “Third Annual Rept of Employee Concerns Spedal Program Corrective 
Actions Implementation." 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,EG. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


S. Reportable occurrences, LERa & related correspondence 


9109100408 Defidency rept re unqualified cable penetration seals. Initially reported on 
901207.Completion date for rev to N3M-937 & WB-DC-40-66 changed to 911018. 
GARRITY.J.G. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 2pp. 59087:222-59087:223. 

9109260093 Revised final deficiency rept re standby diesel generator. Initially reported 
on 860421.Significant condition rept revised & replaced. 

GARRITY.J.H. Tennessee Valley Authority. WBRD-50-390/86-50. 91/09/19. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59215:354-59215:357. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


9109160140 Forwards summary of 910805 meeting in Atlanta,GA re engineering proc¬ 
ess improvements,contractor interfaces & procedure changes for const restart. List of 
attendees & util handout end. 

WILSON,B.A Region 2 (Post 820201). 91/08/21. NAUMAN.D.A. Tennessee Valley 
Authority. 22pp. 59098:189-59098:210. 

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97 
concerning emergency response capability.Info requested within 60 days of receipt of 
ltr. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126-58993:158. 

-9108290137 “Technical Evaluation Rept:Conformance to Reg Guide 1.97.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com¬ 
missioners (Post 750119). 17pp. 58993:129-58993:158. 

9109040265 Notification of 910911 meeting w/util in Spring City.TN to discuss status 
needed actions & schedules of various licensing issues,including outstanding 
issues,confirmatory issues,proposed license conditions & special programs. 

TAM.P.S. Project Directorate 1-2. 91 /08/28. HEBDON.F.J. Project Directorate 1-4. 3pp. 
58982:091-58982:093. 

9109180026 Forwards Rev 1 to Vol 4 to “Nuclear Performance Plan Watts Bar Nuclear 
Plant." 

NAUMAN.D.A. Tennessee Valley Authority. 91/09/06. Document Control Branch 
(Document Control Desk). 2pp. 59138:130-59138:344. 

-9109180026 Rev 1 to Vol 4 to “Nuclear Performance Plan Watts Bar Nuclear Plant.” 

* Tennessee Valley Authority. 91/08/30. 150pp. 59138:134-59138:344. 

9109160263 Forwards SE accepting plant offsite radiological monitoring program. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/10. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59106:227-59106:237. 

—9109160264 Safety evaluation accepting plant offsite radiological monitoring program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 7pp. 
59106:231-59106:237. 

9109180162 Forwards safety evaluation supporting facility microbiologically induced cor¬ 
rosion special program. 

TAM.P.S. Project Directorate IV-2. 91/09/13. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 3pp. 59133:343-59133:350. 

—9109180163 Safety evaluation accepting facility microbiologically induced corrosion 
program for detection,assessment & control of microbiologically induced corosion in 
theERCW sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 5pp. 
59133:346-59133:350. 

9109230141 Forwards responses to NRC request for addl info on FSAR Section 
8,Amends 52-65. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/13. Document Control Branch 
(Document Control Desk). 77pp. 59189:049-59189:125. 

9109200336 Confirms that site review re outstanding issue 20(a) concerning FW check 
valve slam can take place on 910924-25. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 59167:257-59167:259. 

9109250018 Notification of 910930 meeting w/util in Rockville,MD to discuss status of 
actions under purview by ofc of NRR. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/16. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 59201:123-59201:125. 

9109200246 Summary of 910911 meeting w/util to discuss status,needed actions & 
schedules of various licensing issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/17. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
21 pp. 59167:207-59167:227. 

9109260215 Summarizes major concerns expressed by staff & resultant plant responses 
re supplemental info on cable tray qualification. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/18. Document Control Branch 
(Document Control Desk). 3pp. 59235:125-59235:127. 
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9109300227 Suppls 901218 response to NRC audit issue on Category 1(L) piping verifi¬ 
cation methodology,per Amend 64 to FSAR.Subjs include pressure boundary retention 
piping & pipe support acceptance criteria. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 3pp. 59262:030-59262:032. 

9109300236 Responds to NRC 910904 telcon questions re DBA spectra & leak-before- 
break analysis in review area of steel containment vessel DBA spectra. 

GARRITY.J.H. Tennessee Valley Authority. 91/09/20. Document Control Branch 
(Document Control Desk). 2pp. 59260:113-59260:114. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


F. Security, medical, emergency & fire protection plans 

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97 
concerning emergency response capabiiity.info requested within 60 days of receipt of 
Itr. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126-58993:158. 

-9106290137 "Technical Evaluation ReptConformance to Reg Guide 1.97.” 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-9563. 91/06/30. Com¬ 
missioners (Post 750119). 17pp. 58993:129-58993:158. 


Q. Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109160160 Forwards insp repts 50-390/91-14 & 50-391/91-14 on 910622-0719.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/08/22. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59098:275-59098:300. 

-9109160163 Insp repts 50-390/91-14 & 50-391/91-14 on 910622-0719.No violations 
or deviations noted.Major areas inspected:review of const restart status,several histor¬ 
ical issues & previous insp items. 

WALTON,G.A., BARR.K.P. Region 2 (Post 820201). 91/08/21. 3pp. 59098:278- 
59098:300. 

9109040453 Notification of contract execution,Task Order 23: "Weld Radiograph 
Review - Watts Bar” to ‘‘Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs,” awarded to Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. 91/08/26. SCHWINK.W.S. Planning Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 58982:310- 
58982:315. 

-9109040466 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 23, “Weld Radiograph Review - Watts Bar," under contract 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 91/08/ 
16. LOFY.R.A. PARAMETER, Inc. 5pp. 58982:311-58982:315. 

9109160065 Ack 910607 & 0731 responses to 910430 notice of violation. Responses 
meet requirements of 10CFR2.201. 

WILSON,BA Region 2 (Post 820201). 91/08/26. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59098:121-59098:123. 

9109240297 Forwards Insp repts 50-390/91-15 & 50-391/91-15 on 910720-0816.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 59184:189-59184:222. 

-9109240302 Insp repts 50-390/91-15 & 50-391/91-15 on 910720-0816.No violations 
noted.Major areas inspected:open items reviewed to determine if issue was resolved 
such that const restart not affected. 

WALTON,G.A., BARR.K.P. Region 2 (Post 820201). 91/09/04. 31pp. 59184:192- 
59184:222. 

9109110056 NRC info Notice 91 -055, ‘‘Failures Caused by improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260162 Responds to NRC Itr re violations noted in insp repts 50-390/87-19 6 50- 
391 /87-19.Corrective actions:TVA developed Watts Bar Engineering Project Walk- 
down Procedure WBEP-WP-39, "Walkdown of Class IE Conduits for Unit 1. 
GARRITY.J.H. Tennessee Valley Authority. 91/09/18. Document Control Branch 
(Document Control Desk). 2pp. 59194:112-59194:113. 

9109300190 Advises that licensee 900806 response to Bulletin 88-008, "Thermal 
Stresses in Piping Connected to RCS," acceptable. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/09/19. NAUMAN.D.A. Tennessee Valley Authority. 8pp. 59243:200-59243:207. 


R. Periodic operating reports & related correspondence 

9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

—9109030166 "Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


S. Reportable occurrences, LERs A related correspondence 

9109100408 Deficiency rept re unqualified cable penetration seals. Initially reported on 
901207.Completion date for rev to N3M-937 & WB-DC-40-66 changed to 911018. 
GARRITY.J.G. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 2pp. 59087:222-59087:223. 

9109260093 Revised final deficiency rept re standby diesel generator. Initially reported 
on 860421.Significant condition rept revised & replaced. 

GARRITY.J.H. Tennessee Valley Authority. WBRD-50-390/86-50. 91/09/19. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59215:354-59215:357. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109110179 Forwards Insp Rept 50-395/91-16 on 9108054)9.Violations noted but not 
cited.Details withheld (ref 10CFR73.21). 

CLINE,W.E. Region 2 (Post 820201). 91/09/06. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 2pp. 59099:344-59099:346. 

-9109110182 Partially withheld Insp Rept 50-395/91-16 on 910805-09 (ref 
10CFR73.21).Two nondted violations noted re vital area penetrations.Major areas 
inspected:security program audit, records & repts & security sys power supply. 
STANSBERRY,W., MCGUIRE.D.R. Region 2 (Post 820201). 91/09/06. Ip. 59099:346- 
59099:346. 

9109300179 EPIPs including,Rev 20 to EPP-001,Rev 17 to EPP-005,Rev 12 to EPP-021 
& Rev 17 to EPP-022.W/910924 Itr. 

MOORE,D.R. South Carolina Electric & Gas Co. 91/09/24. 96pp. 59244:254- 
59245:008. 


P. Operating license stage documents & correspondence 


9109060089 Advises that review of Westinghouse Owners Group rept WCAP-12639 re 
methodology used to analyze & evaluate stress fatigue effects due to thermal stratifi¬ 
cation & thermal striping acceptable. 

WUNDER.G.F. Project Directorate 11-1. 91/08/22. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 4pp. 59015:291-59015:319. 

9109040405 Advises that request for relief for volumetric exam of SG tubesheet-to-head 
welds not required.Safety evaluation discussing reasons for decision end. 
ADENSAM.E.G. Project Directorate 11-1. 91/08/23. SKOLDS.J.L South Carolina Elec¬ 
tric & Gas Co. 2pp. 58981:242-58981:247. 

-9109040414 Safety evaluation re request for relief for first 10-yr interval inservice 
insp. Request for relief for volumetric exams not required. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
58981:245-58981:247. 

9109050029 Suppf to 901207 & 910611 applications for amend to License NPF-12,con¬ 
sisting of TS Change TSP 900004-2.updating TS Section 6.4 re training requirements 
of unit staff personnel. 

SKOLDS.J.L South Carolina Electric & Gas Co. 91/08/26. Document Control Branch 
(Document Control Desk). 4pp. 58999:328-58999:334. 

—9109050030 Proposed TS Change TSP 900004-2 re unit staff retraining & replacement 
training. 

* South Carolina Electric & Gas Co. 91/08/26. 3pp. 58999:332-58999:334. 

9109100245 Forwards “Nuclear Physics Methodology for Reload Design." Rept de¬ 
scribes computer programs & physics models used to analyze fadlity core. 
SKOLDS.J.L South Carolina Electric & Gas Co. 91/09/03. Document Control Branch 
(Document Control Desk). 2pp. 59008:149-59088:267. 

—9109100248 "Nuclear Physics Methodology for Reload Design.” 

* South Carolina Electric & Gas Co. 91/07/31.125pp. 590M:151-59088:267. 


Q. Inspection reports, IE Bulletins 6 correspondence 


9109160141 Forwards insp rept 50-395/91-13 on 910701-31 .No violations or deviations 
noted. 

VERRELU.D.M. Region 2 (Post 820201). 91/08/14. SKOLDS.J.L. South Carolina 
Electric & Gas Co. 2pp. 59098:251-59098:262. 

-9109160147 Insp rept 50-395/91-13 on 910701-31 .No violations or deviations 
noted.Major areas inspected:monthly surveillance observations,monthly maint 
observations,operational safety verification & onsite follow-up of written repts of 
events. 

HAAG.R.C., CANTRELL,F.S. Region 2 (Post 820201). 91/08/09. 2pp. 59098:253- 
59098:262. 



uwrvt. a i i s.mw 


9106090210 NRC Mo Notice 91-049, “Enforcement of Safety Requirements for Radio- 

of Industrial & Medical Nuclear Safety Pj ***™!' 29) - 
91/06/15. Consofedaied Ecfaoo Co. of New York, Inc. 68pp. 58923:091-58923.159. 

6106100146 Forwards mam rept 50-395/91-300 cot 91 0528 - 0606 .Fadlity requalrfication 

P€^LE^A l S^f2^S«?^)201). 91/08/15. SKOLDS.J.L South Carolina Elec¬ 
tric & Gas Co. 2pp. 59022:245-59022:254. 

-9109100174 Exam rapt 50-395/91-300 on 910528 - 0606 .Exam results:all ROs & 13 erf 
16 SROs pasted exams. Weaknesses noted in classification emergency action levels 
based on gnen plant corwifjQos. , ^ _ _ c .- AOO 

ERNSTES.M.E., LAWYER.LL Region 2 (Past 820201). 91/08/15. 8pp. 59022:247- 

59022JS4. 

9106140087 NRC Info Notice 91-OK), “Review of Water Hammer Events After 1985.” 

ROSSJ.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 

Cowcfcteted Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9106140275 NRC lido Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consc&dstad EcSson Co. of New Yak, Inc. 8%?). 58979:091-58979:177. 

9199040405 Advises that request for relief for volumetric exam of SG tubesheet-to-head 
welds not req«red.Safety evaluation discussing reasons for decision end. 
ADENSAM,E.G. Protect Directorate 11-1. 91/08/23. SKOLDS.J.L South Carolina Elec¬ 
tric & Gas Co. 2pp. 58981:242-58981:247. 

—9109040414 Safety evaluation re request for relief for first 10-yr interval inservice 
tnsp.Request for relief for votanedric exams not required. 

* Office of Nodear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
58961:245-58981:247. 

9109160047 Forwards exam rept 50-395/91-301 on 910606 & 0726. 

PEEBLESJ.A. Region 2 {Post 820201). 91/08/26. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 3pp. 59098:151-59098:155. 

—9109180054 Exam rept 50-395/91-301 on 910606 & 0726.Exam results: three SROs 

pa rs ed exam. 

ERNSTES.M.E, LAWYER.LL Region 2 (Post 820201). 91/08/26. 2p.. 59098:154- 
59096:155. 

9109240376 Forwards insp rept 50-395/91-18 on 910812-16.Violations noted but not 

cited. 

COLLINS,D.M. Region 2 (Post 820201). 91/09/05. SKOLDS.J.L South Carolina Elec¬ 
tric & Gas Co. 2pp. 59165:063-59185:084. 

-9109240381 Imp rept 50-395/91-18 on 910812-16.Violations noted but not cited.Major 
areas inspectedrdose assessment,semiannual rept, environ monitoring,QA audits & 
radwaste storage. 

SEYMOUR.DA, DECKER,T.R. Region 2 (Post 820201). 91/09/04. 20pp. 59185:065- 

59185:084. 

9109110179 Forwards Jnsp Rept 50-395/91-16 on 9108Q5-09.Violations noted but not 
dtedDeteite withheld (ref 10CFR73.21). 

CUNE.W.E. Region 2 (Post 820201). 91/09/06. SKOLDS.J.L South Carolina Electric 
& Gas Co. 2pp. 59099:344-59099:346. 

-9109110162 Partially withheld Insp Rept 50-395/91-16 on 910805-09 (ref 
10CFR73.2l).Two noncsted violations noted re vital area penetrations.Major areas 
mspectedsecuriy program audit, records & repts & security sys power supply. 
STANSBERRY.W., MCGU1RE.D.R. Region 2 (Post 820201). 91/09/06. Ip. 59099:346- 

50099:346. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Swi^gesT.” Svc fist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


ft. Periodic operating reports & related correspondence 

Rept for Jan - Jura 1991 ,or vc 
S ° Uth Car0,ina E,ectric & Q as Co. 91/06/ 

91 ?W^Sl2S ltMy W for Aug 1991 for VC Summer Nuclear Station Unit 

5^9^7^^9-3o1 KOl ^’ J ‘ L S ° Uth Carofina Bectric & Gas Co. 91/08/31. 5pp. 


S. Reportable occurrences, LERs & related correspondence 

S mteSSrSlIILS 1 K?, 2 t5i rVeill T ce test Procedure re main steam valve 
rai ^ed-C^used by personnel error.Valves retested & freauenev oi 
scheduled test,per Tech Spec 4.0.5,increased.W/310826 Itr. frequency oi 

South Carolina Electric & Gas Co. 91/08/26. 4pp 
91 5?5S 242 LER 9 . 1 " 004 ^P :on ?10503,personnel identified calculation error occurrer 

59^^» V 5905mS LDS ' J L S0M ' CanSm BeC * riC 4 Gas ^ 91/08/30. 6pp 

9109090277 LER 91-006-00:on 910804,inadvertant ESF actuation nf hiacai 

error Operations staff briefed on ni^SToflSHS 

SS^'^6 V ^sS DS ' J L ^ Caf ° lina BeCW ° 4 Gas CO. 91/09/03. 4pp 


9109160082 LER 88-008-02:on 910607,design defect re potential for steam propagation 
Dath affecting safe shutdown equipment noted. Caused by design error.Operations 
personnel intiated plant shutdown from Mode 3 to 4.W/910913 Itr. 

HIGGINS WR., SKOLDS.J.L. South Carolina Electric & Gas Co. 91/09/13. 9pp. 

59157:126-59157:134. 

9109270134 Special rept:on 910828,main plant vent high range process monitor,RMA- 
13 declared inoperable due to spiking of monitor. Extensive troubleshooting performed 

on’ monitor. Detector assembly & readout module replaced. __ 

SKOLDSJ L South Carolina Electric & Gas Co. 91/09/16. EBNETER.S.D. Region 2 
(Post 820201). 1 p. 59217:113-59217:113. 

9109300170 LER 91-007-00:on 910826,discovered that allowed interval for testing com¬ 
ponent cooling water sys isolation valves exceeded on 910824.Caused by weakness¬ 
es in surveillance & tracking program.Tracking modified.W/910924 Itr. 

HIGGINS,W.R., SKOLDS.J.L. South Carolina Electric & Gas Co. 91/09/23. 4pp. 
59263:102-59263:105. 


V. Operator Examinations 


9109100148 Forwards exam rept 50-395/91-300 on 910528-0606.Facility requalification 
program classified as satisfactory. 

PEBBLES,T.A. Region 2 (Post 820201). 91/08/15. SKOLDS.J.L South Carolina Elec¬ 
tric & Gas Co. 2pp. 59022:245-59022:254. 

-9109100174 Exam rept 50-395/91-300 on 910528-0606.Exam results:all ROs & 13 of 
16 SROs passed exams.Weaknesses noted in classification emergency action levels 
based on given plant conditions. 

ERNSTES.M.E., LAWYER.LL. Region 2 (Post 820201). 91/08/15. 8pp. 59022:247- 
59022:254. 

9109050029 Suppl to 901207 & 910611 applications for amend to License NPF-12,con¬ 
sisting of TS Change TSP 900004-2,updating TS Section 6.4 re training requirements 
of unit staff personnel. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91 /08/26. Document Control Branch 
(Document Control Desk). 4pp. 58999:328-58999:334. 

-9109050030 Proposed TS Change TSP 900004-2 re unit staff retraining & replacement 
training. 

* South Carolina Electric & Gas Co. 91/08/26. 3pp. 58999:332-58999:334. 

9109160047 Forwards exam rept 50-395/91-301 on 910606 & 0726. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/26. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 3pp. 59098:151-59098:155. 

-9109160054 Exam rept 50-395/91-301 on 910606 & 0726.Exam results: three SROs 
passed exam. 

ERNSTES.M.E., LAWYER.LL Region 2 (Post 820201). 91/08/26. 2p.. 59098:154- 
59098:155. 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


9109240350 Forwards insp repts 50-062/91-02 & 50-396/91-02 on 910820-23.No viola¬ 
tions or deviations noted. 


PEEBLES,T.A. Region 2 (Post 820201). 91/08/29. MULDER,R.U. Virginia, Univ. of, 
Charlottesville, VA. 2pp. 59184:323-59184:331. 


-9109240355 Insp repts 50-062/91-02 & 50-396/91-02 on 910820-23.No violations or 
deviations noted.Major areas inspected:annual insp of Class I non-power reactor. 
BURNEp-'p.T., CRLENJAK.R.V. Region 2 (Post 820201). 91/08/29. 7pp. 59184:325- 

D9 I 041331 • 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9 IV 9 IUV i w> 

10CFR73.21). 

Washin 9 ton Public Power Supply System. 91/09/05. Document 
Control Branch (Document Control Desk). 2pp. 59107:281-59107:282, 

91 SOR 3 ENslN^ arC wilhynn? rt t0 f h ff' Ca i securi ty P'an.Rev withheld (ref 10CFR73.21). 
oUHtNSEN.G.C. Washington Public Power Supply System. 91/09/05 Document 
Control Branch (Document Control Desk). 2pp. 59107:271-59107:272. 

91 19 104 ntf «"!« i ?S i 'Sl 9 o Rev / 4 t0 13 ' 1 ' 1 ' Rev 6 to 13.5.2.Rev 7 to 13.5.5,Rev 8 to 
■ Rev 8 uT? 3.14.*8. 13 - 10 6 ' Rev 6 t0 Rev 9 to 13.11.13,Rev 10 to 13.14.5. & 

250 H pp E 5920l':1 Washin 9 ,on Public P°w« Supply System. 91/09/05. 

9 'S^9« 1 eiS2iiS^miJ22S. ,,r * ow ? rbin 9 proposed final objectlvee & limitations 

“ 911118.Exerclse ob- 

pS^ySSm 5 fe Wa8hin9 *° n PUbl ' C 




wiiunyonuy plan 




’’ercteeto beSnSSaifSfsilils]* 1 obiectives 4 limi,a,ions to 1991 NRC 8 raded ex- 
^on5^%^ov!^S91^u^S9^ U lf ly Sy8t<lm ' 91/09/ ° 3 - OUAILS.P. 



DOCKETED ITEMS 123 


P. Operating license stage documents & correspondence 


9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JR A Associates. 18pp. 59236:042-59242:147. 

-9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK,G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT,R.J. Project Directorate ill-2. 3pp. 59237:164-59237:166. 

9109270199 Summary of 910828 meeting w/util re deviations taken by licensee from 
rev 4 to BWROG emergency procedure guidelines. Viewgraphs end. 

ENG.P.L. Project Directorate V. 91/09/16. Project Directorate V. 42pp. 59263:001- 
59263:042. 


9109260131 Forwards corporate licensing & Assurance Audit 91-551 dtd 910724.W/O 
end. 

SORENSEN,G.C. Washington Public Power Supply System. 91/09/17. HEIMBACH.K. 
Washington, State of. 3pp. 59217:180-59217:182. 

9109260175 Provides response to request for addl info re Generic Ltr 89-10,Suppl 3, 
“Consideration of Results of NRC-Sponsored Tests of Motor-Operated Valves.” 
SORENSEN,G.C. Washington Public Power Supply System. 91/09/19. Document 
Control Branch (Document Control Desk). 4pp. 59235:145-59235:148. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:1177. 

9109110236 Forwards Insp Rept 50-397/91-23 on 910624-0806.No violations or devi¬ 
ations noted.Concern raised re loss of all 500 kV power into plant on 910708. 
RICHARDS,S.A. Region 5 (Post 820201). 91/08/26. SORENSEN,G.C. Washington 
Public Power Supply System. 4pp. 59092:192-59092:210. 

-9109110239 Insp Rept 50-397/91-23 on 910624-0806.No violations or deviations 
noted.Major areas inspected.requalification training,operational safety 

verification,surveillance/maint program,LERs,procedure adherence & design changes. 
JOHNSON.P.H. Region 5 (Post 820201). 91/08/18. 15pp. 59092:196-59092:210. 

9109040027 Ack receipt of 910809 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-397/91-12. 

RICHARDS,S.A. Region 5 (Post 820201). 91/08/29. SORENSEN,G.C. Washington 
Public Power Supply System. 2pp. 58935:091-58935:099. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240232 Responds to NRC 910816 ltr re violations noted in Insp Rept 50-397/91- 
16.Corrective actions:improvement initiatives have been planned to strengthen mgt 
oversight & implementation of MOV program. 

BOUCHEY.G.D. Washington Public Power Supply System. 91/09/16. Document Con¬ 
trol Branch (Document Control Desk). 14pp. 59194:041-59194:054. 


R. Periodic operating reports A related correspondence 


9109050190 “WNP-2 Semiannual Radioactive Effluent Release Rept for Jan-June 
1991.” W/910828 ltr. 

BAKER,J.W. Washington Public Power Supply System. 91/06/30. 33pp. 59025:332- 
59025:362. 

9109180251 Monthly operating rept for Aug 1991 for WNP-2.W/910906 ltr. 

HUTCHISON,LB., BAKER,J.W. Washington Public Power Supply System. 91/08/31. 
4pp. 59146:136-59146:139. 


S. Reportable occurrences, LERs & related correspondence 

9109160148 LER 91-013-02:on 910507,non-compliances w/Tech Specs identified as 
part of program of Surveillance Procedure verification. Further evaluation 
performed.Quality Action Team to be chartered to evaluate program.W/910829 ltr. 
RES.C.L., BAKER,J.W. Washington Public Power Supply System. 91/08/29. 28pp. 
59127:039-59127:066. 

9109110142 LER 91-021-00:on 910801 .determined that tritium sampling was not being 
performed during startup,shutdown & 15 percent power change evolutions.Caused by 
inadequate procedure/ procedure review.Changed procedure.W/910830 ltr. 
ARBUCKLE.J.D., BAKER,J.W. Washington Public Power Supply System. 91/08/30. 
5pp. 59095:282-59095:286. 

9109160202 PNO-V-91 -020:on 910906,woman,four months pregnant,fainted while work¬ 
ing in contractor trailer outside facility. Emergency team responded & ambulance 
dispatched,but woman died on way to hosp.Cause of death unknown. 

JOHNSON,P., SORENSEN,C. Region 5 (Post 820201). 91/09/06. Ip. 59098:246- 
59098:246. 


V. Operator Examinations 


9109110236 Forwards Insp Rept 50-397/91-23 on 91 0624-0806.No violations or devi¬ 
ations noted.Concern raised re loss of all 500 kV power into plant on 910708. 
RICHARDS,S.A. Region 5 (Post 820201). 91/08/26. SORENSEN,G.C. Washington 
Public Power Supply System. 4pp. 59092:192-59092:210. 

-9109110239 Insp Rept 50-397/91-23 on 910624-0806.No violations or deviations 
noted.Major areas inspected:requalification training,operational safety 
verification.surveillance/maint program,LERs,procedure adherence & design changes. 
JOHNSON,P.H. Region 5 (Post 820201). 91/08/18. 15pp. 59092:196-59092:210. 

9109180154 Responds to restart actions of 910614 confirmatory action ltr re unsatisfac¬ 
tory licensed operator requalification training program & establishes how facility has 
met restart requirements delineated in confirmatory action ltr. 

OXSEN.A.L. Washington Public Power Supply System. 91/09/09. MARTIN.J.B. 
Region 5 (Post 820201). 9pp. 59145:346-59145:354. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109240370 Forwards insp rept 50-400/91-18 on 910720-0823 & notice of 
violation.Viofations.in addition to identified weakness re difficulties in determining audit 
program effectiveness, indicate potential program deficiencies 
VERRELLI.D.M. Region 2 (Post 820201). 91/09/06. EURY.LW. Carolina Power & 
Light Co. 3pp. 59185:047-59185:061. 

—9109240383 Notice of violation from insp on 910720-0823.Violation noted:FP 
audit.maint/E&RC audit & mgt/mod audit not approved & forwarded within 30 days 
after completion of audit. 

VERRELLI.D.M. Region 2 (Post 820201). 91/09/06. 2pp. 59185:050-59185:051. 

—9109240392 Insp rept 50-400/91-18 on 910720-0823.No violations noted. Major areas 
inspected:plant operations,radiological controls,security,fire protection,surveillance ob¬ 
servation, maint observation.safety sys walkdown & LERs. 

TEDROW.J., CHRISTENSEN,H. Region 2 (Post 820201). 91/09/06. 10pp. 59185:052- 
59185:061. 


9109250261 Revised emergency procedures,including Change 4 to Rev 5 of PEP- 
103,Change 3 to Rev 6 of PEP-217,Change 1 to Rev 5 of PEP-220,Change 1 to Rev 
5 of PEP-224,Change 2 to Rev 6 of PEP-301 & Change 1 to Rev 3 of PEP-302.W/ 
910909 ltr. 

RICHEY,R.B. Carolina Power & Light Co. 91/09/09. 100pp. 59209:001-59209:116. 


P. Operating license stage documents & correspondence 

9109030236 Application for amend to License NPF-63,revising Tech Specs 3.8.1 .l.b.1 & 
3.8.1.2.b.1 re emergency diesel generator fuel oil day tank min level,per Insp Rept 50- 
400/90-200. 

VAUGHN.G.E. Carolina Power & Light Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 58954:004-58954:016. 

-9109030238 Proposed Tech Specs 3.8.1.1.b.1 & 3.8.1.2.b.1 re emergency diesel gen¬ 
erator day tank level. 

* Carolina Power & Light Co. 91/08/26. 5pp. 58954:012-58954:016. 

9109160057 Informs of meeting scheduled for 910909 to discuss changes to QA pro¬ 
gram for facilities. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/27. EURY.LW. Carolina Power & Light 
Co. 4pp. 59098:132-59098:135. 

9109160238 Confirms that fourth quarterly installment payment of NRC FY91 annual 
fees for listed invoices electronically transferred to NRC on 910906,per 10CFR171. 
FLOYD.S.D. Carolina Power & Light Co. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59305:064-59305:064. 

9109300136 Forwards amend 27 to license NPF-63 & safety evaluation. Amend revises 
Tech Specs 3/4.4.4 re relief valves & 3/4.4.9.4 re overpressure protection sys,per ge¬ 
neric ltr 90-06 re generic issue 94. 

MOZAFARI.B.L Project Directorate 11-1. 91/09/19. EURY.LW. Carolina Power & Light 
Co. 3pp. 59256:271-59256:285. 

-9109300140 Amend 27 to license NPF-63,revising Tech Specs 3/4.4.4 re relief valves 
& 3/4.4.9.4 re overpressure protection sys,per generic ltr 90-06 concerning generic 
issue 94. 

ADENSAM.E.G. Project Directorate 11-1. 91/09/19. 8pp. 59256:274-59256:281. 

-9109300141 Safety evaluation supporting amend 27 to license NPF-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/19. 4pp. 
59256:282-59256:285. 


Q. Inspection reports, IE Bulletins & correspondence 


9109100125 Forwards Requalification Exam Rept 50-400/91-300 of exam administered 
during wk of 910715-22. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/12. EURY.LW. Carolina Power & Light 
Co. 2pp. 59022:186-59022:195. 

-9109100133 Requalification Exam Rept 50-400/91-300 on 910715-22.Exam results:all 
12 SROs & eight ROs passed exams. 

RAPP.C., CASTO.C.A. Region 2 (Post 820201). 91/08/09. 8pp. 59022:188-59022:195. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
QfflphorsSvc list oncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 
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@103140®$? NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 

'Division of Operational Events Assessment (Pcst 87a4il). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9103140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSJ.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030233 Application for amend to License NPF-63,revising Tech Specs 3.8.1.1Lb.1& 
3.8.1.2.b.1 re emergency diesel generator fuel oil day tank mm level,per Insp Rept 50- 
400/90-200 

VAUGHN.G.E Carolina Power & Light Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 58954:004-58954:016. 

9103240^ Forwards insp rept 50-400/91-18 on 910720-0823 & notice erf 
vkrfation.Vx>lations,sn addition to identified weakness re difficulties in determining audit 
program effectiveness, indicate potential program deficiencies 
VERRELU.D.M. Redon 2 (Post 820201). 91/09/06. EURY.LW. Carolina Power & 
Light Co. 3pp. 59185:047-59185:061. 

—9109240333 Notice of violation from insp on 910720-0823.Violation noted: FP 
auditimaint/E&ftC audit & mgt/mod audit not approved & forwarded within 30 days 
after completion of audit _ 

VERRELU.D.M. Region 2 (Post 820201). 91/09/06. 2pp. 59185:050-59185:051. 


-9109240392 Insp rept 50-400/91-18 on 910720-0823.No violations noted. Major areas 
inspectedplant operattons.radkrfogical contrds.securiW.fire protection,surveillance ob¬ 
servation, mailt observation.safety sys walkdown & LtRs. 

TEDROW.J., CHRISTENSEN,H. Region 2 (Post 820201). 91/09/06. 10pp. 59185:052- 
59185:061. 


9109190024 Responds to NRC 910226 Itr documenting exam results contained in Exam 
Rept 50-400/OL-91-01 administered in Jan 1991.Training unit instruction re prepara¬ 
tion for exams written to provide details for setting up simulator. 

VAUGHN,G.E. Carolina Power & Light Co. 91/09/11. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 59146:330-59146:335. 


9109110053 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


9103240373 Responds to NRC Itr re violations noted in requalrfication exam rept 50- 
400/91-SOO.Corrective actions:plans to revise applicable facility procedures to require 
operators to ensure reactor shutdown prior to initiating self injection. 

VAUGHN,G.E Carolina Power & Light Co. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59200:243-59200:243. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F. Security, medical, emergency & Are protection plana 


9109200283 Requests confirmatory Itr stating that since Dairyland 
sion-Only” license,not operating license,changes to 10CFR73.56 not applicable to fa- 
ciiity & therefore.no changes to physical security ,fi!K*TOrS?eruu n m 

BUDNICK.D.L Dairyiand Power Cooperative. 91/09/09. CARLSON,D.^ce of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 2pp. 59187:062-59187.063. 


P. Operating license stage documents & correspondence 

9109200233 Requests confirmatory Itr stating that since Dairyiand Power has “Posses¬ 
sion-Only” license,not operating license,changes to 10CFR73.56 not applicable to fa- 
diitv & therefore.no changes to physical security plan required. 

BU&NIL Dai^lami Power CcJoperative. 91/09/09. CARLSON,D. Office of Nucle¬ 
ar dasmat daa, iiatinn niroMnr fPAst 8704111. 2 dd. 59187:062-59187:063. 


Q. inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 


ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109100323 “Radioactive Effluent Rept for LACBWR.Jan-June 1991." W/ 910826 Itr. 
BERG.W.L. Dairyiand Power Cooperative. 91/06/30. DAVIS.A.B. Region 3 (Post 
820201). 17pp. 59076:339-59076:355. 


S. Reportable occurrences, LERs & related correspondence 


9109040034 “Shearon Harris Nuclear Power Plant Semiannual Radioactive Effluent Re¬ 
lease RepUan-June 1991." W/910830 Itr. 

RICHEY,R.B., BARNES,H.E Carolina Power & Light Co. 91/06/30. 38pp. 58954:058- 
58954:095. 

9109040333 Forwards 10CFR26 fitness-for-duty program performance data for Jan-June 
1991 

FLOYD,S.D. Carolina Power & Light Co. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 44pp. 59005:322-59006:005. 

9103190119 Monthly operating rept for Aug 1991 for Harris Nuclear Power Plant,Unit 
1.W/910916 Itr. 

HALE.M., RICHEY.R.B. Carolina Power & Light Co. 91/08/31. 5pp. 59164:172- 
59164:176. 


& Reportabl e occurrences, LERs & related correspondence 

9103130010 LER 9l-0l6-00*.on 910806,containment cooling water pump B 
startecLresutting in momentary pressure spike which caused three relief valves to 
opeaCaueed by error in original sys design.Personnel trained re valve setting.W/ 
910909 Itr. 

VERRILU.M., RICHEY,R.B. Carolina Power & Light Co. 91/09/09. 5pp. 59157:243- 
59157:247. 


9109100125 Forwards Requalification Exam Rept 50-400/91-300 of exam administers 
d uring wk of 910715-22. 

PEEBLES,TA. Redon 2 (Post 820201). 91/08/12. EURY.LW. Carolina Power & Ligl 
Co. 2pp. 59022:188-59022:195. 


-9109100133 Requalification Exam Rept 50-400/91-300 on 910715-22.Exam resutts.all 
12 SROs & eight ROs passed exams. 

RAPP,C M CASTO.CA Region 2 (Post 820201). 91/08/09. 8pp. 59022:188-59022-195 


9109190024 Responds to NRC 91022% Hr documenting exam results contained In Exan 
Rept 50-400/OL-91-01 administered in Jan 1991.Training unit instruction re prepara 
tion for exams written to provide details for setting up simulator. 

VAUGHN,G.E. Carolina Power & Light Co. 91/09/11. Document Control Branch (Doc 
ument Control Desk). 6pp. 59146:330-59146:335. 


9109240376 Responds to NRC Hr re violations noted in requalification exam rept 5 
400/91-300.Corrective actions:plans to revise applicable facility procedures to reaui 
operators to ensure reactor shutdown prior to initiating serf injection. 

VAUGHN.G.E. Carolina Power & Light Co. 91/09/20. Document Control Branch (Do 
ument Control Desk). Ip. 59200:243-59200:243. v 


9109040147 LER 91-001-00:on 910730,loss of breaker trip & loss of IB essential bus 
occurred.Caused by failed closing coil on EDG output breaker.Output breaker re¬ 
moved & closing coil replaced. W/910826 Itr. 

. CHRISTIANS, RE., BERG.W.L. Dairyiand Power Cooperative. 91/08/26. 3pp. 
59009:030-59009:032. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & Are protection plane 


9109040011 Forwards safety insp rept 50-220/91-12 & 50-410/91-12 on 910623- 
0727.No violations noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/26. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58935:003-58935:029. 


-9109040014 Insp repts 50-220/91-12 & 50-410/91-12 on 910623-0727.No violations 
noted. Major areas inspected:reactive insp of plant operations,radiological 
controls,maint,surveillance, security,engineering & tech support & safety assessment 
SUMMERS,RJ. Region 1 (Post 820201). 91/08/23. 24pp. 58935:006-58935:029. 

9103170051 Forwards insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No viola¬ 
tions noted. 

JOYNER.J.H. Redon 1 (Post 820201). 91/09/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 59109:086-59109:096. 


-91M170057 Insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No violations 
noted.Major areas inspected:mgt support & program plans,protected area physical 
barri ers,d etection & assessment aids & security training. 

DEXTER,T.W. Region 1 (Post 820201). 91/09/05. 7pp. 59109:090-59109:096. 

^^oMOCFWO^MoST 168 chan ® es to EPIP r ® emer 9« n cy action levels meets intent 

91/09/12. SILVIA.B.R. Niagara Mohawk Power 


actions as described in confirmatory action Itr 
& forwards safety evaluation authorizing restart of facility. 

91/09/18. SVLVIA,B.R. Niagara Mohawk 

Power Corp. 4pp. 59185:200-59185:215. 

+ c r dud i n « corrective actions, based on root cause 

analysis,appropriate for restart of plant 

591^20^59185^5 ReaCt ° r Reflu,atk>n ' Director ( p ost 870411). 91/09/18. 12pp. 

r WHL for ex « m Pfon from 10CFR50,App E,Section IV.F.2 to 
911001 P 13 , 0 , e k erc i® e _ ^currently scheduled for 
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P. Operating license stage documents & correspondence 

9109090102 Forwards “Nine Mile Point Nuclear Station-Unit 2 Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991” & Revs 4 & 5 to Administrative Procedure AP- 
3.7.1, "Unit 2 Radwaste Process Control Program." 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/29. Document Control Branch 
(Document Control Desk). 19pp, 59055:068-59055:203. 

-9109090104 Rev 4 to Administrative Procedure AP-3.7.1, "Unit 2 Radwaste Process 
Control Program.” 

MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/03/06. 37pp. 59055:124- 
59055:160. 

-9109090105 Rev 5 to Administrative Procedure AP-3.7.1, "Unit 2 Radwaste Process 
Control Program.” 

MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/05/02. 43pp. 59055:161- 
59055:203. 

9109170193 Discusses 910828 mgt meeting at NRC Region I ofc re various issues con¬ 
cerning restart of facility. 

MARTIN,T.T. Region 1 (Post 820201). 91/08/30. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 7pp. 59110:177-59110:183. 

9109120113 Advises that restart plan,submitted via 910830 Itr, acceptable except for 
issues re UPS. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/09/06. MARTIN,T.T. 
Region 1 (Post 820201). Ip. 59289:021-59289:021. 

9109200138 Provides progress of Region I 910220-21 engineering symposium action 
items.including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 59156:192-59156:194. 

9109170303 Forwards Rev 1 to COLR2, "Nine Mile Point Unit 2 Core Operating Limits 
Rept,” Cycle 2. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/09/11. Document Control Branch 
(Document Control Desk). Ip. 59139:282-59139:301. 

-9109170306 Rev 1 to COLR2, "Nine Mile Point Unit 2 Core Operating Limits Rept,” 
Cycle 2. 

LEPINE.C.W., D'ANGELO,W.R., TOMLINSON,E.S. Niagara Mohawk Power Corp. 91/ 
07/16.19pp. 59139:283-59139:301. 

9109180143 Forwards evaluation of facility vendor manual backlog. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/09/11. COWGILL,C.J. NRC - No De¬ 
tailed Affiliation Given. 8pp. 59145:330-59145:337. 

9109180153 Responds to request for add) info on uninterruptible power supply issues in 
910910 Itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/09/11. VARGA,S.A. Assistant Director 
for Region I Reactors. 3pp. 59145:343-59145:345. 

9109180087 Responds to 910911 telcon re questions on RHR sys water hammer & 
RCIC oscillation. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/09/12. COWGILL.C.J. Region 1 (Post 
820201). 2pp. 59136:345-59136:346. 

9109240047 Notification of 910916 significant licensee meeting 91-116 w/util in State 
Univ of NY at Oswego to discuss facility restart readiness assessment meeting. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/09/13. Region 1 (Post 820201). 3pp. 
59173:058-59173:060. 

9109230120 Forwards SE accepting licensee corrective actions.based on root cause 
analysis,as appropriate for restart of plant. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
16. TAYLOR,J.M. Ofc of the Executive Director for Operations. 4pp. 59191:165- 
59191:175. 

—9109230122 SER accepting licensee corrective actions.based on root cause 
analysis,as appropriate for restart of plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 7pp. 
59191:169-59191:175. 

9109250013 Ack completion of committed actions as described in confirmatory action Itr 
91-13,dtd 910815 & forwards safety evaluation authorizing restart of facility. 

MARTIN,T.T. Region 1 (Post 820201). 91/09/18. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 59185:200-59185:215. 

-9109250015 SER concluding that licensee corrective actions.based on root cause 
analysis,appropriate for restart of plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/18. 12pp. 
59185:204-59185:215. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109040011 Forwards safety insp rept 50-220/91-12 & 50-410/91-12 on 910623- 
0727.No violations noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/26. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58935:003-58935:029. 


-9109040014 Insp repts 50-220/91-12 & 50-410/91-12 on 910623-0727.No violations 
noted. Major areas inspected.-reactive insp of plant operations,radiological 
controls,maint,surveillance, security,engineering & tech support & safety assessment 
SUMMERS,R.J. Region 1 (Post 820201). 91/08/23. 24pp. 58935:006-68935:029. 

9109160220 Provides clarification re NRC position concerning licensee acceptance of 
another licensee fitness for duty training programmer request made during initial fit¬ 
ness for duty Insp Repts 50-220/91-15 & 50-410/91-13 on 910709-12. 

BERATTA.J.P. Niagara Mohawk Power Corp. 91/08/26. Document Control Branch 
(Document Control Desk). Ip. 59115:353-59115:353. 

9109100438 Forwards readiness assessment team insp for facility. 

MARTIN,T.T. Region 1 (Post 820201). 91/08/30. TAYLOR,J.M. Ofc of the Executive 
Director for Operations. 13pp. 59068:100-59068:111. 

9109170051 Forwards insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No viola¬ 
tions noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/06. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 59109:086-59109:096. 

-9109170057 Insp repts 50-220/91-18 & 50-410/91-18 on 910812-16.No violations 
noted.Major areas inspected:mgt support & program plans,protected area physical 
barriers,detection & assessment aids & security training. 

DEXTER,T.W., KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 91/09/05. 7pp. 
59109:090-59109:096. 

9109240321 Ack receipt of 910830 Itr which end NRC insp plant for Unit 2 restart & 
910910 telcon between J Firlit & C Cowgill. Informs meeting w/public will follow insp 
exit meeting w/ Staff. 

MARTIN,T.T. Region 1 (Post 820201). 91/09/12. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 59184:276-59184:279. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109190230 Submits results of ultrasonic insp of HPCS nozzle during mid-cycle outage 
due to indication found in safe-end to safe-end extension weld.lnsp results indicate 
that indication remains in stable region. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/09/16. Document Control Branch 
(Document Control Desk). 2pp. 59165:251-59165:252. 


R. Periodic operating reports & related correspondence 


9109160177 Forwards fitness for duty program performance data for six month 
period, Jan-June 1991. 

BERATTA.J.P. Niagara Mohawk Power Corp. 91/08/22. Document Control Branch 
(Document Control Desk). 7pp. 59108:155-59108:161. 

9109090102 Forwards “Nine Mile Point Nuclear Station-Unit 2 Semiannual Radioactive 
Effluent Release Rept,Jan-June 1991" & Revs 4 & 5 to Administrative Procedure AP- 
3.7.1 , “Unit 2 Radwaste Process Control Program." 

TERRY,C.D. Niagara Mohawk Power Corp. 91/08/29. Document Control Branch 
(Document Control Desk). 19pp. 59055:068-59055:203. • 

-9109090104 Rev 4 to Administrative Procedure AP-3.7.1, "Unit 2 Radwaste Process 
Control Program." 

MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/03/06. 37pp. 59055:124- 
59055:160. 

-9109090105 Rev 5 to Administrative Procedure AP-3.7.1, “Unit 2 Radwaste Process 
Control Program." 

MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/05/02. 43pp. 59055:161- 
59055:203. 

9109200346 Monthly operating rept for Aug 1991 for Nine Mile Point Unit 2.W/910912 
Itr. 

SAUNDERSON.R., MCORMICK.M.J. Niagara Mohawk Power Corp. 91/08/31. 6pp. 
59175:308-59175:313. 


S. Reportable occurrences, LERs & related correspondence 

9109030091 NPDES noncompliance notification:on 910109,Unit 1 oil spill catchment 
basin discharged.On 910123,Unit 2 cooling tower basin overflowed to site drainage 
ditch sys.On 910219, svc water discharged from Outfall 007 at Unit 2. 
DAHLBERG.K.A., MCCORMICK,M.H. Niagara Mohawk Power Corp. 91/08/19. Docu¬ 
ment Control Branch (Document Control Desk). 16pp. 58952:285-58952:300. 

9109040389 Special repton 910809.RHRS heat exchanger svc water sys radiation mon¬ 
itor declared inoperable due to malfunction of minimun flow detection switch.Caused 
by pump failure. Flow test equipment purchased & flow switch calibr completed. 

FIRLIT,J.F. Niagara Mohawk Power Corp. 91/08/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59003:102-59003:103. 

9109060209 Notification of 910904 meeting w/util in Rockville,MD to discuss root 
causes of failures of uninteruptable power supplies at facility during 910813 event. 
BRINKMAN,D.S. Project Directorate 1-1. 91/09/03. CAPRA,R.A., MURLEY.T., 
Ml RAG LI A, F. NRC - No Detailed Affiliation Given. 5pp. 59015:286-59015:290. 

9109120138 LER 91-016-0l:on 910702,tech spec violation occurred.Caused by misposi- 
tioned valve due to procedural inadequacy. Immediate corrective actions were for 
plant operators to correctly position cooling water valves.W/910903 Itr. 

COLOMB.M.J., FIRLIT,J.F. Niagara Mohawk Power Corp. 91/09/03. 9pp. 59111:018- 
59111:026. 

9109130157 LER 91-006-01 :on 910330,increased leakage rate from primary contain¬ 
ment dryweli floor drains occurred.Caused by failed 3/4 inch stainless steel flexible 
metallic hose.Failure analysis on damaged hose completed.W/910903 Itr. 

CONWAY,J., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/09/03. 8pp. 59116:061- 
59116:068. 



9109110272 Forwards Rev 1 to “Root Cause Rept for Exide Uninterruptible Power Sup¬ 
plies (UPS) lAJEJ.C.D & G Trip Event of 910813" & responses to root cause 
analysis,short tom corrective plan,load lists & procedures & training. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 91/09/10. VARGA,SA Division of Reac¬ 
tor Projects - I/ll (Post 870411). 6pp. 59099:120-59099:167. 

—9109110276 Rev 1 to “Root Cause Rept for Exide UPS 1A.B.C.D & G Trip Event of 
910813." Electrical fault on B phase main step-up transformer occurred due to im¬ 
proper design.Logic power supply for subj UPS units to be modified. 

CONWAY.J., DARWEESH.J., SPADAFORE.J.R. Niagara Mohawk Power Corp. 91/09/ 
09.12pp. 59099:126-59099:137. 

-9109110283 “Niagara Mohawk Nine Mile Point Unit 2 Event of 910813." 

CRENSHAW,M.L General Electric Co. 91/09/05. 30pp. 59099:138-59099:167. 

9109160243 Summarizes util evaluations & corrective actions re 910813 declaration of 
site area emergency due to loss of control room annunciators w/plant transient,per 
910815 confirmatory action itr.UPS logic power supply modified. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 91/09/10. MARTIN.T.T. Region 1 (Post 
820201). 3pp. 59118:194-59118:196. 

9109190244 LER 91-017-00:on 910813,transformer fault discovered causing reactor 
scram & uninterruptible power supply failure causing loss of annuniciation.Cause 
under investigation. Logic power supply modified.W/910912 Itr. 

TOMUNSON.es., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/09/12. 26pp. 
59166:138-59166:163. 

9109240300 PNO-i-91-068:on 910918,NRC released util from confirmatory action Itr al¬ 
lowing facility restart Concludes that util have taken sufficient actions to address unin- 
terruptable power supply failures. 

SCHMIDT,W„ HAVERkAMP.D. Region 1 (Post 820201). 91/09/19. 2pp. 59184:223- 
59184:224. 

V. Operator Examinations 

9109270040 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 5pp. 59216:181-59216:185. 


5:181-59216:185. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 

9109170199 Advises that changes to physical security plan & Rev 12 to guard training & 
qualification plan,submitted via 910417 Itr,consistent w/provisions of 10CFR50.54(p) & 
acceptable for inclusion into plans. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. SIEBER.J.D. Duquesne Light Co. 
3pp. 59127:140-59127:142. 

9109040089 Forwards insp repts 50-334/91-16 & 50-412/91-16 on 910708- lO.Corrac¬ 
tive actions reviewed.Six of seven items closed. One item addressed two concerns. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 58935:347-58935:354. 

-9109040100 lnsp repts 50-334/91-16 & 50-412/91-16 on 910708-10.One of seven 
items remain open involving two parts.Major areas inspected:corrective actions taken 
to address deficiencies identified during EOP insp on 900226-0307. 

BRIGGS,LE. Region 1 (Post 820201). 91/08/26. 6pp. 58935:349-58935:354. 

9109160117 Forwards FEMA 910724 Itr which transmitted Region ill rept for 900501 
full-participation exercise at Beaver Valley Power Station.Two deficiencies involving is¬ 
suance & communication of protective actions identified. 

3pp N 59097 2*50-5^98 046^ 82020191/08/30 * SIEBER.J.D. Duquesne Light Co. 

-9108160094 Forwards final exercise rept for 900501 full participation exercise of off¬ 
site radiological emergency response plans site-soecific to Diant. 


ite radiological emergency response plans site-specific to plant 
KW1ATKOWSKI.D. Federal Emergency Management Agency. 91/07/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 8704111. 2dd. 
59097:253-59097:254. 


Emergency Preparedness (Post 870411). 2pp. 


-9108160099 “Radiological Emergency Preparedness Exercise Evaluation Rept” for 
900501 exercise. 

* Federal Emergency Management Agency. 91/02/08. 152pp. 59097:255-59098:046. 

P. Operating license stage documents & correspondence 

91 Sl‘!T5^f? r ^o ar t s va ? ou ® li censee inputs re freeze seal documentation. 

Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. °° 

Progress of Region I 910220-21 engineering symposium action 
.9 u,da r K r®. ? n & reportability,endorsing NSAC-125 for 

JSSSSt'??/ r r aws & taking of NRC personnel in mod process. 

^59156^14JT^:146° St 82020191/09/ia SIEBER - J - D - Duquesne Ught Co. 

^°? fies ^ NF l C »n .schedule for submittal of individual plant exam 

reptsJntends t0 0x160(1 schedule for Unit 2 submittal to 911129 & Unit 1 submittal to 
920901* 

S R &, D ^9:^i^? 8/ia D ° CUm9n ' 0 ” W BraTOh 

Q. Inspection reports, IE Bulletins A correspondence 

91 gra^rs " Svc^list^encl^ 06 91 ’° 49, * Enlorcemen t Safety Requirements for Radio- 

of J ndustrial & Medical Nuclear Safety (Post 870729) 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 1 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 

Svc jjgf enc | 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275, NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030211 Forwards safety evaluation of first 10-yr interval inservice insp program 
plan.Grants relief from Section XI requirements that util determined to be impractical 
to perform at facility.TER also end. . ^ L _ _ 

STOLZ.J.F. Project Directorate 1-4. 91/08/22. SIEBER.J.D. Duquesne Light Co. 3pp. 
58937:235-58937:310. 

-9109030225 Safety evaluation re first 10-yr interval inservice insp program plan. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 11pp. 
58937:238-58937:310. 

9109170115 Forwards insp repts 50-334/91-10 & 50-412/91-10 on 910517- 0719.No 
' violations noted. 

LANNING.W.D. Region 1 (Post 820201). 91/08/23. SIEBER.J.D. Duquesne Light Co. 
3pp. 59110:260-59110:276. 

-9109170122 Insp repts 50-334/91-10 & 50-412/91-10 on 910517-0719.No violations 
noted.Major areas inspected: fuel handling & startup physics testing. 

TRAPP,J.M., EAPEN.P.K. Region 1 (Post 820201). 91/08/22. 14pp. 59110:263- 
59110:276. 

9109050146 Responds to 910729 Itr re violations noted in Insp Repts 50-334/91-14 & 
50-412/91-14.Corrective actions:monthly operating surveillance tests revised to allow 
operation of EDG w/alternate lube oil strainer on one time basis. 

SIEBER.J.D. Duquesne Light Co. 91/08/26. Document Control Branch (Document 
Control Desk). 3pp. 59030:273-59030:275. 

9109040089 Forwards insp repts 50-334/91-16 & 50-412/91-16 on 910708- lO.Correc- 
tive actions reviewed.Six of seven items closed. One item addressed two concerns. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/08/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 58935:347-58935:354. 

-9109040100 Insp repts 50-334/91-16 & 50-412/91-16 on 910708-10.One of seven 
items remain open involving two parts.Major areas inspected:corrective actions taken 
to address deficiencies identified during EOP insp on 900226-0307. 

BRIGGS.L.E., ESELGROTH.P.W. Region 1 (Post 820201). 91/08/26. 6pp. 58935:349- 
58935:354. 

9109170048 Forwards insp rept 50-334/91-12 & 50-412/91-12 on 910610-14. No viola¬ 
tions noted. 

DURR.J.P. Region 1 (Post 820201). 91/09/05. SIEBER.J.D. Duquesne Light Co. 2pp. 
59109:064-59109:071. 

-9109170054 Insp repts 50-334/91-12 & 50-412/91-12 on 910610-14.No violations 
noted.Major areas inspected:review of water chemistry program. 

KAPLAN,H., GRAY.E. Region 1 (Post 820201). 91/08/29. 6pp. 59109:066-59109:071. 

9109240216 Forwards Enforcement Conference repts 50-334/91-14 & 50-412/91-14 on 
910805 & notice of significant licensee meeting. 

WENZINGER.E.C. Region 1 (Post 820201). 91/09/12. SIEBER.J.D. Duquesne Light 
Co. 2pp. 59183:090-59183:297. 

-9109240226 Enforcement Conference insp repts 50-334/91-14 & 50-412/91-1 ^Viola¬ 
tions noted.Major areas inspected:loss of control room habitability envelope & failure 
to perform ISI on certain welds during first 10-yr interval at plant. 

RULAND.W.H. Region 1 (Post 820201). 91/09/10. 200pp. 59183:094-59183:297. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

FI. Periodic operating reporta A related correspondence 

9109040426 “Semiannual Radioactive Effluent Release Rept for Period Jan-June 
1991.” W/910823 Itr. 

SIEBER.J.D. Duquesne Light Co. 91/06/30. 97pp. 59003:173-59003:272. 

9109160244 Forwards "NPDES Discharge Monitoring Rept for Beaver Valley Power Sta¬ 
tion for Jul 1991” A NPDES noncompfiance rept. 

NOONAN.T.P. Duquesne Light Co. 91/08/23. Document Control Branch (Document 
Control Desk). 1 p. 59119:016-59119:076. 

~ 9 JuM991 2 " W/910823 ^ 8Charfle Monitorin 9 R «Pts for Beaver Valley Power Station for 
NOONAN,T.P. Duquesne Light Co. 91/07/31. 60pp. 59119:019-59119:076. 

9 T 4 1 s F » J «,reiaW e ; o u ^ 1991 ,or Beaver vaiiey uni,a 14 

Documert “ Braneh <Documant 


JONES,D.T., WIN 
59119:241. 


‘ ■y 1 vauey unus l & <£. 

LM.A. Duquesne light Co. 91/08/31. 8pp. 59119:234- 


V. Operator Examinations 

9109270032 Extends invitation to power reactor operator license examiners/traininn 

ZTd " 9 ° n 911106 ‘° 7 " Ki " 9 0< ^^^PA.Wdi^i^ry^^ttrfg^agenda 

SSSlir 820201) - 91/09/19 - S «J-D. Duquesne Ugh. Co. 
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DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Security, medics!, emergency & fire protection plane 

9109110238 Forwards public version of revised Crisis Mat Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1, Rev 36 to CMlP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 

-9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS,R.E. Duke Power Co. 91/08/20. 145pp. 59071:005-59071:258. 

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations." W/d10828 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109100198 Rev 12 to EPIP OP/0/A/6200/21, "Operating Procedures for Post Acci¬ 
dent Liquid Sampling Sys.” W/910828 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. 74pp. 59077:327-59078:039. 

9109160149 Forwards insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 59098:263-59098:274. 

-9109160155 Insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No violations or 
deviations noted.Major areas inspected: emergency plan & associated implementing 
procedures, facilities,equipment,instrumentation & supplies. 

KREH.J.L, RANKIN,W.H. Region 2 (Post 820201). 91/08/28. 8pp. 59098:267- 
59098:274. 


I. Financial information 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 "NC Municipal Power Agency 1 Annual Rept,1990." 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

—9109270020 "NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

—9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept" 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


P. Operating license stage documents & correspondence 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

—9109250173 Invites interested parties to meeting re ISLOCA program review. 
BURDICK.G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W. NRC - No 
Detailed Affiliation Given. 2pp. 59238:293-59238:294. 

9109030058 Forwards amends 90 & 84 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise carbon absorber test method & methyl iodide pene¬ 
tration criteria. 

MARTIN.R.E Project Directorate 11-3. 91 /08/23. TUCKMAN.M.S. Duke Power Co. 4pp. 
58951:082-58951:113. 

-9109030061 Amends 90 & 84 to licenses NPF-35 & NPF-52,respectively, revising 
carbon absorber test method & methyl iodide penetration criteria w/other administra¬ 
tive changes to annulus ventilation & CR area ventilation sys. 

MATTHEWS,D.B. Project Directorate 11-3. 91/08/23. 23pp. 58951:088-58951:108. 

-9109030063 Safety evaluation supporting amends 90 & 84 to licenses NPF-35 4 NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 5pp. 
58951:109-58951:113. 

9109160082 Ack receipt of 910723 Itr which submitted addl info 4 justification for 
change in frequency of procedure review. Review finds that change provides accepta¬ 
ble alternative 4 meets requirements in 10CFR50 App B. 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co. 
6pp. 59098:069-59098:074. 

9109050184 Notification of contract execution,mod 3 to task order 1, "Review of 
RETRAN Computer Codes 4 Confirmatory Licensing Calculations Associated w/ 
Safety Analyses." Contractor:Inti Technical Svcs.lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1318. 91/08/ 
26. SCHWINK.W.S. Program Management, Policy Development 4 Analysis Staff (Post 
870411). Ip. 58993:123-58993:125. 

-9109050191 Ltr Contract NRC-03-90-027,mod 3,extending expiration date to 911231 
to, “Review of RETRAN Computer Codes 4 Confirmatory Licensing Calculations As¬ 
sociated W/Safety Analyses.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/08/22. 
KOMORIYA.H. international Technical Services, Inc. 2pp. 58993:124-58993:125. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, "Thermal-Hydraulic Transient Analysis Methodology" 4 DPC-NE-2004, 
“Core Thermal-Hydraulic Methodology Using VIPRE-01.” Enel withheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 


9109100249 Forwards info re status of programmed enhancements not completed in 
time frame specified in Generic Ltr 88-17, ,r Loss of DHR," per util 890202 response to 

f eneric Itr. 

UCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 3pp. 59083:352-59083:354. 

9109110045 Forwards Rev 29 to "ODCM,Oconee Nuclear Station,” Rev 30 to 
"ODCM,Catawba Nuclear Station" 4 Rev 31 to “ODCM,McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110049 Rev 30 to "ODCM,Catawba Nuclear Station." 

BIRCH,M.L., HAMPTON,J.W., STEWART,J.M. Duke Power Co. 91/01/01. 19pp. 
59089:016-59089:034. 

9109110088 Forwards proprietary Topical Rept DPC-NE-3002, “FSAR Chapter 15 Sys 
Transient Analysis Methodology.” Rept describes initial 4 boundary conditions 4 input 
assumptions re control 4 protective sys functions.Rept withheld . 

TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59099:112-59099:113. 

9109190173 Determines that proprietary info re main steam line breaks inside ice con¬ 
denser containment be withheld from public disclosure per 10CFR2.790(b)(5). 
MARTIN,R. t REED.T. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power 
Co. 6pp. 59139:085-59139:090. 

9109190247 Informs that proprietary info will be withheld from public disclosure per 
10CFR2.790 re 900129 Itr indicating that attachments contained proprietary info. 
MARTIN.R. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp. 
59146:056-59146:061. 

9109260130 Forwards notice of consideration of issuance of amends to licenses NPF- 
35 4 NPF-52 4 proposed NSHC determination 4 opportunity for hearing.Amends 
change TS re min allowed air flow through control room area ventilation sys. 
MARTIN.R.E. Project Directorate 11-3. 91/09/16. TUCKMAN.M.S. Duke Power Co. 
3pp. 59209:219-59209:228. 

-9109260138 Notice of consideration of issuance of amends to licenses NPF-35 4 
NPF-52 4 proposed NSHC determination 4 opportunity for hearing.Amends change 
TS re min allowed air flow through control room area ventilation sys. 

MARTIN.R.E. Project Directorate 11-3. 91/09/16. 7pp. 59209:222-59209:228. 

9109250279 Notification of 911005 meeting w/util in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN.R. Project Directorate 11-3. 91/09/18. MATTHEWS,D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 

9109200098 “Catawba Nuclear Station Unit 1 Cycle 6 Startup Rept." W/ 910912 Itr. 
TUCKMAN.M.S. Duke Power Co. 91/09/30. 52pp. 59169:236-59169:287. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial 4 Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100233 Forwards insp rept 50-413/91-16 4 50-414/91-16 on 910707- 0803.Appar- 
ent violations identified being considered for escalated enforcement action. 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/16. TUCKMAN.M.S. Duke Power 
Co. 4pp. 59022:293-59022:310. 

-9109100246 Insp repts 50-413/91-16 4 50-414/91-16 on 910707-0803. Violations 
noted pending escalated enforement. Major areas inspected.plant 

operations,surveillance observations,maint observations 4 LERs. 

ORDERS,W.T., HOPKINS,P.C., ZEILER.J. Region 2 (Post 820201). 91/08/16. 14pp. 
59022:297-59022:310. 


9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040173 Responds to NRC 910730 Itr re violations noted in insp repts 50-413/91-15 
4 50-414/91-15.Corrective adions-.procedure on responding to unexpected alarm re¬ 
emphasized to control room operator involved in incident. 

TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 6pp. 58996:336-58996:341. 

9109100237 Forwards "ISI Rept Unit 1 Catawba 1991 Refueling Outage 5." ISI complet¬ 
ed on 910609 4 performed per Section XI of ASME Boiler 4 Pressure Vessel Code. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). Ip. 59078:244-59079:016. 

-9109100243 "ISI Rept Unit 1 Catawba 1991 Refueling Outage 5." 

* Duke Power Co. 91/08/29.180pp. 59078:245-59079:016. 

9109160149 Forwards insp repts 50-413/91-17 4 50-414/91-17 on 910805-09.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 59098:263-59098:274. 

—9109160155 Insp repts 50-413/91-17 4 50-414/91-17 on 910805-09.No violations or 
deviations noted.Major areas inspected: emergency plan 4 associated implementing 
procedures, facilities,equipment,instrumentation 4 supplies. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/08/28. 8pp. 59098:267- 
59098:274. 
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9109230158 Notification of contract execution,mod 2,Task Order 14,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc.” Contractor Parameter, Inc. 

DUBOSE,8 J. Contract Administration Branch (890205-900602). FIN L-1343-0. 91/09/ 
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59187:020-59187:023. 


—9109230162 Ltr contract NRC-03-89-027,mod 2 to Task Order 14, “Maint Team Insp - 
Catawba Units 1 & 2," to “Nuclear Power Reactor Operations,Mods A Maint Insp 


SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-0. 91/09/ 
12. LOFY.RA PARAMETER, Inc. 3pp. 59187:021-59187:023. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1 ,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 


9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal 
stresses in piping connected to RCS. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59145:355-59145:356. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consdidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260170 Informs that licensee 880909 & 1228 responses to Bulletin 88-008 consist¬ 
ent w/mod or monitoring alternatives stated in bulletin & acceptable. 

REED.T.A. Project Directorate 11-3. 91/09/17. MARTIN,R.E. Duke Power Co. 8pp. 
59221:072-59221:079. 


R. Periodic operating reports A related correspondence 


9109110054 “Catawba Semiannual Radioactive Effluent Release Rept,” for first half of 
1991 .including solid waste disposal rept, unplanned offsite releases & inoperable mon¬ 
itoring equipmentW/910829 ltr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 38pp. 59088:269-59088:307. 

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 

9109170211 Forwards monthly operating repts for Aug 1991 for Catawba Nuclear Sta¬ 
tion Units 1 & 2 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). Ip. 59133:072-59133:083. 

-9109170220 Monthly operating repts for Aug 1991 for Catawba Nuclear Station Units 1 

& 2 . 

WILLIAMS,R.A., MOSER.S.W. Duke Power Co. 91/08/31. 10pp. 59133:073- 
59133:082. 

-9109170227 Monthly operating status repts for Jul 1991 for Catawba Nuclear Station 
Units 1 & 2. 

* Duke Power Co. 91/07/31. Ip. 59133:083-59133:083. 


-9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

—9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept.” 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9109110236 Forwards public version of revised Crisis Mat Implementing Procedures 
(CMIP),including Rev 40 to CM!P-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document 
Control Desk). Ip. 59071:004-59071:258. 

-9109110258 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to 
CMIP-6 & Rev 45 to CMIP-7. 

HARRIS,R.E. Duke Power Co. 91/08/20. 145pp. 59071:005-59071:258. 

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations.” W/910828 ltr. 
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348. 

9109100198 Rev 12 to EPIP OP/0/A/6200/21, "Operating Procedures for Post Acci¬ 
dent Liquid Sampling Sys." W/910828 ltr. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. 74pp. 59077:327-59078:039. 

9109160149 Forwards insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 59098:263-59098:274. 

-9109160155 Insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No violations or 
deviations noted.Major areas inspected: emergency plan & associated implementing 
procedures, facilities,equipment,instrumentation & supplies. 

KREH.J.L. Region 2 (Post 820201). 91/08/28. 8pp. 59098:267-59098:274. 


S. Reportable occurrences, LERs A related correspondence 


9109060196 LER 91-009-00:on 910717,tech spec violations occurred resulting from im¬ 
proper overtemperature delta-temp circuit scaling.Caused by inadequate 
procedure.Procedure & vendor documentation revised.W/910822 ltr. 

HARTZELL.C.L, HAMPTON,J.W. Duke Power Co. 91/08/22. 8pp. 59059:278- 
59059:285. 

9109040228 Special repton 910719,steam generator A channel 5 of vibration A loose 
parts monitoring sys declared inoperable due to low signal on channel.Channel inoper¬ 
able for more than 30 days since repairs require containment entry. 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 2pp. 58954:049-58954:050. 

9109040165 LER 91-016-00: on 910730,tech spec violation occurred re control rod posi¬ 
tion alarm monitor being inoperable.Caused by mgt deficiency.PSD personnel repro¬ 
gramming RAM programs & verifying RDMs operated properly.W/910828 ltr. 
HART2ELL.C.L, HAMPTON,J.W. Duke Power Co. 91/08/28. 7pp. 59009:033- 


I. Financial information 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency A Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Munidpal Power Agency 1990 Annual Rept.” 

BAUER,J.A. Piedmont Municipal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


9109300245 LER 91-017-00:on 910815,discovered that Tech Spec'violation on 901109 
resulted from missed 18-month charger capacity test on battery charger 1 ECA.Caused 
by inadvertent computer entry.Addl checks implemented.W/910912 ltr. 

HARTZELL.C.L., HAMPTON,J.W. Duke Power Co. 91/09/11. 7pp. 59263:235- 
59263:241. 

9109300262 Problem Investigation Rept 1-C91-0157:on 910414,discovered that actu¬ 
ators for two of four steam generator blowdown sys containment isolation bypass 
valves may not close valves. Improved lubrication method developed. 

HAMPTON,J.W. Duke Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 6pp. 59260:077-59260:082. 

9109230110 Special repton 910809,Channel 11 of vibration A loose parts monitoring 
sys declared inoperable due to high background noise on channel.Channel will not be 
repaired until future outage.Channel 7 operable A provides coverage. 

TUCKMAN.M.S. Duke Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). 2pp. 59189:047-59189:048. 


V. Operator Examinations 


9109100173 Advises that administration of written A operating exams scheduled for 
911021.Ref matls listed on end should be provided by 910821. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/12. TUCKMAN.M.S. Duke Power Co. 
13pp. 59023:066-59023:078. 


P. Operating license stage documents A correspondence 


9109250006 Partial response to FOIA request for records.App B A C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

-9109250173 Invites interested parties to meeting re ISLOCA program review. 

BURDICK,G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W. NRC - No 
Detailed Affiliation Given. 2pp. 59238:293-59238:294. 

9109030058 Forwards amends 90 A 84 to licenses NPF-35 A NPF-52, respectively A 
safety evaluation.Amends revise carbon absorber test method A methyl iodide pene¬ 
tration criteria 

MARTIN,R.E Project Directorate 11-3. 91/08/23. TUCKMAN.M.S. Duke Power Co. 4pp. 
58951:082-58951:113. 

-9109030061 Amends 90 A 84 to licenses NPF-35 A NPF-52,respectively, revising 
carbon absorber test method A methyl iodide penetration criteria w/other administra¬ 
tive changes to annulus ventilation A CR area ventilation sys. 

MATTHEWS.D.B. Project Directorate 11-3. 91/08/23. 23pp. 58951:088-58951:108. 

-9109030063 Safety evaluation supporting amends 90 A 84 to licenses NPF-35 A NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 5po. 
58951:109-58951:113. 
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9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for 
change in frequency of procedure review. Review finds that change provides acceota- 
ble alternative & meets requirements in 10CFR50 App B. H 

GIBSON,A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co 
6pp. 59098:069-59098:074. 


9109160149 Forwards insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 59098:263-59098:274. 


9109050184 Notification of contract execution,mod 3 to task order 1 "Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses." Contractor:Inti Technical Svcs.lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1318 91/08/ 
26. SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post 
870411). Ip. 58993:123-58993:125. 

—9109050191 Ltr Contract NRC-03-90-027,mod 3,extending expiration date to 911231 
to, "Review of RETRAN Computer Codes & Confirmatory Licensing Calculations As¬ 
sociated W/Safety Analyses." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1318 91/08/22 
KOMORIYA.H. International Technical Services, Inc. 2pp. 58993:124-58993:125. 

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC- 
NE-3000, "Thermal-Hydraulic Transient Analysis Methodology" A DPC-NE-2004 
“Core Thermal-Hydraulic Methodology Using VIPRE-01." Enel withheld. 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59031:133-59031:136. 

9109100249 Forwards info re status of programmed enhancements not completed in 
time frame specified in Generic Ltr 88-17, ,7 Loss of DHR,” per util 890202 response to 
generic Itr. 

TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 3pp. 59083:352-59083:354. 

9109110045 Forwards Rev 29 to “ODCM,Oconee Nuclear Station," Rev 30 to 
“ODCM,Catawba Nuclear Station” & Rev 31 to “ODCM,McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59089:001-59089:049. 

-9109110049 Rev 30 to "ODCM,Catawba Nuclear Station." 

BIRCH,M.L, HAMPTON,J.W., STEWART,J.M. Duke Power Co. 91/01/01. 19pp. 
59089:016-59089:034. 

9109110066 Forwards proprietary Topical Rept DPC-NE-3002, "FSAR Chapter 15 Sys 
Transient Analysis Methodology." Rept describes initial & boundary conditions & input 
assumptions re control & protective sys functions. Rept withheld . 

TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59099:112-59099:113. 


-9109160155 Insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No violations or 
deviations noted.Major areas inspected: emergency plan & associated implementing 
procedures, facilities,equipment,instrumentation & supplies. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/08/28. 8pp. 59098:267- 


9109230158 Notification of contract execution,mod 2,Task Order 14,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc." Contractor:Parameter,lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1343-0. 91/09/ 
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59187:020-59187:023. 


-9109230162 Ltr contract NRC-03-89-027,mod 2 to Task Order 14, “Maint Team Insp - 
Catawba Units 1 & 2," to "Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343-0. 91/09/ 
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59187:021-59187:023. 


9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal 
stresses in piping connected to RCS. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). 2pp. 59145:355-59145:356. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109260170 Informs that licensee 880909 & 1228 responses to Bulletin 88-008 consist¬ 
ent w/mod or monitoring alternatives stated in bulletin & acceptable. 

REED.T.A. Project Directorate 11-3. 91/09/17. MARTIN,R.E. Duke Power Co. 8pp. 
592?1:072-59221:079. 


R. Periodic operating reports A related correspondence 

9109110054 “Catawba Semiannual Radioactive Effluent Release Rept," for first half of 
1991,including solid waste disposal rept, unplanned offsite releases & inoperable mon¬ 
itoring equipment.W/910829 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/30. 38pp. 59088:269-59088:307. 


9109190173 Determines that proprietary info re main steam line breaks inside ice con¬ 
denser containment be withheld from public disclosure per 10CFR2.79Q(b)(5). 

MARTIN,R., REED,T. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power 
Co. 6pp. 59139:085-59139:090. 


9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per 
10CFR26.71(d). 

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 14pp. 58952:341-58952:354. 


9109190247 Informs that proprietary info will be withheld from public disclosure per 
10CFR2.790 re 900129 Itr indicating that attachments contained proprietary info. 
MARTIN,R. Project Directorate 11-3. 91/09/12. TUCKMAN.M.S. Duke Power Co. 6pp. 
59146:056-59146:061. 


9109170211 Forwards monthly operating repts for Aug 1991 for Catawba Nuclear Sta¬ 
tion Units 1 & 2 & monthly operating status rept for Jul 1991. 

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document 
Control Desk). Ip. 59133:072-59133:083. 


9109260130 Forwards notice of consideration of issuance of amends to licenses NPF- 
35 & NPF-52 & proposed NSHC determination & opportunity for hearing .Amends 
change TS re min allowed air flow through control room area ventilation sys. 
MARTIN.R.E. Project Directorate 11-3. '91/09/16. TUCKMAN.M.S. Duke Power Co. 
3pp. 59209:219-59209:228. 

-9109260138 Notice of consideration of issuance of amends to licenses NPF-35 & 
NPF-52 & proposed NSHC determination & opportunity for hearing.Amends change 
TS re min allowed air flow through control room area ventilation sys. 

MARTIN.R.E. Project Directorate 11-3. 91/09/16. 7pp. 59209:222-59209:228. 

9109260279 Notification of 911005 meeting w/utii in Rockville,MD to discuss overall 
status of DPC activities at plants.Agenda also end. 

MARTIN.R. Project Directorate 11-3. 91/09/18. MATTHEWS,D.B. Project Directorate II- 
3. 7pp. 59207:001-59207:007. 


Q. Inspection reports, IE Bulletins & correspondence 


-9109170220 Monthly operating repts for Aug 1991 for Catawba Nuclear Station Units 1 

& 2 . 

WILLIAMS,R.A., MOSER,S.W. Duke Power Co. 91/08/31. 10pp. 59133:073- 
59133:082. 

-9109170227 Monthly operating status repts for Jul 1991 for Catawba Nuclear Station 
Units 1 & 2. 

* Duke Power Co. 91/07/31. Ip. 59133:083-59133:083. 


S. Reportable occurrences, LERa A related correspondence 

9109090267 LER 91-008-01 :on 910529,unit 2 reactor trip occurred.Caused by equip¬ 
ment failure which caused reactor coolant pump 2B to trip.Corrective actions include 
testing sample group of switchgear relays. W/910829 Itr. 

HARTZELL.C.L, HAMPTON,J.W. Duke Power Co. 91/08/27. 6pp. 59059:320- 
59059:325. 


9108090210 NRC info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100233 Forwards insp rept 50-413/91-16 A 50-414/91-16 on 910707- 0803.Appar- 
ent violations identified being considered for escalated enforcement action. 
MERSCHOFF,E.W. Region 2 (Post 820201). 91/08/16. TUCKMAN.M.S. Duke Power 
Co. 4pp. 59022:293-59022:310. 


-9109100246 Insp repts 50-413/91-16 A 50-414/91-18 on 910707-0803. Violations 
noted pending escalated ©nforement. Major areas inspected:plant 

operations,surveillance observations,maint observations & LERs. 

ORDERS,W.T., HOPKINS.P.O, ZEILER.J. Region 2 (Post 820201). 91/08/16. 14pp. 
59022:297-59022:310. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:001-58979:090. 


9109240206 PNO-ll-91-062:on 910912,Unit 2 commenced controlled shutdown from 
100% power at rate of 5% per hr due to inoperable emergency diesel generator 
2A.Generator 2A taken out of svc for repairs & to determine cause of high lube oil sys 
temp. 

MILLER,W.H. Region 2 (Post 820201). 91/09/12. Ip. 59183:087-59183:087. 

9109240319 PNO-ll-91-062A:on 910911 DG 2A tripped on high lubrication oil sys temp 
w/engine overpressurized resulting in crankcase relief ports being opened & on 
910912 unit 2 taken off line to perform engine repairs.Unit to return to line on 910921. 
MILLER,W.H. Region 2 (Post 820201). 91/09/17. 2pp. 59184:274-59184:275. 


V. Operator Examinations 

9109100173 Advises that administration of written & operating exams scheduled for 
911021 .Ref matls listed on end should be provided by 910821. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/12. TUCKMAN.M.S. Duke Power Co. 
13pp. 59023:066-59023:078. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9108140276 NRC Info Notice 91-061, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040173 Responds to NRC 910730 Itr re violations noted in insp repts 50-413/91-15 
A 50-414/91 -^.Corrective aetions:procedure on responding to unexpected alarm re¬ 
emphasized to control room operator involved in incident. 

TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 6pp. 58996:336-56906:341. 


9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
Rrver Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109290206 “NC Municipal Power Agency 1 Annual Rept,1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 
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-9109270020 “NC Electric Membership Corp 1990 Annual Rept" 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

—9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept." 

BAUER.JA Piedmont Municipa! Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


DOCKET 50-416 GRAND GOLF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109060068 Forwards amend 82 to license NPF-29 & safety evaluation. Amend re¬ 
places license condition 2.C.(23) w/2.C.(4l) & relocates tech specs 3/4.37.9,3/ 
4.7.6,3/47.7 & 6.2.2.e to updated FSAR.per generic Itr 88-12. 

KINTNER.LL Project Directorate IV-1. 91/08/23. COTTLE,W.T. Entergy Operations, 
Inc. 3pp. 59010:056-59010:115. 

-9109060083 Amend 82 to license NPF-29,replaces OLC 2,C.(23), “Fire Protection Pro¬ 
gram” w/OLC 2.C.(41) & relocates TS 3/4.37.9, 3/47.6,3.47.7 & 6.2.2.e to updated 
FSAR,per generic Itr 88-12. 

QUAY.T.R. Project Directorate IV-1. 91/08/23.16pp. 59010:059-59010:083. 

9109040492 Rev 21 to Emergency Plan Procedure 10-S-01-06, “Emergency Plan Proce¬ 
dure Notification of Offsite Agendas & Plant On-Call Emergency Personnel Safety-Re- 
Sated.” W/910830 Itr. 

MORGAN AC., COTTLE, W.T. Entergy Operations, Inc. 91/08/30. 28pp. 59007:163- 
59007:190. 

9109200300 EPIPs including,Advance Change Notice (ACN) 1 to Rev 3 to CEPP 
302,ACN 1 to Rev 3 to CEPP 303,ACN 1 to Rev 3 to CEPP 306,ACN 2 to Rev 2 to 
CEPP 307 & ACN 3 to Rev 2 to CEPP 308.W/910912 Itr. 

* Entergy Operations, Inc. 91/09/12.23pp. 59177:271-59177:293. 

9109300029 Forwards insp rept 50-416/91-17 on 910826-30.No violations noted. 
CUNE.W.E. Region 2 (Post 820201). 91/09/23. COTTLE,W.T. Entergy Operations, 
inc. 4pp. 59225:045-59225:049. 

-9109300034 Partially withheld insp rept 50-416/91-17 on 910826-30.No violations or 
deviations noted. Major areas inspected: physical security program for power 
reactors.Rept withheld, per 10CFR73.21.- 

MASNYK.O.M., MCGUIRE.D.R. Region 2 (Post 820201). 91/09/11. Ip. 59225:049- 
59225:049. 


-9109090015 Amend 83 to license NPF-29 revising TS re diesel generator fuel oil stor- 
aGSSS. Project Directorate IV-1. 91/08/26. 5pp. 59040:012-59040:016. 

-9109090018 Safety evaluation supporting amend 83 to license NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 3pp. 
59040:017-59040:019. 

9109120050 Requests withholding from public disclosure, “Tech Spec Improvement 
Analysis for ECCS Actuation Instrumentation for Grand Gulf Nuclear Station Units 1 & 
2.” 

O’CONNOR,P.W. Project Directorate IV-1. 91/09/05. COTTLE,W.T. Entergy Oper¬ 
ations, Inc. 4pp. 59104:039-59104:042. 

9109110157 Informs that groundwater level reading taken at Monitoring Well 6 from 
910507-20 indicated level in excess of 109 feet mean sea level.Groundwater progam 
presently evaluating groundwater level issues. 

COTTLE,W.T. Entergy Operations, Inc. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59100:225-59100:226. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON.J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 

9109180268 Application for amend to license NPF-29,changing tech spec 4.8.4.3a, 
“Electrical Power Sys,Reactor Protection Sys Electrical Power Monitoring.Surveillance 
Requirements." 

COTTLE,W.T. Entergy Operations, Inc. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 59140:001-59140:010. 

-9109180269 Proposed tech spec 4.8.4.3a,amending “Electrical Power Sys, Reactor 
Protection Sys Electrical Power Monitoring, Surveillance Requirements.” 

* Entergy Operations, Inc. 91/09/11. 2pp. 59140:009-59140:010. 

9109190005 Application for amend to License NPF-29,revising Tech Spec Table 3.3.4.1- 
2 to increase ATWS recirculation pump trip sys instrumentation setpoints to alleviate 
operational problems associated w/reactor protection sys actuations. 

COTTLE,W.T. Entergy Operations, Inc. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 59141:199-59141:209. 

-9109190006 Proposed Tech Spec Table 3.3.4.1-2 re ATWS recirculation pump trip sys 
instrumentation setpoints. 

* Entergy Operations, Inc. 91/09/11. Ip. 59141:209-59141:209. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

—9105070313 Submits results of review of Tech Spec Position Statement 131 re RHR 
sys isolation valves,per 910327 request.Position 2 re placing one trip sys in tripped 
condition within 1 h not in conformance w/Tech Specs. 

GRIMES.C.1. Technical Specifications Branch. 91/05/01. QUAY.T.R. Project Director¬ 
ate IV-1. 3pp. 59135:259-59135:260. 

9109100105 Discusses 910716 meeting in Atlanta,GA re reactor recirculation pump 
shaft & pump seal faflures.Util plans to install modified pump shafts during next refuel¬ 
ing outage. List of attendees & presentation summary encl.W/o ends. 

REYES,LA, MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/09. COTTLE,W.T. 
Entergy Operations, Inc. 3pp. 59022:137-59022:139. 

9109050246 Corrected Itr appealing 910710 technical decision denying request for 
amend to License NPF-29,modifying surveillance requirements for flow biased simulat¬ 
ed thermal power trip instrumentation.Supporting info end. 

COTTLE,W.T. Entergy Operations, Inc. 91/08/15. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 59029:307-59029:314. 

9109100190 Ack receipt of 910816 Itr requesting temporary waiver of compliance from 
TS surveillance requirement 4.8.3.1.2a,for testing of auto-test sys of Div 2 load shed¬ 
ding & sequencing panel.lnforms waiver granted. 

EBNETER.S.D., MILHOAN.J.L. Region 2 (Post 820201). 91/08/16. COTTLE,W.T. En¬ 
tergy Operations, Inc. 4pp. 59022:289-59022:292. 

9109040360 Informs of reassignment of PW O’Connor as project manager for 
fdoity,GrfdctiVG 910813. 

GUAY.m Project Directorate IV-1. 91/08/22. COTTLE,W.T. Entergy Operations, Inc 
3pp. 58993:002-58993:004. 


Q. Inspection reports, IE Bulletins A correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
or&phors 9> Svc list oncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9109100107 Forwards Requalification Exam Rept 50-416/91-300 of exam administered 
during wk of 910708. 

PEBBLES,T.A. Region 2 (Post 820201). 91/08/19. COTTLE,W.T. Entergy Operations. 
Inc. 2pp. 59022:140-59022:150. 

-9109100114 Requalification Exam Rept 50-416/91-300 on 910708.Exam results:seven 
of nine SROs passed written exams & operating tests.AII three ROs passed exams. 
PAYNE.D.C., LAWYER,L.L Region 2 (Post 820201). 91/08/15. 9pp. 59022:142- 
59022:150. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100039 Forwards insp rept 50-416/91-14 on 910722-26.No violations or deviations 
noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/26. COTTLE,W.T. Entergy Operations 
Inc. 3pp. 59021:076-59021:085. 

-9109100041 Insp rept 50-416/91-14 on 910722-26.No violations or deviations 
noted.Major areas inspected.previous open items & piping sys mods. 

CHOU.R.G., BLAKE - J - J - Region 2 (Post 820201). 91/08/26. 7pp. 59021:079- 

59021 *095 


9109080068 Forwards amend 82 to license NPF-29 & safety evaluation. Amend re- 
P^es license condition 2.C.(23) w/2.C.(41) & relocates tech specs 3/4.37.9,3/ 
4.7.6.3/47.7 & 6.2.2.e to updated FSAR.per generic Itr 88-12. 

IV -'' 91/08/23 ' C0TT ^' WT - Ente ^ Operations, 

-9109060083 Amend 82 to license NPF-29,replaces OLC 2.C.(23), "Fire Protection Pro- 
PsAR pw g^^fIfr M-^2 relOCateS T$ 3/4 * 3 * 7 - 9 ’ 3/4J - 6 .3-47.7 & 6.2.2.e to updated 
QUAY.T.R. Project Directorate IV-1. 91/08/23.16pp. 59010:059-59010:083. 

—9109060092 Safety evaluation supporting amend 82 to license NPF-29. 

Reactor Regulation, Director (Post *870411). 91/08/23. 32pp. 
£>9010:084-5901 Ol 115- 

request for addl info re compliance w/station 

HUTCHINSON,C.R. Entergy Operations, Inc. 91/08/26. Document Control Branch 
(Document Control Desk). 24pp. 58926:229-58926:252. 

91 5S'fs F ^S a^lr 8 L! 0 oil's^e NPF ' 29 & Sa,6,y eValUa8on - Amend 

ffioaa*'’ iv - 1 - 9i/o8/26 - cottle ’ w - t - op—* 


9 910722 1 ForWards Exam Re P l 50-416/91-301 of exam administered during wk of 

PEEBLES TA Region 2 (Post 820201). 91/09/05. COTTLE,W.T. Entergy Operations. 
Inc. 3pp. 59096:002-59096:267. a H > 

-9109160002 Exam rept 50-416/91-301 on 910722-24. Exam results:one RO A four of 
five SRO passed exams. 

59096254^’ LAWYER ’ LL Re 9 >on 2 (Post 820201). 91/08/29. 300pp. 59096:005- 
9109180097 Responds to NRC Itr re violations noted In insp rept 50-41 6 / 91-13 Correc- 

WtingoSntWoTOtor^srafiorflo^blSok 4 ir ’ StnJ ° ,ed ° n pr0par review 0f r00m 

D0Curnen, ^ 8ranch (Documem 

Cau88d by lmproperly Adiusted Test 

Opf ,^ 1 ' 01 } 81 Events Assessment (Post 870411 ). 91/09/16 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

91 r?Sjcw 9 c Fo ^ Wards i r s e. re P* 50-416/91-17 on 9l0826-30.No violations noted 

^*a88JJ£&S“ 01) - 91/09/23 - COTTLE - W - T - E " ter » 
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—9109300034 Partially withheld insp rept 50-416/91-17 on 910826-30.No violations or 
deviations noted.Major areas inspected: physical security program for power 
reactors.Rept withheld, per 10CFR73.21. 

MASNYK.O.M., MCGUIRE,D.R. Region 2 (Post 020201). 91/09/11. Ip. 59225:049- 
59225:049. 


R. Periodic operating reports & related correspondence 

9109050143 Forwards quarterly status rept for degraded core accident hydrogen control 
program for period ending 910630. 

COTTLE,W.T. Entergy Operations, Inc. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 59030:276-59030:280. 

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units 
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3. 

MCGAHA.J.R. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 59029:340-59029:352. 

9109170251 Monthly operating rept for Aug 1991 for Grand Gulf Unit 1. W/910912 Itr. 
DAUGHTERY.L.F., COTTLE,W.T. Entergy Operations, Inc. 91/08/31. 6pp. 59121:061- 
59121:066. 


S. Reportable occurrences, LERs & related correspondence 

9109050150 LER 91-008-00:on 910728,when personnel withdrew intermediate range 
neutron monitors,upscale spike occurred causing RPS A trip.Caused by equipment 
malfunction.Monitor replaced & personnel counsefed.W/910827 Itr. 

RUFFIN,R., COTTLE,W.T. Entergy Operations, Inc. 91/08/27. 5pp. 59059:243- 

59059:247. 

9109050155 LER 91-007-00:on 910728,actuation of reactor protection sys initiated auto¬ 
matic reactor scram.On 910720,21 & 27,trouble alarm received for load shedding & 
sequencing sys.Caused by failure to uncouple logic.Fuse replaced.W/910827 Itr. 
BURKE,B.A., COTTLE,W.T. Entergy Operations, Inc. 91/08/27. 6pp. 59059:253- 
59059:258. 

9109050158 LER 91-009-00:on 910729,automatic reactor protection sys actuation oc¬ 
curred due to low reactor water level condition & shutdown cooling sys discharge 
valve opened.Caused by steam voids in piping.lnstruction revised.W/910827 Itr. 
RUFFIN,R., COTTLE,W.T. Entergy Operations, Inc. 91/08/27. 5pp. 59009:116- 

59009:120. 

9109130187 LER 91-01 0-00: on 910810,lightning induced spike occurred causing APRM 
scram.Caused by high flux signal on 4 of 8 APRM channels.Expansion of site lightning 
protection will be completed prior to startup from Outage 5.W/910909 Itr. 

RUFFIN,R., COTTLE,W.T. Entergy Operations, Inc. 91/09/09. 5pp. 59116:117- 

59116:121. 


V. Operator Examinations 

9109100107 Forwards Requalification Exam Rept 50-416/91-300 of exam administered 
during wk of 910708. 

PEBBLES,T.A. Region 2 (Post 820201). 91/08/19. COTTLE,W.T. Entergy Operations. 
Inc. 2pp. 59022:140-59022:150. 

-9109100114 Requalification Exam Rept 50-416/91-300 on 910708.Exam results:seven 
of nine SROs passed written exams & operating tests.AII three ROs passed exams. 
PAYNE,D.C., LAWYER,L.L. Region 2 (Post 820201). 91/08/15. 9pp. 59022:142- 
59022:150. 

9109160001 Forwards Exam Rept 50-416/91-301 of exam administered during wk of 
910722. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/05. COTTLE,W.T. Entergy Operations, 
Inc. 3pp. 59096:002-59096:267. 

-9109180002 Exam rept 50-416/91-301 on 910722-24.Exam results.one RO & four of 
five SRO passed exams. 

AIELLO,R.F., LAWYER,L.L. Region 2 (Post 820201). 91/08/29. 300pp. 59096:005- 
59096:254. 

-9109160242 Forwards comments re exam administered on 910722-24 for use. 
COTTLE,W.T. Entergy Operations, Inc. 91/07/24. EBNETER.S.D. Region 2 (Post 
820201). 13pp. 59098:255-59096:267. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

9109120164 Forwards order revoking CP for Unit 2,EA & finding of no significant 
impact,published in FR & NRC evaluation of licensee request for cancellation. 
QUAY.T.R. Project Directorate IV-1. 91/08/21. COTTLE,W.T. Entergy Operations, Inc. 
6pp. 59087:057-59087:071. 

-9109120169 Order revoking CP CPPR-119. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
21. 2pp. 59087:063-59087:064. 

-9109120176 EA & Finding of no significant impact.Proposed action issues order that 
would terminate CP CPPR-119. 

QUAY.T.R. Project Directorate IV-1. 91/08/07. 7pp. 59087:065-59087:071. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON,J.R. Trends & Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Causal by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9109180113 Revised EPIPs,including Rev 5 to EPIP 4005,Rev 8 to EPIP 4006,,Rev 8 to 
EPIP 4007,Rev 5 to EPIP 4227,Rev 9 to EPIP 4301,Rev 5 to EPIP 4305B,Rev 6 to 
EPIP 4606,Rev 11 to EPIP 4112-1 & Rev 3 to EPIP Form 4606-1. 

BUCH.W.H., DEMBEK.T., BROOKS,L.D. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 91/08/21. 200pp. 59137:251-59138:129. 

9109040474 Provides updated response to insp Rept 50-423/90-80 re emergency oper¬ 
ating procedures upgrade project & proposed schedule for project completion. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/08/30. 
MARTIN,T.T. Region 1 (Post 820201). 10pp. 59003:007-59003:016. 

9109190216 Rev 4 to EPIP 4013, “Control Room Data Coordinator.” 

BUCH.W.H., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
91/09/15. 6pp. 59165:284-59165:289. 


H. General correspondence 

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi¬ 
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 91/09/18. Document Control 
Branch (Document Control Desk). 9pp. 59217:187-59217:195. 


P. Operating license stage documents A correspondence 

9109040151 Concludes that changes to util QA program acceptable in that QA program 
continues to satisfy criteria of App B of 10CFR50. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/23. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 58998:236-58998:238. 

9109040099 Forwards operability,reportability & communications task group final rept. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 91 /08/26. Document Control 
Branch (Document Control Desk). 15pp. 58996:287-58996:301. 

9109040441 Forwards invoices received by utils for FY91 annual matis license 
fees.Payment of listed invoices will be made by wire transfer on 910906. 
MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 91/08/30. 
License Fee & Debt Collection Branch (Post 890827). 8pp. 59017:266-59017:273. 

9109090009 Forwards amend 62 to license NPF-49 & safety evaluation. Amend revises 
facility visual insp surveillance requirements & acceptance criteria associated w/seis- 

min cu/Ru arrAcforg foni ihhfirc^ 

JAFFE.l^.H. Project Directorate 1-4. 91/09/03. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59039:348-59039:361. 

-9109090011 Amend 62 to license NPF-49 revising facility visual insp surveillance re¬ 
quirements & acceptance criteria associated w/seismic sway arresters (snubbers). 
STOLZ.J.F. Project Directorate 1-4. 91/09/03. 8pp. 59039:350-59039:357. 

-9109090013 Safety evaluation supporting amend 62 to license NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 4pp. 
59039:358-59039:361. 

9109110300 Forwards Rev 14 to QA program. 

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001- 
59086:140. 

9109170222 NPDES noncompliance notification:on 910827,crack discovered in 16 inch 
header pipe on screen wash sys,necessitating removal of screen wash sys from svc 
for approx 2 wks for repair. Request for variance submitted. 

RECKERT.R.A. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/09/10. 
LEAVITT,G. Environmental Protection Agency. 2pp. 59121:093-59121:094. 

9109200143 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews & training of NRC personnel in mod process. 

LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59156:198-59156:200. 

9109230155 Discusses normal station svc transformer A & load ctr transformer tap set¬ 
tings for Haddam Neck & Millstone Nuclear Power Station units. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/09/17. 
Document Control Branch (Document Control Desk). 3pp. 59191:355-59191:357. 

9109300165 Forwards amend 63 to License NPF-49 & safety evaluation. Amend revises 
TS 3/4.6.4-2, “Electric Hydrogen Recombiners.” 

JAFFE.D.H. Project Directorate 1-4. 91/09/19. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59243:216-59243:229. 

—9109300168 Amend 63 to license NPF-49,revising TS 3/4.6.4-2, “Electric Hydrogen 
Recombiners.” 

STOLZ.J.F. Project Directorate 1-4. 91/09/19. 9pp. 59243:218-59243:226. 
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—9109300169 Safety evaluation supporting amend 63 to license NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/19. 3pp. 
59243:227-59243:229. 


Q. Inspection reports, IE Bulletins & cohrespondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
graphers 11 $vc list ond ( 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040087 Ack receipt of 910621 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-423/91-05. 

DURR.J.P. Region 1 (Post 820201). 91/08/26. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 2pp. 
58935:340-58935:345. 

9109040474 Provides updated response to Insp Rept 50-423/90-80 re emergency oper¬ 
ating procedures upgrade project & proposed schedule for project completion. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91 /08/30. 
MARTIN,T.T. Region 1 (Post 820201). 10pp. 59003:007-59003:016. 

9109170131 Discusses 910724 enforcement conference re inadequate dispositioning of 
leaks in plant ASME code class 3 svc water piping,which may have rendered “A" svc 
water train inoperable for four month time period. 

HEHL.C.W. Region 1 (Post 820201). 91/08/30. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 24pp. 59110:225-59110:248. 

9109090009 Forwards amend 62 to license NPF-49 & safety evaluation. Amend revises 
facility visual insp surveillance requirements & acceptance criteria associated w/seis- 
mic sway arresters (snubbers). 

JAFFE.D.H. Project Directorate 1-4. 91/09/03. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 59039:348-59039:361. 

-9109090011 Amend 62 to license NPF-49 revising facility visual insp surveillance re¬ 
quirements & acceptance criteria associated w/seismic sway arresters (snubbers). 
STOLZ.J.F. Project Directorate 1-4. 91/09/03. 8pp. 59039:350-59039:357. 

-9109090013 Safety evaluation supporting amend 62 to license NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 4pp. 
59039:358-59039:361. 

9109240200 Ack receipt of 910730 itir informing NRC of steps taken to correct violations 
noted in combined insp repts 50-245/91-11,50-336/91-14 & 50-423/91-14. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59183:071-59183:079. 

9109170056 Forwards insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 
910708-12 & 22-26.Weak performance noted. 

HEHL.C.W. Region 1 (Post 820201). 91/09/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 59109:107-59109:136. 

-9109170064 Insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 910708-12 & 
22-26.Major areas inspected:extent of performance related problems identified in most 
recent SALP rept 

SUMMERS,R., MEYER,G. Region 1 (Post 820201). 91/08/29. 27pp. 59109:1 IQ- 
59109:136. 

9109230012 Forwards radiological controls insp repts 50-245/91-15, 50-336/91-21 & 
50-423/91-17 on 910812-16.No violations noted.Several commendable initiatives 
noted including enhancement of high radiation area access point 
JOYNER,J.H. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 59156:057-59156:070. 

-9109230015 Radiological controls insp repts 50-245/91-15,50-336/91-21 & 50-423/ 
91-17 on 910812-16. No violations noted.Major areas inspected:action on previous 
insp findings,organization & staffing & training & qualification. 

NIMIT2.R.L, PASCIAK.W.J. Region 1 (Post 820201). 91/09/09. 12pp. 59156:059- 


S. Reportable occurrences, LERs & related correspondence 

9109040450 LER 91 -020-00:on 910726,inadvertent main steam isolation signal 
occurred.Caused by wrong switch operation due to improper work 
practices. Importance of self-checking as part of routine work practices re¬ 
emphasized. W/910826 Itr. 

JOSEPH,V.R., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/08/26. 4pp. 59009:094-59009:097. 

9109130186 LER 91-019-00:on 910725,plant shutdown initiated after train B of svc 
water declared inoperable & train B could not be restored within 72 h.Caused by 
design deficiency.Piping cleaned & will be flushed.W/910826 Itr. 

NICHOLS,B.W., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/08/26. 10pp. 59116:107-59116:116. 

9109130171 LER 91-021-00:on 910728,containment isolation valve found locked closed 
& open.Caused by improper task verification. Valve opened & instructions re tracking 
valve will be incorporated into training program.W/910827 Itr. 

LANGAN.J.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/08/27. 4pp. 59116:085-59116:088. 

9109120080 LER 91-003-01 :on 910203,spurious control bldg isolation signals 
occurred.Caused by deficient design resulting in induced noise causing spurious CBI 
sianals.Monitor wiring, cable shielding & grounding scheme modified. W/910830 Itr. 
FORREST,B.N., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). 91/08/30. 5pp. 59111:013-59111:017. 

9109270060 LER 91-022-00:on 910820,failure to adequately perform overlap testing of 
containment depressurization actuation loops discovered.Caused by mgt 
deficiency.Review will be performed to identify similar concerns.W/910919 Itr. 

JOSEPH,V., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/09/19. 5pp. 59263:195-59263:199. 


V. Operator Examinations 


9109270045 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 
also end. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 5pp. 59216:199-59216:203. 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109100288 Forwards insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 & notice 
of violation.W/o notice of violation. 

CLINE,W.E. Region 2 (Post 820201). 91/08/23. HAIRSTON,W.G. Georgia Power Co. 
3pp. 59023:036-59023:039. 

-9109100271 Partially withheld insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 
(ref 10CFR73.21).Violation noted.Major areas inspected.licensee physical security pro¬ 
ram for power reactors. 

OBIN.WJ., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/20. Ip. 59023:039- 
59023:039. 


9109100235 Rev 10 to EPIP 91303-C, “Field Sampling & Surveys.” W/ 910829 Itr. 
SHIPMAN,W.B. Georgia Power Co. 91/08/29. 35pp. 59082:280-59082:314. 

9109240017 Forwards insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No viola¬ 
tions or deviations noted. 

PEEBLES,TA, LAWYER,LL Region 2 (Post 820201). 91/09/10. HAIRSTON,W.G. 
Georgia Power Co. 3pp. 59172:067-59172:081. 

-9109240023 Insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No violations or 
deviations noted.Major areas inspected:EOP follow-up insp to verify corrective actions 
in area of AOP. 

BRESLAU,B., STARKEY,R., CRLENJAK.R. Region 2 (Post 820201). 91/09/06. 12pp. 
59172:070-59172:081. 

9109170271 Forwards response to violations noted in Insp Repts 50-424/91-18 & 50- 
425/91-18 on 910722-26.Enci withheld (ref 10CFR2.790 & 73.21). 

MCCOY.C.K. Georgia Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). 1 p. 59168:339-59168:339. 


9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109110008 Forwards “Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Ra¬ 
dioactive Effluents Rept,Jan-June 1991.” Annual radioactive effluents dose rept will 
indude assessment of doses due to liquid/gaseous effluents. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/08/30. Document Control Branch (Document 
Control Desk). 1 p. 59091:078-59091:161. 

-9109110009 “Millstone Nuclear Power Station,Units 1,2 & 3 Semiannual Radioactive 
Effluents RepLJan-June 1991." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/30. 56pp. 
59091:079-59091:161. 


9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program Implementation In State of GA. 

SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN,J.C. Georgia, State of. 6pp. 59171:160-59171:165. 

9109300119 EPIPs including,Rev 10 to EPIP 91001 -C,Rev 21 to EPIP 91002-C & Rev 5 
to EPIP 91301-C.W/910920 Itr. 

SHIPMAN.W.B. Georgia Power Co. 91/09/20. 35pp. 59245:209-59245:246. 


G. Adjudicatory correspondence 


9109250102 Georgians Against Nuclear Energy amend to petition for leave to inter¬ 
vene. Suppls 910614 petition w/iisted petitions. 

CARROLL.G. Georgians Against Nuclear Energy. #391 12184. 91/08/09. Atomic 
Safety and Licensing Board Panel. 9pp. 59193:151-59193:158. 


9109130086 Monthly operating rept for Aug 1991 for Millstone Nuclear Power Station 
Unit 3.W/910910 Itr. 


ELMS,A.L, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
SCACE.S.E. Northeast Utilities. 91/08/31. 5pp. 59112:241-59112:245. 


9109250157 Affidavit of G Carroll re Georgians Against Nuclear Energy interest re ap¬ 
propriate testing schedule for facility being inadvertently omitted from 910809 amend 
to petition for leave to intervene.W/svc list. 

soiaqSak’?™ S?So 9 -i anS Against Nuc,ear Energy. #391 12196. 91/09/06. 3pp. 
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9109250179 Memorandum A order (terminating proceeding re application to amend op¬ 
erating licenses).* Motion for order terminating proceeding granted.Proceeding termi¬ 
nated w/o condition. W/Certificate of Svc.Served on 910912. 

CARPENTER,J.H., WOLFE,S.J. Atomic Safety and Licensing Board Panel. #391 
12197. 91/09/12. Georgians Against Nuclear Energy. 5pp. 59193:258-59193:262. 


9109180214 Forwards Westinghouse “Safety Evaluation Supporting More Negative EOL 
Moderator Temp Coefficient Tech Spec for AW Vogtle Nuclear Plant Units 1 & 2,” in 
ref to 910329 Itr transmitting SE in support of TS Bases Section B 3/4.1.1.3. 

MCCOY,C.K. Georgia Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). Ip. 59146:072-59146:135. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


9109250084 Summary of ACRS 372nd meeting on 910411-13 in Bethesda.MD re AW 
Vogtle Nuclear Power Plant.nuclear power plant license renewal,maint of nuclear 
power plants,containment design criteria A Generic Issue 130, "Essential Svc Water 
Sys." 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/20. ACRS - Advisory 
Committee on Reactor Safeguards. 60pp. 59212:061-59212:120. 


—9109180217 "Safety Evaluation Supporting More Negative EOL Moderator Temp Coef¬ 
ficient Tech Spec for AW Vogtle Nuclear Plant Units 1 & 2.” 

BUECHEL.R.X Westinghouse Electric Corp. 91/01/31. 63pp. 59146:073-59146:135. 

9109260041 Confirms 910920 telcon re extension of requested submittal date for add! 
info in matter of amended 10CFR2.206 petition dtd 910708. 

MCCOY,C.K. Georgia Power Co. 91/09/20. Document Control Branch (Document 
Control Desk). Ip. 59219:003-59219:003. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information A Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8803140369 Forwards response to 881120 questions re TDI diesel Tech 
Specs.Ucensee actions re air rolls in accordance w/Tech Specs.Interpretation of 
Tech Spec for clarification of issue also end & will be incorporated in insp manual. 
LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 88/03/08. 
GIBSON,A.F. Region 2 (Post 820201). 5pp. 59135:144-59135:148. 

-9004020104 Discusses plant violation of Tech Specs 3.4.1.4.2 re opening of Valves 
1208-U4-176 & 12Q8-U4-177 in Oct 1988. 

EMCH.R.L Technical Specifications Branch. 90/03/23. KELLOGG,P.J. Region 2 (Post 
820201). Ip. 59135:198-59135:200. 

-9004240311 Forwards 770520 memo in response to 900406 technical assistance re¬ 
quest to review util actions to inject hydrogen peroxide into RCS in Oct 1988 in viola¬ 
tion of Tech Spec 3.4.1.4.2. 

CALVO.J.A. Technical Specifications Branch. 90/04/13. MATTHEWS.D.B. Project Di¬ 
rectorate 11-3. 2pp. 59135:201-59135:202. 

9109050045 Forwards safety evaluation accepting certain proposed changes to settle¬ 
ment monitoring program & disagrees w/other proposed changes including differential 
settlements at certain markers exceeding design values. 

HOOD.D.S. Project Directorate 11-3. 91/08/23. HAIRSTON.W.G. Georgia Power Co. 
4pp. 58993:170-58993:177. 

-9109050047 Safety evaluation re proposed mods to settlement monitoring program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
58993:174-58993:177. 

9109030023 Forwards fee & informs that util failed to notify NRC of intent to apply pre¬ 
viously approved QA program to transportation activities prior to first use. 

MCCOY,C.K. Georgia Power Co. 91/08/26. Office of Nuclear Material Safety & Safe¬ 
guards. 2pp. 58926:286-58926:287. 

9109050288 Discusses 901221 Itr re allegations by M Kohn that false testimony was 
knowingly given in proceeding before US Dept of Labor,per Section 210 of Energy 
Reorganization Act. Requests that NRC be informed of consideration given matter. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/08/27. 
WASHINGTON,Y. Labor, Dept. of. 2pp. 58993:066-58993:067. 

9109050245 Advises that util periodically met w/DOE over past 2 yrs to share info re 
investigation of Pen Branch fault. Forwards executive summary to Westinghouse Rept 
WSRC-TR-91-87, “Pen Branch Fault Program:Conso!idated Rept on Seismic....” 
MCCOY,C.K. Georgia Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 3pp. 59029:332-59029:334. 

9109110129 Forwards Westinghouse 910821 Itr.aareeing to release Table 2.1-1 to 
public & providing addl justification for continuing to withhold Table 3.1-4 from 
disclosure,per 910329 submittal of WCAP-12788,Rev 1. 

MCCOY,C.K. Georgia Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 2pp. 59099:114-59099:119. 

-9109110137 Agrees w/NRC 910801 request to release Table 2.1-1 & value for “N 
LOOP RCS FlOW UNCERTAINTY (W/BIAS VALUES) In Table 3.1-8 of WCAP- 
12788,Rev 1 to public & provides addl justification for request to withhold Table 3.1-4. 
DIPIAZZA,R.P. Westinghouse Electric Corp. 91/08/21. HOOD.D.S. Project Directorate 
11-3. 4pp. 59099:116-59099:119. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

—9004260014 Responds to technical assistance request re interpretation of Tech Spec 
3.4.1.4.2 A voluntary entry into action statements. 

LAINAS.G.C. Assistant Director for Region II Reactors. 90/04/19. REYES,L.A. Region 
2 (Post 820201). Ip. 59176:041-59176:041. 

9109130181 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12460, “Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2...” (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. 91/09/10. DIPIAZZA.R.P. Westinghouse Electric 
Corp. pp. 59112:316-59112:319. 

9109130184 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12462, "Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2..." (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. 91/09/10. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 4pp. 59146:295-59146:298. 

9109260076 Advises that 910320 submittal entitled WCAP-12788, “RTD Bypass Elimi¬ 
nation Licensing Rept,” will be withheld from public disclosure,per 10CFR2.790 
HOOD.D.S. Project Directorate 11-3. 91/09/11. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 4pp. 59209:125-59209:128. 


Q. Inspection reports, IE Bulletins A correspondence 

9109240163 Forwards insp repts 50-424/91-17 & 50-425/91-17 on 910708-10.No viola¬ 
tions or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/08. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59183:001-59183:010. 

-9109240172 Insp repts 50-424/91-17 & 50-425/91-17 on 910708-09.No violations or 
deviations noted.Major areas inspected: licensee fitness-for-duty program including 
written policy & procedures. 

THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/08. 7pp. 59183:004- 
59183:010. 

9109100036 Forwards insp repts 50-424/91-15 A 50-425/91-15 on 910623- 0720 & 
notice of violation.One apparent violation identified & being considered for escalated 
enforcement action. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/09. HAIRSTON.W.G. Georgia 
Power Co. 4pp. 59023:114-59023:139. 

—9109100044 Notice of violation from insp on 910623-0720.Violation noted:chemistry 
technician failed to follow procedure when parameter request not completed prior to 
changing high A alert setpoints of main steam line radiation monitor. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/09. 3pp. 59023:118-59023:120. 

-9109100051 Insp repts 50-424/91-15 & 50-425/91-15 on 910623-0720. Violations 
noted.Major areas inspected:plant operations, surveillance,maint,evaluation of licensee 
self-assessment & followup of open items. 

BONSER.B.R., STARKEY.R.D., SKINNER,P. Region 2 (Post 820201). 91/08/09. 
19pp. 59023:121-59023:139. 

9109100141 Forwards Requalification Exam Rept 50-424/91-301 of exam administered 
during wk of 910624. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/14. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 59022:223-59022:234. 

-9109100149 Requalification Exam Rept 50-424/91-301 on 910624.Exam results:fh/e of 
six ROs passed exam.AII nine SROs passed exam. 

AIELLO,R.F., LAWYER,L.L. Region 2 (Post 820201). 91/08/15. 10pp. 59022:225- 
59022:234. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-56923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-50979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/20. 
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-56979:177. 

9109180088 Discusses insp repts 50-424/91-15 A 50-425/91-15 on 910623-0720 & for¬ 
wards notice of violation. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/06/22. HAIRSTON.W.G. Georgia 
Power Co. 4pp. 59098:095-59098:120. 

-9109160083 Notice of violation from Insp on 910623-0720.Violation noted:presaurizer 
channel calibration procedures were Inadequate & did not incorporate hydrostatic 
head correction.Summary.list of attendees & viowgrapha end. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/22. 26pp. 59098:099-59098:120. 

9109100268 Forwards insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 & notice 
of violation.W/o notice of violation. 

CLINE,W.E. Region 2 (Post 820201). 91/08/23. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59023:036-59023:039. 

-9109100271 Partially withheld insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 
(ref 10CFR73.21).Vjolation noted.Major areas inapected:licen$ee physical security pro¬ 
gram for power reactors. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/20. Ip. 59023:039- 
59023:039. 

9109100219 Responds to NRC Itr re violations noted in Insp Repts 50-424/91-15 A 50- 
425/91-15 on 910623-0720.Corr©ctiv6 actions:mgt attention continue to focused on 
improving procedural compliance. 

MCCOY,C.K. Georgia Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 10pp. 59086:339-59088:348. 

9109240017 Forwards insp repts 50-424/91-21 A 50-425/91-21 on 9l0619-23.No viola¬ 
tions or deviations noted. 

PEEBLES,TA, LAWYER,LL Region 2 (Post 820201). 91/09/10. HAIRSTON.W.G. 
Georgia Power Co. 3pp. 59172:067-59172:081. 
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—9109240023 Insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No violations or 
deviations noted.Major areas inspected:EOP follow-up insp to verify corrective actions 
in area of AOP. 

BRESLAU,B., STARKEY,R., CRLENJAK,R. Region 2 (Post 820201). 91/09/06. 12pp. 
59172:070-59172:081. 

9109170284 Responds to NRC 910822 Itr re violations noted in insp repts 50-424/91-15 
& 50-425/91-15 on 910623-0720.Corrective actions:pressurizer pressure transmitters 
recalibrated & revised. 

MCCOY,C.K. Georgia Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 3pp. 59135:344-59135:346. 

9109240147 Forwards insp repts 50-424/91-20 & 50-425/91-20 on 910721- 0824.No 
violations noted. 

HERDT.A.R. Region 2 (Post 820201). 91/09/12. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59174:003-59174:018. 

-9109240157 Insp repts 50-424/91-20 & 50-425/91-20 on 910721-0824.No violations 
noted.Major areas inspected:plant operations, surveillance,maint,review of LERs & fol¬ 
lowup. 

BONSER.B.R., STARKEY,R.D., BALMAIN,P.A. Region 2 (Post 820201). 91/09/10. 
3pp. 59174:006-59174:018. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109170271 Forwards response to violations noted in Insp Repts 50-424/91-18 & 50- 
425/91-18 on 910722-26.Encl withheld (ref 10CFR2.790 & 73.21). 

MCCOY,C.K. Georgia Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). Ip. 59168:339-59168:339. 

9109300151 Responds to NRC Info Notice 91-031, “Nonconforming Magnaflux Particle 
(14AM) Prepared for Bath." Sample of closure head studs & nuts will be reexamined 
during Unit 2 second maint/ refueling outage currently scheduled to begin in Mar 
1992. 

MCCOY,C.K. Georgia Power Co. 91/09/23. Document Control Branch (Document 
Control Desk). 2pp. 59253:049-59253:050. 


R. Periodic operating reports & related correspondence 

9109040355 “Vogtle Electric Generating Plant,Units 1 & 2 Semiannual Radioactive Efflu¬ 
ent Release Rept,Jan-June 1991." W/910828 Itr. 

MCCOY,C.K. Georgia Power Co. 91/06/30. 64pp. 59010:279-59010:342. 

9109030116 Submits fitness-for-duty performance data rept for Jan 1991 • June 1991. 
MCCOY,C.K. Georgia Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 4pp. 58928:040-58928:043. 

9109160309 Monthly operating repts for Aug 1991 for Vogtle Units 1 & 2. W/910912 Itr. 
HOOPER.G.L, MCCOY.C.K. Georgia Power Co. 91/08/31. 13pp. 59119:277- 
59119:289. 


V. Operator Examinations 

9109100141 Forwards Requalification Exam Rept 50-424/91-301 of exam administered 
during wk of 910624. 

PEEBLES,T.A. Region 2 (Post 820201). 91/08/14. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 59022:223-59022:234. 

-9109100149 Requalification Exam Rept 50-424/91-301 on 910624.Exam results:five of 
six ROs passed exam.AII nine SROs passed exam. 

AIELLO,R.F., LAWYER,L.L. Region 2 (Post 820201). 91/08/15. 10pp. 59022:225- 
59022:234. 

9109240387 Informs that RO & SRO licensing exams scheduled for 911209-13 & 16-20. 
PEEBLES,T.A. Region 2 (Post 820201). 91/09/06. HAIRSTON.W.G. Georgia Power 
Co. 12pp. 59185:085-59185:096. 
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F. Security, medical, emergency & fire protection plane 

9109100268 Forwards insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 & notice 
of violation.W/o notice of violation. 

CLINE,W.E. Region 2 (Post 820201). 91/08/23. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59023:036-59023:039. 

-9109100271 Partially withheld insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 
(ref 10CFR73.21).Violation noted.Major areas inspected:licensee physical security pro¬ 
gram for power reactors. 

TOBIN,W.J. Region 2 (Post 820201). 91/08/20. Ip. 59023:039-59023:039. 

9109100235 Rev 10 to EPIP 913G3-C, “Reid Sampling & Surveys." W/ 910829 Itr. 
SHIPMAN,W.B. Georgia Power Co. 91/08/29. 35pp. 59082:280-59082:314. 

9109240017 Forwards insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No viola¬ 
tions or deviations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/09/10. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 59172:067-59172:081. 

-9109240023 Insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No violations or 
deviations noted.Major areas inspected.EOP follow-up insp to verify corrective actions 
in area of AOP. 

BRESLAU,B. Region 2 (Post 820201). 91/09/06. 12pp. 59172:070-59172:081. 

9109170271 Forwards response to violations noted in Insp Repts 50-424/91-18 & 50- 
425/91-18 on 910722-26. Enel withheld (ref 10CFR2.790 & 73.21). 

MCCOY.C.K. Georgia Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). Ip. 59168:339-59168:339. 


9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSARD.R.L Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN,J.C. Georgia, State of. 6pp. 59171:160-59171:165. 

9109300119 EPIPs including,Rev 10 to EPIP 91001-C,Rev 21 to EPIP 91002-C & Rev 5 
to EPIP 91301 -C.W/910920 Itr. 

SHIPMAN,W.B. Georgia Power Co. 91/09/20. 35pp. 59245:209-59245:246. 


G. Adjudicatory correspondence 


9109250102 Georgians Against Nuclear Energy amend to petition for leave to inter¬ 
vene.* Suppls 910614 petition w/listed petitions. 

CARROLL.G. Georgians Against Nuclear Energy. #391 12184. 91/08/09. Atomic 
Safety and Licensing Board Panel. 9pp. 59193:151-59193:158. 

9109250157 Affidavit of G Carroll re Georgians Against Nuclear Energy interest re ap¬ 
propriate testing schedule for facility being inadvertently omitted from 910809 amend 
to petition for leave to intervene.W/svc list. 

CARROLLG. Georgians Against Nuclear Energy. #391 12196. 91/09/06. 3pp. 
59193:235-59193:237. 

9109250179 Memorandum & order (terminating proceeding re application to amend op¬ 
erating licenses).* Motion for order terminating proceeding granted.Proceeding termi¬ 
nated w/o condition. W/Certificate of Svc.Served on 910912. 

CARPENTER.J.H., WOLFE,S.J. Atomic Safety and Licensing Board Panel. #391 
12197. 91/09/12. Georgians Against Nuclear Energy. 5pp. 59193:258-59193:262. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9109250084 Summary of ACRS 372nd meeting on 910411-13 in Bethesda,MD re AW 
Vogtle Nuclear Power Plant,nuclear power plant license renewal,maint of nuclear 
power plants,containment design criteria & Generic issue 130, “Essential Svc Water 
Sys." 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/20. ACRS - Advisory 
Committee on Reactor Safeguards. 60pp. 59212:061-59212:120. 


P. Operating license stage documents & correspondence 


9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

—8803140369 Forwards response to 881120 questions re TDI diesel Tech 
Specs.Licensee actions re air rolls in accordance w/Tech Specs.Interpretation of 
Tech Spec for clarification of issue also end & will be incorporated in insp manual. 
LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 88/03/08. 
GIBSON,A.F. Region 2 (Post 820201). 5pp. 59135:144-59135:148. 

-9004020104 Discusses plant violation of Tech Specs 3.4.1.4.2 re opening of Valves 
1208-U4-176 & 1208-U4-177 in Oct 1988. 

EMCH.R.L. Technical Specifications Branch. 90/03/23. KELLOGG,P.J. Region 2 (Post 
820201). Ip. 59135:198-59135:200. 

-9004240311 Forwards 770520 memo in response to 900406 technical assistance re¬ 
quest to review util actions to inject hydrogen peroxide into RCS in Oct 1988 in viola¬ 
tion of Tech Spec 3.4.1.4.2. 

CALVO.J.A. Technical Specifications Branch. 90/04/13. MATTHEWS,D.B. Project Di¬ 
rectorate 11-3. 2pp. 59135:201-59135:202. 

9109050045 Forwards safety evaluation accepting certain proposed changes to settle¬ 
ment monitoring program & disagrees w/other proposed changes including differential 
settlements at certain markers exceeding design values. 

HOOD.D.S. Project Directorate 11-3. 91/08/23. HAIRSTON.W.G. Georgia Power Co. 
4pp. 58993:170-58993:177. 

-9109050047 Safety evaluation re proposed mods to settlement monitoring program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 4pp. 
58993:174-58993:177. 

9109030023 Forwards fee & informs that util failed to notify NRC of intent to apply pre¬ 
viously approved QA program to transportation activities prior to first use. 

MCCOY.C.K. Georgia Power Co. 91/08/26. Office of Nuclear Material Safety & Safe¬ 
guards. 2pp. 58926:286-58926:287. 

9109050288 Discusses 901221 Itr re allegations by M Kohn that false testimony was 
knowingly given in proceeding before US Dept of Labor,per Section 210 of Energy 
Reorganization Act. Requests that NRC be informed of consideration given matter. 
VARGA.SA. Division of Reactor Projects - I/ll (Post 870411). 91/08/27. 
WASHINGTON,Y. Labor, Dept. of. 2pp. 58993:066-58993:067. 

9109050245 Advises that util periodically met w/DOE over past 2 yrs to share info re 
investigation of Pen Branch faultForwards executive summary to Westinghouse Rept 
WSRC-TR-91 -87, "Pen Branch Fault Program:Consolidated Rept on Seismic...." 
MCCOY.C.K. Georgia Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 3pp. 59029:332-59029:334. 

9109050258 Forwards WCAP-13007, “Analysis of Capsule U From Vogtle Electric Gen¬ 
erating Plant Unit 2 Reactor Vessel Radiation Surveillance Program.” Capsule re¬ 
moved from reactor pressure vessel on 900925,during first refueling outage. 
MCCOY.C.K. Georgia Power Co. 91/08/29. Document Control Branch (Document 
Control Desk). 4pp. 59029:001-59029:174. 

—9109050260 "Analysis of Capsule U From Vogtle Electric Generating Plant Unit 2 Re¬ 
actor Vessel Radiation Surveillance Program. 

TEREK,E., ANDERSON,S.L, ALBERTIN.L. Westinghouse Electric Corp. WCAP-13007. 
91 /08/31. 140pp. 59029:005-59029:174. 
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9109110129 Forwards Westinghouse 910821 Itr,agreeing to release Table 2.1-1 to 
public & providing addl justification for continuing to withhold Table 3.1-4 from 
disclosure.per 910329 submittal of WCAP-12788,Rev 1. 

MCCOY,C.K. Georgia Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 2pp. 59099:114-59099:119. 

-9109110137 Agrees w/NRC 910801 request to release Table 2.1-1 & value for “N 
LOOP RCS FLOW UNCERTAINTY (W/BIAS VALUES) in Table 3.1-8 of WCAP- 
12788,Rev 1 to public & provides addl justification for request to withhold Table 3.1-4. 
DIPIAZZA.R.P. Westinghouse Electric Corp. 91 /08/21. HOOD.D.S. Project Directorate 
H-3. 4pp. 59099:116-59099:119. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

-9004260014 Responds to technical assistance request re interpretation of Tech Spec 
3.4.1.4.2 & voluntary entry into action statements. 

LAINAS.G.C. Assistant Director for Region II Reactors. 90/04/19. REYES,L.A. Region 
2 (Post 820201). Ip. 59176:041-59176:041. 

9109130181 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12460, “Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2...” (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. 91/09/10. DIPIAZZA.R.P. Westinghouse Electric 
Corp. pp. 59112:316-59112:319. 

9109130184 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12462, “Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2...*’ (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. 91/09/10. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 4pp. 59146:295-59146:298. 

9109260076 Advises that 910320 submittal entitled WCAP-12788, "RTD Bypass Elimi¬ 
nation Licensing Rept,” will be withheld from public disclosure.per 10CFR2.790 
HOOD.D.S. Project Directorate 11-3. 91/09/11. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 4pp. 59209:125-59209:128. 

9109180214 Forwards Westinghouse “Safety Evaluation Supporting More Negative EOL 
Moderator Temp Coefficient Tech Spec for AW Vogtle Nuclear Plant Units 1 & 2." in 
ref to 910329 Itr transmitting SE in support of TS Bases Section B 3/4.1.1.3. 

MCCOY,C.K. Georgia Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). Ip. 59146:072-59146:135. 

-9109180217 “Safety Evaluation Supporting More Negative EOL Moderator Temp Coef¬ 
ficient Tech Spec for AW Vogtle Nuclear Plant Units 1 & 2.” 

BUECHEL.R.J. Westinghouse Electric Corp. 91/01/31. 63pp. 59146:073-59146:135. 

9109260041 Confirms 910920 telcon re extension of requested submittal date for addl 
info in matter of amended 10CFR2.206 petition dtd 910708. 

MCCOY,C.K. Georgia Power Co. 91/09/20. Document Control Branch (Document 
Control Desk). Ip. 59219:003-59219:003. 

9109300148 Submits listing of snubber types & sample plans to be used for functional 
testing during second maint/refueling outage currently scheduled to begin in Mar 
1992. 

MCCOY,C.K. Georgia Power Co. 91/09/23. Document Control Branch (Document 
Control Desk). 2pp. 59253:065-59253:066. 


Q. Inspection reports, IE Bulletins & correspondence 

9109240163 Forwards insp repts 50-424/91-17 & 50-425/91-17 on 910708-10.No viola¬ 
tions or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/08/08. HAIRSTON,W.G. Georgia Power Co. 
3pp. 59183:001-59183:010. 

-9109240172 Insp repts 50-424/91-17 & 50-425/91-17 on 910708-09.No violations or 
deviations noted.Major areas inspected: licensee fitness-for-duty program including 
written policy & procedures. 

THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/08. 7pp. 59183:004- 
59183:010. 

9109100036 Forwards insp repts 50-424/91-15 & 50-425/91-15 on 910623- 0720 & 
notice of violation.One apparent violation identified & being considered for escalated 
enforcement action. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/09. HAIRSTON,W.G. Georgia 
Power Co. 4pp. 59023:114-59023:139. 

-9109100044 Notice of violation from insp on 910623-0720.Violation noted:chemistry 
technician failed to follow procedure when parameter request not completed prior to 
changing high & alert setpoints of main steam line radiation monitor. 
MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/09. 3pp. 59023:118-59023:120. 

-9109100051 Insp repts 50-424/91-15 & 50-425/91-15 on 910623-0720. Violations 
noted.Major areas inspected:plant operations, surveillance,maint,evaluation of licensee 
self-assessment & followup of open items. 

BONSER.B.R., STARKEY,R.D., SKINNER,P. Region 2 (Post 820201). 91/08/09. 
19pp. 59023:121-59023:139. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109160066 Discusses insp repts 50-424/91-15 & 50-425/91-15 on 910623-0720 & for¬ 
wards notice of violation. 

MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/22. HAIRSTON.W.G. Georgia 
Power Co. 4pp. 59098:095-59098:120. 

-9109160083 Notice of violation from insp on 910623-0720.Violation noted:pressurizer 
channel calibration procedures were inadequate & did not incorporate hydrostatic 
head correction.Summary.list of attendees & viewgraphs end. 

MERSCHOFF.EW. Region 2 (Post 820201). 91/08/22. 26pp. 59098:099-59098:120. 

9109100268 Forwards insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 & notice 
of violation.W/o notice of violation. 

CLINE,W.E. Region 2 (Post 820201). 91/08/23. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59023:036-59023:039. 

-9109100271 Partially withheld insp repts 50-424/91-18 & 50-425/91-18 on 910722-26 
(ref 10CFR73.21).Violation noted.Major areas inspected:licensee physical security pro- 

f ram for power reactors. 

OBIN.W.J., MCGUIRE,D.R. Region 2 (Post 820201). 91/08/20. Ip. 59023:039- 
59023:039. 

9109100219 Responds to NRC Itr re violations noted in Insp Repts 50-424/91-15 & 50- 
425/91-15 on 910623-0720.Corrective actions:mgt attention continue to focused on 
improving procedural compliance. 

MCCOY,C.K. Georgia Power Co. 91/09/04. Document Control Branch (Document 
Control Desk). 10pp. 59086:339-59086:348. 

9109240017 Forwards insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No viola¬ 
tions or deviations noted. 

PEEBLES,T.A., LAWYER,L.L. Region 2 (Post 820201). 91/09/10. HAIRSTON.W.G. 
Georgia Power Co. 3pp. 59172:067-59172:081. 

-9109240023 Insp repts 50-424/91-21 & 50-425/91-21 on 910819-23.No violations or 
deviations notea.Major areas inspected:EOP follow-up insp to verify corrective actions 
in area of AOP. 

BRESLAU,B., STARKEY,R., CRLENJAK.R. Region 2 (Post 820201). 91/09/06. 12pp. 
59172:070-59172:081. 

9109170284 Responds to NRC 910822 Itr re violations noted in insp repts 50-424/91-15 
& 50-425/91-15 on 910623-0720.Corrective actions:pressurizer pressure transmitters 
recalibrated & revised. 

MCCOY,C.K. Georgia Power Co. 91/09/12. Document Control Branch (Document 
Control Desk). 3pp. 59135:344-59135:346. 

9109240147 Forwards insp repts 50-424/91-20 & 50-425/91-20 on 910721- 0824.No 
violations noted. 

HERDT.A.R. Region 2 (Post 820201). 91/09/12. HAIRSTON.W.G. Georgia Power Co. 
3pp. 59174:003-59174:018. 

-9109240157 Insp repts 50-424/91-20 & 50-425/91-20 on 910721-0824.No violations 
noted.Major areas inspected-.plant operations, surveillance,maint,review of LERs & fol¬ 
lowup. 

BONSER.B.R., STARKEY,R.D., BALMAIN,P.A. Region 2 (Post 820201). 91/09/10. 
3pp. 59174:006-59174:018. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109170271 Forwards response to violations noted in Insp Repts 50-424/91-18 & 50- 
425/91-18 on 910722-26.Encl withheld (ref 10CFR2.790 & 73.21). 

MCCOY,C.K. Georgia Power Co. 91/09/16. Document Control Branch (Document 
Control Desk). Ip. 59168:339-59168:339. 

9109300148 Submits listing of snubber types & sample plans to be used for functional 
testing during second maint/refueling outage currently scheduled to begin in Mar 
1992. 

MCCOY,C.K. Georgia Power Co. 91/09/23. Document Control Branch (Document 
Control Desk). 2pp. 59253:065-59253:066. 

9109300151 Responds to NRC Info Notice 91-031, “Nonconforming Magnaflux Particle 
(14AM) Prepared for Bath.” Sample of closure head studs & nuts will be reexamined 
during Unit 2 second maint/ refueling outage currently scheduled to begin in Mar 
1992. 

MCCOY,C.K. Georgia Power Co. 91/09/23. Document Control Branch (Document 
Control Desk). 2pp. 59253:049-59253:050. 


R. Periodic operating reports & related correspondence 

9109040355 “Vogtle Electric Generating Plant,Units 1 & 2 Semiannual Radioactive Efflu¬ 
ent Release Rept,Jan-June 1991." W/910828 Itr. 

MCCOY,C.K. Georgia Power Co. 91/06/30. 64pp. 59010:279-59010:342. 

9109030116 Submits fitness-for-duty performance data rept for Jan 1991 - June 1991. 
MCCOY,C.K. Georgia Power Co. 91/08/26. Document Control Branch (Document 
Control Desk). 4pp. 58928:040-58928:043. 

9109160309 Monthly operating repts for Aug 1991 for Vogtle Units 1 & 2. W/910912 Itr. 
HOOPER,G.L., MCCOY,C.K. Georgia Power Co. 91/08/31. 13pp. 59119:277- 
59119:289. 


S. Reportable occurrences, LERs & related correspondence 

9109100199 LER 91-009-00:on 910813,safety injection pump start occurred during sur¬ 
veillance testing.Caused by intermittent failure of resetShift briefings held informing 
control room personnel of switch malfunction.W/910905 Itr. 

SHEIBANI.M., MCCOY,C.K. Georgia Power Co. 91/09/05. 4pp. 59095:180-59095:183. 

9109250167 Special rept:on 910821 .valid diesel generator failure of DG 2B 
occurred,troubleshooting revealed K-1 exciter shutdown relay was latched in shut¬ 
down position w/resetCaused by component failure. 

MCCOY,C.K. Georgia Power Co. 91/09/20. Document Control Branch (Document 
Control Desk). 3pp. 59194:100-59194:102. 
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V. Operator Examinations 

9109240387 Informs that RO & SRO licensing exams scheduled for 911209-13 & 16-20. 
PEEBLES,T.A. Region 2 (Post 820201). 91/09/06. HAIRSTON.W.G. Georgia Power 
Co. 12pp. 59185:085-59185:096. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
araphers " Svc list ©ncl 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


F. Security, medical, emergency & Are protection plans 

9109110312 Discusses review of util positions re fire protection program.NRC agrees 
that util position paper,as revised on 910625,properly states bases that will be used to 
review adequacy of fire protection features as facility. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 70954:205- 
70954:208. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


R. Periodic operating reports A related correspondence 


A. Applleation/constructlon stage documents & correspondence 

9109030046 Forwards revised TVA position paper re requirements for environ qualifica¬ 
tion of electrical equipment applicable to plant & requests review of info. 
MUSELER.W.J. Tennessee Valley Authority. 91/08/23. Document Control Branch 
(Document Control Desk). 3pp. 58926:352-58926:354. 

9109030278 Forwards safety evaluation supporting util position on use of B&W integrat¬ 
ed control sys. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 58937:311- 
58937:318. 


9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

-9109030166 "Third Annual Rept of Employee Concerns Special Program Corrective 
Actions implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


-9109030281 Safety evaluation supporting util position on use of B&W integrated con¬ 
trol sys. 

* Office of Nudear Reactor Regulation, Director (Post 870411). 91/08/23. 3pp. 
58937:316-58937:318. 


9109040257 Summary of 910717 meeting re util response to NRC questions on seismic 
qualification of equipmenLList of attendees end. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/27. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 11pp. 58982:080-58982:090. 

9109030055 Forwards rev to seismic qualification of equipment position paper.Following 
resolution of position,agreements will be incorporated into FSAR. 

MUSELER.W.J. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 11pp. 58927:006-58927:016. 

9109100440 Forwards SE supporting TVA position on seismic design of category I 
structures. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/29. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 59056:264- 
59056:272. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Applleation/constructlon stage documents & correspondence 


9109030046 Forwards revised TVA position paper re requirements for environ qualifica¬ 
tion of electrical equipment applicable to plant & requests review of info. 
MUSELER.W.J. Tennessee Valley Authority. 91/08/23. Document Control Branch 
(Document Control Desk). 3pp. 58926:352-58926:354. 

9109030278 Forwards safety evaluation supporting util position on use of B&W integrat¬ 
ed control sys. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (°ost 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 58937:311- 
58937:318. 

-9109030281 Safety evaluation supporting util position on use of B&W integrated con¬ 
trol sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 3pp. 
58937:316-58937:318. 


-9109100442 Safety evaluation re TVA position on seismic design of category I struc¬ 
tures. 

* Office of Nudear Reactor Regulation, Director (Post 870411). 91/08/29. 4pp. 
59056:269-59056:272. 

9109050204 Forwards response to NRC 910807 request for addl info re electrical 
cables covering cable pullby damage & sidewall bearing pressure & jamming. 
MUSELER.W.J” Tennessee Valley Authority. 91/08/30. Document Control Branch 
(Document Control Desk). 26pp. 59029:258-59029:283. 

9109060188 Forwards addl info requested by NRC in connection w/faciiity position 
paper re seismic design of category I structures. 

MUSELER.W.J. Tennessee Valley Authority. 91/09/03. Document Control Branch 
(Document Control Desk). 139pp. 59033:228-59034:007. 

9109240062 Confirms 910829 conversation re 910923 mgt meeting to discuss current 
status & future plans for facilities. 

WILSON,B.A. Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59182:256-59182:259. 

9109160098 Revised summary of 910717 meeting w/util in Rockville.MD to discuss util 
response to NRC questions on seismic qualification of equipmentStatement re equip¬ 
ment not qualified to IEEE-344 std of 1975 deleted. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 13pp. 59108:130-59108:142. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


9109040257 Summary of 910717 meeting re util response to NRC questions on seismic 
qualification of equipment. List of attendees end. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/27. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 11pp. 58982:080-58982:090. 

9109030055 Forwards rev to seismic qualification of equipment position paper.Following 
resolution of position,agreements will be incorporated into FSAR. 

MUSELER.W.J. Tennessee Valley Authority. 91/08/28. Document Control Branch 
(Document Control Desk). 11pp. 58927:006-58927:016. 

9109100440 Forwards SE supporting TVA position on seismic design of category I 
structures. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/29. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 59056:264- 
59056:272. 

-9109100442 Safety evaluation re TVA position on seismic design of category I struc¬ 
tures. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/29. 4pp. 
59056:269-59056:272. 

9109050204 Forwards response to NRC 910807 request for addl info re electrical 
cables covering cable pullby damage & sidewall bearing pressure & jamming. 
MUSELER.W.J. Tennessee Valley Authority. 91/08/30. Document Control Branch 
(Document Control Desk). 26pp. 59029:258-59029:283. 

9109060188 Forwards addl info requested by NRC in connection w/facility position 
paper re seismic design of category I structures. 

MUSELER.W.J. Tennessee Valley Authority. 91/09/03. Document Control Branch 
(Document Control Desk). 139pp. 59033:228-59034:007. 
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9109240062 Confirms 910829 conversation re 910923 mgt meeting to discuss current 
status & future plans for facilities. 

WILSON,B-A. Region 2 (Post 820201). 91/09/05. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 59182:256-59182:259. 

9109160098 Revised summary of 910717 meeting w/util in Rockville,MD to discuss util 
response to NRC questions on seismic qualification of equipment.Statement re equip¬ 
ment not qualified to IEEE-344 std of 1975 deleted. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/09/10. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 13pp. 59108:130-59108:142. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/A NS 3.2 as endorsed by NRC Rea Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE, E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


F. Security, medical, emergency & fire protection plans 

9109110312 Discusses review of util positions re fire protection program.NRC agrees 
that util position paper,as revised on 910625,properly states bases that will be used to 
review adequacy of fire protection features as facility. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/08/23. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 70954:205- 
70954:208. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water jammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports 6k related correspondence 


9109030032 Forwards third annual rept of employee concerns special program correc¬ 
tive actions implementation for 900101-1231. 

WALLACE,E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch 
(Document Control Desk). 2pp. 58928:174-58928:196. 

—9109030186 “Third Annual Rept of Employee Concerns Special Program Corrective 
Actions Implementation.” 

* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196. 

9109030227 Forwards fitness for duty program performance data for six-month period of 
Jan-June 1991. 

WALLACE,EG. Tennessee Valley Authority. 91/08/29. Document Control Branch 
(Document Control Desk). 35pp. 58938:093-58938:127. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & tire protection plans 

9109110011 Advises of emergency response data sys meetings on 9110084)9 in 
Region III ofc to assist licensees to efficiently conduct site visits during which site spe¬ 
cific implementation issues can be discussed.Summary of each day agenda & topics 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. LYSTER.M.D. Cleveland Electric 
Illuminating Co. 4pp. 59053:169-59053:172. 

9109260049 Rev 8,Instruction 4 to Emergency Public Info Organization Instructions 
Manual Procedure, “Joint Public Info Ctr Deactivation." W/910917 Itr. 

TRAVERSO.D., LYSTER.M.D. Centerior Energy. 91/09/17. 16pp. 59218:243- 
59218:258. 

9109270030 Confirms plans to conduct enforcement conference on 910930 at Region 
III ofc in Glen Ellyn,IL to discuss apparent programmatic breakdown A lack of mgt 
oversight & control during development & review of emergency instructions. 
GREENMAN.E.G. Region 3 (Post 820201). 91/09/19. LYSTER.M.D. Cleveland Elec¬ 
tric Illuminating Co. 3pp. 59216:123-59216:125. 


G. Adjudicatory correspondence 

9109100202 Forwards petition for leave to intervene submitted by OCRE & SL Hiatt 
CHILK.S.J. Office of the Secretary of the Commission. #391 12167. 91/08/27. 
COTTER,B.P. Atomic Safety and Licensing Board Panel. Ip. 59023:246-59023:263. 

-9109100212 Petition for leave to intervene A request for hearing.* Petitioners have 
demonstrated right to be made parties to proceeding and instant petition for leave to 
intervene should be granted & proposed contention admitted. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 91/08/23. Atomic Safety and Li¬ 
censing Board Panel. 10pp. 59023:247-59023:256. 


—9109100216 Affidavit of SL Hiatt re OCRE petition for leave to intervene.W/Certificate 
of Svc. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 91/08/21. 7pp. 59023:257- 
59023:263. 


9109100254 Establishment of ASLB.* Board being established in proceeding re surveil¬ 
lance capsule withdrawal schedule & will be comprised of TS Moore,RF Cole & CN 
Kelber.W/ Certificate of Svc.Served on 910830. 

LAZO.R.M. Atomic Safety and Licensing Board Panel. #391 12168. 91/08/29. 3pp. 
59023:314-59023:316. 


9109250128 Licensee answer to OH Citizens for Responsible Energy.lnc & SL Hiatt pe¬ 
tition for leave to intervene & request for hearing.* OCRE has shown no interest in 
proceeding.W/ notice of appearance,Certificate of Svc & svc list 
SILBERG.J.E. Cleveland Electric Illuminating Co. SILBERG.J.E. Shaw, Pittman, Potts 
& Trowbridge. #391 12186. 91/09/06. Atomic Safety and Licensing Board Panel. 
14pp. 59193:189-59193:202. 

9109250201 NRC Staff answer to petition foe leave to intervene filed by OCRE & SL 
Hiatt.* Concluded that leave should be denied for lack of standing based on failure to 
allege cognizable iniury-in-factW/Certificate of Svc & notice of appearance. 
BACHMANN.R.G. Office of the General Counsel (Post 860701). #391 12205. 91/09/ 
12. Atomic Safety and Licensing Board Panel. 11pp. 59193:310-59193:320. 


M. Antitrust correspondence 


9109100171 NRC Staff answer to petition of city of Brook Park,OH for leave to inter¬ 
vene.* Petition should be denied based on listed reasons.W/Certificate of Svc. 
HOM.S.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12166. 91/ 
08/28. 9pp. 59023:234-59023:242. 

9109250054 City of Brook Park suppl to petition for leave to intervene.* in consideration 
of foregoing,petition of City of Brook Park.OH for leave to intervene should be grant¬ 
ed. W/Certificate of Svc & svc list. 

OTTINGER.G.D. Duncan, Allen & Talmage (formerly Duncan, Allen & Mitchell). 
LAMBROS.D.A. Brook Park, OH. #391 12178. 91/09/04. Atomic Safety and Licensing 
Board Panel. 9pp. 59193:094-59193:102. 


9109250076 NRC Staff response to city of Brook Park suppl to petition for leave to in¬ 
tervene.* Lists reasons why petition of city of Brook Park,OH should be denied.W/ 
Certificate of Svc. 

HOM.S.R., TURK.S.E. Office of the General Counsel (Post 860701). #391 12214. 91/ 
09/16. Atomic Safety and Licensing Board Panel. 12pp. 59193:118-59193:129. 

9109250205 Answer of util to petition of city of Brook Park.OH for leave to intervene & 
suppl thereto.* Petition should be denied based on listed reasons.W/Certificate of 
Svc. 

MURPHY,J.P. Cleveland Electric Illuminating Co. MURPHY,J.P. Toledo Edison Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. #391 12209. 91/09/16. Commissioners 
(Post 750119). 10pp. 59193:337-59193:346. 

9109250208 Answer of util to city of Brook Park.OH suppl to petition for leave to inter¬ 
vene.* Concluded that city petition failed to satisfy any of three criteria for 
intervention,therefore leave to intervene should be denied.W/Certificate of Svc. 
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
#391 12208. 91/09/16. Atomic Safety and Licensing Board Panel. 12pp. 59193:347- 
59193:358. 


9109250204 Ohio Edison Co interrogatories to NRC Staff.* Requests that NRC answer 
separately & fully in writing,each listed interrogatory within 30 days.W/Certificate of 
Svc.Related correspondence. 

CHARNOFF.G. Shaw, Pittman, Potts A Trowbridge. #391 12226. 91/09/20. Office of 
the General Counsel (Post 860701). 16pp. 59193:321-59193:336. 


N. Antitrust hearing transcripts 


9109250036 Transcript of 910919 meeting w/util re suspension of antitrust conditions. 
* Atomic Safety and Licensing Board Panel. 91/09/19. 236pp. 59194:189-59195:065. 


P. Operating license stage documents & correspondence 


9109110132 Forwards Rev 0 to Temporary Instruction TXI-0122, “Zebra Mussel Treat¬ 
ment," per directors final findings & orders for use of H-130 & CI-37 cooling water 
additives for facility (Ohio EPA Permit 3IB00016). 

LYSTER.M.D. Centerior Energy. 91/09/06. MAGNI.R. Ohio, State of. Ip. 59099:299- 
59099:331. 


-9109110133 Rev 0 to Temporary Instruction TXI-0122, “Zebra Mussel Treatment." 
PILLER.DJ. Cleveland Electric Illuminating Co. 91/09/04. 32pp. 59099:300- 
59099:331. 

9109240421 Forwards SE that concludes licensee response adequately addresses NRC 
concerns re integrity of flawed feedwater nozzle to safe end welds being maintained 
during current cycle. 

HALL.J.R. Project Directorate 111-3. 91/09/12. LYSTER.M.D. Cleveland Electric Illumi¬ 
nating Co. 3pp. 59192:323-59192:328. 

-9109240423 SER concludes that licensee response adequately addresses NRC con¬ 
cerns re integrity of flawed feedwater nozzle to safe end welds being maintained 
through current cycle. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 3pp. 
59192:326-59192:328. 


9109270176 Forwards Ohio EPA approval for use of biocide,Caigon H-130 at facility. 
LYSTER.M.D. Centerior Energy. 91/09/18. Document Control Branch (Document 
Control Desk). 5pp. 59252:296-59252:300. 
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Q. Inspection reports, IE Bulletins ft correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109240390 Forwards safety insp rept 50-440/91-14 on 910710-0820.No violations 
noted. 

KNOP.R.C. Region 3 (Post 820201). 91/09/05. LYSTER.M. Cleveland Electric Illumi¬ 
nating Co. 2pp. 59185:025-59185:042. 

-9109240395 Insp rept 50-440/91-14 on 9l0710-0820.No violations noted. Major areas 
inspected'.previously identified items,allegation followup,surveillance 

observations,maint observations, operational safety verification ft event followup. 
LANKSBURY.R.D. Region 3 (Post 820201). 91/09/04. 16pp. 59185:027-59185:042. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270030 Confirms plans to conduct enforcement conference on 910930 at Region 
III ofc in Glen Ellyn,IL to discuss apparent programmatic breakdown & lack of mgt 
oversight & control during development & review of emergency instructions. 
GREENMAN.E.G. Region 3 (Post 820201). 91/09/19. LYSTER.M.D. Cleveland Elec¬ 
tric Illuminating Co. 3pp. 59216:123-59216:125. 

9109270079 Forwards NRC emergency operating procedure team insp rept 50-440/91- 
13 on 910819-30.Enforcement conference to discuss violations scheduled for 910930. 
MILLER.H.J. Region 3 (Post 820201). 91/09/23. LYSTER.M.D. Cleveland Electric Illu¬ 
minating Co. 5pp. 59217:001-59217:053. 

-9109270083 Safety insp rept 50-440/91-13 on 910819-30.Violations noted but not 
cited.Major areas inspectedrverification that EOPs technically correct & useable & to 
determine that quality of EOPs could be controlled & maintained over time. 
RESCHESKE.P., PHILLIPS,M.P. Region 3 (Post 820201). 91/09/20. 48pp. 59217:006- 
59217:053. 


R. Periodic operating reports ft related correspondence 

9109050138 “Semiannual Radioactive Effluent Release Rept for 1991: Quarters 1 & 2.” 
W/910829 Itr. 

KENSICKI.S.F., SHATMAN.R., LYSTER.M.D. Cleveland Electric Illuminating Co. 91/ 
06/30.105pp. 59025:219-59025:325. 

9109030220 Forwards semiannual fitness-for-duty rept for Jan-June 1991. Personnel w/ 
access to protected area in both Units 1 ft 2 currently subj to Unit 1 fitness-for-duty 
program since const of Unit 2 on hold. 

LYSTER.M.D. Centerior Energy. 91/08/28. Document Control Branch (Document 
Control Desk). 5pp. 58994:208-58994:212. 

9109160324 Monthly operating rept for Aug 1991 for Perry Unit 1.W/ 910913 Itr. 
HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/08/31. 6pp. 59119:188-59119:193. 


S. Reportable occurrences, LERs ft related correspondence 

9109040039 LER 91-015-00:on 910801 .liquid radwaste discharge made w/o verifying 
discharge line valving & channel improperly calibr between 910722-0801 .Caused by 
personnel error.Totalizer recalibr & technician counseled.W/910830 Itr. 

HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/08/30. 5pp. 59009:007-59009:011. 

9109170202 LER 91-016-00:on 910816,inadvertent test of radiation monitor results in 
backup hydrogen purge sys isolation occurred.Caused by personnel error .Technicians 
involved counseled & disciplined.W/910913 Itr. 

HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/09/13. 4pp. 59157:071-59157:074. 
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A. Application/construction stage documents ft correspondence 

9109130111 Forwards analysis concluding that CP can be extended where cause for 
requested extension within permittees control,per 910822 meeting.Minor change to 
antitrust conditions listed. 

SILBERG.J.E. Shaw, Pittman, Potts ft Trowbridge. 91/09/04. MALSCH.M. Office of 
the General Counsel (Post 860701). 6pp. 59107:167-59107:172. 


F. Security, medical, emergency ft tire protection plans 

9109260049 Rev 8,Instruction 4 to Emergency Public Info Organization Instructions 
Manual Procedure, “Joint Public Info Ctr Deactivation.” W/910917 Itr. 

TRAVERSO.D., LYSTER.M.D. Centerior Energy. 91/09/17. 16pp. 59218:243- 
59218:258. 


M. Antitrust correspondence 

9109130111 Forwards analysis concluding that CP can be extended where cause for 
requested extension within permittees control,per 910822 meeting.Minor change to 
antitrust conditions listed. 

SILBERG.J.E. Shaw, Pittman, Potts A Trowbridge. 91/09/04. MALSCH.M. Office of 
the General Counsel (Post 860701). 6pp. 59107:167-59107:172. 


Q. Inspection reports, IE Bulletins ft correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial ft Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency ft fire protection plans 

9109170192 Advises that Rev 5 to security training & qualification plan,transmitted via 
910724 Inconsistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into 
plan. 

JOYNER,J.H. Region 1 (Post 820201). 91/07/31. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 4pp. 59133:280-59133:283. 

9109160062 Discusses implementation of emergency response data sys & responsibility 
to provide site visit to discuss specific implementation needs.lnforms of 911017 meet¬ 
ing to discuss data transmittal. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 8pp. 59098:124-59098:131. 


G. Adjudicatory correspondence 

9109100253 Forwards filing submitted to ASLB entitled, “State of NH Comments re Ap¬ 
plicant Response to Licensing Board Order of 900111.” W/svc list. 

HUNTINGTON,G.M. New Hampshire, State of. #391 12165. 90/02/16. 

ROSENTHAL,A.S., MOORE,T., WILBUR,H. Atomic Safety and Licensing Appeal 
Panel. 3pp. 59023:302-59023:313. 

9109100208 Forwards suppl discovery requests on behalf of Seacoast Antipollution 
League covering number of gallons of fresh water required for decommissioning pro- 
cesss. 

METCALF,M.K. Seacoast Anti-Pollution League. 91/08/20. HAFFER.E.A. Sheehan, 
Phinney, Bass & Green, P.A. 2pp. 59082:278-59082:279. 

9109100209 NRC Staff opposition to intervenors appeal of LBP-91-24.* Issues posed in 
ALAB-939,as refined by ALAB-945 resolved as moot & appeal should be denied.W/ 
Certificate of Svc. 

YOUNG,M.A. Office of the General Counsel (Post 860701). #391 12160. 91/08/26. 
Commissioners (Post 750119). 34pp. 59023:264-59023:296. 


I. Financial Information 


9109170286 Forwards author rebutal testimony re base rate used by util, uncertainty in 
prospective growth path of low level waste disposal costs & overall cost escalation 
rates. 

ROHRBACH.J.S. New Hampshire, State of. 91/08/27. SMUKLER.L. New Hampshire, 
State of. 3pp. 59136:276-59136:278. 

9109100332 Suppls 901113 application for amend to License NPF-86,to acquire & pos¬ 
sess ownership interest in facility,consisting of FERC opinion & order affirming initial 
decision & conditionally approving disposition of facilities. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/28. Document Con¬ 
trol Branch (Document Control Desk). 210pp. 59060:113-59060:266. 

9109300248 Forwards rept of hearing officer on S Nelkens data requests & objection ft 
responses,transcript of pre-hearing conference held on 910807 & Procedural Order 9. 
MELVIN,W. New Hampshire, State of. 91/08/28. NRC - No Detailed Affiliation Given. 
42pp. 59261 -.070-59261:111. 

9109090206 Forwards annual rept for 1990 for United Illuminating Co, Eastern Utils 
Assoc,Northeast Utils.Commonwealth Energy Sys, New England Electric Sys,Taunton 
Municipal Lighting Plant & Hudson Light & Power Dept 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/30. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59081:054-59082:213. 

-9109090209 “United Illuminating 1990 Annual Rept.” 

EDWARDS.G.W., GROSSI.R.J. United Illuminating Co. 90/12/31. 56pp. 59081:056- 
59081:111. 

-9109090212 “Eastern Utils Assoc Annual Rept 1990." 

PARDUS.D.G., STEVENS, J.R. Eastern Utilities Associates. 90/12/31. 43pp. 
59081:112-59081:154. 

-9109090216 “Northeast Utils 1990 Annual Rept.” 

ELLIS,W.B., FOX.B.M. Northeast Utilities. 90/12/31. 52pp. 59081:155-59081:208. 

-9109090219 “Commonwealth Energy Sys 1990 Yr in Review Summary Annual Rept." 
SIEGFRIED,R.E., ANDERSON.G.E. Commonwealth Energy System. 90/12/31. 28pp. 
59081:209-59081:236. 

-9109090222 “1990 Annual Rept” 

BOK.J.T., ROWE.J.W. New England Electric System. 90/12/31. 44pp. 59081:237- 

COftCH.OOft J rr 
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-9109090224 “Taunton Municipal Lighting Plant Annual Rept, 1990.” 

BLAIN.J.M., CHISSER.R., BERESFORD.C.J. Taunton Municipal Lighting Plant 90/12/ 
31. 23pp. 59081:281-59081:303. 

-9109090228 “Hudson Light & Power Dept 1990 Annual Rept.“ 

PLANTE,R.L., PARRIS,W.G. Hudson Light 8 Power Dept 90/12/31. 300pp. 
59081:304-59082:028. 

-9109090240 “FERC Form 1:Annual Rept of Major Electric Utils,Licensees & Others.” 
MARWICK,P. Federal Energy Regulatory Commission. 90/12/31. 100pp. 59082:029- 
59082:213. 

9109170292 Forwards AL Spitzer responses to data requests from State of NH Ofc of 
Consumer Advocate (Set 4) & IE Canner responses to suppl data requests (dtd 
910821) of Ofc of Consumer Advocate re decommissioning fund. 

HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/04. SMUKLER.L. New 
Hampshire, State of. 10pp. 59135:348-59135:357. 

9109300253 Forwards supplementary response of IE Canner to Data Request IEC-1 re 
payment problems anticipated due to bankruptcies of New Hampshire Electric 
Cooperative,EUA Power & PSNH. 

HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/10. SMUKLER.L New 
Hampshire, State of. 3pp. 59260:098-59260:100. 

9109300263 Forwards testimony of TS LaGuardia on behalf of util re data requests. 
HAFFER.E.A. Sheehan, Phinney, Bass 8 Green, P.A. 91/09/10. SMUKLER.L. New 
Hampshire, State of. 8pp. 59260:069-59260:076. 

9109260058 Suppls 901113 application for amend to License NPF-86 to authorize North 
Atlantic Energy Svc Corp (NAESCO) to act as managing agent for facility.Order of NH 
PUC authorizing issuance of NAESCOs common stock encl. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/16. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 59217:183-59217:186. 

9109250229 Advises that EUA Power Corps financial obligations to Seabrook Project 
are fully up to date,per 910829 bankruptcy court approval of Ul & CL8P arrangement. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/17. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59208:224-59208:225. 


J. Insurance & Indemnity information 


9109060082 Forwards amend 6 to license NPF-86 & safety evaluation. Amend revises 
TS to increase allowable max enrichment of reload fuel assemblies to 5.0 weight per¬ 
cent U-235 from current 3.5 weight percent U-235. 

EDISON,G. Project Directorate T-3. 91/08/27. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 3pp. 59010:116-59010:134. 

-9109060084 Amend 6 to license NPF-86,revising TS to increase allowable max enrich¬ 
ment of reload fuel assemblies to 5.0 weight percent U-235 from current 3.5 weight 
percent U-235. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/27. 11pp. 59010:119-59010:129. 

-9109060087 Safety evaluation supporting amend 6 to license NPF-86. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/27. 5pp. 
59010:130-59010:134. 

9109040053 Notification of significant licensee meeting 91-108 w/util on 910911 in King 
of Prussia, PA to discuss status of util investigation of failure of Raychem (Cryofit) fit¬ 
tings. 

JOHNSON,A. Region 1 (Post 820201). 91/08/28. Region 1 (Post 820201). 6pp. 
58935:193-58935:198. 

9109100332 Suppls 901113 application for amend to License NPF-86,to acquire & pos¬ 
sess ownership interest in facility,consisting of FERC opinion & order affirming initial 
decision & conditionally approving disposition of facilities. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91 /08/28. Document Con¬ 
trol Branch (Document Control Desk). 210pp. 59060:113-59060:266. 

9109040333 Forwards “Effluent & Waste Disposal Semiannual Rept 1991” for first & 
second quarter,revised “Effluent & Waste Disposal Semiannual Rept 1990” for third & 
fourth quarter & Rev 7 to to “Station ODCM." 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91 /08/29. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 58996:159-58996:286. 

-9109040349 Rev 7 to “Station ODCM.” 

LINVILLE.J.T. Public Service Co. of New Hampshire. 91/02/28. 81pp. 58996:194- 
58996:286. 

9109050186 Informs committee & parties that J Dunn,left Ropes & Gray & will not be 
testifying in person in proceeding.AL Spitzer will testify in her place. 

HAFFER.E.A. Sheehan, Phinney, Bass a Green, P.A. 91/08/30. SMUKLER.L. New 
Hampshire, State of. Ip. 59029:219-59029:219. 


9109030052 Forwards endorsement 41 to NELIA policy NF-296 a endorsement 34 to 
MAELU policy MF-127. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/23. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 58926:356- 
58926:362. 


M. Antitrust correspondence 

9109100332 Suppls 901113 application for amend to License NPF-86,to acquire a pos¬ 
sess ownership interest in facility.consisting of FERC opinion a order affirming initial 
decision a conditionally approving disposition of facilities. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/28. Document Con¬ 
trol Branch (Document Control Desk). 210pp. 59060:113-59060:266. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information a Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-9001030265 Advises that Tech Spec changes proposed in Item B in accordance w/ 
guidance of Generic Ltr 89-14 a acceptable. 

ROSSI,C.E. Generic Communications Branch. 89/12/27. VARGA,S.A. Division of Re¬ 
actor Projects - I/ll (Post 870411). 3pp. 59135:195-59135:196. 

9109030150 Forwards response to H Myers request re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER.G. House of Rep. 3pp. 
58937:319-58937:321. 

9109050215 Notification of contract execution.task order 11: “NDE Support,” awarded 
to TET.Inc. 

MCCUBBIN.S. Division of Contracts a Property Management (Post 890205). FIN L- 
14741. 91/08/19. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES,M., CHAMPION,T. NRC - No Detailed Affiliation Given. Ip. 
58993:097-58993:099. 

-9109050227 Ltr Contract NRC-03-90-028,awarding task order 11, “NDE Support at 
Seabrook Nuclear Power Plant.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/16. 
PAYNE,D. TET, Inc. 2pp. 58993:098-58993:099. 

9109040391 Forwards environ assessment re .910818 application for license amend to 
revise provisions in tech specs concerning fuel enrichment. 

EDISON,G. Project Directorate 1-3. 91/08/21. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 4pp. 58981:255-58981:262. 


9109100304 Forwards evaluation of emergency feedwater sys capacity vs generic Wes- 
tinghouse analysis in support of ATWS rule,per NRC questions during 910710 telcon. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/04. Document Con¬ 
trol Branch (Document Control Desk). 7pp. 59083:056-59083:062. 

9109100371 Forwards License Amend Request 91-05 to License NPF-86, changing 
Tech Specs to implement guidance of Generic Ltr 88-16, “Removal of Cycle-Specific 
Parameter Limits From Tech Specs” & relocating limits to core operating rept. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/04. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59060:012-59060:112. 

-9109100373 License Amend Request 91-05 to License NPF-86,changing Tech Specs 
to implement guidance of Generic Ltr 88-16, “Removal of Cycle-Specific Parameter 
Limits from Tech Specs” & relocating limits to core operating limits rept. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/04. 7pp. 59060:014- 
59060:020. 

-9109100378 Proposed changes to Tech Specs to implement guidance of Generic Ltr 
88-16,relocating listed Tech Specs to core operating limits rept. 

* Public Service Co. of New Hampshire. 91/09/04. 130pp. 59060:021-59060:112. 

9109100329 Responds to request for info on station blackout rule 10CFR50.63. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/06. Document Con¬ 
trol Branch (Document Control Desk). 20pp. 59061:265-59061:284. 

9109100331 Forwards program description for reinterpretation of Pullman-Higgins radio- 
graphic film,per 910904 telcon w/NRC. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/06. Document Con¬ 
trol Branch (Document Control Desk). 23pp. 59061:226-59061:249. 

9109110175 Forwards responses to requests for info re facility decommissioning plan. 
HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/09. SMUKLER.L New 
Hampshire, State of. 8pp. 59099:183-59099:190. 

9109200220 Provides status of actions responsive to Generic Ltr 83-28, Item 2.1 re re¬ 
actor trip sys components as safety related items. 

FEIGENBAUM.T.C. Public Sen/ice Co. of New Hampshire. 91/09/09. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 59171:135-59171:137. 

9109200189 Provides progress of Region I 910220-21 engineering symposium action 
items,including guidance on operability & reportability,endorsing NSAC-125 for 
10CFR59.59 reviews 8 training for NRC personnel in mod process. 

LANNING.W.D. Region 1 (Post 820201). 91/09/10. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 59171:113-59171:118. 

9109270119 Forwards overlap pages,instruction sheet & TS change pages inadvertently 
omitted from amend 6 to license NPF-86,issued on 910827. 

EDISON,G. Project Directorate 1-3. 91/09/12. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 5pp. 59243:003-59243:019. 


-9109040399 Environ assessment & finding of no significant impact.Amend would 
revise provisions in tech specs re fuel enrichment. 

SHANKMAN.S.F. Project Directorate 1-3. 91/08/21. 4pp. 58981:259-58981:262. 


-9109300065 Corrected amend 6 to license NPF-86,providing overlap pages, instruction 
sheet & TS change pages. 

* Project Directorate 1-3. 91/09/12. 12pp. 59243:007-59243:019. 


9109090131 Forwards data requests of Ofc of Consumer Advocate for New Hampshire 
Yankee 

HOLMES,M.W. New Hampshire, State of. 91/08/21. HAFFER.E.A. Sheehan, Phinney, 
Bass & Green, P.A. 2pp. 59041:250-59041:251. 

9109130087 Responds to 910812 ltr requesting NRC to consider immediate withdrawal 
of legislation against SB Comley & cancel facility OLW/seven oversize encIs.Subj ltr 
& encl withheld Copyright matl also encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
26. MONTVILLE.B.A. Exeter International, Inc. 55pp. 59118:038-59118:070. 


9109260058 Suppls 901113 application for amend to License NPF-86 to authorize North 
Atlantic Energy Svc Corp (NAESCO) to act as managing agent for facility.Order of NH 
PUC authorizing issuance of NAESCOs common stock encl. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/16. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 59217:183-59217:186. 

9109300166 Forwards changes to Rev 1 to inservice testing program for pumps a 
valves,removing safety injection sys check valve SI-V297 from program. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/24. Document Con¬ 
trol Branch (Document Control Desk). 6pp. 59260:327-59260:337. 
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0. Inspection reports, IE Bulletins & correspondence 

9109030150 Forwards response to H Myers request re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER,G. House of Rep. 3pp. 
58937:319-58937:321. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
orsphdfs '* Svc list &nd 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109170060 Ack receipt of 910726 ttr informing NRC of steps taken to correct violations 
noted in maint team insp rept 50-443/91-80.Actions taken to correct delineation in re¬ 
sponse Itr re corrective & preventive actions. 

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/30. FEIGENBAUM.T. Public 
Service Co. of New Hampshire. 5pp. 59109:140-59109:150. 

9109100365 Provides status of actions responsive to NRC bulletin 88-008.Confirms that 
all actions have been completed. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/04. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59061:325-59061:326. 

9109110210 Responds to NRC 910628 Itr re weaknesses noted in insp rept 50-443/91- 
80.Corrective actions:station mgt manual policy on procedural compliance revised to 
state types of addl tasks. 

FEIGENBAUM.T. Public Service Co. of New Hampshire. 91 /09/09. Document Control 
Branch (Document Control Desk). 8pp. 59099:254-59099:261. 

9109110217 Discusses number of steam generator tubes plugged during first I SI.Total 
of 7,189 tubes inspected.No defective tubes identified.!welve tubes in three steam 
generators plumed for preventive maint 

FEIGENBAUMJ. Public Service Co. of New Hampshire. 91/09/09. Document Control 
Branch (Document Control Desk). 2pp. 59099:197-59099:198. 

9109250049 Notification of contract execution,awarding task order 24 to, “Nuclear 
Power Reactor Operations,Mods & Maint Insp Svcs,” to Parameter,Inc. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-1. 91/09/10. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59207:031- 
59207:035. 

—9109250058 Ltr Contract NRC-03-89-027,authorizing commencement of work on task 
order 24, "Weld Radiograph Review - Seabrook." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343-1. 91/09/ 
06. LOFY.R.A. PARAMETER, Inc. 4pp. 59207:032-59207:035. 

9109250275 Notification of contract execution,mod l,to “Nuclear Power Reactor 
Operations,Mods a Maint Insp Svcs." Contractor Parameter,Inc. 

DUBOSE,B.J. Division of Contracts a Property Management (Post 890205). FIN L- 
1343-1. 91/09/10. SCHWINK.W.S. Planning, Program 8 Management Support Branch 
(Post 870411). Ip. 59207:008-59207:013. 

—9109250280 Ltr Contractor NRC-03-89-027,Mod 1,awarding task order 24,to “Nuclear 
Power Reactor Operations, Mods a Maint Insp Svcs." 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 91/09/06. 
LOFY.R.A. PARAMETER, Inc. 5pp. 59207:009-59207:013. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230025 Informs that review of weld radiograph reinterpretation program complete a 
found acceptable.Notes that addl info submittal re insp rept 50-443/91-12 will include 
accountability of results for welds listed in 910906 ltr. 

MARTIN,T.T. Region 1 (Post 820201). 91/09/16. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 4pp. 59156:118-59156:121. 

9109250070 Forwards results of implementing weld radiograph reinterpretation program 
described in 910906 Itr a conclusions that facility drawn from various reviews by inde¬ 
pendent industry experts a NRC over eighteen months. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/17. MARTIN,T.T. 
Region 1 (Post 820201). 62pp. 59201:135-59201:196. 


9109040216 Forwards “1991 Final Status Rept for Program for Reverification of Pull- 
man-Higgins Field Weld Records" a Nuclear Energy Svcs rept, “Field Weld Radiogra¬ 
phy Review," final rept 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/30. MARTIN,T.T. 
Region 1 (Post 820201). 16pp. 58954:240-58954:271. 

—9109040219 “Field Weld Radiography Review," final rept. 

* Nuclear Energy Services, Inc. 91/08/31.15pp. 58954:257-58954:271. 

9109170246 Monthly operating rept for Aug 1991 for Seabrook Station Unit 1.W/910913 
itr. 

NARDONE.P., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/31. 
6pp. 59121:078-59121:083. 


S. Reportable occurrences, LERs & related correspondence 

9109100390 LER 91-001-00:on 910810,source range neutron flux audible monitors dis¬ 
covered inoperabie.Caused by personnel error. Request for engineering svcs initiated 
to evaluate feasibility of design change.W/910909 Itr. 

LEGENDRE.A.L, FtIGENBAUM.C. Public Service Co. of New Hampshire. 91/09/09. 
5pp. 59095:203-59095:207. 

9109300154 Special repton 910825,Train A emergency diesel generator tripped on low 
lube oil pressure during post-maint testing. Caused by large fluctuations in engine rev¬ 
olutions per minute.Procedures re auxiliary lube oil pump revised. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/09/24. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59253:005-59253:006. 


T. Hearing transcripts on non-antitrust matters 


9109170286 Forwards author rebutal testimony re base rate used by util, uncertainty in 
prospective growth path of low level waste disposal costs & overall cost escalation 
rates. 

ROHRBACH.J.S. New Hampshire, State of. 91/08/27. SMUKLER.L. New Hampshire, 
State of. 3pp. 59136:276-59136:278. 

9109300248 Forwards rept of hearing officer on S Nelkens data requests & objection & 
responses,transcript of pre-hearing conference held on 910807 & Procedural Order 9. 
MELVIN,W. New Hampshire, State of. 91/08/28. NRC - No Detailed Affiliation Given. 
42pp. 59261:070-59261:111. 

9109300263 Forwards testimony of TS LaGuardia on behalf of util re data requests. 
HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/10. SMUKLER.L. New 
Hampshire, State of. 8pp. 59260:069-59260:076. 


U. Congressional/Executive Correspondence 


9108280207 Responds to request from Dr H Meyers concerning Seabrook welds. 
RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER,G. House of Rep., Interior a 
Insular Affairs. 3pp. 58916:113-58916:115. 

9109200245 Forwards Regional Administrator of NRC Region I notes used during 
910913 briefing of Congressional staff,per P Stockton request.Notes cover Dec 1990 
discovery of missing radiographic package for P-H welds. 

RATHBUN.D.K. Congressional Affairs. 91/09/16. DINGELL.J. House of Rep., Energy 
& Commerce. 7pp. 59167:199-59167:205. 


V. Operator Examinations 


9109100335 Requests that NRC administer written exams a operating tests to five reac¬ 
tor operator candidates a seven senior reactor operator license candidates.Exams 

ftrhAHnlAH fnr suit r\4 

DRAWBRIDGE.B.L. Public Service Co. of New Hampshire. 91/09/05. MARTIN,T.T. 
Region 1 (Post 820201). 2pp. 59061:254-59061:255. 

9109270046 Extends invitation to power reactor operator license examiners/training 
manager meeting on 911106-07 in King of Prussia,PA.Preliminary meeting agenda 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 5pp. 59216:224-59216:228. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


R. Periodic operating reports & related correspondence 

9109040333 Forwards “Effluent a Waste Disposal Semiannual Rept 1991" for first a 
second quarter.revised "Effluent a Waste Disposal Semiannual Rept 1990" for third a 
fourth quarter a Rev 7 to to "Station ODCM." 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/08/29. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 58996:159-58996:286. 

-9109040338 “Effluent a Waste Disposal Semiannual Rept 1991," reflecting gaseous 
effluents-summation of all releases for first a second quarter. 

* Public Service Co. of New Hampshire. 91/06/30.17pp. 58996:162-58996:178. 

-9109040344 Revised "Effluent a Waste Disposal Semiannual Rept 1990," reflecting 
liquid effluents-summation of all releases for third a fourth quarter. 

* Public Service Co. of New Hampshire. 90/12/31.14pp. 58996:180-58996:193. 


9109030150 Forwards response to H Myers request re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER,G. House of Rep. 3pp. 
58937:319-58937:321 

9109050215 Notification of contract execution,task order 11: “NDE Support," awarded 
to TET.Inc. 

MCCUBBIN.S. Division of Contracts a Property Management (Post 890205). FIN L- 
14741. 91/08/19. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES.M., CHAMPION,T. NRC - No Detailed Affiliation Given. Ip. 
58993:097-58993:099. 


-9109050227 Ltr Contract NRC-03-90-028,awarding task order 11, “NDE Support at 
• Seabrook Nuclear Power Plant” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-14741. 91/08/16. 
PAYNE,D. TET, Inc. 2pp. 58903:098-58993:099. 


-9109040340 Rev 7 to “Station ODCM." 

LINVILLE.J.T. Public Service Co. of New Hampshire. 91/02/28. 81pp. 58996:194- 
58996:286. 


9100110175 Forwards responses to requests for info re facility decommissioning plan. 
HAFFER.E.A. Sheehan, Phinney, Bass a Green, P.A. 91/09/09. SMUKLER.L New 
Hampshire, State of. 8pp. 59099:183-59099:190. 
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G. Adjudicatory correspondence 

9109100253 Forwards filing submitted to ASLB entitled, “State of NH Comments re Ap¬ 
plicant Response to Licensing Board Order of 900111.” W/svc list 
HUNTINGtON.G.M. New Hampshire, State of. #391 12165. 90/02/16. 

ROSENTHAL.A.S., MOORE.T., WILBUR,H. Atomic Safety and Licensing Appeal 
Panel. 3pp. 59023:302-59023:313. 

9109100209 NRC Staff opposition to intervenors appeal of LBP-91-24.* Issues posed in 
ALAB-939,as refined by A LAB-945 resolved as moot & appeal should be denied.W/ 
Certificate of Svc. 

YOUNG,M.A. Office of the General Counsel (Post 860701). #391 12160. 91/08/26. 
Commissioners (Post 750119). 34pp. 59023:264-59023:296. 


9109120001 Rev 5 to “Technical Requirements Manual.” W/910906 Itr. 

CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/06. 13pp. 59104:099- 
59104:111. 

9109190297 Provides evaluation of mati balance rept discrepancy re SNM accountability 
methodology. 

CAHILL.W.J., WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 91/09/09. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 59165:308-59165:310. 

9109180018 Informs that on 910903 LJ Cailan assumed duties of Director, Div of Radi¬ 
ation Safety & Safeguards,S Collins assumed duties of Director, Div of Reactor Safety 
& AB Beach will become Director,Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 59117:050-59117:051. 


CL Inspection reports, IE Bulletins & correspondence 

9108280207 Responds to request from Dr H Meyers concerning Seabrook welds. 
RATHBUN.D.K. Congressional Affairs. 91/07/11. MlLLER.G. House of Rep., Interior & 
Insular Affairs. 3pp. 58916:113-58916:115. 

9109030150 Forwards response to H Myers request re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER,G. House of Rep. 3pp. 
58937:319-58937:321. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/06/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109250049 Notification of contract execution,awarding task order 24 to, “Nuclear 
Power Reactor Operations,Mods & Maint insp Svcs,” to Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-1. 91/09/10. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59207:031- 
59207:035. 

-9109250058 Ltr Contract NRC-03-89-027,authorizing commencement of work on task 
order 24, “Weld Radiograph Review - Seabrook.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-1. 91/09/ 
06. LOFY.R.A. PARAMETER, Inc. 4pp. 59207:032-59207:035. 

9109250275 Notification of contract execution,mod 1,to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” Contractor Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-1. 91/09/10. SCHWINK.W.S. ’Planning, Program & Management Support Branch 
(Post 870411). Ip. 59207:008-59207:013. 

-9109250280 Ltr Contractor NRC-03-89-027,Mod 1 .awarding task order 24,to “Nuclear 
Power Reactor Operations,Mods & Maint Insp Svcs.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. 91/09/06. 
LOFY.R.A. PARAMETER, Inc. 5pp. 59207:009-59207:013. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109170307 Revised EPIPs,including Rev 8 to EPP-208, “Access Control During Emer¬ 
gencies” & Rev 6 to EPP-303, Micro-Computer Based,Emergency Dose Assess¬ 
ment" W/910911 Itr. 

WOODLAN.D.R., CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/11. 
22pp. 59135:322-59135:343. 


P. Operating license stage documents & correspondence 

9109030047 Requests that all documents from Citizens Assoc for Sound Energy be in¬ 
corporated as support for 910405 petition by Citizens for Fair Utility Regulation on se¬ 
riousness of hazard waste dumps on environ & safe operation of plant 
BRINK,B. Citizens for Fair Utility Regulation. 91/08/18. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 58926:355-58926:355. 

9109100425 Ack receipt of 910730 Itr on behalf of National Whistleblower Ctr & confi¬ 
dential allegers requesting that NRC hold hearings to determine if licensee made matl 
false statements. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. KOHN.M.D. Kohn, Kohn a Colapinto, P.C. (formerly Kohn a Associates). 3pp. 
59056:273-59056:299. 

-9109100430 Receipt of petition for directors decision under 10CFR2.206. 

MURLEY.T.E. Office of Nuclear Reader Regulation, Director (Post 870411). 91/08/ 
28. 2pp. 59056:276-59056:277. 

-9109100432 Requests that NRC determine which high-level managers were responsi¬ 
ble for submitting matl false statements to ASLB a NRC a ban these individuals from 
CPSES a all other licensed nuclear facilities. 

KOHN.M.D. Kohn, Kohn a Colapinto, P.C. (formerly Kohn a Associates). 91/07/30. 
SELIN,I. Commissioners (Post 750119). TAYLOR.J.M. Ofc of the Executive Diredor 
for Operations. 20pp. 59056:278-59056:299. 


9109200107 Notification of contract execution,task order 10,mod 1 to, “Review of 
RETRAN Computer Codes a Confirmatory Licensing Calculations Associated w/ 
Safety Analyses.” Contradonlnti Technical Svcs,Inc. 

DUBOSE,B.J. Division of Contracts a Property Management (Post 890205). NRC-03- 
90-027. 91/09/12. SCHWINK.W.S. Program Management, Policy Development a 
Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given, ip. 
59171:024-59171:029. 

-9109200115 Ltr contrad NRC-03-90-027,Task Order 10,Mod 1 to, “Review of Coman¬ 
che Peak Core Thermal Hydraulic Methodology Using VIPRE-01," extending expiration 
date from 911031 to 911231 at no addi cost or obligation to govt 
SCOTT,M.L. Contrad Administration Branch 1 (Post 900603). FIN L-1318. 91/09/09. 
KOMORIYA.H. International Technical Services, Inc. 5pp. 59171:025-59171:029. 

9199250268 Forwards SE relieving licensee of commitment to replacement program for 
sand cast Borg-Wamer check valve swing arms due to current sys being acceptable 
for long term svc. 

BLACK,S.C. Projed Diredorate IV-2. 91/09/16. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 59201:358-59201:362. 

-9109250271 SER relieving licensee of commitment to replacement program of sand 
cast Borg-Wamer check valve swing arms due to current sys being acceptable for 
Iona term svc. 

* Office of Nuclear Reador Regulation, Diredor (Post 870411). 91/09/16. 3pp. 
59201:360-59201:362. 

9109300215 Summary of 910822 meeting w/util re reload analysis methodologies used 
by licensee for large & small break LOCA topical repts. 

BERGMAN.T.A. Projed Directorate IV-2. 91/09/17. Projed Diredorate IV-2. 4pp. 
59257:119-59257:122. 

9109300126 Responds to NRC concerns re 910524 application for amend to License 
NPF-87,relocating cycle-specific parameters from Tech Specs to core operating limits 
rept.Marked-up pages from Section 6.9.1.6 of WCAP-8200 end. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/23. Document Control 
Branch (Document Control Desk). 4pp. 59253:058-59253:061. 


Q. Inspection reports, IE Bulletins it correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050111 Responds to NRC 910729 Itr re violations noted in insp repts 50-445/91-29 
& 50-446/91-29 on 910605-0716.Corrective actions:three TUE forms in question re¬ 
opened by initiation of new TUE form. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/08/28. Document Control 
Branch (Document Control Desk). 3pp. 58999:180-58999:182. 

9109100228 Informs of revised schedule for installation of drains & vents in AFW sys 
per Insp Repts 50-445/90-03 & 50-446/90-03. 

CAHILL, W.I Texas Utilities Electric Co. (TU Electric). 91/09/04. Document Control 
Branch (Document Control Desk). Ip. 59087:174-59087:174. 

9109110036 Responds to NRC 910808 Itr re violations noted in Insp Repts 50-445/91- 
11 & 50-446/91-11.Corrective actions:corrective action document initiated to address 
lack of procedural qualification & user training of delta ferrite meter. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/06. Document Control 
Branch (Document Control Desk). 3pp. 59084:327-59084:329. 

9109160110 Forwards Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 91/09/06. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59114:240-59114:259. 

-9109160113 Notice of violation from insp on 910717-0827.Violation noted:on 
910812,low-load-alarm setpoint not adjusted to proper value per ref procedures during 
removal of reactor vessel head. 

* Region 4 (Post 820201). 91/09/06.2pp. 59114:243-59114:244. 

-9109160115 Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827. Violations 
noted for Unit 2.Major areas inspected:Unit 2 const activities,util action on 
10CFR50.55(e) deficiencies, TMI action items & reactor vessel & internals. 
CHAMBERLAIN.D. Region 4 (Post 820201). 91/09/05. 15pp. 59114:245-59114:259. 

9109180160 Forwards response to NRC 910812 request for addl info re first 10-yr inter¬ 
val insp program plan for facility. 

CAHILL.W.J , WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 91/09/13. Docu¬ 
ment Control Branch (Document Control Desk). 16pp. 59146:148-59146:163. 
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9109240033 Ack receipt of 910828 Itr In response to NRC 910729 NOV re insp repts 
50-445/91-29 & 50-446/91 -29- 

BEACH, A.B. Region 4 (Post 820201). 91/09/13. CAHILL, W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59172:096-59172:101. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240204 Forwards insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.No viola¬ 
tions or deviations noted. 

BEACHAB. Region 4 (Post 820201). 91/09/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59183:080-59183:086. 

-9109240207 Insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.No violations 
noted.Major areas inspected:licensee implementation of unit 2 preoperational test pro¬ 
gram. 

SEIDLE.W.C. Region 4 (Post 820201). 91/09/13. 4pp. 59183:083-59183:086. 

9109300005 Forwards insp repts 50-445/91-40 a 50-446/91-40 on 910819- 22.Violation 
noted but not cited. 

BEACH,A.B. Region 4 (Post 820201). 91/09/24. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59224:055-59224:061. 

-9109300006 Insp repts 50-445/91-40 a 50-446/91-40 on 910819-22.Noncited viola¬ 
tions noted.Major areas inspected.-observation of reactor coolant piping work 
activities.No insp of unit 1 conducted. 

BARNES.I. Region 4 (Post 820201). 91/09/18. 4pp. 59224:058-59224:061. 


R. Periodic operating reports & related correspondence 

9109040420 “Semiannual Radioactive Effluent Release Rept Jan-June 1991.” W/ 
910829 Itr. 

CAHILL,W.J.. WOOD.A.R., KAY.D.C. Texas Utilities Electric Co. (TU Electric). 91/06/ 
30. 45pp. 58995:261 -58995:282. 

9109190163 Monthly operating rept for Aug 1991 for Comanche Peak Steam Electric 
Station.Unit 1.W/910913 Itr. 

THATCHER,G., CAHILUW.J., WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 
91/08/31. 5pp. 59167:118-59167:122. 


$. Reportable occurrences, LERs a related correspondence 

9109180130 Responds to Allegation Number 4-91-A-0062 re cause of 910702 event 
where nonradioactive condensate water spilled in turbine bldg,per 910726 Itr. 
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/09/12. Document Control 
Branch (Document Control Desk). 2pp. 59145:326-59145:327. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

9109030047 Requests that all documents from Citizens Assoc for Sound Energy be in¬ 
corporated as support for 910405 petition by Citizens for Fair Utility Regulation on se¬ 
riousness of hazard waste dumps on environ & safe operation of plant. 

BRINK.B. Citizens for Fair Utility Regulation. 91/08/18. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 58926:355-58926:355. 

9109100425 Ack receipt of 910730 Itr on behalf of National Whistleblower Ctr & confi¬ 
dential allegers requesting that NRC hold hearings to determine if licensee made matl 
false statements. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. KOHN.M.D. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associates). 3pp. 
59056:273-59056:299. i 

-9109100430 Receipt of petition for directors decision under 10CFR2.206. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. 2pp. 59056:276-59056:277. 

—9109100432 Requests that NRC determine which high-level managers were responsi¬ 
ble for submitting matl false statements to ASLB & NRC & ban these individuals from 
CPSES & all other licensed nuclear facilities. 

KOHN.M.D. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associates). 91/07/30. 
SELIN.I. Commissioners (Post 750119). TAYLOR,J.M. Ofc of the Executive Director 
for Operations. 20pp. 59056:278-59056:299. 

9109180018 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi¬ 
ation Safety & Safeguards,S Collins assumed duties of Director.Div of Reactor Safety 
& AB Beach will become Director.Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 59117:050-59117:051. 

9109200107 Notification of contract execution,task order 10,mod 1 to, “Review of 
RETRAN Computer Codes & Confirmatory Ucensing Calculations Associated w/ 
Safety Analyses.” Contractor:lntl Technical Svcs.lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-027. 91/09/12. SCHWINK.W.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 
59171:024-59171:029. 

-9109200115 Ltr contract NRC-03-90-027,Task Order 10,Mod 1 to, “Review of Coman¬ 
che Peak Core Thermal Hydraulic Methodology Using VIPRE-01,” extending expiration 
date from 911031 to 911231 at no addl cost or obligation to govt 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/09/09. 
KOMORIYA.H. International Technical Services, Inc. 5pp. 59171:025-59171:029. 

9109200240 Forwards Rev 0 to Calculation 0218-SQ-0030, “Liner Attachment Welds 
Serviceability," in response to NRC request for addl info re 900115 FSAR Change Re¬ 
quest 89-587,involving adding exception to Section 5523.1 of ASME-ACI 359 docu¬ 
ment. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/17. Document Control 
Brandi (Document Control Desk), ip. 59170:085-59170:219. 


-9109200244 “Liner Attachment Welds Serviceability.” 

RATIU.M., MANI.V., ABOU-JAOUDE.C. ASEA Brown Boveri, Inc. 0218-SQ-0030 R00. 
91/05/08. 100pp. 59170:086-59170:219. 

9109300215 Summary of 910822 meeting w/util re reload analysis methodologies used 
by licensee for large & small break LOCA topical repts. 

BERGMAN,T.A. Project Directorate IV-2. 91/09/17. Project Directorate IV-2. 4pp. 
59257:119-59257:122. 

9109270185 Discusses facility design verification program.Assures that consistent un¬ 
derstanding continues to exist between util & NRC re design verification actvities. 
CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/20. Document Control 
Branch (Document Control Desk). 2pp. 59243:001-59243:002. 


F. Security, medical, emergency & fire protection plans 


9109170307 Revised EPIPs,including Rev 8 to EP P-208, “Access Control During Emer¬ 
gencies” & Rev 6 to EP P-303, “Micro-Computer Based,Emergency Dose Assess¬ 
ment.” W/910911 Itr. 

WOODLAN.D.R., CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/09/11. 
22pp. 59135:322-59135:343. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
oraphers ” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109050111 Responds to NRC 910729 Itr re violations noted in insp repts 50-445/91-29 
& 50-446/91-29 on 910605-0716.Corrective actions-.three TUE forms in question re¬ 
opened by initiation of new TUE form. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/08/28. Document Control 
Branch (Document Control Desk). 3pp. 58999:180-58999:182. 

9109100228 Informs of revised schedule for installation of drains & vents in AFW sys 
per Insp Repts 50-445/90-03 & 50-446/90-03. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/04. Document Control 
Branch (Document Control Desk). Ip. 59087:174-59087:174. 

9109110036 Responds to NRC 910808 itr re violations noted in Insp Repts 50-445/91- 
11 & 50-446/91-11.Corrective actions:corredive action document initiated to address 
lack of procedural qualification & user training of delta ferrite meter. 

CAHIU-.W.J. Texas Utilities Electric Co. (TU Electric). 91/09/06. Document Control 
Branch (Document Control Desk). 3pp. 59084:327-59084:329. 

9109130210 Notification of significant licensee meeting on 910923 in Region IV ofc to 
present results of internal integrated & const assessment team insps. 

BEACH,A.B. Region 4 (Post 820201). 91/09/06. Region 4 (Post 820201). 3pp. 
59113:161-59113:163. 


9109160110 Forwards Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 91/09/06. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59114:240-59114:259. 

-9109160113 Notice of violation from insp on 9 10717-0827.Violation noted:on 
910812,low-load-alarm setpoint not adjusted to proper value per ref procedures during 
removal of reactor vessel head. 

* Region 4 (Post 820201). 91 /09/06. 2pp. 59114:243-59114:244. 

-9109160115 Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827. Violations 
noted for Unit 2.Major areas inspected:Unit 2 const activities,util action on 
10CFR50.55(e) deficiencies, TMI action items & reactor vessel & internals. 
CHAMBERLAIN.D. Region 4 (Post 820201). 91/09/05. 15pp. 59114:245-59114:259. 

9109240033 Ack receipt of 910828 Itr in response to NRC 910729 NOV re insp repts 
50-445/91-29 & 50-446/91-29. 

BEACH,A.B. Region 4 (Post 820201). 91/09/13. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59172:096-59172:101. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109240204 Forwards insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 91/09/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59183:080-59183:086. 

-9109240207 Insp repts 50-445/91-44 & 50-446/91-44 on 910826-29.No violations 
noted.Major areas inspected:licensee implementation of unit 2 preoperational test pro¬ 
gram. 

SEIDLE.W.C. Region 4 (Post 820201). 91/09/13. 4pp. 59183:083-59183:086. 

9109300005 Forwards insp repts 50-445/91-40 & 50-446/91-40 on 910819- 22.Violation 
noted but not cited. 

BEACH.A.B. Region 4 (Post 820201). 91/09/24. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 59224:055-59224:061. 
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—9109300006 Insp repts 50-445/91-40 & 50-446/91-40 on 910819-22.Noncited viola¬ 
tions noted.Major areas inspected:observation of reactor coolant piping work 
activities.No insp of unit 1 conducted. 

BARNES.I. Region 4 (Post 820201). 91/09/18. 4pp. 59224:058-59224:061. 


S. Reportable occurrences, UERs & related correspondence 

9109180132 Final deficiency rept CP-90-02 re diesel generator starting air receiver tank 
relief valvesJnitially reported on 900205.Deficiency not reportable for unit 1 but quali¬ 
fied relief valves installed in both units as enhancement. 

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/09/11. Document Con¬ 
trol Branch (Document Control Desk). Ip. 59157:354-59157:354. 

9109180130 Responds to Allegation Number 4-91-A-0062 re cause of 910702 event 
where nonradioactive condensate water spilled in turbine bldg,per 910726 Itr. 

CAHILL,WJ. Texas Utilities Electric Co. (TU Electric). 91/09/12. Document Control 
Branch (Document Control Desk). 2pp. 59145:326-59145:327. 

9109200295 Supplemental Deficiency Rept CP-87-133 re deficient high energy line 
break analysis.lnitially reported on 871218. Provides status od corrective actions & 
preventive action for deficiency followed by brief discussion. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/16. Document Control 
Branch (Document Control Desk). 3pp. 59174:157-59174:159. 

9109200302 Supplemental Deficiency Rept CP-87-056 re deficient pipe whip 
restraints.lnitially reported on 870807.List of pipe whip restraint attributes requiring 
reinsp listed. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/16. Document Control 
Branch (Document Control Desk). 3pp. 59174:152-59174:154. 

9109200361 Supplemental Deficiency Rept CP-91-003 re corrosion of installed Hilti Kwik 
Bolts.lnitially reported on 910611. Investigation continuing.Next rept will be provided 
by 911216. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/17. Document Control 
Branch (Document Control Desk). Ip. 59177:339-59177:339. 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vegetation, Milk & Snow,” rev 9 to CEPIP 3102-01, 
“Survey techniques for Station Ground Containment...,” & rev 4 to CEPIP 3103-01. 
* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024. 

9109060007 Forwards safety insp repts 50-454/91-19 & 50-455/91-19 on 910805- 
09.Violation noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 91/08/23. REED.C. Commonwealth Edison 
Co. 2pp. 58984:001-58984:012. 

-9109060012 Insp repts 50-454/91-19 & 50-455/91-19 on 910605-09.Noncited viola¬ 
tions noted.Major areas inspected:followup on actual emergency plan activations & 
operational status of emergency preparedness program. 

SIMONS,H.J., ORTH.S.K., CANIANO.R.J. Region 3 (Post 820201). 91/08/22. 9pp. 
58984:003-58984:012. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8710190083 Provides Tech Spec Branch response to recommendations per TM Novak 
870813 memo re Tech Specs on RCS depressurization equipment.Criteria for control 
of equipment by Tech Specs discussed.Byron PORV Tech Specs end. 

BUTCHER,E.J. Technical Specifications Branch. 87/10/14. BERLINGER.C.H. Generic 
Communications Branch. 3pp. 59135:133-59135:135. 

9109050214 Forwards list of attendees & briefing handout per setpoint study briefing on 
910806. 

HSIA.A.H. Project Directorate 111-2. 91/08/21. Commonwealth Edison Co. 14pp. 
58993:100-58993:113. 

9109030001 Forwards “Byron Simulator Initial Certification Rept,Sept 1991." 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 58939:094-58940:242. 

-9109030002 "Byron Simulator Initial Certification Rept,Sept 1991.” 

BETTINGER.S. Commonwealth Edison Co. 91/08/22. 1,450pp. 59129:256-59132:075. 

9109110014 Suppls 901206 response to Generic Ltr 90-06, “PORV & Block Valve 
Reliability:Addl Low Temp Overpressure Protection for LWRs.” PORV power supply 
mods delayed to refueling outages 5 & 4 for Byron Units 1 & 2,respectively. 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 4pp. 59088:334-59088:337. 

9109040158 Ack recipt of 910703 itr concerning inadequate thread engagement on 
electrical terminal points for securing conductors at facility.Concludes that response 
indicates concern not substantiated & requests retention of documents. 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:115-58936:116. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109130197 Notification of 911001 meeting w/util in Rockville,MD to discuss facility in- 
service testing program for pumps & valves & comparison w/B yron program. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. BARRETT,R.J. Project Directorate 
111-2. 3pp. 59113:035-59113:037. 


9109170094 Forwards duplicate copies of "Byron Simulator Initial Certification 
Rept,Sept 1991.” 

ROBERTS,A.M. Commonwealth Edison Co. 91/09/11. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). Ip. 59129:252-59129:255. 

9109190239 Forwards amends 42 to licenses NPF-37 & NPF-66 & 31 to NPF-72 & 
NPF-77.SE & notice.Amends changes tech spec 4.6.1.3a to be consistent w/STSs & 
allow continuous pressure testing of containment air lock door seal gaskets. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 59147:001-59147:025. 

-9109190293 Amends 42 to licenses NPF-37 & NPF-66 & 31 to NPF-72 & NPF- 
77,respectively,changing tech spec 4.6.1.3a to be consistent w/STSs & allow continu¬ 
ous p ressu re testing of containment air lock door seal gaskets. 

BARRETT,R.J. Project Directorate 111-2. 91/09/11. 18pp. 59147:003-59147:020. 


-9109190294 Safety evaluation supporting amends 42 to licenses NPF-37 & NPF-66 & 
31 to licenses NPF-72 & NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59147:021-59147:023. 


-9109190296 Notice of issuance of amends 42 to licenses NPF-37 & NPF-66 & 31 to 
licenses NPF-72 & NPF-77,respectively. 

PULSIFER.R.M. Project Directorate 111-2. 91/09/11. 2pp. 59147:024-59147:025. 


9109200040 Forwards revised inservice testing plan for valve Relief Request VR-19 & 
pump Relief Requests PR-1 & PR-7 for NRC review to address NRC comments ex¬ 
pressed during 910808 & 29 telcons. 

SCHUSTER,TK. Commonwealth Edison Co. 91/09/13. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 36pp. 59170:049-59170:084. 


9109300212 Forwards revised page to insen/ice testing program plan Pump Relief Re¬ 
quest PR-7,correcting wording in first paragraph of Section 7, “Justification.” 
SCHUSTER,T.K. Commonwealth Edison Co. 91/09/23. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 2pp. 59262:033-59262:034. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 

g raphers." Svc list end. 

lUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109060007 Forwards safety insp repts 50-454/91-19 & 50-455/91-19 on 910805- 
09.Violation noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 91/08/23. REED.C. Commonwealth Edison 
Co. 2pp. 58984:001-58984:012. 

—9109060012 Insp repts 50-454/91-19 & 50-455/91-19 on 910805-09.Noncited viola¬ 
tions noted.Major areas inspected:followup on actual emergency plan activations & 
operational status of emergency preparedness program. 

SIMONS,H.J., ORTH.S.K., CANIANO.R.J. Region 3 (Post 820201). 91/08/22. 9pp. 
58984:003-58984:012. 


9109040026 Responds to NRC 910628 Itr re unresolved item noted in Insp Repts 50- 
454/91-11 & 50-455/91-10 on 910507-0618.Corrective actions:operability assessment 
of UHS for Apr & May 1991 performed.Assumptions for ESW cooling towers listed. 
KOVACH,T.J. Commonwealth Edison Co. 91 /08/27. Document Controf Branch (Docu¬ 
ment Control Desk). 6pp. 58954:096-58954:101. 

9109110056 NRC Info Notice 91-055, "Failures Caused by improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels 
& workforce populations tested. 

SCHUSTER,!.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9199240159 Monthly operating repts for Aug 1991 for Byron Nuclear Power Station.W/ 
910912 Itr. 

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 91/08/31. 14pp. 59189:271- 
59189:288. 


S. Reportable occurrences, LERs & related correspondence 


9109050159 LER 91-003-00:on 910729,identified errors in scaling which could prevent 
over temp delta temp (OTDT) from initiating reactor trip.Caused by deficiency in 
design that indicated how OTDT setpoint was to be scaled.W/910828 itr. 

STAUFFER,G., PLENIEWICZ.R. Commonwealth Edison Co. 91/08/28. 6pp. 
59009:121-59009:127. 
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DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medics!, emergency & fire protection plane 

2109050151 Revised EPtPsJncluding rev 8 to CEPIP 3101*01, “Environ Sample Collec¬ 
tion Procedures for Air,Water,Soil,Vdfletation, Milk & Snow," rev 9 to CEPIP 3102*01, 
“Survey techniques for Station Ground Containment.., 1 " & rev 4 to CEPIP 3103-01. 
* Commonwealth Edison Co. 91/08/23.23p. 58019:001*58019:024. 

9109080007 Forwards safety insp repts 50-454/91-19 & 50-455/91-19 on 910505- 
09-Violation noted but not cited. 

GREGER.LR. Region 3 (Post 820201). 91/08/23. REED.C. Commonwealth Edison 
Co. 2pp. 58984:001-58984:012. 

-9109060012 Insp repts 50-454/91-19 & 50-455/91-19 on 910805-09.Nondted viola¬ 
tions noted.Major areas inspected:followup on actual emergency plan activations & 
operational status of emergency preparedness program. 

SIMONS.H.J. Region 3 (Post 820201). 91/08/22. 9pp. 58984:003-58984:012. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8710190083 Provides Tech Spec Branch response to recommendations per TM Novak 
870813 memo re Tech Specs on RCS depressurization equipmentCriteria for control 
of equipment by Tech Specs discussed.Byron PORV Tech Specs end. 

BUTCHER,E.J. Technical Specifications Branch. 87/10/14. BERU,NGER,C.H. Generic 
Communications Branch. 3pp. 59135:133-59135:135. 

9109050214 Forwards list of attendees & briefing handout per setpoint study briefing on 
910806. 

HSIA.A.H. Project Directorate II1-2. 91/08/21. Commonwealth Edison Co. 14pp. 
58993:100-58993:113. 

9109030001 Forwards “Byron Simulator Initial Certification Rept,$ept 1991." 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 3pp. 58939:094-58940:242. 

-9109030002 “Byron Simulator Initial Certification Rept,Sept 1991." 

BETTINGER.S. Commonwealth Edison Co. 91/08/22.1,450pp. 59129:256-59132:075. 

9109110014 Suppls 901206 response to Generic Ltr 90-06, "PORV & Block Valve 
ReliabilrtyrAddl Low Temp Overpressure Protection for LWRs." PORV power supply 
mods delayed to refueling outages 5 & 4 for Byron Units 1 & 2,respectively. 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Q'rector (Post 870411). 4pp. 59088:334-59088:337. 

9109040158 Ack recipt of 910703 ltr concerning inadequate thread engagement on 
electrical terminal points for securing conductors at facility.Concludes that response 
indicates concern not substantiated & requests retention of documents. 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:115-58936:116. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn.IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109130197 Notification of 911001 meeting w/util in Rockville,MD to discuss facility in- 
sendee testing program for pumps & valves & comparison w/Byron program. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. BARRETT,R.J. Project Directorate 
111-2,3pp. 59113:035-59113:037. 


a Inspection reports, IE Bulletins & correspondence 

9109090210 NRC info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNING l i IAM I R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 


9109080007 Forwards safety insp repts 50-454/91-19 & 50-455/91-19 on 910805- 
09.Violation noted but not cited. 

t GREGER.LR. Region 3 (Post 820201). 91/08/23. REED.C. Commonwealth Edison 
Co. 2pp. 58984:001-58984:012. 

-9109060012 Insp repts 50-454/91-19 & 50-455/91-19 on 91 0805-09. Noncited viola¬ 
tions noted.Major areas inspected:followup on actual emergency plan activations & 
operational status of emergency preparedness program. 

SIMONS,HJ., ORTH.S.K., CANIANO.R.J. Region 3 (Post 820201). 91/08/22. 9pp. 
58984:003-58964:012. 


9109040026 Responds to NRC 910628 ltr re unresolved item noted in insp Repts 50- 
454/91-11 & 50-455/91-10 on 910507-0618.Corrective actions:operab»lfty assessment 
of UHS for Apr & May 1991 performed.Assumptions for ESW cooling towers listed. 
KOVACH.TJ. Commonwealth Edison Co. 91/08/27. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58954:096-58954:101. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & rotated correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for a cut-off levels 
& workforce populations te sted. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109240159 Monthly operating repts for Aug 1991 for Byron Nuclear Power Station.W/ 
910912 ltr. 

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 91/08/31. 14pp. 59189:271- 
59189:286. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109190045 Forwards safety insp repts 50-456/91-19 a 50-457/91-17 on 910714- 
0831.No violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:004-59134:017. 

-9109190051 Safety insp repts 50-456/91-19 a 50-457/91-17 on 910714-0831.No vio¬ 
lations noted.Major areas inspected:LER, operational safety,ESFS,surveillance a 
emergency preparedness. 

FARBER.M.J. Region 3 (Post 820201). 91/09/12.12pp. 59134:006-59134:017. 


9109170094 Forwards duplicate copies of “Byron Simulator Initial Certification 
ReptSept ^991 ** 

ROBERTS,A.M.'Commonwealth Edison Co. 91/09/11. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). Ip. 59129:252-59129:255. 

9109190239 Forwards amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a 
NPF-77.SE a notice.Amends changes tech spec 4.6.1.3a to be consistent w/STSs a 
allow continuous pressure testing of containment air lock door seal gaskets. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. KOVACH.TJ. Commonwealth 
Edison Co. 2pp. 59147:001-59147:025. 

-9109190293 Amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a NPF- 
77,respectively,changing tech spec 4.6.1.3a to be consistent w/STSs a allow continu¬ 
ous pressure testing of containment air lock door seal gaskets. 

BARRETT,R.J. Project Directorate 111-2. 91/09/11.18pp. 59147:003-59147:020. 

-9109190294 Safety evaluation supporting amends 42 to licenses NPF-37 a NPF-66 a 
31 to licenses NPF-72 a NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59147:021-59147:023. 

-9109190296 Notice of issuance of amends 42 to licenses NPF-37 a NPF-66 a 31 to 
licenses NPF-72 a NPF-77,respectively. 

PULSIFER.R.M. Project Directorate 111-2. 91/09/11. 2pp. 59147:024-59147:025. 


P. Operating license stage documents & correspondence 

9109050214 Forwards list of attendees a briefing handout per setpoint study briefing on 
910806. 

HSIA.A.H. Project Directorate 111-2. 91/08/21. Commonwealth Edison Co. 14pp. 
58993:100-58993:113. 

9109110014 Suppls 901206 response to Generic Ltr 90-06, “PORV a Block Valve 
Reliability-.Addl Low Temp Overpressure Protection for LWRs." PORV power supply 
mods delayed to refueling outages 5 & 4 for Byron Units 1 a 2,respectively. 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 4pp. 59088:334-59088:337. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn,IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts.plant station performance a other items of mutual interest 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 56936*222-58936:223. 

9109130197 Notification of 911001 meeting w/util in Rockville,MD to discuss facility in- 
service testing program for pumps a valves a comparison w/Byron program. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. BARRETT,R.J. Protect Directorate 
ill-2. 3pp. 59113:035-59113:037. 


9109200040 Forwards revised inservice testina plan for valve Relief Request VR-19 a 
pump Relief Requests PR-1 a PR-7 for NRC review to address NRC comments ex¬ 
pressed during 910808 & 29 telcons. 

SCHUSTERXK. Commonwealth Edison Co. 91/09/13. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 36pp. 59170:049-59170:084. 

9109300212 Forwards revised page to inservice testing program plan Pump Relief Re¬ 
guest PR-7,correcting wording in first paragraph of Section 7, “Justification.” 
SCHUSTER.T.K. Commonwealth Edison Co. 91/09/23. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 2pp. 59262:033-59262:034. 


9109190239 Forwards amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a 
NPF-77.SE a notice-Amends changes tech spec 4.6.1.3a to be consistent w/STSs a 
allow continuous pressure testing of containment air lock door seal gaskets. 
PULSIFER.R.M. Project Directorate ill-2. 91/09/11. KOVACH.TJ. Commonwealth 
Edison Co. 2pp. 59147:001-59147:025. 

-9109190293 Amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a NPF- 
77,respectively,changing tech spec 4.6.1.3a to be consistent w/STSs a allow continu¬ 
ous pressure testing of containment air lock door seal gaskets. 

BARRETT,RJ. Project Directorate 111-2. 91/09/11.18pp. 59147:003-59147:020. 
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—9100190294 Safety evaluation supporting amends 42 to licenses NPF-37 & NPF-66 & 
31 to licenses NPF-72 & NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59147:021-59147:023. 

-9109190296 Notice of issuance of amends 42 to licenses NPF-37 & NPF-66 a 31 to 
licenses NPF-72 a NPF-77,respectively. 

PULSIFER.R.M. Project Directorate 111-2. 91/09/11. 2pp. 59147:024-59147:025. 

9109240145 Responds to 910916 Itr requesting temporary waiver of compliance for fa¬ 
cility Tech Spec 3.8.1.1 .action statement a.Waiver granted. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/17. REED.C. Commonwealth Edison Co. 
3pp. 59182:313-59182:349. 

-9109240155 Documents results of 910915 telcon in which util requested regional tem¬ 
porary waiver of compliance from Tech Spec 3.8.1.1 .action statement a for facility. 
KOVACH,T.J. Commonwealth Edison Co. 91/09/16. DAVIS,A.B. Region 3 (Post 
820201). 34pp. 59182:316-59182:349. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
3vc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109190045 Forwards safety insp repts 50-456/91-19 a 50-457/91-17 on 910714- 
0831 .No violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:004-59134:017. 

-9109190051 Safety insp repts 50-456/91-19 a 50-457/91-17 on 910714-0831.No vio¬ 
lations noted.Major areas inspected:LER, operational safety,ESFS,surveillance a 
emergency preparedness. 

FARBER.M.J. Region 3 (Post 820201). 91/09/12. 12pp. 59134:006-59134:017. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 

9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for a cut-off levels 
a workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109160317 Monthly operating repts for Aug 1991 for Braidwood Nuclear Power Station 
Units 1 a 2.W/910910 Itr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 91/08/31. 14pp. 

59119:202-59119:215. 


S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 


9109050214 Forwards list of attendees a briefing handout per setpoint study briefing on 

HSIA.A.H. Project Directorate 111-2. 91/08/21. Commonwealth Edison Co. 14pp. 
58993:100-58993:113. 


9109110014 Suppls 901206 response to Generic Ltr 90-06, “PORV a Block Valve 
Reliability:Addl Low Temp Overpressure Protection for LWRs." PORV power supply 
mods delayed to refueling outages 5 a 4 for Byron Units 1 a 2,respectively. 
CHRZANOWSKI.D. Commonwealth Edison Co. 91/08/27. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 4pp. 59088:334-59088:337. 

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn.IL to dis¬ 
cuss operational assessment of plant events, pilot program for 12 h control room 
shifts,plant station performance a other items of mutual interest 
GREENMAN.E.G. Region 3 (Post 820201). 91/08/29. REED.C. Commonwealth 
Edison Co. 2pp. 58936:222-58936:223. 

9109130197 Notification of 911001 meeting w/util in Rockville.MD to discuss facility in- 
service testing program for pumps a valves a comparison w/Byron program. 
PULSIFER.R.M. Project Directorate 111-2. 91/09/11. BARRETT,R.J. Project Directorate 
111-2. 3pp. 59113:035-59113:037. 

9109190239 Forwards amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a 
NPF-77.SE a notice.Amends changes tech spec 4.6.1.3a to be consistent w/STSs a 
allow continuous pressure testing of containment air lock door seal gaskets. 
PULSIFER.R.M. Meet Directorate 111-2. 91/09/11. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 59147:001-59147:025. 

-9109190293 Amends 42 to licenses NPF-37 a NPF-66 a 31 to NPF-72 a NPF- 
77,respectively,changing tech spec 4.6.1.3a to be consistent w/STSs a allow continu¬ 
ous pressure testing of containment air lock door seal gaskets. 

BARRETT,R.J. Project Directorate 111-2. 91/09/11. 18pp. 59147:003-59147:020. 

-9109190294 Safety evaluation supporting amends 42 to licenses NPF-37 a NPF-66 a 
31 to licenses NPF-72 a NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 3pp. 
59147:021-59147:023. 


-9109190296 Notice of issuance of amends 42 to licenses NPF-37 a NPF-66 a 31 to 
licenses NPF-72 a NPF-77,respectively. 

PULSIFER.R.M. Project Directorate 111-2. 91/09/11. 2pp. 59147:024-59147:025. 


Q. Inspection reports, IE Bulletins & correspondence 


9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109190045 Forwards safety insp repts 50-456/91-19 a 50-457/91-17 on 910714- 
0831.No violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:004-59134:017. 


9109050064 LER 91-008-00:on 910729,scaling deficiency of over temp delta temp 
occurred.Caused by preservice design error. Initial assessment of similiar scaling defi¬ 
ciencies of other reactor trip protection completed.W/910828 Itr. 

SIMPKIN.T., KOFRON.K.L. Commonwealth Edison Co. 91/08/28. 6pp. 59009:106- 
59009:111. 


9109170297 Forwards Rev 54 to 1BWOA PR 1-10, “Loss of Residual Heat Cooling,Unit 
1” a Rev 55 to 1BWOA PRI-10, “Loss of Residual Heat Cooling,Unit 1” per 910716 


request for addl info re 891201 RHR event 

CHECCA.A.R. Commonwealth Edison Co. 91/09/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 59137:001-59137:125. 


-9109170298 Rev 54 to 1BWOA PRI-10, “Loss of Residual Heat Cooling,Unit 1.” 
* Commonwealth Edison Co. 91/09/07. 61 pp. 59137:003-59137:063. 


-9109170299 Rev 55 to 1BWOA PRI-10, “Loss of Residual Heat Cooling,Unit 1.” 
* Commonwealth Edison Co. 91/09/07. 62pp. 59137:064-59137:125. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9109190045 Forwards safety insp repts 50-456/91-19 a 50-457/91-17 on 910714- 
0831 .No violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison 
Co. 2pp. 59134:004-59134:017. 

-9109190051 Safety insp repts 50-456/91-19 & 50-457/91-17 on 910714-0831 .No vio¬ 
lations notedMajor areas inspected:LER, operational safety,ESFS,surveillance & 

FAJR^^.J^egMT^fpost 820201). 91/09/12.12pp. 59134:006-59134:017. 


-9109190051 Safety insp repts 50-456/91-19 a 50-457/91-17 on 910714-0831.No vio¬ 
lations noted.Major areas inspected:LER, operational safety,ESFS,surveillance a 
emergency preparedness. 

FARBER.M.J. Region 3 (Post 820201). 91/09/12.12pp. 59134:006-59134:017. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


R. Periodic operating reports & related correspondence 


9109050044 Forwards fitness-for-duty program performance data for 6 month period 
ending 910630,presenting info re random testing rate,drugs tested for a cut-off levels 
a workforce populations tested. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch 
(Document Control Desk). 22pp. 59027:310-59027:331. 

9109160317 Monthly operating repts for Aug 1991 for Braidwood Nuclear Power Station 
Units 1 a 2.W/910910 Itr. 

PERSHEY.C.E., KOFRON.K.L Commonwealth Edison Co. 91/08/31. 14pp. 
59119:202-59119:215. 


9109050166 LER 91-003-00:on 910801 .reactor trip occurred due to rod drive ays failure 
releasing control rods Into core.Caused by 2BD slave cyder failure due to defective 
binary counter. Binary counter replaced.W/910828 Itr. 

ZAGRZEBSKI.R., KOFRON.K.L Commonwealth Edison Co. 91/08/30. 5pp. 
59009:128-59009:132. 
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DOCKET 50-459 RIVER BEND STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109130094 Revised emergency implementing procedures,including Rev 10 to EIP-2- 
007,Rev 7 to EIP-2-013,Rev 8 to EIP-2-021,Rev 5 to EIP-2-022 & Rev 6 to EIP-2- 
028.W/910909 Itr. 

ODELL.W.H. Gulf States Utilities Co. 91/09/09.174pp. 59114:128-59114:220. 


I. Financial Information 

9109050203 Forwards certified cash flow statement to ensure guarantee of funds in 
event of retrospective call under secondary financial protection program. 

ODELL,W.H. Gulf States Utilities Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59029:245-59029:246. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9109050145 Rev 4 to updated SAR for River Bend Station Unit 1. W/910823 Itr. 
ODELL,W.H. Gulf States Utilities Co. 91/08/23. 875pp. 59011:001-59012:294. 


P. Operating license stage documents & correspondence 

9109050073 Forwards amend 59 to license NPF-47 & safety evaluation. Amend revises 
TS surveillance requirement 4.3.8.2.a, “Turbine Overspeed Protection Sys.” 

PICKETT,D.V. Project Directorate IV-2. 91/08/20. DEDDENS.J.C. Gulf Power Co. 2pp. 
58993:265-58993:274. 

-9109050079 Amend 59 to license NPF-47,revising TS surveillance requirement 
4.3.8.2.a, ‘Turbine Overspeed Protection Sys.” 

DICK.G.F. Project Directorate IV-2. 91/08/20. 4pp. 58993:267-58993:271. 

-9109050081 Safety evaluation supporting amend 59 to license NPF-47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/20. 3pp. 
58993:272-58993:274. 

9109040501 Forwards “Semiannual Radioactive Effluent Release Rept for Jan-Jun 
1991” & Rev 4 to RWS-0204, “Radwaste Processing Control Program." 

ODELL,W.H. Gulf States Utilities Co. 91 /08/29. Document Control Branch (Document 
Control Desk). Ip. 59017:274-59017:329. 

-9109040505 Rev 4 to RWS-0204, “Radwaste Processing Control Program.” 

* Gulf States Utilities Co. 91/08/09. 21pp. 59017:309-59017:329. 

9109180244 Forwards amend 60 to license NPF-47 & safety evaluation. Amend revises 
alarm setpoint for offgas pretreatment noble gas activity monitor in TS Table 3.3.7.1-1 
from 2.48 x 10(4) m/h to 3410 m/h. 

PICKETT,D. Project Directorate IV-2. 91/09/05. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 59134:184-59134:193. 

—9109180247 Amend 60 to license NPF-47,revising alarm setpoint for offgas pretreat¬ 
ment noble gas activity monitor in TS table 3.3.7.1-1 from 2.48 x 10(4) m/h to 3410 
m/h. 

BLACK,S.C. Project Directorate IV-2. 91/09/05. 5pp. 59134:186-59134:190. 

-9109180248 Safety evaluation supporting amend 60 to license NPF-47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 3pp. 
59134:191-59134:193. 

9109170280 Notification of 910927 meeting w/util & Hillier Assoc in Rockville,Md to dis¬ 
cuss results of mid-cycle exam of N4A-2 feedwater nozzle indication along w/basis for 
plant restart. 

PICKETT,D.V. Project Directorate IV-2. 91/09/06. BLACK,S.C. Project Directorate IV- 
2. 3pp. 59116:350-59116:352. 

9109180139 Requests relief from requirements of Section XI of ASME Boiler & Pressure 
Vessel Code for temporary weld overlay repair of indication in N4A-2 feedwater nozzle 
to safe-end weld at facility. 

DEDDENS.J.C. Gulf States Utilities Co. 91/09/06. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59136:338-59136:341. 

9109170302 Forwards various licensee inputs re freeze seal documentation. 
HOUGHTON,J.R. Trends a Patterns Analysis Branch. 91/09/09. NRC - No Detailed 
Affiliation Given. 163pp. 59120:250-59121:060. 

9109130242 Notification of 910917 meeting w/util in Rockville,MD to discuss licensee 
decision criteria re need to perform weld overlay of feedwater nozzle indication. 
PICKETT.D.V. Project Directorate IV-2. 91/09/10. BLACK,S.C. Project Directorate IV- 
2. 3pp. 59099:106-59099:108. 

9109180021 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi¬ 
ation Safety a Safeguards,S Collins becomes Director,Div of Reactor Safety a AB 
Beach becomes Director, Div of Reactor Projects. 

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 59117:054-59117:055. 

9109170272 Forwards request for addl info re station blackout analysis for 
facility.Response requested within 60 days. 

PICKETT.D.V. Project Directorate IV-2. 91/09/12. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 59116:346-59116:349. 

9109260147 Forwards figure.based on max allowable flaw dimensions, depicting util de¬ 
cision criteria for application of weld overlay at mid-cycle outage.Ack meeting w/ 
NRC,scheduled for 910927,to discuss results of mid-cycle exam. 

ODELL.W.H. Gulf States Utilities Co. 91/09/13. Document Control Branch (Document 
Control Desk). 3pp. 59221:281-59221:283. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109100414 Responds to NRC 910429 Itr re violations noted in insp rept 50-458/91- 
08.Corrective actions:insta)led NIST time base signal. 

ODELL,W.H. Gulf States Utilities Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59088:048-59088:049. 

9109110034 Provides revised response to NRC Itr re violations noted in Insp Rept 50- 
458/89-11.Completion of computerized tagging sys delayed by software delivery from 
vendor.Completion schedule delayed until 911201. 

ODELL.W.H. Gulf States Utilities Co. 91 /Q8/30. Document Control Branch (Document 
Control Desk). 2pp. 59092:279-59092:280. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109300132 Responds to violations noted in Insp Rept 50-458/91-18 on 910619- 
0730.Corrective actions:search of power block & designated seismic bldgs conducted 
to identify any existing scaffolds or scaffolding matls. 

DEDDENS.J.C. Gulf states Utilities Co. 91/09/23. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 59253:068-59253:071. 


R. Periodic operating reports & related correspondence 

9109030012 Forwards “River Bend Annual Operating Rept for 1990." Compilation of 
safety/relief valve history data not yet completed.suppl response,containing info re 
valve history data,will be provided by 910401. 

ODELL.W.H. Gulf States Utilities Co. 91/03/01. MARTIN.R.D. Region 4 (Post 
820201). ip. 58951:267-58951:274. 

9109050236 Forwards “Gulf States Utils Co Annual Rept per 10CFR50.59(b)(2),900301 - 
910301.” Changes included in Rev 4 to updated SAR submitted on 910823. 

ODELL,W.H. Gulf States Utilities Co. 91/08/23. Document Control Branch (Document 
Control Desk). Ip. 59027:105-59027:159. 

—9109050238 "Gulf State Utils Co Annual Rept per 10CFR50.59(b)(2), 900301-910301.” 

* Gulf States Utilities Co. 91/03/01. 53pp. 59027:106-59027:159. 

9109040501 Forwards “Semiannual Radioactive Effluent Release Rept for Jan-Jun 
1991” & Rev 4 to RWS-0204, “Radwaste Processing Control Program.” 

ODELL,W.H. Gulf States Utilities Co. 91 /08/29. Document Control Branch (Document 
Control Desk). Ip. 59017:274-59017:329. 

-9109040504 “Semiannual Radioactive Effluent Release Rept Jan-June 1991.” 
FANTACCI.C.L., CARGILL,E.M. Gulf States Utilities Co. 91/06/30. 34pp. 59017:275- 
59017:308. 

-9109040505 Rev 4 to RWS-0204, “Radwaste Processing Control Program.” 

* Gulf States Utilities Co. 91/08/09. 21pp. 59017:309-59017:329. 

9109230170 Monthly operating rept for Aug 1991 for River Bend Station, Unit 1.W/ 
910916 Itr. 

HENDL.G.F., ODELL,W.H. Gulf States Utilities Co. 91/08/31. 5pp. 59189:188- 
59189:192. 


S. Reportable occurrences, LERe & related correspondence 

9109090268 Special rept:on 910805,non-valid failure of Div II diesel generator 
occurred.Caused by vibration switch malfunction. Switch removed & sent to Cooper 
industries Enterprise Div for insp. 

ODELL,W.H. Gulf States Utilities Co. 91/08/30. Document Control Branch (Document 
Control Desk). 5pp. 59054:009-59054:013. 

9109300106 LER 91-011-01 :on 910604,procedures used during movement of irradiated 
fuel in fuel bldg did not include checklists or required steps.Caused by inadequate 
guidance.Procedure re fuel preparation machines revised.W/910920 Itr. 

ENGLAND,LA., ODELL,W.H. Gulf States Utilities Co. 91/09/20. 5pp. 59263:085- 
59263:089. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9109110015 Forwards agenda & listed topics to be discussed at 911008-09 emergency 
response data sys meeting in Region III ofc to assist licensee to more efficiently con¬ 
duct site visits. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. PERRY,J.S. Illinois Power Co. 
4pp. 59053:188-59053:191. 

9109250222 Rev 4 to EPIP AP-10, “Emergency Response Organization Assignments.” 
* Illinois Power Co. 91/09/17. 19pp. 59208:177-59208:197. 

9109270008 Forwards safety insp rept 50-461/91-13 on 910903-05.No violations 
noted.One exercise weakness identified. 

GREGER,LR. Region 3 (Post 820201). 91/09/19. PERRY,J.S. Illinois Power Co. 3pp. 
59216:020-59216:040. 

—9109270009 Insp rept 50-461/91-13 on 910903-05.No violations noted.One exercise 
weakness noted.Major areas inspecteddicensee annual EP exercise & exercise objec¬ 
tives & scenario. 

PLOISKI.T.J., ORTH.S. Region 3 (Post 820201). 91/09/19. 18pp. 59216:023- 
59216:040. 
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P. Operating license stage documents & correspondence 


9109040033 Ack receipt of 910808 10CFR50.54(a) submittal of amend to nuclear pro¬ 
gram QA manual.Revs meet requirements of 10CFR50, app B. 

WRIGHT,G.C. Region 3 (Post 820201). 91/08/28. PERRY,J.S. Illinois Power Co. 2pp. 
58935:107-58935:108. 

9109170228 Requests waiver of compliance from Tech Spec limiting condition for oper¬ 
ation re standby emergency diesel generator IB.to permit addl time to effect repairs 
re discovery of microbiologically-induced corrosion in jacket. 

PERRY,J.S. Illinois Power Co. 91/09/06. DAVIS,A.B. Region 3 (Post 820201). 9pp. 
59133:265-59133:279. 

—9109170230 Proposed Tech Spec limiting condition for operation re standby emergen¬ 
cy diesel generator 1B. 

* Illinois Power Co. 91/09/06. 6pp. 59133:274-59133:279. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

—8705070259 Interprets Tech Spec 3.0.4/4.0.4 re surveillance requirements when en¬ 
tering lower mode & entrance into lower mode when plant in action statement due to 
inoperable equipment. 

EMCH.R.L. Division of Operational Events Assessment (Post 870411). 87/04/30. Divi¬ 
sion of Operational Events Assessment (Post 870411). 2pp. 59176:025-59176:036. 

9109170117 Forwards rev 1 to "Core Operating Limits Rept for Reload 2, Cycle 3.” 
SPANGENBERG.F. Illinois Power Co. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59120:163-59120:177. 

-9109170130 “Core Operating Limits Rept for Reload 2,Cycle 3," Rev 1. 

* Illinois Power Co. 91/09/11. 14pp. 59120:164-59120:177. 

9109240093 Responds to request for waiver of compliance re tech spec limiting condi¬ 
tion for operation related to standby emergency diesel generator 1 B.Waiver not grant¬ 
ed. 

DAVIS,A.B. Region 3 (Post 820201). 91/09/18. PERRY,J.S. Illinois Power Co. 2pp. 
59182:276-59182:277. 

9109240028 Confirms plans for 910926 mgt meeting in Glen Ellyn,IL to discuss recent 
INPO facility evaluation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/09/19. PERRY,J.S. Illinois Power Co. 
2pp. 59182:175-59182:176. 

9109260071 Responds to NRC 910805 request for addl info re Generic Ltr 89-IO.Suppl 
3, “Consideration of Results of NRC-Sponsored Tests of MOVs.” 

SPANGENBERG.F. Illinois Power Co. 91/09/19. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 59218:223-59218:228. 

9109300199 Application for amend to License NPF-62,changing Tech Specs to incorpo¬ 
rate reliability-based improvements to instrumentation action statements & surveillance 
test intervals per BWR Owners Group topical repts. 

PERRY,J.S. Illinois Power Co. 91 /09/20. Document Control Branch (Document Con¬ 
trol Desk). 36pp. 59280:001-59280:079.1 

-9109300200 Proposed Tech Specs re reactor protection sys 
instrumentation.containment & reactor vessel isolation control sys & ECCS instrumen¬ 
tation surveillance requirements. • 

* Illinois Power Co. 91/09/20. 41pp. 59280:037-59280:079. 


Q. inspection reports, IE Bulletins & correspondence 


9108090210 NRC info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270008 Forwards safety insp rept 50-461/91-13 on 910903-05.No violations 
noted.One exercise weakness identified. 

GREGER.L.R. Region 3 (Post 820201). 91/09/19. PERRY,J.S. Illinois Power Co. 3pp. 
59216:020-59216:040. 

-9109270009 Insp rept 50-461/91-13 on 910903-05.No violations noted.One exercise 
weakness notedMajor areas inspected:licensee annual EP exercise & exercise objec¬ 
tives & scenario. 

PLOISKI.T.J., ORTH.S. Region 3 (Post 820201). 91/09/19. 18pp. 59216:023- 
59216:040. 


R. Periodic operating reports & related correspondence 


9109160310 Monthly operating rept for Aug 1991 for Clinton Power Station,Unit 1.W/ 
910911 ltr. 

SPANGENBERG.F. Illinois Power Co. 91/08/31. 5pp. 59119:272-59119:276. 


S. Reportable occurrences, LERs & related correspondence 


9109230070 LER 91-004-00:on 910819,reactor core isolation cooling sys isolation 
occurred.Caused by Rosemount transmitter failure. Failed transmitter replaced & post- 
maint testing satisfactorily completed.W/910917 ltr. 

RASOR.S.E., SPANGENBURG.F. Illinois Power Co. 91/09/17. 5pp. 59195:150- 
59195:154. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


9109120085 Forwards 1991 radiological emergency preparedness exercise objectives. 
RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/05/09. Document Control 
Branch (Document Control Desk). 25pp. 59104:144-59104:168. 

9106100307 Forwards “Wolf Creek Generating Station Emergency Preparedness 1991 
Field Exercise Scenario,” for exercise to be held on 910807-08. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/06/04. Document Control 
Branch (Document Control Desk). Ip. 59125:013-59126:087. 

-9106100310 “Wolf Creek Generating Station Emergency Preparedness 1991 Field Ex¬ 
ercise Scenario.” 

* Wolf Creek Nuclear Operating Corp. 91/06/04. 434pp. 59125:014-59126:087. 

9107160333 Forwards revised “Wolf Creek Generating Station Emergency Prepared¬ 
ness 1991 Field Exercise Scenario.” 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/07/09. Document Control 
Branch (Document Control Desk). Ip. 59126:180-59126:215. 

-9107160338 Revised “Wolf Creek Generating Station Emergency Preparedness 1991 
Field Exercise Scenario." 

* Wolf Creek Nuclear Operating Corp. 91/07/09. 35pp. 59126:181-59126:215. 

9109040162 Forwards insp rept 50-482/91-16 on 910708-12 & notice of violation. 
COLLINS,S.J. Region 4 (Post 820201). 91/08/28. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 58936:129-58936:143. 

-9109040169 Notice of violation from insp on 910708-12.Violation noted:changes made 
to emergency classification scheme assigned significantly lower classification than re¬ 
quired for conditions involving explosion in vital area. 

* Region 4 (Post 820201). 91/08/28. ip. 58936:133-58936:133. 

-9109040177 Insp rept 50-482/91-16 on 910708-12.Violation noted. Major areas 
inspected:operational status of emergency preparedness program,including changes 
to EPIPs,review of emergency facilities,equipment & organization & mgt control. 
MURRAY,B. Region 4 (Post 820201). 91/08/19. 10pp. 58936:134-58936:143. 

9109040080 Responds to NRC 910730 ltr re violations noted in Insp Rept 50-482/91- 
13.Corrective actions:operator verified that valve AL-V063 in open position & proce¬ 
dure re operability of fire detection instruments revised on 910731. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 91/08/29. Document Control 
Branch (Document Control Desk). 8pp. 58996:325-58996:332. 

9109180038 Ack receipt of 910730 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-482/88-27. 

BEACH,A.B. Region 4 (Post 820201). 91/09/11. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 59117:062-59117:066. 

9109230230 Forwards operational safety team insp rept 50-482/91-202 on 910714- 
0802.No violations noted. 

BOGER.B.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 5pp. 59191:060-59191:107. 

-9109230238 Insp rept 50-482/91-202 on 910714-0802.No violations noted. Major 
areas inspected:operations,maint,surveillance testing, engineering,mgt 

oversight,training,health physics,safety review & quality programs. 

WILCOX.J.D., GRAMM,R.A., IMBRO.E.V. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). 91/09/11. 43pp. 59191:065-59191:107. 

9109270168 Forwards operational safety team insp rept 50-482/91-202 on 910714- 
0802.Several deficiencies identified & concern raised re failure to adhere to TS 3.0.3 
& incomplete surveillance test matrix. 

BOGER.B.A. Region 4 (Post 820201). 91/09/16. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 59226:027-59226:073. 

-9109270174 Operational safety team insp rept 50-482/91-202 on 910714-0802.Defi¬ 
ciencies & concerns identified.Major areas inspected:operations,maint,surveillance 
testing,engineering, mgt oversight,training & health physics. 

WILCOX,Id., GRAMM.R.A., IMBRO.E.V. Region 4 (Post 820201). 91/09/11. 42pp. 
59226:031-59226:073. 


9109240158 Confirms arrangements made between L Yandell & H Chernoff during 
910912 telcon for 911001 mgt meeting to be held in Region IV ofc to discuss emer¬ 
gency preparedness findings identified in insp rept 50-482/91-16.Proposed agenda 
end. 

BEACH.A.B. Region 4 (Post 820201). 91/09/19. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 59182:350-59182:353. 

9109240191 Forwards insp rept 50-482/91-19 on 910805-09.No violations or deviations 
noted.Facility personnel demonstrated preparedness to protect health & safety of 
public.Weaknesses involved manual transmission & tracking of critical data. 
GWYNN.T.P., BEACH.A.B. Region 4 (Post 820201). 91/09/19. Wolf Creek Nuclear 
Operating Corp. 3pp. 59183:050-59183:065. 

-9109240194 Insp rept 50-482/91-19 on 910805-09.No violations noted. Major areas 
inspectedremergency plan & implementing procedures,control room,technical support 
ctr,operational support ctr & emergency operations facility. 

MURRAY,B. Region 4 (Post 820201). 91/09/06. 13pp. 59183:053-59183:065. 
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H. General correspondence 

9109100263 Notifies of rev to carton list used by NRC for distribution of correspond¬ 
ence to util. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 91/09/05. Document Control 
Branch (Document Control Desk), ip. 59087:173-59087:173. 


P. Operating license stage documents & correspondence 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILUAMS.O. JRA Associates. 18pp. 59236:042-59242:147. 

—9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK,G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT.R.J. Project Directorate 111-2. 3pp. 59237:164-59237:166. 

9109030284 Forwards amend 47 to license NPF-42 & safety evaluation. Amend modi¬ 
fies tech spec 3.1.3.4 to increase max allowed control rod drop time from 2.2 to 2.7 s. 
PICKETT,D.V. Project Directorate 1V-2. 91/08/22. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 2pp. 58951:026-58951:036. 

-9109030287 Amend 47 to license NPF-42,modifying TS 3.1.3.4 to increase max al¬ 
lowed control rod drop time from 2.2 to 2.7 s. 

DICK.G.F. Project Directorate IV-2. 91/08/22. 4pp. 58951:028-58951:032. 

-9109030289 Safety evaluation supporting amend 47 to license NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 4pp. 
58951:033-58951:036. 

9109080121 Forwards amend 48 to license NPF-42 & safety evaluation. Amend revises 
Tech Spec 5.3.2, “Control Rod Assemblies," to allow use of hafnium &/or silver- 
indium-cadmium as absorber matl in rod cluster control assemblies. 

PICKETT,D.V. Project Directorate IV-2. 91/08/22. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 2pp. 59016:001-59016:008. 

-9109080127 Amend 48 to license NPF-42,revising Tech Spec 5.3.2, “Control Rod As¬ 
semblies.*’ 

DICK.G.F. Project Directorate IV-2. 91/08/22. 4pp. 59016:003-59016:006. 

-9109080130 Safety evaluation supporting amend 48 to license NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/22. 2pp. 
59016:007-59016:008. 

9109030181 Forwards “Wolf Creek Generating Station Semiannual Radioactive Effluent 
Release Rept 13,Jan-June 1991" & Rev 7 to “ODCM.” 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/08/27. Document Control Branch 
(Document Control Desk). Ip. 58953:131-58953:358. 

-9109030188 Rev 7 to “Wolf Creek Generating Station ODCM.” 

* Wolf Creek Nuclear Operating Corp. 91/03/21. 200pp. 58953:158-58953:358. 

9109040008 Forwards summary of 910822 meeting in Region IV ofc re activities author¬ 
ized by license NPF-42.Attendance list end. 

COLLINS,S.J. Region 4 (Post 820201). 91/08/28. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 27pp. 58935:040-58935:066. 

9109050276 Notification of 910906 meeting w/util in Rockville,MD to discuss status of 
licensee submittals & provide opportunity for licensee/project manager introductions. 
RECKLEY.W.D. Project Directorate IV-2. 91/08/29. DICK.G.F. Project Directorate IV- 
2. 3pp. 58993:068-58993:070. 

9109050231 Application for amend to license NPF-42,revising tech spec tables 2.2- 
1.4.3-1 & associated bases re replacement of existing resistance temp detector 
bypass sys w/RTD thermowell sys. 

RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/08/30. Document Control 
Branch (Document Control Desk). 3pp. 59029:335-59029:339. 

-9109050239 Proposed tech specs,revising tables 2.2-1,4.3-1 & associated bases. 

* Wolf Creek Nuclear Operating Corp. 91/08/30. 2pp. 59029:338-59029:339. 

9109090041 Notification of 910903 meeting w/util in Rockville,MD to review status & 
remaining schedule for NRC actions associated w/proposed merger of utils. 
RECKLEY.W.D. Project Directorate IV-2. 91/09/03. MURLEY.T., MIRAGUA.F, 
RUSSELL.W. NRC • No Detailed Affiliation Given. 3pp. 59049:031-59049:033. 

9109090096 Forwards request for addl info re station blackout analysis for 
facility.Response requested within 60 days of receipt of Itr. 

RECKLEY.W.D. Project Directorate IV-2. 91/09/04. WITHERS,B.D. Wolf Creek Nucle¬ 
ar Operating Corp. 4pp. 59040:171-59040:174. 

9109100303 Discusses NRC concerns stemming from final decision 8 order issued by 
Secretary of Labor re case of JE Wells vs util (85-ERA-0022).NRC will not pursue en¬ 
forcement action re violation of 10CFR50.7 based on listed info. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/04. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 59023:025-59023:028. 

9109180017 Informs that on 910903,LJ Collan assumed duties of director of Div of Ra¬ 
diation Safety & Safeguards & S Collins became director.Div of Reactor Safety. 
MARTIN,R.D. Region 4 (Post 820201). 91/09/10. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 2pp. 59117:048-59117:049. 

9109200051 Summary of 910903 meeting w/util re merger between KGE & Kansas 
Power & Light Co.List of meeting participants end. 

RECKLEY.W.D. Project Directorate IV-2. 91/09/10. Project Directorate IV-2. 4pp. 
59155:358-59155:361. 

9109170146 Application for amend to license NPF-42,revise Tech Spec to reflect mis¬ 
cellaneous changes to administrative controls, inducting clarification of Table 6.2-1, 
“Min Shift Crew Composition.” 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/09/11. Document Control 
Branch (Document Control Desk). 5pp. 59125:006-59125:012. 

-9109170152 Proposed tech specs section 8.0 reflecting miscellaneous changes to ad¬ 
ministrative controls. 

* Wolf Creek Nuclear Operating Corp. 91/09/11. 2pp. 59125:011-59125:012. 


9109170161 Responds to NRC request for addl info re 910621 application for amend to 
License NPF-42.Ltr also proposes addition of Surveillance Requirement 4.6.2.3.a.2 to 
replace surveillance deleted from original application. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/09/11. Document Control 
Branch (Document Control Desk). 30pp. 59124:332-59125:005. 

-9109170172 Proposed tech specs 4.6.2.3 re containment cooling sys. 

* Wolf Creek Nuclear Operating Corp. 91/09/11. 5pp. 59125:001-59125:005. 

9109230184 Forwards amend 49 to license NPF-42 & safety evaluation. Amend 
changes tech spec sections 4.4.9.3.2,4.5.2.d & associated bases to delete surveil¬ 
lance testing requirements re ACI feature. 

RECKLEY.W.D. Project Directorate IV-2. 91/09/12. WITHERS.B.D. Wolf Creek Nucle¬ 
ar Operating Corp. 2pp. 59168:025-59168:040. 

—9108230188 Amend 49 to license NPF-42,revising Tech Specs 4.4.Q.3.2 & 
4.5.2.d,deleting surveillance testing requirements re autoclosure interlock feature for 
RHR suction isolation valve®. 

BLACK,S.C. Project Directorate IV-2. 91/09/12. 9pp. 59168:027-59168:035. 

—9109230191 Safety evaluation supporting amend 49 to license NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 5PP. 
59168:036-59168:040. 

9109240002 Advises that 910830 changes to facility QA program description,meets re¬ 
quirements of lOCFR50,app B & acceptable. 

BEACHAB. Region 4 (Post 820201). 91/09/13. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp- 3pp. 59182:119-59182:124. 

—9109240005 Documents util conclusion that attached proposed changes to facility 
operational QA program do not involve reduction in commitments. 

RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/08/30. MARTIN,R.D. Region 4 
(Post 820201). 3pp. 59182:122-59182:124. 

9109190282 Forwards Wolf Creek Generating Station Cycle 6 radial peaking factor limit 
rept,per Tech Spec 6.9.1.9. 

BAILEY.JA Wolf Creek Nuclear Operating Corp. 91/09/16. Document Control Branch 
(Document Control Desk). 3pp. 59165:271-59165:273. 

9109250286 Responds to request for addl info re application for amend to License NPF- 
42,revising TS Tables 2.2-1,4.3-1 & associated bases to accommodate replacement of 
existing RCS RTD bypass sys w/RTD thermowell sys.EncI withheld. 

RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/09/20. Document Control 
Branch (Document Control Desk). 2pp. 59208:168-59208:169. 


Q. Inspection reports, IE Bulletins 6k correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio- 
graphers ,r Svc list ond 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030184 Forwards results of insp of hafnium control rods.Amend to Tech Specs 
issued to allow use of silver-indium-cadmium control rods.hafnium control rods or mix¬ 
ture of both. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 91/08/26. Document Control 
Branch (Document Control Desk). 3pp. 58952:312-58952:314. 

9109040062 Forwards fuel integrity & reactor subcriticality insp rept 50-482/91-21 on 
910812-16.No violations or deviations noted. 

COLLINS.SJ. Region 4 (Post 820201). 91/08/28. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp- 3pp. 58935:246-58935:269. 

-9109040063 Insp rept 50-482/91-21 on 910812-16.No violations or deviations 
noted. Major areas inspected: licensee in-core,fuel loading & fuel storage 
configurations,fuel handling,core component performance & outage work controls. 
SEIDLE.W.C. Region 4 (Post 820201). 91/08/23. 3pp. 58935:249-58935:269. 

9109040162 Forwards insp rept 50-482/91-16 on 910708-12 & notice of violation. 
COLLINS.SJ. Region 4 (Post 820201). 91/08/28. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 58036:129-58936:143. 

-9109040180 Notice of violation from insp on 910708-12.Violation noted:changes made 
to emergency classification scheme assigned significantly lower classification than re¬ 
quired for conditions involving explosion in vital area. 

* Region 4 (Post 820201). 91708/28. Ip. 58936:133-58936:133. 

-9109040177 Insp rept 50-482/91-16 on 910708-12.Violation noted. Major areas 
inspecteffcoperational status of emergency preparedness program,including changes 
to EPIPs,review of emergency facilities,equipment & organization & mat control. 
MURRAY,B. Region 4 (Post 820201). 91/08/19.10pp. 58936:134-58936:143. 

9109040179 Forwards insp rept 50-482/91-18 on 910627-0806 & notice of violation. 
COLLINS.SJ. Region 4 (Post 820201). 91/08/28. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp- 3pp. 58936:197-58936:220. 

-0109040194 Notice of violation from insp on 910827-0806.Violation noted:RHR pump 
discharge pressure transmitter isolation valve EJ-V016 & pump suction pressure indi¬ 
cator isolation valve EJ-V012 confirmed to be in closed position. 

* Region 4 (Post 820201). 91/08/28. Ip. 58936:200-58936:200. 

-9109040202 Insp rept 50-482/91-18 on 910627-0806.Violations noted. Major areas 
inspected:p!ant status.operational safety verification,surveillance observations & 
monthly maint observations. 

HOWELLAT. Region 4 (Post 820201). 91/08/27. 20pp. 58936:201-58936:220. 
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9109040069 Forwards insp rapt 50-482/91-15 on 910708-12.No violations noted. 
COLLINS,S.J. Region 4 (Post 820201). 91/08/29. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 58935:271-58935:298. 

—9109040077 Insp rept 50-482/91-15 on 910708-12.No violations noted. Major areas 
inspected:routine announced insp of water chemistry & radiochemistry programs in- 
dudirKj water chemistry & radiochemistry confirmatory measurements. 

MURRAY,B. Region 4 (Post 820201). 91/08/27. 25pp. 58935:274-58935:298. 

9109040080 Responds to NRC 910730 Itr re violations noted in Insp Rept 50-482/91- 
13.Corrective actions:operator verified that valve AL-V063 in open position & proce¬ 
dure re operability of fire detection instruments revised on 910731. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 91/08/29. Document Control 
Branch (Document Control Desk). 8pp. 58996:325-58996:332. 

9109160116 Forwards Insp Rept 50-482/91-17 on 910722-26.No violations or devi¬ 
ations noted. 

BEACH,A.B. Region 4 (Post 820201). 91/09/09. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 59114:221-59114:236. 

-9109160118 Insp Rept 50-482/91-17 on 910722-26.No violations or deviations 
noted.Major areas inspected:implementation of Generic Ltr 89-13 re svc water sys 
problems affecting safety-related equipment 

BARNES,I. Region 4 (Post 820201). 91 /09/05. 13pp. 59114:224-59114:236. 

9109180038 Ack receipt of 910730 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-482/88-27. 

BEACH.A.B. Region 4 (Post 820201). 91/09/11. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 59117:062-59117:066. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109230230 Forwards operational safety team insp rept 50-482/91-202 on 910714- 
0802.No violations noted. 

BOGER,B.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 
WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 5pp. 59191:060-59191:107. 

-9109230238 Insp rept 50-482/91-202 on 910714-0802.No violations noted. Major 
areas in$pected:operattons,maint,surveillance testing, engineering,mgt 
oversight,training.health physics,safety review & quality programs. 

WILCOX,J.D., GRAMM,R.A., IMBRO.fc.V. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). 91/09/11. 43pp. 59191:065-59191:107. 

9109270168 Forwards operational safety team insp rept 50-482/91-202 on 910714- 
0802.Several deficiencies identified & concern raised re failure to adhere to TS 3.0.3 
& incomplete surveillance test matrix. 

BOGER.B.A. Region 4 (Post 820201). 91/09/16. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 59226:027-59226:073. 

-9109270174 Operational safety team insp rept 50-482/91-202 on 910714-0802.Defi¬ 
ciencies & concerns identified.Major areas inspected:operations,maint,surveillance 
testing.engineering, mgt oversight,training & health physics. 

WILCOX,J.D., GRAMM,R.A., IMBRO.E.V. Region 4 (Post 820201). 91/09/11. 42pp. 
59226:031-59226:073. 

9109240158 Confirms arrangements made between L Yandell & H Chernoff during 
910912 telcon for 911001 mgt meeting to be held in Region IV ofc to discuss emer¬ 
gency preparedness findings identified in insp rept 50-482/91-16.Proposed agenda 
end. 

BEACH,A.B. Region 4 (Post 820201). 91/09/19. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 59182:350-59182:353. 

9109240191 Forwards insp rept 50-482/91-19 on 910805-09.No violations or deviations 
noted.Facility personnel demonstrated preparedness to protect health & safety of 
public.Weaknesses involved manual transmission & tracking of critical data. 
GWYNN.T.P., BEACH,A.B. Region 4 (Post 820201). 91/09/19. Wolf Creek Nuclear 
Operating Corp. 3pp. 59183:050-59183:065. 

-9109240194 Insp rept 50-482/91-19 on 910805-09.No violations noted. Major areas 
inspected:emergency plan & implementing procedures,control room,technical support 
ctr,operational support ctr & emergency operations fadlity. 

MURRAY,B. Region 4 (Post 820201). 91/09/06.13pp. 59183:053-59183:065. 


R. Periodic operating reports 8 related correspondence 

9109030181 Forwards “Wolf Creek Generating Station Semiannual Radioactive Effluent 
Release Rept l3,Jan-June 1991" 8 Rev 7 to “ODCM.” 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/08/27. Document Control Branch 
(Document Control Desk). Ip. 58953:131-58953:358. 

-9109030183 "Wolf Creek Generating Station Semiannual Radioactive Effluent Release 
Rept 13,Jan-June 1991." 

WILLIAMS,M.G. Wolf Creek Nuclear Operating Corp. 91/06/30. 26pp. 58953:132- 
58953:157. 

-9109030188 Rev 7 to “Wolf Creek Generating Station ODCM." 

* Wolf Creek Nuclear Operating Corp. 91/03/21. 200pp. 58953:158-58953:358. 

9109160340 Monthly operating rept for Aug 1991 for Wolf Creek Generating Station Unit 
1.W/910912 Itr. 

WILUAMS.M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/08/31. 7pp. 
59119:077-59119:083. 


8. Reportable occurrences, LERs 8 related correspondence 

9109030273 LER 90-027-00:on 910730,discovered that STS ML-001 had not been per¬ 
formed within required time frame during refueling IV.Caused by lack of administrative 
controls.Data base review conducted.W/910827 ftr. 

WILLIAMS,M.G., BAIUEY.J.A. Wolf Creek Nuclear Operating Corp. 91/08/27. 5pp. 
58981:169-58981:173. 


9109040075 LER 91-012-00:from 910730-31,4 h comparison of control rod demand po¬ 
sition to digital position indication not performed.Caused by personnel overlooking four 
failed pulse counter cards on 910718.Personnel counseled.W/910829 Itr. 
WILUAMS.M.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/08/29. 6pp. 
59009:012-59009:017. 

9109190287 Special Rept 91-003:on 910819,invalid failure of EDG “B”. Caused by unit 
parallel relay.Hermetically sealed relay being evaluated as means to prevent similar 
failures of relay. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/09/16. Document Control Branch 
(Document Control Desk). 3pp. 59165:301-59165:303. 

9109250056 LER 91-013-00:on 910821 .inoperability of certain safety related equipment 
occurred due to potential of fault in non-safety related circuit propragating.Cause 
unknown.Addl insp of conduit & cable performed.W/910919 Itr. 

WILLIAMS,M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/09/19. 5pp. 
59212:037-59212:041. 

9109300011 PNO-IV-91 -028:on 910923,loss of power to 13.8 kv nonemergency 
bus,PA01 occurred.Loss of power resulted in two RCPs tripping & loss of circulating 
water pump & svc air to spent fuel pool.SFP water level & cooling restored. 

JONES,W.B. Region 4 (Post 820201). 91/09/24. 3pp. 59225:033-59225:035. 


V. Operator Examinations 

9109190257 Notifies NRC of change in status of licensed operator at facility.per 
10CFR50.74.Attachment to Itr provides change in status of licensed operators since 
ref transmitted. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/09/16. Document Control Branch 
(Document Control Desk). 2pp. 59165:292-59165:293. 
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F. Security, medical, emergency & fire protection plans 


9109180046 Rev 7 to EPIP EIP-ZZ-C0020, "Callout of Emergency Operations Facility 
(EOF) Emergency Organization.” 

CRAWFORD,S.J. Union Electric Co. 91/08/07. 10pp. 59136:304-59136:313. 

9109050154 Rev 8 to EPIP EIP-ZZ-PR010, “Callout of Emergency Public Info Organiza¬ 
tion." 

SUDNAK.P., BLOSSER.J. Union Electric Co. 91/08/22. 9pp. 59030:281-59030:289. 

9109110023 Advises of emergency response data sys meeting on 911008-09 in Region 
III ofc to assist licensees to efficiently conduct site visits dunng which site specific im¬ 
plementation issues can be discussed.Summary of each day agenda & topics end. 
NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. SCHNELL.D.F. Union Electric Co. 
4pp. 59053:196-59053:199. 

9109110150 Rev 14 to “Radiological Emergency Response Plan.” W/910830 Itr. 
SCHNELL.D.F. Union Electric Co. 91/08/30. 385pp. 59093:019-59094:042. 

9109260096 Temporary Change Notice 91-0531 to Rev 0 to EIP-ZZ-03010, "Chemical 
Emergency Response Plan Implementing Procedure," reflecting addition of distribution 
list to Chemical Release Notification Form,CA-#806. 

HARVEY,S.P. Union Electric Co. 91/09/13. 3pp. 59217:243-59217:245. 

9109260056 Temporary Change Notice 91-0544 to Rev 0 to EPIP EIP-ZZ-03010, 
"Chemical Emergency Response Plan Implementing Procedure." 

HARVEY,S.P. Union Electric Co. 91/09/19. 3pp. 59215:351-59215:353. 

9109270087 Forwards safey insp rept 50-483/91-16 on 910711-0915.No violations 
noted. 

KNOP.R.C. Region 3 (Post 820201). 91/09/23. SCHNELL.D.F. Union Electric Co. 2pp. 
59216:329-59216:343. 

-9109270089 Safey insp rept 50-483/91-16 on 910711-0915.No violations noted.Major 
areas inspected:plant operation,engineered safety features walkdown.onsite followup 
of events.maint/ surveillance & 10CFR21 insp. 

HAGUE,R.L. Region 3 (Post 820201). 91/09/20. 13pp. 59216:331-59216:343. 


P. Operating license stage documents & correspondence 

9109050006 Forwards environ assessment & finding of no significant 
impact.Assessment regards item 3 of 910315 request for partial exemption from re¬ 
quirements of section m.A.5.(b) App J.10CFR50. 

LYNCH,M.D. Project Directorate 111-3. 91/08/23. SCHNELL.D.F. Union Electric Co. 
2pp. 58994:020-58994:025. 

—9109050010 Environ assessment & finding of no significant impact. Proposed action 
would grant partial exemption from requirement in section III.A.5.(b) of App J to 
10CFR50. Commission will not prepare ElS for proposed exemption. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/08/23. 4pp. 58994:022-58994:025. 

9109090057 Forwards environ assessment & finding of no significant impact re request 
for partial exemption from section III.D.I.(a) of app J to 10CFR50. 

LYNCH,M.D. Project Directorate 111-3. 91/08/28. SCHNELL.D.F. Union Electric Co. 
2pp. 59040:165-59040:170. 

-9109090086 Environ assessment & finding of no significant impact re request for par¬ 
tial exemption from requirements of section III.D.I.(a) of app J to 10CFR50. 

HANNON,J.N. Project Directorate 111-3. 91/08/28. 4pp. 59040:167-59040:170. 

9109040260 Advises of implementation of Amend 61 to License NPF-30, changing Tech 
Specs to add action statement covering situations where more than one digital rod 
position indicator per bank inoperable,effective 910227. 

PASSWATER.A.C. Union Electric Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 58954:056-58954:057. 
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9109120196 Summary of 910808 meeting in Rockville,MD w/util to discuss rept,dtd 
910628,re proposal to use rod swap methodology in determining reactivity worths of 
control rod banks & shutdown banks prior to startup after each refueling outage. 
LYNCH,M.D. Project Directorate 111-3. 91/09/05. Project Directorate 111-3. 23pp. 
59100:296-59100:316. 

9109120214 Responds to Generic Ltr 91-06, “Resolution of Generic Issue A-40, ’Ade¬ 
quacy of Safety-Related DC Power Supplies,’ per 10CFR50.54(f).” 

SCHNELLD.F. Union Electric Co. 91/09/06. Document Control, Branch (Document 
Control Desk). 7pp. 59305:057-59305:063. 

9109160087 Review of 910822 submittal,re addl info on 910611 submittal of QA pro¬ 
gram description,completed.Review finds that program meets 10CFR50 App B. 
WRIGHT,G.C. Region 3 (Post 820201). 91/09/09. SCHNELL.D.F. Union Electric Co. 
2pp. 59098:067-59098:068. 

9109230190 Forwards amend 62 to license NPF-30 & safety evaluation. Amend revises 
TS 4.6.1.1.a re reactor primary containment integrity. 

LYNCH,M.D. Project Directorate 111-3. 91/09/11. SCHNELL.D.F. Union Electric Co. 
3pp. 59191:052-59191:059. 

-9109230199 Amend 62 to license NPF-30 revising TS 4.6.1.1.a re reactor primary con¬ 
tainment integrity. 

LYNCH,M.D. Project Directorate 111-3. 91/09/11. 3pp. 59191:055-59191:057. 

-9109230201 Safety evaluation supporting amend 62 to license NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/11. 2pp. 
59191:058-59191:059. 

9109170136 Provides addl info requested during 910808 meeting & 0813 telcon re util 
rept concerning control bank reactivity worth determination using rod swap technique. 
SCHNELLD.F. Union Electric Co. 91/09/12. Document Control Branch (Document 
Control Desk). 9pp. 59120:141-59120:149. 


Q. Inspection reports, IE Bulletins & correspondence 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040352 Confirms that all actions & analyses required to satisfy requirements of 
NRC Bulletin 88-011, “Pressurizer Surge Une Thermal Stratification” completed. 
SCHNELLD.F. Union Electric Co. 91/08/29.'Document Control Branch (Document 
Control Desk). 2pp. 58998:204-58998:205. 

9109090165 Responds to NRC 910806 ltr re violations noted in insp rept 50-483/91-13 
on 910516-0710.Corrective actionsrprocedure developed to include guidance for veri¬ 
fying throttle position for valves. 

SCHNELL.D.F. Union Eledric Co. 91/08/30. Document Control Branch (Document 
Control Desk). 4pp. 59041:211-59041:215. 

9109050285 AUXILIARY FEEDWATER SYSTEM RISK-BASED INSPECTION GUIDE 
FOR THE CALLAWAY NUCLEAR POWER PLANT. 

MOFFITT.N.E., GORE.B.F., VO.T.V. Battelle Memorial Institute, Padfic Northwest Lab¬ 
oratory. FIN L-1310. NUREG/CR-5763. 91/08/31. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). 34pp. 58988:300-58988:335. 

9109100210 Responds to NRC 910608 ltr re an open item in Insp Rept 50-483/91- 
15.Corrective actions:currently identifying & cross-referencing plant specific values 
used in emergency operating procedures to basis documents. 

SCHNELLD.F. Union Electric Co. 91/09/03. MILLER,H.J. Region 3 (Post 820201). Ip. 
59083:081-59083:081. 

9109240309 Advises that review of unresolved item addressed in insp rept 50-483/91- 
11 dtd 910517 completed.Concludes that date time of departure of spent fuel ship¬ 
ments do not comprise schedules of shipments & not safeguards info. 

GREGER.LR. Region 3 (Post 820201). 91/09/09. SCHNELLD.F. Union Electric Co. 
2pp. 59184:261-59184:262. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109270095 Forwards requalification exam 50-483/OL-91-02 for wk of 910826 for 
SROs & ROs. 

WRIGHT,G.C. Region 3 (Post 820201). 91/09/18. SCHNELLD.F. Union Electric Co. 
2pp. 59216:344-59216:355. 

—9109270108 Requalification exam rept 50-483/OL-91-02 on 910826.Exam results:six 
ROs & nine SROs passed written/operating exam. One SRO passed written exam.but 
failed job performance measures portion of operating exam. 

BAILEY,R.M., BURDICK,T. Region 3 (Post 820201). 91/09/13. 10pp. 59216:346- 
59216:355. 

9109270087 Forwards safey insp rept 50-483/91-16 on 910711-0915.No violations 
noted. 

KNOP.R.C. Region 3 (Post 820201). 91/09/23. SCHNELLD.F. Union Electric Co. 2pp. 
59216:329-59216:343. 

-9109270089 Safey insp rept 50-483/91-16 on 910711-0915.No violations noted.Major 
areas inspected:plant operation,engineered safety features walkdown,onsite followup 
of events,maint/ surveillance & 10CFR21 insp. 

HAGUE,R.L. Region 3 (Post 820201). 91/09/20. 13pp. 59216:331-59216:343. 


R. Periodic operating reports & related correspondence 


9109050284 “Callaway Plant Semiannual Radioactive Effluent Release Rept Jan-June 
1991.” W/910828 ltr. 

SCHNELLD.F. Union Electric Co. 91/06/30.196pp. 59028:001-59028:215. 

9109190141 Monthly operating rept for Aug 1991 for Callaway Plant,Unit 1.W/910906 
ltr. 

MCCANN,R.J., BLOSSER.J.D. Union Electric Co. 91/08/31. 7pp. 59165:294- 
59165:300. 


S. Reportable occurrences, LERs & related correspondence 


9109170187 LER 91-001-02:on 901119,tech spec 4.0.4 violated during power ascen¬ 
sions following refuels 2,3 & 4.Engineering personnel failed to confirm accuracy of 
scaling change.Power ascension testing procedures will be revised.W/910912 ltr. 
PASSWATER.A.C., BLOSSER.J.D. Union Electric Co. 91/09/12. 7pp. 59157:114- 
59157:120. 


9109180109 Special repton 910814,valid diesel generator failure occurred during 1 h 
load test due to component failure. Failed governor sent to vendor for evaluation. 
BLOSSER.J.D. Union Electric Co. 91/09/12. Document Control Branch (Document 
Control Desk). 4pp. 59139:302-59139:305. 

9109300097 Special Rept 91-O3:on 910820,determined that loose-part detection sys 
channel inoperable for more than 30 days. Caused by problems w/sensor mounting & 
associated sensor cabling.Corrective actions to be determined. 

BLOSSER.J.D. Union Electric Co. 91/09/19. Document Control Branch (Document 
Control Desk). 3pp. 59245:190-59245:192. 

9109300160 LER 91-004-00:on 910823,SG low-low level trip time delay design oversight 
resulted in entry into tech spec 3.0.3. Caused by inadequately communicated decision 
to modify design of containment environ.W/910923 ltr. 

BOBNAR.W.B., BLOSSER.J.D. Union Electric Co. 91/09/23. 7pp. 59263:095- 
59263:101. 


V. Operator Examinations 


9109270095 Forwards requalification exam 50-483/OL-91-02 for wk of 910826 for 
SROs & ROs. 

WRIGHT,G.C. Region 3 (Post 820201). 91/09/18. SCHNELL.D.F. Union Electric Co. 
2pp. 59216:344-59216:355. 

-9109270108 Requalification exam rept 50-483/OL-91-02 on 910826.Exam results:six 
ROs & nine SROs passed written/operating exam. One SRO passed written exam.but 
failed job performance measures portion of operating exam. 

BAILEY,R.M., BURDICK,T. Region 3 (Post 820201). 91/09/13. 10pp. 59216:346- 
59216:355. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9109120071 Forwards objectives for 910821 graded emergency preparedness exercise. 
JUMP.W.J. Houston Lighting & Power Co. 91/04/26. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 59104:076-59104:083. 

9108290069 Forwards draft criteria for determining alarm sys NUISANCE alarm rate/ 
false alarm posting requirements.Requests response to comments re new methods 
for computing NAR/FAR. Methodology not consistent w/intent of reg guide 5.44. 
DICK.G.F. Project Directorate IV-2. 91 /08/20. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 58934:198-58934:200. 

9109050090 Forwards response to NRC 910731 ltr re violations noted in Insp Repts 50- 
498/91-17 & 50-499/91-17 on inadequate access control of personnel & 
packages.Response withheld. 

KINSLEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 3pp. 59030:335-59030:337. 

9109050324 Forwards Rev 12 to “Emergency Plan," revised emergency response 
procedures, Book 1-4 & list of procedures to be discarded. 

JUMP.W.J. Houston Lighting & Power Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59035:001-59039:313. 

-9109050334 Rev 12 to “Emergency Plan.” 

* Houston Lighting & Power Co. 91/08/30. 400pp. 59035:004-59036:161. 

-9109050348 Revised emergency response procedures,including Rev 0 to 0ERPO1-ZV- 
IN01-0ERP01 -ZV-IN08,Rev 0 to OERP01-2V-SH01- 0ERP01-ZV-SH04,Rev 0 to 
0ERP01-ZV-TS01-0ERP01-ZV-TS12 & Rev 0 to 0ERP01-ZV-EF01-0ERP01-ZV-EF12. 

* Houston Lighting & Power Co. 91/08/30.1,500pp. 59037:001-59039:313. 

9109100354 Revised EPIPs,including field change 91-0966 to rev 0 to OERP01-ZV- 
INOI.rev 0 to OERP01-ZV-IN03 & rev 0 to OERP01 -ZV-IN06.W/910905 ltr. 

JUMP.W.J. Houston Lighting & Power Co. 91/09/05. 20pp. 59074:332-59074:351. 

9109250231 Revised EPIPs.including Field Change (FC) FC 91-0967 to Rev 6 of 
OEPP02-ZA-0020 & FC 91-0969 to Rev 2 of OEPP02-ZA-024. W/910912 ltr. 
JUMP.W.J. Houston Lighting & Power Co. 91/09/12.38pp. 59208:245-59208:282. 

9109300115 Requests schedular exemption from requirements of 10CFR50.54(t) in 
order to postpone 1991 audit of emergency preparedness program 3 months beyond 
current schedule of Sept 1991 .Justification for postponement listed. 

JUMP.W.J. Houston Lighting & Power Co. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59245:187-59245:189. 
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I. Financial Information 


9109110277 Forwards “Central Power & Light Co Annual Rept,1990," "City Public Svc 
1990-91 Annual Rept” & “1990 Annual Rept,Houston Industries,Inc." “City of 
Austin,TX Comprehensive Annual Financial Rept," also end. 

JUMP.WJ. Houston Lighting & Power Co. 91/09/05. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59102:111-59103:295. 

-9109110282 "Central Power & Light Co Annual Rept,1990.” 

CAREY,R.R. Central Power & Light Co. 90/12/31. 44pp. 59102:113-59102:156. 

-9109110287 “City Public Svc 1990-91 Annual Rept." 

LEGAN.P., VON ROSENBERG San Antonio, TX. 91/12/31. 9pp. 59102:157- 
59102:187. 

-9109110290 “1990 Annual Rept,Houston Industries Inc.” 

* Houston Lighting & Power Co. 90/12/31.172pp. 59102:188-59103:295. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8903230418 Discusses Tech Spec changes per Generic Ltr 87-09.Licensee interpreta¬ 
tion of TS 3.0.4 on Containment Pressure-High-1 & compensated steam line pressure- 
low channels for ESFAS instrumentation not acceptable. 

BUTCHER,E.J. Technical Specifications Branch. 89/03/14. NEWBERRY,S. Instrumen¬ 
tation & Control Systems Branch (870411-890826). 4pp. 59135:174-59135:176. 

9108290069 Forwards draft criteria for determining alarm sys NUISANCE alarm rate/ 
false alarm posting requirements. Requests response to comments re new methods 
for computing NAR/FAR. Methodology not consistent w/intent of reg guide 5.44. 
DICK.G.F. Project Directorate IV-2. 91/08/20. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 58934:198-58934:200. 

9109030170 Forwards amends 25 & 15 to licenses NPF-76 & NPF-80 & safety 
evaluation.Amends modify action statement 31 so that neither monitor operability,nor 
acquiring & analyzing grab samples required for duration of ILRT. 

DICK.G.F. Project Directorate IV-2. 91/08/26. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 58951:118-58951:128. 

-9109030172 Amends 25 & 15 to licenses NPF-76 & NPF-80,respectively, changing TS 
by modifying action statement 31 so that neither monitor operability,nor acquiring & 
analyzing grab samples required for duration of ILRT. 

DICK.G.F. Project Directorate IV-2. 91/08/26. 7pp. 58951:121-58951:126. 

-9109030174 Safety evaluation supporting amends 25 & 15 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2pp. 
58951:127-58951:128. 

9109030173 Forwards amends 26 & 16 to licenses NPF-76 & NPF-80 & safety 
evaluation.Amends change TS by revising surveillance 4.6.1.2 to allow use of mass 
point method as incorporated in ANSI/ANS-56.8-1987. 

DICK.G.F. Project Directorate IV-2 (900603-901215). 91/08/26. HALL.D.P. Hudson 
Ught & Power Dept. 2pp. 58944:349-58944:359. 

-9109030177 Amends 26 & 16 to licenses NPF-76 & NPF-80,respectively, changing 
tech specs by revising TS surveillance 4.6.1.2 to allow use of mass point method as 
incorporated in ANSI/ANS-56.8-1987. 

DICK.G.F. Project Directorate IV-2 (900603-901215). 91/08/26. 7pp. 58944:351- 
58944:357. 

-9109030182 Safety evaluation supporting amends 26 & 16 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2pp. 
58944:358-58944:359. 

9109030239 Forwards nonproprietary WCAP-13005 & proprietary WCAP-12942, "Safety 
Evaluation Supporting More Negative EOL Moderator Temp Coeffcient TS for South 
Texas Project Units 1 & 2." Proprietary WCAP-12942 withheld (ref 10CFR2.790). 
JUMP.WJ. Houston Lighting & Power Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59010:152-59010:208. 

-9109030243 Requests that proprietary WCAP-12942, “Safety Evaluation Supporting 
More Negative EOL Moderator temp Coefficient TS for South Texas Project Units 1 4 
2" be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. 91/06/27. MURLEY.T.E. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 59010:157-59010:167. 

-9109030247 Nonproprietary “Safety Evaluation Supporting More Negative EOL Moder¬ 
ator Temp Coefficient TS for South Texas Project Units 1 & 2." 

SILVA,F.J., LOVE.D.S. Westinghouse Electric Corp. WCAP-13005. 91/06/30. 39pp. 
59010:168-59010:208. 

9109050242 Application for amends to Licenses NPF-76 & NPF-80,revising min vol re¬ 
quirement for Tech Spec 3.7.1.3, “Auxiliary Feedwater Storage Tank,” from 518,000 
to 485,000 gallons. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/26. Document Control Branch 
(Document Control Desk). 12pp. 59029:315-59029:331. 

-9109050250 Proposed Tech Spec 3.7.1.3, “Auxiliary Feedwater Storage Tank," chang¬ 
ing min vol requirement from 518,000 to 485,000 gallons. 

* Houston Lighting & Power Co. 91/08/26. 5pp. 59029:327-59029:331. 

9109040495 Application for amend to Licenses NPF-76 & NPF-80,revising Tech Spec 
3.3.3.7 re chemical detection sys. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 9pp. 59003:058-59003:067. 

-9109040497 Proposed Tech Specs 3.3.3.7 re chemical detection sys. 

* Houston Ughting & Power Co. 91/08/30. Ip. 59003:067-59003:067. 


9109050014 Application for amends to Licenses NPF-76 & NPF-80,changing Tech 
Specs to permit relaxation of end-of-life moderator temp coefficient limit in core oper¬ 
ating limits rept,based on Westinghouse methodology in WCAP-12942. 

KINsEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 11pp. 58999:183-58999:203. 

-9109050017 Proposed Tech Specs 3/4.2.1 re axial flux difference & 3/4.2.4 re quad¬ 
rant power tilt ratio. 

* Houston Lighting & Power Co. 91/08/30. 10pp. 58999:194-58999:203. 

9109050259 A REVIEW OF THE SOUTH TEXAS PROJECT PROBABILISTIC SAFETY 
ANALYSIS FOR ACCIDENT FREQUENCY ESTIMATES AND CONTAINMENT BIN¬ 
NING. . 

WHEELER,T.A., LAMBRIGHT.J.A. Sandia National Laboratories. DARBY,J.L Science 
& Engineering Associates, Inc. FIN L-1211. NUREG/CR-5606. 91/08/31. Division of 
Systems Research (Post 880717). 350pp. 58989:281-58990:265. 

9109110041 Forwards final SALP rept for facility units 1 & 2 for period 900201 • 
910531. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/06. HALL.D.P. Houston Ughting & 
Power Co. 5pp. 59053:206-59053:265. 

9109230176 Forwards amends 27 & 17 to licenses NPF-76 & NPF-80 & safety 
evaluation.Amends revise TS by relocating several cycle- specific core operating limits 
from TS to core operating limit repts. 

DICK.G.F. Project Directorate IV-2. 91/09/09. HALL.D.P. Houston Ughting & Power 
Co. 2pp. 59191:176-59191:222. 

-9109230182 Amends 27 & 17 to licenses NPF-76 & NPF-80,respectively, revising TS 
by relocating several cycle-specific core operating limits from TS to core operating 
limits repts. 

BLACK,S.C. Project Directorate IV-2. 91/09/09. 41pp. 59191:178-59191:218. 

-9109230183 Safety evaluation supporting amends 27 & 17 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 4pp. 
59191:219-59191:222. 


9109180035 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi¬ 
ation Safety & Safeguards,S Collins becomes Director.Div of Reactor Safety & AB 
Beach becomes Director, Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. HALL.D.P. Houston Ughting & 
Power Co. 2pp. 59117:060-59117:061. 

9109200251 Forwards notice of consideration of issuance of amends to Licenses NPF- 
76 & NPF-80,replacing TS 3/4.6.2.2, "Spray Additive Sys" w/new spec entitled, “Re¬ 
circulation Fluid pH Control Sys." 

DICK.G.F. Project Directorate IV-2. 91/09/17. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 59156:163-59156:174. 

-9109200253 Notice of consideration of issuance of amends to Licenses NPF-76 & 
NPF-80 & proposed NSHC determination & opportunity for hearing re replacement of 
TS 3/4.6.2.2 re spray additive sys w/new spec re recirculation fluid pH control sys. 
DICK.G.F. Project Directorate IV-2. 91/09/17. 7pp. 59156:165-59156:174. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030158 Responds to violations & imposition of civil penalty (EA-91-074) in amount 
of $75,000.Corrective actions:Unit 2 disconnect switches closed & closure of Unit 1 
switches verified & end-to-end testing will be reconfirmed. 

HALL.D.P. Houston Lighting & Power Co. 91/08/23. LIEBERMAN.J. Ofc of Enforce¬ 
ment (Post 870413). 7pp. 58951:279-58951:285. 

9109040506 Responds to SALP Repts 50-498/91-99 & 50-499/91-99 for Feb 1990 to 
Mar 1991. 

HALL.D.P. Houston Lighting & Power Co. 91/08/29. MARTIN,R.D. Region 4 (Post 
820201). 3pp. 59003:068-59003:070. 

9109050090 Forwards response to NRC 910731 ltr re violations noted in Insp Repts 50- 
498/91-17 & 50-499/91-17 on inadequate access control of personnel & 
packages.Response withheld. 

KINSLEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 3pp. 59030:335-59030:337. 

9109100203 Responds to NRC Inspector Follow-up Item 498/9104-01 re inservice insp 
program for steam generator tubes. 

JUMP.WJ. Houston Lighting & Power Co. 91/09/04. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59087:158-59087:160. 

9109200068 Notification of contract execution,mod I.Task Order 11, “Nuclear Power 
Reactor Operations,Mods & Maint Insp Svcs." Contractor Parameter,Inc. 

DUBOSE,BJ. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. 91/09/12. SWINCK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59156:240- 
59156:243. 



152 DOCKETED ITEMS 


-tlOttOOMS Ur Contract NRC-03-89-027,accepting facility offer to deobllgate $136.56 
in excess funds under Task Order 11, “Balance of Plant Insp - South Texas 1 & 2 
Protect" 

SCuTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. 91/09/12. 
LOFY.R.A. PARAMETER, Inc. Ip. 59156:241-59156:241. 

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250138 Ack receipt of 910830 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/91-17 & 50-499/91-17. 

BEACHAB. Region 4 (Post 820201). 91/09/18. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 59247:123-59247:125. 


R. Periodic operating reports & related correspondence 

9109040433 "Semiannual Radioactive Effluent Release Rept for South Texas Project 
Electric Generating Station Unit 1 & 2 for Jan-June 1991." W/910830 Itr. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/30. 208pp. 59008:110-59008:321. 

9109040488 Forwards semiannual fitness for duty program performance rept for Jan- 
June 1991. 

JUMP.W.L Houston Lighting & Power Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59003:049-59003:053. 

9109170250 Monthly operating repts for Aug 1991 for South Texas Project Electric Gen¬ 
erating Station.W/910913 Itr. 

KENTAP., JUMP.WJ. Houston Lighting & Power Co. 91/08/31. 14pp. 59121:101- 
59121:114. 


S. Reportable occurrences, LERs 6 related correspondence 

9109260209 LER 91-014-01:on 910420,erratic containment extended range pressure 
channel outputChannel failed due to bad control card.Channel calibrated & returned 
to svc & control card replaced.W/910920 Itr. 

AYALA,C., JUMP.WJ. Houston Lighting & Power Co. 91/09/20. 6pp. 59252:054- 
59252:059. 


V. Operator Examinations 

9109120259 Notification of contract execution,awarding task order 119 to, “Technical 
Assistance to Support Licensing Activities." ContractorSonatysts, Inc. 

HUGHES,A- Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/08/30. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 59100:327- 
59100:331. 

-9109120263 Ltr contract NRC-03-89-031 ,to task order 119, “Operator Licensing 
Exams.South Texas Project NPPto ‘Technical Assistance to Support Licensing Ac¬ 
tivities." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 91/08/ 
27. PETERSEN.LR. Sonalysts, Inc. 4pp. 59100:328-59100:331. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


F. Security, medical, emergency & Are protection plans 

9109120071 Forwards objectives for 910821 graded emergency preparedness exercise. 
JUMP.WJ. Houston Lighting & Power Co. 91/04/26. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 59104:076-59104:083. 

9108290069 Forwards draft criteria for determining alarm sys NUISANCE alarm rate/ 
false alarm posting requirements. Requests response to comments re new methods 
for computing NAR/FAR. Methodology not consistent w/intent of reg guide 5.44. 
DICK.G.F. Project Directorate IV-2. 91/08/20. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 58934:198-58934:200. 

9109050090 Forwards response to NRC 910731 Itr re violations noted in Insp Repts 50- 
498/91-17 & 50-499/91-17 on inadequate access control of personnel & 
packages.Response withheld. 

KINSLEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 3pp. 59030:335-59030:337. 

9109050324 Forwards Rev 12 to “Emergency Plan," revised emergency response 
procedures,Book 1-4 & list of procedures to be discarded. 

JUMP.WJ. Houston Lighting & Power Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59035:001-59039:313. 

-9109050334 Rev 12 to "Emergency Plan." 

* Houston Lighting & Power Co. 91/08/30. 400pp. 59035:004-59036:161. 

-9109050348 Revised emergency response procedures,including Rev 0 to 0ERP01-ZV- 
IN01-OERP01 -ZV-IN08,Rev 0 to 0ERP01-ZV-SH01- 0ERP01-ZV-SH04,Rev 0 to 
0ERP01-ZV-TS01-0ERP01-ZV-TS12 & Rev 0 to 0ERP01-ZV-EF01-0ERP01-ZV-EF12. 

• Houston Lighting & Power Co. 91/08/30.1,500pp. 59037:001-59039:313. 

9109100354 Revised EPIPs,including field change 91-0966 to rev 0 to OERP01-ZV- 
I N01,rev 0 to OERP01-ZV-IN03 & rev 0 to OERP01-ZV-IN06.W/910905 Itr. 

JUMP.W.J. Houston Lighting & Power Co. 91/09/05. 20pp. 59074:332-59074:351. 

9109250231 Revised EPIPs,including Field Change (FC) FC 91-0967 to Rev 6 of 
OEPP02-ZA-0020 & FC 91-0969 to Rev 2 of OEPP02-ZA-024. W/910912 Itr. 
JUMP.WJ. Houston Lighting & Power Co. 91/09/12. 38pp. 59208:245-59208:282. 

9109300115 Requests scheduler exemption from requirements of 10CFR50.54(t) in 
order to postpone 1991 audit of emergency preparedness program 3 months beyond 
current schedule of Sept 1991 Justification for postponement listed. 

JUMP.WJ. Houston Lighting & Power Co. 91/09/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59245:187-59245:189. 


!. Financial Information 

9109110277 Forwards "Central Power & Light Co Annual Rept,1990,” “City Public Svc 
1990-91 Annual Rept" & "1990 Annual Rept,Houston Industries,Inc.” "City of 
Austin,TX Comprehensive Annual Financial Rept," also end. 

JUMP.WJ. Houston Lighting & Power Co. 91/09/05. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 59102:111-59103:295. 

-9109110282 "Central Powers Light Co Annual Rept,1990.” 

CAREY,R.R. Central Power & Light Co. 90/12/31. 44pp. 59102:113-59102:156. 

-9109110287 "City Public Svc 1990-91 Annual Rept." 

LEGAN.P., VON ROSENBERG San Antonio, TX. 91/12/31. 9pp. 59102:157- 
59102:187. 

-9109110290 “1990 Annual Rept,Houston Industries Inc." 

* Houston Lighting & Power Co. 90/12/31.172pp. 59102:188-59103:295. 


P. Operating license stage documents & correspondence 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 
A. 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLI AMS,O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8903230418 Discusses Tech Spec changes per Generic Ltr 87-09.Licensee interpreta¬ 
tion of TS 3.0.4 on Containment Pressure-High-1 & compensated steam line pressure- 
low channels for ESFAS instrumentation not acceptable. 

BUTCHER,E.J. Technical Specifications Branch. 89/03/14. NEWBERRY,S. Instrumen¬ 
tation & Control Systems Branch (870411-890826). 4pp. 59135:174-59135:176. 

9109030170 Forwards amends 25 & 15 to licenses NPF-76 & NPF-80 & safety 
evaluation.Amends modify action statement 31 so that neither monitor operability, nor 
acquiring & analyzing grab samples required for duration of ILRT. 

DICK.G.F. Project Directorate IV-2. 91/08/26. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 58951:118-58951:128. 

^9109030172 Amends 25 & 15 to licenses NPF-76 & NPF-80,respectively, changing TS 
by modifying action statement 31 so that neither monitor operability,nor acquiring & 
analyzing grab samples required for duration of ILRT. 

DICK.G.F. Project Directorate IV-2. 91/08/26. 7pp. 58951:121-58951:126. 

-9109030174 Safety evaluation supporting amends 25 & 15 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2pp. 
58951:127-50951:128. 

9109030173 Forwards amends 26 & 16 to licenses NPF-76 & NPF-80 & safety 
evaluation.Amends change TS by revising surveillance 4.6.1.2 to allow use of mass 
point method as incorporated in ANSI/ANS-56.8-1987. 

DICK.G.F. Project Directorate IV-2 (900603-901215). 91/08/26. HALL.D.P. Hudson 
Light & Power Dept. 2pp. 58944:349-58944:359. 

-9109030177 Amends 26 & 16 to licenses NPF-76 & NPF-80,respectively, changing 
tech specs by revising TS surveillance 4.6.1.2 to allow use of mass point method as 
incorporated in ANSI/ANS-56.8-1987. 

DICK.G.F. Project Directorate IV-2 (900603-901215). 91/08/26. 7pp. 58944:351- 
58944:357. 

-9109030182 Safety evaluation supporting amends 26 & 16 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 2pp. 
58944:358-58944:359. 

9109030239 Forwards nonproprietary WCAP-13005 & proprietary WCAP-12942, "Safety 
Evaluation Supporting More Negative EOL Moderator Temp Coeffcient TS for South 
Texas Project Units 1 & 2." Proprietary WCAP-12942 withheld (ref 10CFR2.790). 
JUMP.WJ. Houston Lighting & Power Co. 91/08/26. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59010:152-59010:208. 

-9109030243 Requests that proprietary WCAP-12942, “Safety Evaluation Supporting 
More Negative EOL Moderator Temp Coefficient TS for South Texas Project Units 1 & 
2" be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. 91/06/27. MURLEY.T.E. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 59010:157-59010:167. 

-9109030247 Nonproprietary "Safety Evaluation Supporting More Negative EOL Moder¬ 
ator Temp Coefficient TS tor South Texas Project Units 1 & 2." 

SILVA,F.J., LOVE.D.S. Westinghouse Electric Corp. WCAP-13005. 91/06/30. 39pp. 
59010:168-59010:208. 

9109050242 Application for amends to Licenses NPF-76 & NPF-80,revising min vol re¬ 
quirement for Tech Spec 3.7.1.3, "Auxiliary Feedwater Storage Tank," from 518,000 
to 485,000 gallons. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/26. Document Control Branch 
(Document Control Desk). 12pp. 59029:315-59029:331. 

—9109050250 Proposed Tech Spec 3.7.1.3, "Auxiliary Feedwater Storage Tank," chang¬ 
ing min vol requirement from 518,000 to 485,000 gallons. 

* Houston Lighting & Power Co. 91/08/26. 5pp. 59029:327-59029:331. 

9109040495 Application for amend to Licenses NPF-76 & NPF-80,revising Tech Spec 
3.3.37 re chemical detection sys. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 9pp. 59003:058-59003:067. 

-9109040497 Proposed Tech Specs 3.3.37 re chemical detection ays. 

* Houston Lighting & Power Co. 91/08/30. Ip. 59003:067-59003:067. 

9109050014 Application for amends to Licenses NPF-76 & NPF-80,changing Tech 
Specs to permit relaxation of end-of-life moderator temp coefficient limit in core oper¬ 
ating limits rept,based on Westinghouse methodology in WCAP-12942. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 11pp. 58999:183-58999:203. 
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—9109060017 Proposed Teed Spec* 3/4.2.1 re axial flux difference & 3M.2.4 re quad- 

rant power tBt ratio. 

* Houston Lighting & Power Co. 91/06/30.10pp. 58999:194-58999:203. 

9109060289 A REVIEW OF THE SOUTH TEXAS PROJECT PROBABILISTIC SAFETY 
ANALYSIS FOR ACCIDENT FREQUENCY ESTIMATES AND CONTAINMENT BIN¬ 
NING. 

WHEELER,TA, LAMBRK3HT.JA Sands National Laboratories. DARBY.J.L Science 
& Engineering Associates, Inc. FIN L-1211. NUREG/CR-5606. 91/06/31. Division of 
Systems Research (Post 880717). 350pp. 56989:281-58990:265. 

9109110041 Forwards final SALP rept for facility units 1 & 2 for period 900201 - 
910531. 

MART1N.R.D. Region 4 (Post 820201). 91/09/06. HALL.D.P. Houston Lighting & 
Power Co. 5pp. 59053:206-59053:265. 

9109190198 Forwards SE which documents review of plant capped steam generator 
stub tube evaluation. 

DKXG.F. Project Directorate IV-2. 91/09/06. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 59134:299-59134:302. 

-9109180148 Safety evaluation supporting review of capped steam generator stub tube 
for plant 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 2pp. 
59134:301-59134:302. 

9109290178 Forwards amends 27 & 17 to licenses NPF-76 & NPF-80 & safety 
evaluationAnends revise TS by relocating several cycle- specific core operating limits 
from TS to core operating limit repts. 

DICK.G.F. Project Directorate IV-2. 91/09/09. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 59191:176-59191:222. 

-9109290182 Amends 27 & 17 to licenses NPF-76 & NPF-80,respectively, revising TS 
by relocating several cycle-specific core operating limits from TS to core operating 


BLACK,S.C. Project Directorate IV-2. 91/09/09. 41pp. 59191:178-59191:218. 

-9109290189 Safety evaluation supporting amends 27 & 17 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/09. 4pp. 
59191:219-59191:222. 

9109180095 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi¬ 
ation Safety & Safeguards, S Collins becomes Director, Div of Reactor Safety & AB 
Beach becomes Director, Div of Reactor Projects. 

MARTIN,R.D. Region 4 (Post 820201). 91/09/10. HALL.D.P. Houston Lighting & 
Power Co. 2pp. 59117:060-59117:061. 

9199200251 Forwards notice of consideration of issuance of amends to Licenses NPF- 
76 & NPF-80,repladng TS 3/4.6.2.2, “Spray Additive Sys" w/new spec entitled, “Re¬ 
circulation Fluid pH Control Sys.” 

DICK.G.F. Project Directorate IV-2. 91/09/17. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 59156:163-59156:174. 

-9109200253 Notice of consideration of issuance of amends to Licenses NPF-76 & 
NPF-80 & proposed NSHC determination & opportunity for hearini 
TS 3/4.8.2.2 re spray additive sys w/new spec r--- 


DICK.G.F. Project Directorate IV-2. 91/09/17. 7pp. 


lance or amenas io Licenses mrr-ro a 
opportunity for hearing re replacement of 
spec re recirculation fluid pH control sys. 
. 7pp. 59156:165-59156:174. 


Q. Inspection reports, IE Bulletins & < 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.“ 
Svc list end 

ROSSI,C.E. ‘Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.'* Svc list 
end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-58979:177. 

9109030158 Responds to violations & imposition of civil penalty (EA-91-074) in amount 
of $75,000.Corrective actions:Unit 2 disconnect switches closed & closure of Unit 1 
switches verified & end-to-end testing will be reconfirmed. 

HALL.D.P. Houston Lighting & Power Co. 91/08/23. LIEBERMAN.J. Ofc of Enforce¬ 
ment (Post 870413). 7pp. 58951:279-58951:285. 

9109040506 Responds to SALP Repts 50-498/91-99 & 50-499/91-99 for Feb 1990 to 
Mar 1991. 

HALL.D.P. Houston Lighting & Power Co. 91/08/29. MARTIN.R.D. Region 4 (Post 
820201). 3pp. 59003:068-59003:070. 


9109050090 Forwards response to NRC 910731 Itr re violations noted in Insp Repts 50- 
498/91-17 & 50-499/91-17 on inadequate access control of personnel & 


KINSLEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 3pp. 59030:335-59030:337. 


9109200068 Notification of contract execution,mod I.Task Order 11, “Nuclear Power 
Reactor Operations,Mods & Maint insp Svcs.” ContractonParameter.Inc. 

DUBOSE,BJ. Division of Contracts & Property Management (Post 890205). RN L- 
1342-0. 91/09/12. SWINCK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 59156:240- 
59156:243. 

-9109200083 Ltr Contract NRC-03-89-027,accepting facility offer to deobligate $136.58 
in excess funds under Task Order 11, “Balance of Plant Insp - South Texas 1 & 2 
Project" 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. 91/09/12. 
LOFY.R.A PARAMETER, Inc. Ip. 59156:241-59156:241. 


9109110058 NRC Info Notice 91-055, “Failures Caused by improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109250138 Ack receipt of 910830 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/91-17 & 50-499/91-17. 

BEACH AB. Region 4 (Post 820201). 91/09/18. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 59247:123-59247:125. 


R. Periodic operating reports & related correepondenoe 

9109040493 “Semiannual Radioactive Effluent Release Rept for South Texas Project 
Electric Generating Station Unit 1 & 2 for Jan-June 1991." W/910830 Itr. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/30. 206pp. 59008:110-59008:321. 

9109040488 Forwards semiannual fitness for duty program performance rept for Jan- 
June 1991. 

JUMP.W.L Houston Lighting & Power Co. 91/08/30. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 59003:049-50003:053. 

9109170250 Monthly operating repts for Aug 1991 for South Texas Project Electric Gen¬ 
erating Station.W/910913 Itr. 

KENTAP., JUMP.W.J. Houston Lighting & Power Co. 91/08/31. 14pp. 59121:101- 
59121:114. 


9109120259 Notification of contract execution,awarding task order 119 to, “Technical 
Assistance to Support Licensing Activities." ContractorSonalysts,Inc. 

HUGHESA Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/08/30. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC • No Detailed Affiliation Given. Ip. 59100:327- 
59100:331. 

-9109120263 Ltr contract NRC-03-89-031 ,to task order 119, “Operator Licensing 
Exams,South Texas Project NPP," to “Technical Assistance to Support Licensing Ac¬ 
tivities.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 91/08/ 
27. PETERSEN,LR. Sonalysts, Inc. 4pp. 59100:328-59100:331. 


DOCKET STW-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM.R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9100110060 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


9109130076 Forwards public version of revised EPIPs.inciuding Rev 5 to EPIP-18, 
“Emergency Exposure Guidelines" & Rev 7 to EPIP-33, “Offsite Assistance." W/ 
910916 forwarding memo. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/21. Document Control Branch (Document Control Desk). Ip. 59107:246- 
59107:270. 

-0109130078 Public version of revised EPIPs.inciuding Rev 5 to EPIP-18, “Emergency 
Exposure Guidelines" & Rev 7 to EPIP-33, “Offsite Assistance." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/21. 
23pp. 59107:247-59107:270. 

9100040016 Discusses newly published NRC rule affecting manner in which data trans¬ 
ferred from nuclear power plants to NRC operations ctr during accidents classified as 
ALERT or Ngher.Meeting agenda end. 

MARTIN.J.B. NRC - No Detailed Affiliation Given. 91/08/26. CONWAY,W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 58935:036- 
58935:038. 

9100100312 Forwards response to NRC 910805 Itr re violations noted in Insp Repts 50- 
528/91-28,50-529/91-28 & 50-530/91-28.Response withheld (ref 10CFR73.21). 
LEVINE,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Protect). 91/ 
09/03. Document Control Branch (Document Control Desk). Ip. 59053:301- 
59053:301. 

9109330016 Ack receipt of 910613 & 0808 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-528/91-04,50-529/91-04 A 50-530/91-04 did 910502 
re fire extinguisher. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 59156:095-59156:108. 
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•10K40162 Acfc recanpf of 910003 itr informing NRC of steps taken to correct violations 
noted n imp Repts 50-528/91-28. 50-529/91-28 & 50-530/91-28. . ul . _ 

REESEJ.H. Reoon 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 59189:198-59189:199. 


G. AiQifClcaiorif coireepondenc® 

9109100121 Licensee response to petitioner first set of interrogatories.* Licensee will 
rmoto to petitioner request for production of documents separately per 
10CFR2.741 (d).Ftetaied correspondence. 

GUTTERMANAH. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Protect). GUTTERMANAH. Newman & Holtzinger. #391 12170. 91/08/28. Atomic 

Safety and Licensing Board Pan©!. 28pp. 59023:162-59023:192. 

-9100100100 Affidavit of RA Bernier.* Affidavit stating that licensee response to peti¬ 
tioner first set of interrogatories 3-6,8,9,12-18 & 24 are true & correctW/Certificate of 
Svc. Related correspondence. 

BERNfER„RA Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. 3pp. 59023:190-59023: 1 92. 

9100100110 licensee motion to compel response to licensee first set of interrogato¬ 
ries.* Requests that Board compel interveners to respond to first set of interrogatories 
& that mo tion be considered on expedited hasis.W/Certifieate of Svc. 
GUTTERMANAH. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMANAH. Newman & Holtringer. #391 12169. 91/08/30. Atomic 
Safety and licensing Board Panel 6pp. 59023:1 &-59023:161. 

9109250045 Licensee notice to take deposition upon oral exam.* Informs that licensee 
wl Me deposition upon oral exam of representative,or those designated to speak on 
int ervene rs behalf.W/ Certificate of Svc & Related correspondence. 

GUTTERMANAH. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMANAH. Newman & Holtzinger. #391 12172. 91/08/30. 4pp. 
59193:089-59193:092. 

9109250042 Discusses licensee recent motion re discovery concerning allowable set- 
peg tolerance.Transcript did 910410 & telephone conference did 910813 reexam- 

RBSJEJ. Deputy Assistant General Counsel for Reactor Licensing. #391 12177. 91/ 
09/03. SMfTH,LW., JORDAN,W.H., KLINEJi.R. Atomic Safety and Licensing Board 
Panel 2pp. 59193:087-59193:088. 

9109250147 Forwards settlement agreement & joint motion to terminate proceeding & 
ce rtificate s of svedtri 910904 & 05. 

GUTTERMANAH. Newman & Holtzinger. #391 12188. 91/09/05. Docketing & Serv¬ 
ices Branch. 1 p. 59193:222-59193:229. 

-9109250155 Settlement agreement & joint motion to terminate proceeding.* Agree¬ 
ment to settle sole remaining issue & terminate proceeding.W/Certificate of Svc. 
GUTTERMANAH. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMANAH. Newman & Holtzinger. COLAPINTO.D.K. Hourihan, P. 91/ 
09/05. Atomic Safety and Licensing Board Panel. 7pp. 59193:223-59193:229. 


P. Operating license stage documents & correspondence 

§109250008 Partial response to FOiA request for recordsApp B & C records available 
in TOR. 

GRtM3lEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. ' 

—9108250053 Forwards iSLOCA research program info re listed plants. 

BU RDICK. G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT.RJ. Project Directorate HI-2. 3pp. 59237:164-59237:166. 

9109030186 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, revising TS 
Surveilfence^^quirement 4.8.1.1 re ac sources to change KW value of Train A HPSI 
^ 771 KW & toad sequencing for 24 h surveillance tests. 

AnBona „ PubBc Serv ’ C8 Co. (formerly Arizona Nuclear Power Project). 
Document Control Branch (Document Control Desk). 10pp. 58995:001- 

58095c016. 

—9109030187 Opposed Tech Specs 4.8.1.1.2 re electrical power sys. 

C °' (forrneriy Ari20na Nuclear Power Project). 91/08/21. 6pp. 

**££?* PtartSUSS?* te info " NUREG -° 737 Kem ll-F.I. "Sampling & 

C0NWAY.W.F. Arizona Public 

Sennce Co. (formerly Anzona Nuclear Power Project). 4pp. 58981:266-58981:269. 

5 Li 9 enses NPF-41 .NPF-51 & NPF-74, making ad- 
T I f? i: S P? c Sectwn 6, "Administrative Controls.” 9 

~^WAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Protects 
91/0&|». Document Control Branch (Document Control Desk). 8pp. 58999:221- 

Sfl 1 re ro °!!f ite t 4 0nsit L° r £ anl2atk> ns, 6.2.3 re in- 
oepe noara salary engineering dept & 6.5.1 re plant review board. 

4^S999!S^M999?70°' <formef,y Arizona Nuclear Power Project). 91/08/28. 

® t f!^2 07 A< 2P® < * tion tor amends to licenses NPF-41 .NPF-51 & NPF-74 Pronosed 

^ 30 ' 4 & 


tor Operation 4 Suveifance Reouiremank"-“ umran » 

KbSmaoSwo? 1 ( ” fmwly Ariz ° na Nud9a ' Power Pr °i ect >- si/08/2£ 


9109060081 Responds to 910718 Itr requesting approval to use ASME code case N- 
474-1 for replacement RCS hot leg penetration instrument nozzles at facility.lnforms 
that use of nozzles acceptable. _ t ^ 

DYER.J.E. Project Directorate V. 91/08/28. CONWAY.W.F. Arizona Public Service Co. 
(formerly Arizona Nuclear Power Project). 3pp. 59016:009-59016:011. 

9109060158 Forwards revised rept addressing potential impacts of & planned util re¬ 
sponse to,station blackout eventAs result of reevaluation,util plans to meet criteria to 
be designated as alternate ac power source plant. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31. Document Control Branch (Document Control Desk). 28pp. 59034:165- 
59034:192. 

9109170174 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.11, “Shutdown Cooling Sys” to delete auto-closure interlock surveil¬ 
lance of surveillance requirement 4.7.11b,per Generic Ltr 88-17. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/09/09. Document Control Branch (Document Control Desk). 14pp. 59121:1 IB- 
59121:236. 

-9109170176 Proposed Tech Spec Surveillance Requirement 4.7.11 re testing of shut¬ 
down cooling sys suction valves. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /O9/09. 3pp. 
59121:130-59121:132. 

-9109170180 “Risk Evaluation of Removal of Shutdown Cooling Sys Auto-Closure 
Interlock.” 

* C-E Operating Plants Owners Group. CEOG 91-008. 91/01/04. 175pp. 59121:133- 
59121:236. 

9109270112 Notification of significant licensee meeting w/util on 910918 to discuss 
intent & implementation of changes to operations QA plan for facility. 

MILLER,LF. Region 4 (Post §20201). 91/09/17. Region 4 (Post 820201). 2pp. 
59217:088-59217:090. 

9109250282 Requests response to allegations to petition within 30 days of receipt of 
request 

TRAMMELL.C.M. Project Directorate V. 91/09/18. CONWAY Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 59202:219-59202:221. 


Q. Inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090001 Forwards rept of mgt meeting 50-528/91-32,50-529/91-32 & 50-530/91-32 
on 910802. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/08/21. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59000:001-59000:067. 

Mgt meeting repts 50-528/91-32.50-529/91-32 & 50-530/91-32 on 
9108p2.Areas discussed: plant status & current issues, on-line maint 
practices,engineering issues,facility business plan & NRC diagnostic evaluation team 
followup. 

WONG.H. Region 5 (Post 820201). 91/08/20. 63pp. 59000:004-59000:067. 

910 ? 12 ?1 56 Forwards ln8 P Repts 50-528/91-26,50-529/91-26 & 50-530/91-26 & notice 
of violation. 

RICHARDS S.A. Region 5 (Post 820201). 91/08/26. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59104:175-59104:209. 

ins P on 910616-0727.Violation noted:during per- 
SSSSkS °Inc[°Sf dUre 77ST ' 1s , B 2 8,f0l d r core protection calculator channel B ad¬ 
dressable constants were not read & verified to be current values in log. 

Region 5 (Post 820201). 91 /08/26. 1 p. 59104:178-59104:178. 9 

50-528/91-26,50-529/91-26 & 50-530/91-26 on 910616- 
area iiJ ns P € fted: previously identified items,review of 
l e * ure 8 y® Wfl lkdown & Unit 1 surveillance testing. 

WONG.H.J. Region 5 (Post 820201). 91/08/23. 31pp. 59104:179-59104:209. 

Sjys? 3 J 0805 ltr « Violations noted In Insp Repts 60- 
LEVI N F* w "d * 53 - 0/ ^ 1'28- R®spori se withheld (ref 10CFR73.21). 

nlUrlAnUo.S.A. Region 5 (Post 820201). 91/09/11 CONWAY WF Ari wna 
Service Co. (formerly Arizona Nuclear Power Project). Ip. 59156:021-59156-032 

ISr Sisss^stsssr ™ 
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9106240162 Ack receipt of 910903 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-528/91-28, 50-529/91-28 A 50-530/91-28. 

REESE,J.H. Region 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp.' 59189:198-59189:199. 

9109300251 Responds to NRC 910826 Itr re violations noted in Insp Rept 50-528/91-26 
on 910616-0727.Corrective actions:operations computer sys technicians briefed on 
importance of proper independent venfications & night order issued on 910820. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/09/19. Document Control Branch (Document Control Desk). 7pp. 59260:101- 
59260:107. 


R. Periodic operating reports & related correspondence 

9109040334 "Semiannual Radioactive Effluent Release Rept,Jan-June 1991." W/ 
910823 Itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/30. 56pp. 58954:106-58954:161. 

9109030180 Forwards fitness-for-duty semiannual performance rept for Jan-June 1991. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/22. Document Control Branch (Document Control Desk). 9pp. 58994:093- 
58994:101. 

9109170273 Forwards monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 
3 A revised repts for May 1991 & June 1991 for Unit 3. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/13. Document Control Branch (Document Control Desk). Ip. 59139:245- 
59139:263. 

-9109170276 Monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31. 16pp. 59139:246-59139:261. 

-9109170277 Revised monthly operating rept for May 1991 for Palo Verde Unit 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/31. Ip. 59139:262-59139:262. 

-9109170278 Revised monthly operating rept for June 1991 for Palo Verde Unit 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/30. Ip. 59139:263-59139:263. 


S. Reportable occurrences, LERs & related correspondence 

9109190242 LER 91-008-00:on 910816,determined that design basis App R fire in con¬ 
trol room could result in loss of reactor coolant pump seal cooling & seal 
damage.Caused by erroneous App R evaluations.Continuous fire watch 
established.W/910916 Itr. 

BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/09/16. 8pp. 59166:120-59166:127. 

9109240106 PNO-V-91-O21:on 910914,automatic reactor trip,closing of main steam & 
feedwater isolation valves & eventual plant shutdown occurred. Cause 

unknown.Reactor remains shutdown in mode 3 while attempting to cool down to 
mode 5. 

SLOAN,J., WONG.H. Region 5 (Post 820201). 91/09/16. 2pp. 59182:278-59182:279. 

9109250050 Special rept 1 -SR-91 -002,on 910914:steam generator econimizer valve 
SGN-FV-1112 fully opened causing level in steam generator 1 to rapidly 
increase.Caused by malfunction of lower gripper high voltage on slipped part length 
CEA. 

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 / 
09/18. Document Control Branch (Document Control Desk). 3pp. 59201:012- 
59201:014. 

9109300209 LER 91-007-00:on 910822,evaluation determined that normal HVAC sys 
cooling to various ESF pump rooms inadequate to meet essential cooling 
loads.caused by inconsistency in design.Administrative guidance issued.W/910923 Itr. 
BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/09/23. 8pp. 59292:210-59292:217. 
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F. Security, medical, emergency A fire protection plane 

9109130075 Forwards public version of revised EPIPs,including Rev 5 to EPIP-18, 
“Emergency Exposure Guidelines" & Rev 7 to EPIP-33, “Onsite Assistance.” W/ 
910916 forwarding memo. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/21. Document Control Branch (Document Control Desk). Ip. 59107:246- 
59107:270. 

-9109130076 Public version of revised EPIPs,including Rev 5 to EPIP-18, “Emergency 
Exposure Guidelines” & Rev 7 to EPIP-33, “Offsite Assistance." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/21. 
23pp. 59107:247-59107:270. 

9109040016 Discusses newly published NRC rule affecting manner in which data trans¬ 
ferred from nuclear power plants to NRC operations ctr during accidents classified as 
ALERT or higher.Meeting agenda end. 

MARTIN,J.B. NRC - No Detailed Affiliation Given. 91/08/26. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 58935:036- 
58935:036. 

9109100312 Forwards response to NRC 910805 Itr re violations noted in Insp Repts 50- 
528/91-28,50-529/91-28 & 50-530/91 -28.Response withheld (ref 10CFR73.21). 
LEVINE,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/03. Document Control Branch (Document Control Desk). Ip. 59053:301- 
59053:301. 

9109230016 Ack receipt of 910613 & 0808 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-528/91-04,50-529/91-04 & 50-530/91-04 dtd 910502 
re fire extinguisher. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 59156:095-59156:108. 


9109240162 Ack receipt of 910903 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-528/91-28, 50-529/91-28 A 50-530/91-28. 

REESE,J.H. Region 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 59189:198-59189:199. 


G. Adjudicatory correspondence 


9109100121 Licensee response to petitioner first set of interrogatories.* Licensee will 
respond to petitioner request for production of documents separately per 
10CFR2.741 (d).Related correspondence. 

GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. #391 12170. 91/08/28. Atomic 
Safety and Licensing Board Panel. 28pp. 59023:162-59023:192. 

—9109100160 Affidavit of RA Bernier.* Affidavit stating that licensee response to peti¬ 
tioner first set of interrogatories 3-6,8,9, 12-18 & 24 are true & correct.W/Certificate of 
Svc.Related correspondence. 

BERNIER,R.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. 3pp. 59023:190-59023:192. 

9109100116 Licensee motion to compel response to licensee first set of interrogato¬ 
ries.* Requests that Board compel intervenors to respond to first set of interrogatories 
& that motion be considered on expedited basis.W/Certificate of Svc. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman A Holtzinger. #391 12169. 91/08/30. Atomic 
Safety and Licensing Board Panel. 6pp. 59023:156-59023:161. 

9109250045 Licensee notice to take deposition upon oral exam.* Informs that licensee 
will take deposition upon oral exam of representative,or those designated to speak on 
intervenors behalf. W/Certificate of Svc & Related correspondence. 

GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman A Holtzinger. #391 12172. 91/08/30. 4pp. 
59193:089-59193:092. 

9109250042 Discusses licensee recent motion re discovery concerning allowable set- 
point tolerance.Transcript dtd 910410 A telephone conference dtd 910813 reexam¬ 
ined. 

REIS.E.J. Deputy Assistant General Counsel for Reactor Licensing. #391 12177. 91/ 
09/03. SMITH,I.W., JORDAN,W.H., KLINE,J.R. Atomic Safety and Licensing Board 
Panel. 2pp. 59193:087-59193:088. 

9109250147 Forwards settlement agreement A joint motion to terminate proceeding A 
certificates of svc dtd 910904 A 05. 

GUTTERMAN.A.H. Newman A Holtzinger. #391 12188. 91/09/05. Docketing A Serv¬ 
ices Branch. Ip. 59193:222-59193:229. 

-9109250155 Settlement agreement A joint motion to terminate proceeding.* Agree¬ 
ment to settle sole remaining issue A terminate proceeding W/Certificate of Svc. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman A Holtzinger. COLAPINTO.D.K. Hourihan, P. 91/ 
09/05. Atomic Safety and Licensing Board Panel. 7pp. 59193:223-59193:229. 


P. Operating license stage documents A correspondence 


9109030166 Application for amends to Licenses NPF-41.NPF-51 A NPF-74, revising TS 
Surveillance Requirement 4.8.1.1 re ac sources to change KW value of Train A HPSI 
pump from 696 KW to 771 KW A load sequencing for 24 h surveillance tests. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/21. Document Control Branch (Document Control Desk). 10pp. 58995:001- 
58995:016. 

-9109030187 Proposed Tech Specs 4.8.1.1.2 re electrical power sys. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/21. 6pp. 
58995:011-58995:016. 

9109040327 Forwards request for addl info re NUREG-0737 Item II.F.1, “Sampling A 
Analysis of Plant Effluents." 

THOMPSON,C.M. Project Directorate V. 91/08/22. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 58981:266-58981:269. 

9109060136 Forwards amend 40 to license NPF-51 A safety evaluation. Amend 
changes tech spec 3/4.7.9,granting one-time extension to current surveillance require¬ 
ment until next refueling outage. 

THOMPSON.C.M. Project Directorate V. 91/08/27. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59025:033-59025:042. 

-9109060139 Amend 40 to license NPF-51 .granting one-time extension to current sur¬ 
veillance requirements in tech spec 3/4.7.9. 

DYER.J.E. Project Directorate NA 91/08/27. 5pp. 59025:036-59025:040. 

-9109060141 Safety evaluation supporting amend 40 to license NPF-51. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/27. 2pp. 
59025:041-59025:042. 

9109050007 Application for amends to Licenses NPF-41 .NPF-51 A NPF-74, making ad¬ 
ministrative changes to Tech Spec Section 6, “Administrative Controls.” 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. Document Control Branch (Document Control Desk). 6pp. 58999:221- 
58999:270. 

-9109050009 Proposed Tech Specs 6.2.1 re offsite A onsite organizations, 6.2.3 re in¬ 
dependent safety engineering dept A 6.5.1 re plant review board. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/28. 
42pp. 58999:229-58999:270. 

9109050107 Application for amends to licenses NPF-41 .NPF-51 A NPF-74. Proposed 
amends resolve inconsistent application of exceptions to tech spec 3.0.4 A specify 
acceptable time limit for completing missed surveillance. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. Document Control Branch (Document Control Desk). 11pp. 59027:001- 
59027:104. 
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—9108050120 Proposed tech spec amends to incorporate recommendations of generic 
itr 87-09, “Sections 3.0 & 4.0 of Std Tech Specs on Applicability of Limiting Conditions 
for Operation & Surveillance Requirements.' 1 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Protect). 91/08/28. 
93pp. 59027.-012-59027:104. 

9109050061 Responds to 910718 Itr requesting approval to use ASME code case N- 
474-1 for replacement RCS hot leg penetration instrument nozzles at fadlity.lnforms 
that use of nozzles acce pt** 

DYER.J.E. Project Directorate V. 91/08/28. CONWAY.W.F. Arizona Public Service Co. 
(formerly Arizona Nuclear Power Project). 3pp. 59016.-009-59016:011. 

9109060158 Forwards revised rapt addressing potential impacts of & planned util re¬ 
sponse to, station blackout eventAs result of revaluation,util plans to meet criteria to 
be designated as alternate ac power source plant 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31. Document Control Branch (Document Control Desk). 28pp. 59034:165- 
59034:192. 

9109170174 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.11, “Shutdown Cooling Sys” to delete auto-closure interlock surveil¬ 
lance of surveillance requirement 4.7.11b,per Generic Ltr 88-17. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/09/09. Document Control Branch (Document Control Desk). 14pp. 59121:116- 
59121:236. 

-9109170176 Proposed Tech Spec Surveillance Requirement 4.7.11 re testing of shut¬ 
down cooling sys suction valves. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/09/09. 3pp. 
59121:130-59121:132. 

9109270112 Notification of significant licensee meeting w/util on 910918 to discuss 
intent & implementation of changes to operations QA plan for facility. 

MILLER.LF. Region 4 (Post 820201). 91/09/17. Region 4 (Post 820201). 2pp. 
59217:068-59217:090. 

9109250282 Requests response to allegations to petition within 30 days of receipt of 
request 

TRAMMELL.C.M. Project Directorate V. 91/09/18. CONWAY Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 59202:219-59202:221. 


Q. Inspection reports, IE Bulletins & correspondence 

9106090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9106140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9106140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090001 Forwards rept of mgt meeting 50-528/91-32,50-529/91-32 & 50-530/91-32 
on 910802. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/21. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59000:001-59000:067. 

-9109090003 Mgt meeting repts 50-528/91-32,50-529/91-32 & 50-530/91-32 on 
910802.Areas discussed:plant status & current issues, on-line maint 

practices,engineering issues,facility business plan & NRC diagnostic evaluation team 
followup. 

WONG.H. Region 5 (Post 820201). 91/08/20. 63pp. 59000:004-59000:067. 

9109120156 Forwards Insp Repts 50-528/91-26,50-529/91-26 & 50-530/91-26 & notice 
of violation. 

RICHARDS S.A. Region 5 (Post 820201). 91/08/26. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59104:175-59104:209. 

-9109120159 Notice of violation from insp on 910616-0727.Violation noted:during per¬ 
formance of Procedure 77ST-1SB06,four core protection calculator channel B ad¬ 
dressable constants were not read & verified to be current values in log. 

* Region 5 (Post 820201). 91/08/26. Ip. 59104:178-59104:178. 

-9109120162 insp Repts 50-528/91-26,50-529/91-26 & 50-530/91-26 on 910616- 
0727.Violations noted. Major areas inspected: previously identified items,review of 
plant activities,ESF feature sys walkdown & Unit 1 surveillance testing. 

WONG.H.J. Region 5 (Post 820201). 91/08/23. 31pp. 59104:179-59104:209. 

9109100312 Forwards response to NRC 910805 Itr re violations noted in Insp Repts 50- 
528/91-28.50-529/91-28 & 50-530/91 -28.Response withheld (ref 10CFR73.21). 
LEVINE.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/03. Document Control Branch (Document Control Desk). Ip. 59053:301- 
59053:301. 

9109230005 Ack receipt of 910821 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-528/91-19, 50-529/91-19 & 50-530/91-19. 

RICHARDS,SA Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). Ip. 59156:021-59156:032. 

9109230016 Ack receipt of 910613 & 0808 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-528/91-04,50-529/91-04 & 50-530/91-04 dtd 910502 
re fire extinguisher. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 59156:095-59156:108. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 


9109240162 Ack receipt of 910903 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-528/91-28. 50-529/91-28 & 50-530/91-28. 

REESE,J.H. Region 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 59189:198-59189:199. 


R. Periodic operating reports & related correspondence 


9109040334 “Semiannual Radioactive Effluent Release RepLJan-June 1991." W/ 
910823 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/30. 56pp. 58954:106-58954:161. 

9109030180 Forwards fitness-for-duty semiannual performance rept for Jan-June 1991. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/22. Document Control Branch (Document Control Desk). 9pp. 58994:093- 
58994:101. 

9109170273 Forwards monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 
3 & revised repts for May 1991 & June 1991 for Unit 3. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/13. Document Control Branch (Document Control Desk). Ip. 59139:245- 
59139:263. 

-9109170276 Monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31. 16pp. 59139:246-59139:261. 


S. Reportable occurrences, LERs & related correspondence 


9109030007 Special Rept 2-SR-91-001:on 910811 unusual event declared due to identi¬ 
fied leakage of RCS exceeding TS 3.4.5.2 limiting condition for operation.Caused by 
leakage from HX seal injection drain vah/es.Seal injection isolated. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 / 
08/16. Document Control Branch (Document Control Desk). 3pp. 58951:275- 
58951:277. 

9109180125 LER 91-003-00:on 910809, manual reactor trip occurred during 
shutdown.Caused by axial shape index approaching trip setpoint during 
shutdown. Reactor tripped & personnel ensured ASi remained within limits.W/910905 
Itr. 

BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/09/05. 9pp. 59157:212-59157:220. 

9109190243 LER 91-004-00:on 910816,reactor trip occurred due to high pressurizer 
pressure & main generator tripped initiating main turbine trip.Caused by personnel 
error.Generrex ac & dc gate boards replaced.W/910916 Itr. 

BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/09/16.10pp. 59166:128-59166:137. 
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F. Security, medical, emergency & fire protection plans 


9109130075 Forwards public version of revised EPIPs,including Rev 5 to EPIP-18, 
“Emergency Exposure Guidelines" & Rev 7 to EPIP-33, “Offsite Assistance.” W/ 
910916 forwarding memo. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/21. Document Control Branch (Document Control Desk). Ip. 59107:246- 
59107:270. 

-9109130076 Public version of revised EPIPs,including Rev 5 to EPIP-18, “Emergency 
Exposure Guidelines’’ & Rev 7 to EPIP-33, “Offsite Assistance." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/21. 
23pp. 59107:247-59107:270. 

9109040016 Discusses newly published NRC rule affecting manner in which data trans¬ 
ferred from nuclear power plants to NRC operations ctr during accidents classified as 
ALERT or higher.Meeting agenda end. 

MARTIN,J.B. NRC - No Detailed Affiliation Given. 91/08/26. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 58935:036- 
58935:038. 

9109100312 Forwards response to NRC 910805 Itr re violations noted in Insp Repts 50- 
528/91-28,50-529/91-28 & 50-530/91 -28.Response withheld (ref 10CFR73.21). 
LEVINE,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/03. Document Control Branch (Document Control Desk). Ip. 59053:301- 
59053:301. 


9109230016 Ack receipt of 910613 & 0808 itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-528/91-04,50-529/91-04 & 50-530/91-04 dtd 910502 
re firs extinguisher. 

RICHARDS,SA Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 59156:095-59156:108. 

9109240162 Ack receipt of 910903 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-528/91-28, 50-529/91-28 & 50-530/91-28. 

REESE,J.H. Region 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 59189:198-59189:199. 


G. Adjudicatory correspondence 


9109100121 Licensee response to petitioner first set of interrogatories.* Licensee will 
respond to petitioner request for production of documents separately per 
10CFR2.741 (d).Related correspondence. 

GUTTERMANAH. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMANAH. Newman & Holtiringer. #391 12170. 91/08/28. Atomic 
Safety and Licensing Board Panel. 28pp. 59023:162-59023:192. 
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—9109100160 Affidavit of RA Bernier.* Affidavit stating that licensee response to peti¬ 
tioner first set of interrogatories 3-6,8,9.12-18 & 24 are true & correctW/Certificate of 
Svc.Related correspondence. 

BERNIER.R.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. 3pp. 59023:190-59023:192. 

9109100116 Licensee motion to compel response to licensee first set of interrogato¬ 
ries.* Requests that Board compel intervenors to respond to first set of interrogatories 
& that motion be considered on expedited basis.W/Certificate of Svc. 
GUTTERMAN.A.H. Arizona Public Sendee Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. #391 12169. 91/08/30. Atomic 
Safety and Licensing Board Panel. 6pp. 59023:156-59023:161. 

9109250045 Licensee notice to take deposition upon oral exam.* Informs that licensee 
will take deposition upon oral exam of representative,or those designated to speak on 
int erven ors behalf.W/Certificate of Svc & Related correspondence. 

GUTTERMAN.A.H. Arizona Public Sendee Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. #391 12172. 91/08/30. 4pp. 
59193:089-59193:092. 

9109250042 Discusses licensee recent motion re discovery concerning allowable set- 
point tolerance.Transcript dtd 910410 & telephone conference dtd 910813 reexam¬ 
ined. 

REIS.E.J. Deputy Assistant General Counsel for Reactor Licensing. #391 12177. 91/ 
09/03. SMITH,I.W., JORDAN,W.H., KLINE,J.R. Atomic Safety and Licensing Board 
Panel. 2pp. 59193:087-59193:088. 

9109250147 Forwards settlement agreement & joint motion to terminate proceeding & 
certificates of svc dtd 910904 & 05. 

GUTTERMAN.A.H. Newman & Holtzinger. #391 12188. 91/09/05. Docketing & Serv¬ 
ices Branch. Ip. 59193:222-59193:229. 

-9109250155 Settlement agreement & joint motion to terminate proceeding.* Agree¬ 
ment to settle sole remaining issue & terminate proceeding.W/Certificate of Svc. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. COLAPINTO.D.K. Hourihan, P. 91/ 
09/05. Atomic Safety and Licensing Board Panel. 7pp. 59193:223-59193:229. 


P. Operating license stage documents 8 correspondence 


9109030186 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, revising TS 
Surveillance Requirement 4.8.1.1 re ac sources to change KW value of Train A HPSI 
pump from 696 KW to 771 KW & load sequencing for 24 h surveillance tests. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/21. Document Control Branch (Document Control Desk). 10pp. 58995:001- 
58995.*016. 

-9109030187 Proposed Tech Specs 4.8.1.1.2 re electrical power sys. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/21. 6pp. 
58995.-011-58995:016. 

9109040327 Forwards request for addl info re NUREG-0737 Item II.F.1, “Sampling & 
Analysis of Plant Effluents." 

THOMPSON,C.M. Project Directorate V. 91/08/22. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 58981:266-58981:269. 

9109050007 Application for amends to Ucenses NPF-41.NPF-51 & NPF-74, making ad¬ 
ministrative changes to Tech Spec Section 6, “Administrative Controls.” 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. Document Control Branch (Document Control Desk). 8pp. 58999:221- 
58999:270. 

-9109050009 Proposed Tech Specs 6.2.1 re offsite & onsite organizations, 6.2.3 re in¬ 
dependent safety engineering dept & 6.5.1 re plant review board. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/28. 
42pp. 58999:229-58999:270. 

9109050107 Application for amends to licenses NPF-41.NPF-51 & NPF-74. Proposed 
amends resolve inconsistent application of exceptions to tech spec 3.0.4 & specify 
acceptable time limit for completing missed surveillance. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/28. Document Control Branch (Document Control Desk). 11pp. 59027:001- 
59027:104. 

-9109050120 Proposed tech spec amends to incorporate recommendations of generic 
Itr 87-09, “Sections 3.0 & 4.0 of Std Tech Specs on Applicability of Limiting Conditions 
for Operation & Surveillance Requirements. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/08/28. 
93pp. 59027:012-59027:104. 

9109060061 Responds to 910718 Itr requesting approval to use ASME code case N- 
474-1 for replacement RCS hot leg penetration instrument nozzles at facility. Informs 
that use of nozzles a cce pt able 

DYER.J.E Project Directorate V. 91/08/28. CONWAY.W.F. Arizona Public Service Co. 
(formerly Arizona Nuclear Power Project). 3pp. 59016:009-59016:011. 

9109060158 Forwards revised rept addressing potential impacts of & planned util re¬ 
sponse to,station blackout eventAs result of reevaluation,util plans to meet criteria to 
be designated as alternate ac power source plant 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31. Document Control Branch (Document Control Desk). 28pp. 59034:165- 
59034:192. 

9109170174 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.11, “Shutdown Cooling Sys” to delete auto-closure interlock surveil¬ 
lance of surveillance requirement 4.7.11b,per Generic Ltr 88-17. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/09/09. Document Control Branch (Document Control Desk). 14pp. 59121 : 116 - 
59121:236. 

-9109170176 Proposed Tech Spec Surveillance Requirement 4.7.11 re testing of shut¬ 
down cooling svs suction valves. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/09/09. 3pp. 
59121:130-59121:132. 


9109270112 Notification of significant licensee meeting w/util on 910916 to discuss 
intent & implementation of changes to operations QA plan for facility. 

MILLER,L.F. Region 4 (Post 820201). 91/09/17. Region 4 (Post 820201). 2pp. 
59217:088-59217:090. 

9109250282 Requests response to allegations to petition within 30 days of receipt of 
request 

TRAMMELL,C.M. Project Directorate V. 91/09/18. CONWAY Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 59202:219-59202:221. 


Q. inspection reports, IE Bulletins & correspondence 


9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109090001 Forwards rept of mgt meeting 50-528/91-32,50-529/91-32 & 50-530/91-32 
on 910802. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/08/21. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59000:001-59000:067. 

-9109090003 Mgt meeting repts 50-528/91-32,50-529/91-32 & 50-530/91-32 on 
910802.Areas discussed:plant status & current issues, on-line maint 
practices,engineering issues,facility business plan & NRC diagnostic evaluation team 
followup. 

WONG.H. Region 5 (Post 820201). 91/08/20. 63pp. 59000:004-59000:067. 

9109120156 Forwards Insp Repts 50-528/91-26,50-529/91-26 & 50-530/91-26 & notice 
of violation. 

RICHARDS S.A. Region 5 (Post 820201). 91/08/26. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 59104:175-59104:209. 

-9109120159 Notice of violation from insp on 910616-0727.Violation noted.during per¬ 
formance of Procedure 77ST-lSB08,four core protection calculator channel B ad¬ 
dressable constants were not read & verified to be current values in log. 

* Region 5 (Post 820201). 91/08/26. Ip. 59104:178-59104:178. 

-9109120162 Insp Repts 50-528/91-26,50-529/91-26 & 50-530/91-26 on 910616- 
0727.Violations noted.Major areas inspected: previously identified items,review of 
plant activities,ESF feature sys walkdown & Unit 1 surveillance testing. 

WONG.H.J. Region 5 (Post 820201). 91/08/23. 31pp. 59104:179-59104:209. 

9109100312 Forwards response to NRC 910805 Itr re violations noted in Insp Repts 50- 
528/91-28,50-529/91-28 & 50-530/91-28.Response withheld (ref 10CFR73.21). 
LEVINE,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/03. Document Control Branch (Document Control Desk). Ip. 59053:301- 
59053:301. 

9109230005 Ack receipt of 910821 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-528/91-19, 50-529/91-19 & 50-530/91-19. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). Ip. 59156:021-59156:032. 

9109230016 Ack receipt of 910613 & 0808 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-528/91-04,50-529/91-04 & 50-530/91-04 dtd 910502 
re fire extinguisher. 

RICHARDS,S.A. Region 5 (Post 820201). 91/09/11. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 59156:095-59156:108. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York', Inc. 87pp. 59263:106-59263:194. 

9109240162 Ack receipt of 910903 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-528/91-28, 50-529/91-28 & 50-530/91-28. 

REESE,J.H. Region 5 (Post 820201). 91/09/16. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 59189:198-59189:199. 


R. Periodic operating reports A related correspondence 


9109040334 “Semiannual Radioactive Effluent Release Rept,Jan-June 1991.” W/ 
910823 Itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/30. 56pp. 58954:106-58954:161. 

9109030180 Forwards fitness-for-duty semiannual performance rept for Jan-June 1991. 
CONWAY.W.F. Arizona Public Sendee Co. (formerly Arizona Nuclear Power Project). 
91/08/22. Document Control Branch (Document Control Desk). 9pp. 58994:093- 
58994:101. 

9109170273 Forwards monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 
3 & revised repts for May 1991 & June 1991 for Unit 3. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/13. Document Control Branch (Document Control Desk). Ip. 59139:245- 
59139:263. 

-9109170276 Monthly operating repts for Aug 1991 for Palo Verde Units 1,2 & 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/08/31.16pp. 59139:246-59139:261. 
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-9109170277 Revised monthly operating rept for May 1991 for Palo Verde Unit 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/31. Ip. 59139:262-59139:262. 

-9109170278 Revised monthly operating rept for June 1991 for Palo Verde Unit 3. 
CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/30. Ip. 59139:263-59139:263. 


S. Reportable occurrences, LERs & related correspondence 

9109160294 LER 91-005-00:on 910731.ESF actuation occurred.Caused by monitor 
failure.Corrective action included unit 3 personnel verifying that no abnormal radiation 
levels existed as described in section I.B.W/910823 Itr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/08/23. 7pp. 59127:072-59127:078. 

9109110005 Special Rept 3-SR-91-006:on 910829,Class IE inverter C failed during 
maint evolutions.Caused by momentary ground on 120-volt Channel C vital ac electri¬ 
cal bus.Inverter returned to svc & bus reenergized from associated inverter. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
09/03. Document Control Branch (Document Control Desk). 3pp. 59092:276- 
59092:278. 

9109240342 LER 91-006-00:on 910824,normal supply breaker opened between non- 
Class IE 13.8 KV bus & start-up transformer due to loss of power to 4.16 KV 
bus.Caused by moisture induced short cifcurtW/910919 Itr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/09/19. 6pp. 59214:128-59214:133. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Application/construction stage documents & correspondence 

9109300229 Application for amend to CPPR-123,extending CP for 3 addl months until 
911231 to provide sufficient time for license processing. 

BAUER.T.L Texas, Univ. of, Austin, TX. 91/09/30. ADAMS,A. Non-Power Reactors, 
Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 59261:064- 
59261:065. 


i. Financial information 

9109300232 Submits info re availability of funds for future decommissioning of 
reactor,per 10CFR50.33 & 10CFR50.75. 

FONKEN.G.J. Texas, Univ. of, Austin, TX. 91/09/24. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 59261:066-59261:068. 


DOCKET STN-50-605 QE ADVANCED BWR DESIGN 


A. Application/construction stage documents & correspondence 

9109040463 Forwards draft SER re review of application for certification of advanced 
BWR design.Draft SER discusses results of review of GE std SAR Chapters 3,9,10,11 
& 13. 

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/08/20. MARRIOTT.P.W. General Electric Co. 2pp. 58982:316-58983:151. 

9109110058 Forwards summary of issues developed during course of NRC review of 
Chapter 18 of SSAR for advanced BWR design.lssues should be resolved prior to is¬ 
suance of FSAR. 

SCALETTI.D. Standardization Project Directorate (Post 901216). 91/08/30. 
MARRIOTT,P.W. General Electric Co. 8pp. 59069:262-59069:269. 

9109100118 Forwards proprietary responses to advanced BWR SSAR Chapter 8 draft 
SER open items.Encl withheld. 

ROBARE.D.J. General Electric Co. 91/09/04. MILLER,C.L Standardization Project Di¬ 
rectorate (Post 901216). 2pp. 59051:153-59051:154. 

9109100169 Forwards GE proprietary responses to advance BWR SSAR Chapter 8 
draft SER open items.Encl withheld. 

ROBARE.D.J. General Electric Co. 91/09/04. MILLER,C.L. Document Control Branch 
(Document Control Desk). Ip. 59060:001-59060:001. 

9109170308 Summary of 910806 meeting w/util in Rockville,Md re status & preliminary 
findings from staff review of chapter 19 of GE ABWR SSAR-PRA.Copy of meeting 
agenoa,attendees list & handouts end. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/09/05. Stand¬ 
ardization Project Directorate (Post 901216). 50pp. 59121:272-59121:325. 

9109120242 Forwards summary of issues identified as result of review of GE application 
for design certification of advanced BWR, including Reactor Sys Branch concerns re 
intersystem LOCAs, shut down risk A BWR stability. 

SCALETTI.D. Standardization Project Directorate (Post 901216). 91/09/06. 
MARRIOTT,P.W. General Electric Co. 7pp. 59098:338-59098:344. 

9109160343 Provides industry w/NRC initial reaction & comments to draft 
submittals.Draft ITAAC lacked level of detail & specific acceptance criteria appropriate 
for indusion in tier 1 ITAAC.W/o end. 

MILLER,C.L. Standardization Project Directorate (Post 901216). 91/09/11. NG.R.N. 
Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. Ip. 59114:287-59114:287. 

9109170330 Forwards info not included in previous Itr re identification of new issues for 
GE advanced BWR review. 

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/11. 

MARRIOTT,P.W. General Electric Co. 8pp. 59118:023-59118:030. 

9109180190 Requests info re identification of design differences between advanced 
BWR & BWR-6 & resulting changes to draft STS technical requirements. 
POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/12. 

MARRIOTT,P.W. General Electric Co. 3pp. 59139:063-59139:065. 


9109230068 Summary of 910820 meeting w/GE in San Jose.CA re piping design for 
advanced BWR.Viewgraphs end. 

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/13. Stand¬ 
ardization Project Directorate (Post 901216). 7pp. 59191:144-59191:150. 

9109230146 Notification of 910916-18 meeting w/GE in San Jose.CA to discuss open 
issues from Electric Systems Branch review of Chapter 8 of GE SSAR for advanced 
BWR. 

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/09/13. 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 
59187:016-59187:019. 

9109200082 Informs licensee of three items that may affect NRC schedule for ad¬ 
vanced BWR design certification review. 

CRUTCHFIELD.D. Division of Advanced Reactors & Spedal Projects (Post 901216). 
91/09/16. MARRIOTT,P.W. General Electric Co. 3pp. 59157:267-59157:269. 

9109300225 Discusses resolution of issues re chapter 19K of std SAR for advanced 
BWR design.Schedule consistent w/resolving issues in end requested by end of Nov 
1991. 

MILLER,C.L. Standardization Project Directorate (Post 901216). 91/09/19. 

MARRIOT.P.W. General Electric Co. 5pp. 59257:123-59257:127. 

9109300070 Forwards “TIER 1 Design Certification Matl Pilot ITAAC Examples for GE 
Advanced BWR Design.’’ 

MARRIOTT,P.W. General Electric Co. 91/09/20. MILLER,C.L Standardization Project 
Directorate (Post 901216). 2pp. 59245:268-59245:339. 

—9109300071 ‘TIER 1 Design Certification Matl Pilot ITAAC Examples for GE Advanced 
BWR Design." 

* General Electric Co. 91/09/20. 72pp. 59245:270-59245:339. 


H. General correspondence 


9109050199 Requests that FA Ross (advanced LWR program manager for DOE) be 
added to svc listAddress listed. 

MARRIOTT,P.W. General Electric Co. 91/08/30. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 59029:244-59029:244. 


Q. Inspection reports, IE Bulletins & correspondence 


9109090074 Summary of 910822 meeting w/GE & NUMARC re insps,test, analysis & 
acceptance criteria.List of attendees & handouts end. 

BORCHARDT.R.W. Standardization Project Directorate (Post 901216). 91/08/28. 
Standardization Project Directorate (Post 901216). 64pp. 59040:044-59040:108. 


DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT DES., 


9109230044 Requests response to outstanding CESSAR-DC submittals re design cerfi- 
cation of sys 80+ within 120 days of 910809 Itr. Listed areas include.'interface re¬ 
quirements & fire hazards analysis. 

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/09/16. SCHERER,A.E. Combustion Engineering, Inc. 3pp. 59186:335-59186:337. 

9109230044 Requests response to outstanding CESSAR-DC submittals re design cerfi- 
cation of sys 80+ within 120 days of 910809 Itr. Listed areas include:intenface re¬ 
quirements & fire hazards analysis. 

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/09/16. SCHERER,A.E. Combustion Engineering, Inc. 3pp. 59186:335-59186:337. 

9109100095 Transcript of ACRS Subcommittee on Advanced PWRs proceedings on 
910904 in Bethesda,MD to receive presentation from ABB C-E re Sys 80+ NUPLEX 
Advanced Instrumentation & Control Sys & PRA applied to design.Pp 1-272.View- 
graphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/04. 250pp. 59075:001- 
59076:084. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

9109300184 Forwards final administrative order on consent issued to B&W by EPA 
under Section 3008(h) of Resource Conservation & Recovery Act,as amended.Mods 
to initial order address B&W concerns raised during negotiations w/EPA. 

GREAVES,R. Environmental Protection Agency. 91/09/18. ZEFF.D. Babcock & 
Wilcox Co. JEWETT,J.J. McGuire, Woods, Battle & Boothe. 200pp. 59253:191- 
59253:310. 

9109100276 Discusses 910124 response to Nuclear Safety Assessment 70-0027/90-15 
on 900820-24.Review of various document control sys within facility will be made to 
determine if reductions & combinations needed. 

CARSON,R.W. Babcock & Wilcox Co. 91/06/28. STOHR.J.P. Region 2 (Post 820201). 
2pp. 59087:207-59087:211. 

-9109100282 Provides status of Open Items 90-01-01,90-15-4,6,7,13,16 & 26.Evalua¬ 
tion of Safety Access Control Sys continuing.Sys operational & implementing proce¬ 
dure being reviewed by mgt Expects procedure implementation to occurr by 910831. 
OLSEN,A+. Babcock & Wilcox Co. 91/05/31. Region 2 (Post 820201). 2pp. 
59087:209-59087:210. 

-9109100289 Informs that completion date for I FI-86-22-45 extended until 901101, per 
determination that installation of addl fan & associated ducting needed to provide 
emergency backup ventilation in event of failure of existing fan. 

OLSEN,A.F. Babcock & Wilcox Co. 90/10/02. Region 2 (Post 820201). Ip. 
59087:211-59087:211. 
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9109100252 Advises that three of five procedures have been revised,in response to Vio¬ 
lation B (91-02-01) of Insp Rept 70-0027/91-02. Remaining two will be revised & train¬ 
ing conducted by 910930. 

CARSON,R.W. Babcock & Wilcox Co. 91/08/01. COLLINS,D.M. Region 2 (Post 
820201). Ip. 59083:001-59083:007. 

—9109100256 Forwards GE plan to restart Solvent Extraction facility due 910809,in re¬ 
sponse to GE presentation of 910625 & 0704 Itr. 

OGDEN.W. General Electric Co. 91/08/09. EBNETER Region 2 (Post 820201). 6pp. 
59083:002-59083:007. 

9109100001 Forwards insp rept 70-0027/91-10 on 910520-24 & notice of violation. 
STOHR.J.P. Region 2 (Post 820201). 91/08/15. CONNER.J.A. Babcock & Wilcox Co. 
3pp. 59021:007-59021:034. 

-9109100005 Notice of violation from insp on 910520-24 & 910620. Violations 
noted:individuals exiting recovery/compact reactor fuel.radiologically controlled area 
change room failed to monitor hands & or feet properly. 

STOHR.J.P. Region 2 (Post 820201). 91/08/15. 2pp. 59021:010-59021:012. 

-9109100013 Insp rept 70-0027/91-10 on 910520-24 & 910620.Violations noted.Major 
areas inspected:review of licensee radiation protection program activities including 
staffing & organization,training & radiological controls. 

KUZO.G.B., POTTER,J.P. Region 2 (Post 820201). 91/08/15. 22pp. 59021:013- 
59021:034. 

9109240358 Forwards proposed agenda for 910827 meeting & visit of facility as dis¬ 
cussed between T Lee & G Troup on 910816. 

STOHR.J.P. Region 2 (Post 820201). 91/08/16. CONNER.J.A. Babcock & Wilcox Co. 
3pp. 59184:332-59184:334. 

9109160111 Ack receipt of 910806 Itr informing NRC of steps taken to correct violations 
noted in insp rept 70-0027/91-12. Response satisfies requirements of 10CFR2.201. 
CLINE,W.E. Region 2 (Post 820201). 91/08/21. CONNER,J.A. Babcock & Wilcox Co. 
2pp. 59098:047-59098:048. 

9109100396 Forwards changes to chapter 4 of FNMC reflecting changes in procedure 
title & number,per 10CFR70.32(c).Encl withheld (ref 10CFR95). 

CARSON,R.W. Babcock & Wilcox Co. 91/08/22. SHERR.T.S. Division of Safeguards 
& Transportation (Post 870413). 3pp. 59056:323-59056:325. 

9109040103 Forwards addl info requested by NRC re 910806 application for use of new 
vault. 

CARSON,R.W. Babcock & Wilcox Co. 91/08/28. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 6pp. 58951:348-58951:360. 

9109040109 Forwards environ data for facility Naval Nuclear Fuel Division for 1990.Data 
provided in response to request from staff & includes soil,sediment,vegetation,surface 
water & ground water media. 

CARSON,R.W. Babcock & Wilcox Co. 91/08/28. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 6pp. 58951:343-58951:347. 

9109090113 Forwards Amend 39 to License SNM-42,authorizing use of new Vault 2A/ 
3A for storage of licensed matl,per 910806 application & suppl dtd 910828. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/04. OLSEN,A.F. Babcock & Wilcox Co. 
Ip. 59054:001-59054:008. 

-9109090114 Amend 39 to License SNM-42,authorizing use of new Vault 2A/3A for 
storage of licensed matl. 

HICKEY,J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). 91/09/03. 
3pp. 59054:002-59054:003. 

-9109090119 Safety evaluation supporting Amend 39 to License for use of new Vault 
2A/3A for storage of licensed matl. 

WILSON,R.E. Fuel Cycle Safety Branch. 91/09/04. 3pp. 59054:004-59054:007. 

-9109090123 Advises that neither EA nor EIS warranted for use of new Vault 2A/3A for 
storage of licensed matl. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/04. Fuel Cycle Safety Branch. Ip. 
59054:008-59054:008. 

9109120147 Forwards insp rept 70-0027/91-204 on 910819-23.Noncited violation 
noted.Insp details & noncited violation withheld ref 2.790(d). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/06. 
CONNER,J.A Babcock & Wilcox Co. Ip. 59079:350-59079:351. 

-9109120165 Insp rept 70-0027/91-204 on 910819-23.Violation identified, but not 
dted.Major areas inspected:MC&A safeguards insp of MC&A mgt structure & person¬ 
nel training & qualification. Insp details withheld ref 2.790(d). 

M1LSTEIN.R., PHAM.T., JACKSON,R.L. Domestic SG & Regional Oversight Branch 
(Post 881218). 91/09/06. Ip. 59079:351-59079:351. 

9109160046 Forwards insp rept 70-0027/91-15 on 910812-16.No violations or devi¬ 
ations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/09/06. CONNER,J.A. Babcock & Wilcox Co. 
2pp. 59098:156-59098:158. 

—9109160053 Insp rept 70-0027/91-15 on 910812-16.No violations or deviations 
noted.Major areas inspected:security organization,locks,keys & combinations & com¬ 
pensatory measures.Details withheld (ref 10CFR73.21). 

THOMPSON,D.H., MCGUIRE,D.R. Region 2 (Post 820201). 91/09/05. Ip. 59098:158- 
59098:158. 

9109200139 Changes commitment date for Naval Nuclear Fuel Div submittal of emer¬ 
gency plan,revised in accordance w/ l0CFR7O.22,from 911130 to 920213. 

CARSON,R.W. Babcock & Wilcox Co. 91/09/12. HICKEY,J.W. Fuel Cycle Safety 
Branch. Ip. 59156:205-59156:205. 

9109170109 Responds to NRC Itr re violations noted in insp rept 70-0027/91 -lO.Correc- 
tive actions.annual specialized training sessions now include practical exercises where 
employees demonstrate that they can perform proper survey. 

CONNER,J.A. Babcock & Wilcox Co. 91/09/13. Document Control Branch (Document 
Control Desk). 6pp. 59120:129-59120:134. 

9109300231 Revised application for amend to License SNM-42,providing addl info & 
clarifications re staffing for emergencies. 

CARSON,R.W. Babcock & Wilcox Co. 91/09/24.'HICKEY,J.W. Fuel Cycle Safety 
Branch. 8pp. 59262:064-59262:071. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., HEMATITE, MO 

9109240435 Forwards final “Radiological Evaluation of Spent Limestone Piles Combus¬ 
tion Engineering Hematite,MO.” 

COTTEN.P.R. Oak Ridge Associated Universities. 91/08/19. FRANCE,G. Region 3 
(Post 820201). Ip. 59200:266-59200:301. 

—9109240436 “Radiological Evaluation of Spent Limestone Piles Combustion Engineer¬ 
ing Hematite.MO," final rept. 

* Oak Ridge Associated Universities. 91/08/19. Region 3 (Post 820201). 35pp. 
59200:267-59200:301. 

9109090204 Forwards request for addl info on 891122 re renewal of License SNM-33. 
BIDINGER,G.H. Transportation Branch. 91/09/05. RODE,J.A. Combustion Engineer¬ 
ing, Inc. 4pp. 59055:064-59055:067. 

9109090263 Trip rept of 910819 visit to Hematite.MO re site familiarization tour to aid in 
environ review for C-E license renewal. 

KEEGAN,E.M. Fuel Cycle Safety Branch. 91/09/05. HICKEY,J.W. Fuel Cycle Safety 
Branch. 5pp. 59049:239-59049:243. 

9109120070 Responds to 910627 Itr re emergency plan A decommissioning funding 
plan for Hematite Fuel Mfg Facility.Emergency plan presently being 
prepared.Requests schedular exemption to allow submittal of decommissioning plan 
by 950101. 

RODE.J.A. Combustion Engineering, Inc. RODE.J.A. ASEA Brown Boveri, Inc. 91/09/ 
05. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 3pp. 59104:073-59104:075. 

9109130206 Forwards SNM inventory rept started on 910710,per 10CFR74.31(c)(5).ID 
is within detection threshold specified by FNMCP.Rept withheld. 

ESKRIDGE,H.E. ASEA Brown Boveri, Inc. 91/09/09. SHERR.T.S. Domestic SG & Re¬ 
gional Oversight Branch (Post 881218). 2pp. 59112:320-59112:321. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 


9109040482 Forwards “Apollo Decommissioning Plan.” 

HAERTJENS.B.L. Babcock & Wilcox Co. 91/08/30. HAUGHNEY.C. Fuel Cycle Safety 
Branch. 3pp. 59071:259-59072:135. 

-9109040486 “Apollo Decommissioning Plan.” W/five oversize drawings. 

* Babcock & Wilcox Co. 91/08/31. 150pp. 59071:262-59072:135. 

9109030244 Forwards “B&W Pennsylvania Nuclear Svc Operations Summary of Liquid/ 
Gaseous Effluent Discharges,Jan-June 1991.” Discharges from each licensed facility 

yygll 

HAERTJENS.B.L., CONWAY.K.C. Babcock & Wilcox Co. 91/08/12. MARTIN.T.T. 
Region 1 (Post 820201). Ip. 58994:102-58994:104. 

-9109030246 “B&W Pennsylvania Svc Operations Summary of Liquid/Gaseous Effluent 
Discharges,Jan-June 1991.” 

* Babcock & Wilcox Co. 91/06/30. 2pp. 58994:103-58994:104. 

9109240079 Forwards results of NRC TLD direct monitoring around B&W Pennsylvania 
operations facility. 

BORES,R.J. Region 1 (Post 820201). 91/08/26. COLEMAN,W.L. Babcock & Wilcox 
Co. 4pp. 59173:154-59173:157. 

9109170169 Ack receipt of 910808 Itr informing NRC of steps taken to correct violations 
noted in insps 70-0135/91-02 & 70-0364/91-03. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/03. COLEMAN,W.L. Babcock & Wilcox 
Co. 2pp. 59109:257-59109:264. 

9109200179 Ack receipt of 910819 Itr re reclamation work underway at B&W facility in 
Appolo,PA.Agrees that residents of Appolo.PA should be kept informed of develop¬ 
ments as reclamation work proceeds.Author will visit site on 911003. 

SELIN,I. Commissioners (Post 750119). 91/09/12. MURTHA.J.P. House of Rep. Ip. 
59171:098-59171:099. 

-9109200184 Requests to be kept apprised.on weekly basis,re reclamation of U plant. 
MURTHA.J.P. House of Rep. 91/08/19. SELIN,I. Commissioners (Post 750119). Ip. 
59171:099-59171:099. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


9109100285 Forwards “Monthly Discharge Monitoring Rept for June 1991” & “Toxico¬ 
logical Evaluation of Treated Effluent Biomonitoring Support for NPDES 
Permit:NFS,lnc May Monitoring Period.” 

PAINE,D. Nuclear Fuel Services. Inc. 91/07/15. TARPLEY.M.B. Tennessee, State of. 
2pp. 59023:339-59023:360. 

—9109100296 “Monthly Discharge Monitoring Rept for June 1991.” 

* Nuclear Fuel Services, Inc. 91/06/30. 5pp. 59023:341-59023:345. 

—9109100300 “Toxicological Evaluation of Treated Effluent Biomonitoring Support for 
NPDES Permit:NFS,lnc May Monitoring Period." 

* EnviroSystems, Inc. 91/05/31. 15pp. 59023:346-59023:360. 

9109200043 Submits results of review of rept, “Hazardous Determination for Solid 
Waste From NFS Pond 3 Surface Impoundment Using Toxicity Characterization Leach 
Procedure.” State agrees that Pond 3 sediment not hazardous for cadmium. 

HALE.D.S. Tennessee, State of. 91/08/09. PAINE,D. Nuclear Fuel Services, Inc. 4dd 
59170:353-59170:356. 

9109160071 Forwards insp rept 70-0143/91-18 on 910601-0701.No violations noted 
CLINE,W.E. Region 2 (Post 820201). 91/08/16. JOHNSON,C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 59098:159-59098:167. 

-9109160078 Insp rept 70-0143/91-18 on 910601-0701.No violation noted. Major areas 
inspected.'facility operations,physical protection,performance improvement 

program,matl control & & accounting & radwaste mgt & nuclear criticality safety. 
BURRIS,S.P., MCALPINE.E.J. Region 2 (Post 820201). 91/08/16. 7pp. 59098:161- 

eonooH C7 rr 
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9109050021 Forwards response to alleged violation noted in insp rept 70-0143/91- 
20.W/O end. 

PAINE.D. Nuclear Fuel Services, Inc. 91/08/23. Document Control Branch (Document 
Control Desk). 2pp. 58994:018-58994:019. 

9109160021 Forwards insp rept 70-0143/91-23 on 910722-26.Violation noted but not 
cited. 

COLLINS,D.M. Region 2 (Post 820201). 91/08/23. JOHNSON,C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 59097:001-59097:019. 

—9109160031 Insp rept 70-0143/91-23 on 910722-26.Violation noted but not cited.Major 
areas inspectedrexam of radiation protection 

procedures,instruments.equipmenUnternaJ exposure control, respiratory 

protection,posting & labeling. 

GLOERSEN.W.B., KUZO.G.B., POTTER,J.P. Region 2 (Post 820201). 91/08/23. 
17pp. 59097:003-59097:019. 

9109090130 Discusses addition of human factors element in nuclear criticality safety 
performance improvement program. 

PENNINGTON,W.S. Fuel Cycle Safety Branch. 91/08/27. PAINE.D. Nuclear Fuel 
Services, Inc. Ip. 59054:320-59054:333. 

9109050336 Provides addl info in support of amend request to authorize full use of addl 
storage racks in bldg 306 vault 

PAINE.D. Nuclear Fuel Services, Inc. 91 /09/03. HAUGHNEY.C.J. Division of Industrial 
& Medical Nuclear Safety (Post 870729). 7pp. 59030:305-59030:310. 

9109110251 Ack receipt of 910823 response to violations noted in Insp Rept 70-0143/ 
91-20. 

CLINE,W.E. Region 2 (Post 820201). 91/09/05. JOHNSON,C.R. Nuclear Fuel Serv¬ 
ices, Inc. Ip. 59092:246-59092:246. 

9109160134 PNO-Il-91-O59:on 910905,employee received small puncture wound to left 
thumb while working in decontamination & vol reduction facility.lndividual administered 
inhalation chelation therapy. 

CLINE,W. Region 2 (Post 820201). 91/09/05. Ip. 59097:244-59097:244. 

9109160339 Provides response to notice of violation re Insp Rept 70-0143/90-09 & Ofc 
of Investigations Rept 4-90-011. Corrective actions:radiation work permits,issued by 
safety dept utilized to provide guidance for personnel protection. 

PAINE,D. Nuclear Fuel Services, Inc. 91/09/05. Document Control Branch (Document 
Control Desk). 3pp. 59119:084-59119:086. 

9109200229 Grants request to withhold “Consolidated Financial Statements for Yrs 
Ended 901231 & 1989 & Independent Auditors’ Rept" from public disclosure pursuant 
to 10CFR2.790(b)(5) & section 103(b) of Atomic Energy Act. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/09/12. PAINE,D. Nuclear Fuel Services, Inc. 3pp. 59171:151-59171:153. 

9109250038 Forwards licensee FNMC plan,part 70,app G rev 131. Enel withheld ref 
10CFR2.790. 

PAINE.D. Nuclear Fuel Services, Inc. 91/09/13. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 59201:347-59201:348. 

9109190185 Forwards Amend 63 to License SNM-124 to incorporate definition for 
“work place air samples” & nuclear safety criteria for storage of “configuration 1,3 & 
4" units in vaults. 

HICKEY,J.W. Fuel Cycle Safety Branch. 91/09/16. PAINE.D. Nuclear Fuel Services, 
Inc. Ip. 59166:356-59167:013. 

-9109190191 Amend 63 to License SNM-124,incorporating definition for “work place air 
samples" & nuclear safety criteria for storage of “configuration 1,3 & 4" units in 
vaults. 

HICKEY,J.W. Division of industrial & Medical Nuclear Safety (Post 870729). 91/09/16. 
14pp. 59166:357-59167:009. 

-9109190194 Safety evaluation approving Amend 63 to License SNM-124. 

WILSON,R.E., PENNINGTON,W.S. Fuel Cycle Safety Branch. 91/09/16. 3pp. 
59167:010-59167:012. 

-9109190196 Informs that neither EA nor EIS warranted for proposed Amend 63 to Li¬ 
cense SNM-124 to incorporate definition & nuclear safety criteria,per applications dtd 
901029 & 910731 & suppl dtd 910903. 

HICKEY J.W. Fuel Cycle Safety Branch. 91/09/16. Fuel Cycle Safety Branch. Ip. 
59167:013-59167:013. 

9109260135 Responds to 910730 Itr transmitting rev 3 & rev 10 to part 74 of 
FNMC.Revs re minor changes in administration, organization & storage provisions 
consistent w/provisions of 10CFR70.32 & acceptable.End withheld (ref 
10CFR9.17(a)(3)). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/16. 
PAINE,D. Nuclear Fuel Setyices, Inc. 2pp. 59209:229-59209:230. 


DOCKET 70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 

9109250115 Forwards example of release of copyright in response to 910905 conversa¬ 
tion w/M Doane.re copyright matt attached to intervenor response to memorandum & 
order dtd 910326. W/Certificate of Svc.Served on 910906. 

JULIAN.E.L Atomic Safety and Licensing Board panel. #391 12180. 91/09/06. 
GREEN,LC. Green, Hennings & Henry. 6pp. 59193:175-59193:178. 

9109250193 Motion of intervenors & individual intervenors for addl time to file briefs & 
motion of intervenors for leave to file brief in excess of seventy pages.* W/Certificate 
of Svc. 

WILSON,B.K. Mid-Missouri Nuclear Weapons Freeze, Inc. WILSON,B.K. Missouri Coa¬ 
lition for the Environment WILSON,B.K. Physicians for Social Responsibility. #391 
12202. 91/09/12. Commissioners (Post 750119). 4pp. 59193:285-59193:288. 

9109250185 Licensee response to motion for addl time & expanded brief/ Commission 
should reject intervenor request for extension of page limit on brief. 

AXELRAD.M Missouri, Univ. of, Columbia, MO. AXELRAD.M. Newman & Holtzinger. 
#391 12204. 91/09/13. Commissioners (Post 750119). 7pp. 59193:238-59193:244. 

9109250176 Order/ Licensee does not object to extension of time,but does oppose en¬ 
largement of page limit W/Certificate of Svc. Served on 910916. 

CHILK.S.J. Office of the Secretary of the Commission. #391 12206. 91/09/13. Com¬ 
missioners (Post 750119). 4pp. 59193:251-59193:254. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 


9109240079 Forwards results of NRC TLD direct monitoring around B&W Pennsylvania 
operations facility. 

BORES,R.J. Region 1 (Post 820201). 91/08/26. COLEMAN,W.L Babcock & Wilcox 
Co. 4pp. 59173:154-59173:157. 

9109170169 Ack receipt of 910808 Itr informing NRC of steps taken to correct violations 
noted in insps 70-0135/91-02 & 70-0364/91-03. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/03. COLEMAN,W.L. Babcock & Wilcox 
Co. 2pp. 59109:257-59109:264. 


DOCKET 70-0371 UNC, INC., UNCASVILLE, CT 

9108070188 Comments on request for assistance re UNC,septic leach field for decom¬ 
missioning. 

BANGARt.R.L Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/07/31. CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear 
Safety (Post 870729). 2pp. 59057:061-59057:062. 

9109130207 Discusses removal of soil from within 12 dryweils.Once soil sample results 
found acceptable,vendor will begin to remove concrete drywells & will ship drywells to 
outside vendor for cleanup or burial. 

GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 91/09/02. HAUGHNEY.C. 
Fuel Cycle Safety Branch. Ip. 59113:048-59113:048. 

9109190240 Requests that end updated organizational chart be incorporated into Part II 
of License SNM-368. 

GREGG,RJ. United Nuclear Corp. (subs, of UNC, Inc.). 91/09/12. HAUGHNEY.C. 
Fuel Cycle Safety Branch. 2pp. 59165:278-59165:279. 

9109300060 Discusses insp rept 70-0371/91-07 on 910819-22 & forwards notice of vio¬ 
lation. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/13. ANDREWS,R.B. UNC, Inc. (formerly 
UNC Resources, Inc.). 2pp. 59225:104-59225:110. 

—9109300067 Insp rept 70-0371/91-07 on 910819-22.No violations noted. Major areas 
inspected’.secunty plan & implementing procedures,security organization,records & 
repts,testing & maint,physical barriers protected & matl access areas. 

SMITH,G.C., ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 91/09/12. 5pp. 
59225:106-59225:110. 

9109190248 Responds to 910808 application requesting amend to matls license SNM- 
368 to modify authorized activities to possession only effective 910930. 

HICKEY,W.N. Fuel Cycle Safety Branch. 91/09/16. GREGG,R. United Nuclear Corp. 
(subs. Of UNC, Inc.). Ip. 59165:283-59165:283. 

9109300110 Ack receipt of 910912 Itr providing info re facility orgainzational 
changes.Submittal filed in Part II of License SNM-368. 

SOONG.S. Fuel Cycle Safety Branch. 91/09/25. GREGG,R. UNC, Inc. (formerly UNC 
Resources, Inc.). Ip. 59253:105-59253:105. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

9109170217 Advises that changes to physical security plan for protection of SNM of 
moderate strategic significance, transmitted via 910319 Itr,consistent w/provisions of 
10CFR50.54(p) & 70.32(e) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/02. MCGOVERN,J.J. Cintichem, Inc. 
2pp. 59127:111-59127:112. 

9109240043 Forwards results of NRC TLD direct radiation monitoring for second quarter 
’ of 1991. 

BORES,R.J. Region 1 (Post 820201). 91/08/26. MCGOVERN,J.J. Cintichem, Inc. 4pp. 
59182:206-59182:209. 

9109240142 Ack receipt of 910801 Itr in response to NRC 910619 Itr informing NRC of 
steps taken to correct violations noted in insp repts 50-054/91-03 & 70-0687/91-03. 
JOYNER,J.H. Region 1 (Post 820201). 91/09/03. MCGOVERN,J.J. Cintichem, Inc. 
2pp. 59190:354-59190:359. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


9109100217 Forwards “Semiannual Effluent Rept for Jan-June 1991." Table I lists data 
on radiological gaseous & particulates released to unrestricted areas from facility han¬ 
dling SNM. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/08/29. MARTIN,J.B. Region 5 (Post 820201). 3pp. 59083:233-59083:276. 

-9109100218 “Semiannual Effluent Rept for Jan-June 1991." 

* General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 91/06/30. 
41 pp. 59083:236-59083:276. 

9109130060 Forwards partially withheld Insp Rept 50-089/91-02, 50-089/91-03,50-163/ 
91-02,50-163/91-03 & 70-0734/91-03. Violations noted.EncI partially withheld (ref 
10CFR2.790). y 

REESE,J.H. Region 5 (Post 820201). 91/09/06. RADAMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59107:273- 
59107:276. 

-9109130068 Partially withheld Insp Repts 50-089/91-02,50-089/91-03, 50-163/91- 
02,50-163/91-03 & 70-0734/91-03.Violations noted. Major areas inspected:security 
plans,procedures & reviews. Partially withheld ref 10CFR2.790. 

NORDERHAUG.LR., REESE,J.H. Region 5 (Post 820201). 91/09/06. Ip. 59107:276- 
59107:276. 

9109180007 Forwards insp rept 70-0734/91-04 on 910812-16.No violations noted. 

PATE,R.J. Region 5 (Post 820201). 91/09/09. RADEMACHER.R.N. General Atomics 
(formerly GA Technologies, Inc./General Atomic Co.). 2pp. 59117:018-59117:030. 


DOCKETED ITEMS 161 


-9109180008 Insp rept 704)734/91-04 on 910812-16.No violations noted. Major areas 
inspected:radiation protection,emergency preparedness & maint/surveillance testing. 
HOOKER,C.A., PATE.R.J. Region 5 (Post 820201). 91/09/09. 11pp. 59117:020- 
59117:030. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

9109040475 Responds to 910321 request for approval of route to be used for transport 
of went fuel from B&W to GE.Route approved. 

MACDONALD.C.E. Transportation Branch. 91/08/23. KIRKLAND.M.W. General Elec¬ 
tric Co. 4pp. 58983:152-58983:155. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS (UNITED NUCLEAR CORP.), WOOD 
RIVER 

9109060097 Forwards draft “Environ Evaluation Rept Re Termination of License SNM- 
777 for UNC Recovery Sys.Wood River Junction, Rl." Requests support in coordinat¬ 
ing info meeting w/State of Rl A Charlestown officials on 911004. 

MILLER,M. Region 1 (Post 820201). 91/08/26. BELL.V. Rhode Island, State of. 2pp. 
59034:013-59034:035. 

-9109080098 Draft “Environ Evaluation Rept Re Termination of License SNM-777 for 
UNC Recovery Sys Wood River Junction,RL” 

* NRC - No Detailed Affiliation Given. 91/08/26. 21pp. 59034:015-59034:035. 


DOCKET 704)925 CIMARRON CORP., OKLAHOMA CITY, OK 

9109200194 Advises of completion of decontamination work & final survey of formerly 
used burial location & wastewater lagoons at facility. Requests arrangements be made 
for final verification survey. 

STAUTER.J.C. Kerr-McGee Corp. 91/09/11. HAUGHNEY.C. Fuel Cycle Safety 
Branch. 2pp. 59156:183-59156:184. 


DOCKET 704)938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 


9109180234 Recognizes rev 16 to currently approved FNMCP submitted on 910701 per 
10CFR70.32(c). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/11. 
SANDERS,C.F. Westinghouse Electric Corp. 2pp. 59105:304-59105:305. 


DOCKET 70-1193 CIMARRON CORP., OKLAHOMA CITY, OK 

9109200194 Advises of completion of decontamination work & final survey of formerly 
used burial location & wastewater lagoons at facility.Requests arrangements be made 
for final verification survey. 

STAUTER.J.C. Kerr-McGee Corp. 91/09/11. HAUGHNEY.C. Fuel Cycle Safety 
Branch. 2pp. 59156:183-59156:184. 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 


9109100262 “Semiannual Gaseous Effuent Rept" for Jan-June 1991.W/910731 Itr. 
LESTER,K.S. B&W Fuel Co. 91/06/30. STOHR.J.P. Region 2 (Post 820201). 4pp. 
59087:212-59087:215. 

9109030036 Forwards figures for previously submitted amend dtd 910702.Amend would 
increase enrichment from 4.1% to 5.1%. 

LESTER,K.S. B&W Fuel Co. 91/08/26. HAUGHNEY.C. Fuel Cycle Safety Branch. 
8 pp. 58926:310-58926:318. 

9109060101 Advises that 910621 characterization plan acceptable,w/ exception that 
samples should be collected at ctr & midpoints between ctr & comers of each grid 
instead of at ctr & each corner.Acceptable sampling pattern for grid end. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 91/09/03. LESTER,K.S. B&W Fuel Co. 
2pp. 59034:283-59034:284. 

9109200236 Trip rept of 910912-13 site visit to establish clear understanding of 910702 
application to increase enrichment 

ROBINSON.C.H. Fuel Cycle Safety Branch. 91/09/17. BIDINGER,G.H. Fuel Cycle 
Safety Branch. Ip. 59167:206-59167:206. 


9109050019 Forwards Insp Repts 50-020/91-02 & 70-0938/91-02 on 910715-18.No 
safety concerns or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/21. BERNARD,J.A., MASSE,F.X. Mas¬ 
sachusetts Institute of Technology, Cambridge, MA. 2pp. 59030:221-59030:237. 

-9109050022 Insp Repts 50-020/91-02 & 70-0938/91-02 on 910715-18.No violations 
noted.Major areas inspected:operational status of licensee emergency preparedness 
program & status of licensee action on previously identified items. 

AUSTIN,M.A., BORES,R.J. Region 1 (Post 820201). 91/08/20. 6pp. 59030:223- 
59030:228. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

9109040229 Forwards safety insp repts 70-1100/91-03 & 30-03754/91-01 on 910715- 
19.No violations noted. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/26. VAUGHAN,R.E. Combustion Engi¬ 
neering, Inc. 2pp. 58936:266-58936:277. 

-9109040259 Insp repts 70-1100/91-03 & 30-03754/91-01 on 910715-19.No violations 
noted.Major areas inspected:operations review, transportation & status of remedial ac¬ 
tions in contaminated wooded areas of site. 

ROTH.J., BORES,R. Region 1 (Post 820201). 91/08/20. 10pp. 58936:268-58936:277. 

9109240325 Ack receipt of 910808 Itr informing NRC of steps taken to correct violations 
noted in insp 70-1100/91-02. 

JOYNER,J.H. Region 1 (Post 820201). 91/09/03. VAUGHAN,R.E. Combustion Engi¬ 
neering, Inc. 2pp. 59184:292-59184:300. 

9109130209 Provides info re submittal of emergency plan & decommissioning funding 
plan for facility.Requests schedular exemption to permit submittal of funding plan by 
950101. 

VAUGHN,R.E. Combustion Engineering, Inc. VAUGHN,R.E. ASEA Brown Boveri, Inc. 
91/09/04. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 3pp. 59113:052-59113:054. 

9109300261 Application for amend to License SNM-1067,updating organizational struc¬ 
ture info. 

CONANT.J.F. Combustion Engineering, Inc. CONANT.J.F. ASEA Brown Boveri, Inc. 
91/09/25. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 27pp. 59259:344-59260:009. 


DOCKET 70-1257 SIEMENS NUCLEAR POWER CORP., BELLEVUE, WA 


9109060114 Lists guarantees issued by Siemens Corp on behalf of Siemens Nuclear 
Power Corp as of 910831 .Review requested. 

STROBL.H. Siemens Corp. 91/08/21. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 
2pp. 59032:358-59032:350. 

9109090059 “Users Manual for Criticality Detection & Alarm Sys.” 

BRACKENBUSH.L. Batteile Memorial Institute, Pacific Northwest Laboratory. 91/08/ 
26. 77pp. 59054:334-59055:055. 

9109230197 Application for amend to License SNM-1227,authorizing operation of ion 
exchange process to reduce U concentration of Lagoon 5A solution before discharge 
to Richland city sewer. 

MALODY.C.W. Siemens Nuclear Power Corp. 91/09/13. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 32pp. 59188:298-59188:328. 


DOCKET 70-1739 TRI-STATE MOTOR TRANSIT CO., JOPLIN, MO 

9109110027 Responds to 910705 notice of violation.Corrective actions: drivers will be 
required to notify vendor dispatcher prior to departure,that compliance w/routing pro¬ 
cedures met. 

HOFFMAN,H.P. Tri-State Motor Transit Co. 91/09/03. Document Control Branch 
(Document Control Desk). 2pp. 59053:202-59053:203. 


DOCKET 70-1966 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


9109160250 Advises that annual matl license fee per Invoice AMO 4233-91 not submit¬ 
ted since licenses notified NRC prior to 910809 requesting that license be relin¬ 
quished & that licensed activities will be halted by 910030. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/12. Document Control Branch 
(Document Control Desk). 2pp. 59118:197-59118:198. 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

9109110296 Responds to 910723 request for delay in conducting 1991 physical 
inventory.Inventory must be completed on or before 911012. 

BURNETT,R.F. Division of Safeguards & Transportation (Post 870413). 91/08/21. 
WINSLOW,T.P. General Electric Co. 2pp. 59069:302-59069:303. 

9109200030 Discusses 910528 & 29 inadvertent transfer of approx 150 kg U from safe 
process tanks to unsafe tank,presenting potential criticality safety problem.Forwards 
ITT rept concluding that NRC oversight defidentW/o end. 

SELIN.I. Commissioners (Post 750119). 91/09/12. GRAHAM,B. Senate, Environment 
& Public Works. 3pp. 59168:355-59168:357. 

9109300254 Trip rept of 910618 & 25 visit to GE in Wilmington NC to assist regional 
staff in conducting Insp Rept 70-1113/91-03. 

ROBINSON.C.H. Fuel Cycle Safety Branch. 91/09/25. BIDINGER,G.H. Fuel Cycle 
Safety Branch. 7pp. 59260:091-59260:097. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

9109200022 Forwards “SNM Physical Inventory Rept,” for period ending 910815.W/O 
end. 

SANDERS,C.F. Westinghouse Electric Corp. 91/09/10. SHERR.T.S. Domestic SG & 
Regional Oversight Branch (Post 881218). 2pp. 59167:247-59167:248. 


9109260144 Forwards renewed License SNM-1865,authorizing receipt 

possession,insp,storage & packaging & delivery to carrier of unirradiated fuel assem¬ 
blies & fuel rods,per application dtd 910418 & suppl dtd 910801. 

HICKEY;J.W. Fuel Cycle Safety Branch. 91/09/20. WALLACE,E.G. Tennessee Valley 
Authority. 2pp. 59235:118-59235:124. 

—9109260150 Renewed License SNM-1 865,authorizing receipt.possession.insp & stor¬ 
age of fuel,per statements,representations & conditions specified in licensees applica¬ 
tion dtd 910418 & suppl dtd 910801. 

HICKEY,J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). 91/09/20. 
ip. 59235:120-59235:120. 

-9109260154 Safety evaluation recommending approval of 910418 application & 
910801 suppl for renewal of License SNM-1865. 

DATTA.A. Fuel Cycle Safety Branch. 91/09/20. 4pp. 59235:121-59235:124. 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


9109250284 Forwards renewed License SNM-1883,authorizing receipt, 

gG^Mdwi.in^storage & packaging & delivery to carrier of unirradiated fuel assem- 

HICKEY.J.W. Fuel Cycle Safety Branch. 91/09/20. WALLACE,EG. Tennessee Valley 
Authority. 2pp. 59208:170-59208:176. 
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-9109250285 Renewed License SNM-1883,authorizing receipt,possession, insp,storage 
& packaging & delivery to carrier of unirradiated fuel assemblies & fuel rods. 

HICKEY,J.W. Division of Industrial & Medical Nuclear Safety {Post 870729). 91/09/20. 
ip. 59208:172-59208:172. 

—9109250287 Safety evaluation recommending approval of license renewal application 
dtd 910418 & suppl dtd 910801 for License SNM-1883. 

DATTA.A. Fuel Cycle Safety Branch. 91/09/20. 4pp. 59208:173-59208:176. 


DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON, DC 


9109030137 Forwards "Cultural Resources Survey of Proposed Location of U Enrich¬ 
ment Facility in Claiborne Parish,LA," final rept. Rept concludes that const & oper¬ 
ation of facility would have no adverse impact on historic or prehistoric properties. 
LEROY.P.G. Louisiana Energy Services. 91/08/14. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 6pp. 58992:288-58992:341. 

-9109030141 “Cultural Resources Survey of Proposed Location of U Enrichment Facili¬ 
ty in Claiborne Parish, LA,” final rept 

SHUMAN,M.K. Surveys Unlimited Research Associates, Inc. 91/07/19. 48pp. 
58992:294-58992:341. 


9109030089 Discusses Louisiana Energy Svcs application for U enrichment facility in 
Claiborne Parish.Comments on scope of Els for facility provided to NRC on 
910814-Prehearing conference scheduled on 911114 in Shreveport,LA. 

WASCOM.R. Louisiana, State of. 91/08/20. Louisiana, State of. 2pp. 58994:216- 
58994:217. 

9109100129 Ack receipt of notification of leave to participate in notice of hearing for 
Louisiana Energy Svc.as interested state party.W/Certificate of Svc.Servea on 
910827. 

TEMPLET,P.H. Louisiana, State of. #391 12159. 91/08/21. Docketing & Services 
Branch. 2pp. 59023:193-59023:194. 

9109040154 Provides recommendations re notice of intent to prepare EIS for proposed 
Louisiana Energy Svcs Claiborne Enrichment Ctr, Claiborne Parish, LA. 
GRABOWSKI.R.B. Interior, Dept, of, Bureau of Mines. 91/08/29. HAUGHNEY.C.J. 
Fuel Cycle Safety Branch. 2pp. 58998:234-58998:235. 

9109260194 Forwards radiological sabotage analysis for Claiborne Enrichment 
Ctr.Analysis concludes no significant impact on health & safety of public. 

LEROY.P.G. Louisiana Energy Services. 91 /08/30. SHERR.T.S. Domestic SG & Re¬ 
gional Oversight Branch (Post 881218). Ip. 59208:141-59208:149. 

-9109260200 “Physical Security to Protect Against Radiological Sabotage.” 

* Louisiana Energy Services. 91/08/31. 8pp. 59208:142-59208:149. 

9109160255 Discusses visit to Oconee County,SC to obtain overview of commercial nu¬ 
clear industry to put proposed Claiborne Enrichment Ctr in perspective.Local economy 
needs revitil'ization that enrichment ctr would bring. 

VOENTINE.B. Affiliation Not Assigned. 91/09/03. HAUGHNEY.CJ. Fuel Cycle Safety 
Branch. 2pp. 59119:302-59119:303. 

9109250136 Citizens Against Nuclear Trash motion for extension of time for requesting 
reconsideration of licensing stds.* Informs of no objection to motion for 3-wk exten¬ 
sion of deadline to file motion to reconsider std.W/Certificate of Svc. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). #391 12185. 91/09/05. Commissioners (Post 750119). 3pp. 59193:208- 
59193:210. 

9109250109 NRC Staff response to applicant motion for leave to correct caption & to 
suppl motion to reconsider notice & Commission order.* Applicant request to suppl 
motion should be denied based on listed reasons.W/Certificate of Svc. 

TURK.S.E. Office of the General Counsel (Post 860701). #391 12183. 91/09/06. 
Commissioners (Post 750119). 14pp. 59193:159-59193:171. 

9109190101 Advises that written comments on EIS for Claiborne Enrichment Ctr provid¬ 
ed to NRC on 910814.Tentat'ive review schedule.provided by NRC,encl.W/o end. 
WASCOM.R. Louisiana, State of. 91/09/09. Louisiana, State of. Ip. 59164:1 OS- 
59164:107. 


9109180184 Forwards initial review comments on MC&A FNMC plan for Claiborne En¬ 
richment Ctr.Comments based upon requirements of 10CFR74.33 & NRC guidance 
documents re MC&A at low enriched U enrichment facilities. 

SHERR.T.S. Division of Safeguards & Transportation (Post 870413). 91/09/13. 
ARNOLD,W.H. Louisiana Energy Services. 2pp. 59134:203-59134:204. 

9109250112 Order.* Grants motion for 3-wk extension of time,until 911007,in which Citi¬ 
zens Against Nuclear Trash can submit motion to reconsider proposed licensing 
stds.W/Certificate of Svc.Served on 910917. 

HOYLE.J.C. Commissioners (Post 750119). #391 12212. 91/09/17. Citizens Against 
Nuclear Trash. 3pp. 59193:172-59193:174. 


DOCKET DOCKET UNKNOWN 


9109050195 Summary of 910827 meeting w/Chem-Nuclear Sys.lnc in Rockville,MD re 
transport of steam generators.Meeting agenda & viewgraphs end. 

OSGOOD,N.L Transportation Branch. 91/08/27. Transportation Branch. 60pp. 
58994:029-58994:089. 


9109260086 Informs of transport of SG sub-assemblies from facility to Barnwell,SC low- 
level waste disposal fadlity. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCAKA.E.J. Northeast Utilities. 91/09/18. Document Control Branch (Document 
Control Desk). 2pp. 59218:127-59218:128. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 


AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0009 ISOMEDIX, INC. 

9109060108 Advises that QA program approval for radioactive matl package:0009 
terminated,per 910813 requesLAuthority to use Certificates of Compliance 9081 & 
9182 also terminated. 

MACDONALD.C.E. Transportation Branch. 91/09/04. DIETZ,G.R. Isomedix, Inc. 
(subs, of Masefield Enterprises, Inc.). Ip. 59034:225-59034:225. 


DOCKET 71-0019 ROCHESTER GAS & ELECTRIC CORP. 


9109050361 Forwards QA program approval for radioactive matl package: 0019,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91 /09/04. MECREDY.R.C. Rochester Gas 
& Electric Corp. Ip. 59030:350-59030:351. 

-9109050362 QA program approval for radioactive matl package:0019,Rev 4. - 
MACDONALD.C.E. Transportation Branch. 91/09/04. Ip. 59030:351-59030:351. 


DOCKET 71-0025 DAIRYLAND POWER COOPERATIVE 


9109260057 Application for renewal of QA program approval for radioactive matl 
package:0025.Fee paid. 

BERG.W.L. Dairyland Power Cooperative. 91/09/11. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 59218:238-59218:239. 

9109300056 Forwards Rev 4 to QA program approval for radioactive matl pack- 
, age:0025. 

MACDONALD.C.E. Transportation Branch. 91/09/25. BERG.W.L. Dairyland Power Co¬ 
operative. Ip. 59244:205-59244:206. 

-9109300057 QA program approval for radioactive matl package:0025,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/25. Ip. 59244:206-59244:206. 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO. 


9109100184 Forwards QA program approval for radioactive matl package: 0056,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/06. BECK.G.J. Philadelphia Electric 
Co. ip. 59087:218-59087:219. 

-9109100188 QA program approval for radioactive matl package:0056,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/06. Ip. 59087:219-59087:219. 


DOCKET 71-0069 CONSOLIDATED EDISON CO. OF NEW YORK, INC. 

9109170304 Application for amend to QA program approval for radioactive matl pack- 
age:0069 to specify that QA program limited to procurement & use of packaging for 
shipment of radioactive matls.Fee paid. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/09/05. Document Control 
Branch (Document Control Desk). 3pp. 59127:143-59127:144. 

9109180122 Forwards QA program approval for radioactive matl package: 0069,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. BRAM.S.B. Consolidated Edison 
Co. of New York, Inc. Ip. 59145:320-59145:321. 

-9109180123 QA program approval for radioactive matl package:0069,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. Ip. 59145:321-59145:321. 


DOCKET 71-0122 J.L. SHEPHERD & ASSOCIATES 


9109090172 Ack receipt of 910806 Itr informing NRC of steps taken to correct violations 
noted in insp rept 71-0122/91-05 on 910322. 

MACDONALD.C.E. Transportation Branch. 91/09/04. SHEPHERD,M.R. J.L. Shepherd 
& Associates. 2pp. 59053:346-59053:347. 


DOCKET 71-0136 PARKER INDUSTRIAL X-RAY LABORATORY CORP. 

9109180080 Advises that QA Program Approval 0136 & Certificate of Compliance 9039 
terminated per 910726 request. 

MACDONALD.C.E. Transportation Branch. 91/09/13. PARKER,B. Parker Industrial X- 
Ray Laboratory Corp. Ip. 59136:343-59136:343. 


DOCKET 71-0194 VIRGINIA ELECTRIC & POWER CO. 

9109300144 Clarifies that application of 10CFR50,App B QA Program,as applied to ac¬ 
tivities under 10CFR71 for Surry & North Anna Power Stations,limited to procurement 
& use of shipment of radioactive matls. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/24. Document 
Control Branch (Document Control Desk). 2pp. 59253:077-59253:078. 


DOCKET 71-0211 BOSTON EDISON CO. 


9109190034 Application for amend to QA program approval for radioactive matls 
package:0211 .deleting any authority for design & fabrication of shipping casks. 

DAVIS,G.W. Boston Edison Co. 91/09/12. Document Control Branch (Document Con¬ 
trol Desk). Ip. 59141:177-59141:179. 

9109240408 Forwards QA program approval for radioactive matl package: 0211 ,Rev 4. 
MACDONALD,C.E. Transportation Branch. 91/09/19. DAVIS,G.W. Boston Edison Co. 
1 p. 59200:250-59200:251. 

-9109240412 QA program approval for radioactive matl package:0211 ,Rev 4. 
MACDONALD,C.E. Transportation Branch. 91/09/19. Ip. 59200:251-59200:251. 



DOCKETED ITEMS 163 


DOCKET 71-0231 CHEM-NUCLEAR SYSTEMS, INC. 

9109100012 Forwards Insp Rept 71-0231/91-07 on 910617-21 & notice of nonconfor¬ 
mance. 

MACDONALD,C.E. Transportation Branch. 91/09/04. CAMPBELL,R.E. Chem-Nuciear 
Systems, Inc. 2pp. 59078:221-59078:242. 

-9109100015 Insp Rept 71-0231/91-07 on 910617-21.Nonconformance noted. Major 
areas inspected:exam of procedures & representative records,interviews w/personnel 
& inspector observation of licensed activities. 

JANKOVICH.J.P., MATULA.T.O., O’CONNOR.S.C. Office of Nuclear Material Safety & 
Safeguards. 91/09/04. 15pp. 59078:223-59078:237. 

-9109100017 Notice of nonconformance from insp on 910617-21. Nonconformance 
noted:failure to provide sys for tracking open nonconformance repts at plant site & 
failure to use test equipment to ensure critical quality requirements met. 

• NRC - No Detailed Affiliation Given. 91/09/04. 5pp. 59078:238-59078:242. 


DOCKET 71-0240 POWER AUTHORITY OF THE STATE OF NEW YORK 

9109110190 Requests written response to util 910809 appeal disputing amount of FY91 
annual matls fee for QA program approval for radioactive matl package:0240 & expla¬ 
nation of NRC final determination of amount of debt. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/06. License Fee & Debt Collection Branch (Post 890827). 5pp. 59085:349- 
59085:352. 

9109250289 Clarifies that application of 10CFR50 App B QA program as applied to ac¬ 
tivities under 10CFR70 for plants limited to procurement & use of completed packag¬ 
ing for transport of radioactive matls. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
91/09/18. Document Control Branch (Document Control Desk). 4pp. 59203:203- 
59203:205. 

9109300219 Forwards Rev 5 to QA program approval for radioactive matl pack- 
age:0240. 

MACDONALD,C.E. Transportation Branch. 91/09/26. BEEDLE.R.E. Power Authority 
of the State of New York (New York Power Authority). Ip. 59262:035-59262:036. 

-9109300221 QA program approval for radioactive matl package:0240,Rev 5. 
MACDONALD.C.E. Transportation Branch. 91/09/26. Ip. 59262:036-59262:036. 


DOCKET 71-0256 OMAHA PUBLIC POWER DISTRICT 

9109030118 Requests that NRC provide refund for inappropriate FY91 annual matl fee 
invoice for 10CFR71 transportation of radioactive matls activities. 

GATES.W.G. Omaha Public Power District. 91/08/19. Docketing & Services Branch. 
3pp. 58928:044-58928:048. 

9109260101 Clarifies that application of 10CFR50 App B QA Program as applied to ac¬ 
tivities under 10CFR71 for facility limited to procurement & use of packaging for ship¬ 
ment of radioactive matls. 

GATES.W.G. Omaha Public Power District. 91 /09/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 59218:360-59218:360. 

9109300264 Forwards QA program approval for radioactive matl package: 0256,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/26. GATES.W.G. Omaha Public 
Power District. Ip. 

-9109300266 QA program approval for radioactive matl package:0256,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/26. Ip. 


DOCKET 71-0266 DUKE POWER CO. 

9109090155 Clarifies application of 10CFR50 app B QA program as applied to activities 
under 10CFR71 for Oconee,McGuire & Catawba Nuclear Stations is limited to pro¬ 
curement & use of packaging for shipment of radioactive matls. 

TUCKMAN.M.S. Duke Power Co. 91/08/28. NRC - No Detailed Affiliation Given. 2pp. 
59034:342-59034:342. 

9109180134 Forwards QA program approval for radioactive matl package: 0266,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. TUCKMAN.M.S. Duke Power 
Co. ip. 59145:328-59145:329. 

-9109180137 QA program approval for radioactive matl package:0266,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. Ip. 59145:329-59145:329. 


DOCKET 71-0275 DUQUE8NE LIGHT CO. 

9109090097 Clarifies application of 10CFR50,App B, “QA Program” as applied to activi¬ 
ties under 10CFR71 for plant limited to procurement & use of packing for shipment of 
radioactive matls. 

SIEBER.J.D. Duquesne Light Co. 91/08/29. Document Control Branch (Document 
Control Desk). 2pp. 59034:343-59034:343. 

9109190022 Forwards Rev 5 to QA program approval for radioactive matl pack- 
age:0275. 

MACDONALD,C.E. Transportation Branch. 91/09/13. SIEBER.J.D. Duquesne Light 
Co. Ip. 59141:191-59141:192. 

-9109190023 QA program approval for radioactive matl package:0275,Rev 5. 
MACDONALD,C.E. Transportation Branch. 91/09/13. Ip. 59141:192-59141:192. 


DOCKET 71-0331 NORTH CAROLINA STATE UNIV., RALEIGH, NC 

9109030171 Advises that QA program approval for radioactive matl package:0331 ex¬ 
pires on 911031 .Renewal must De requested within 30 days of expiration.lf renewal 
not desired,NRC should be so notified. 

MCDONALD,C.E. Transportation Branch. 91/08/27. TURINSKY.P.J. North Carolina 
State Univ., Raleigh, NC. Ip. 58928:167-58928:167. 


9109190102 Application for renewal of QA program approval for radioactive matl 
package:033l.Fee paid. 

MANI.K.V. North Carolina State Univ., Raleigh, NC. 91/09/11. MACDONALD.C.E. 
Transportation Branch. 2pp. 59141:129-59141:129. 

9109300223 Forwards Rev 3 to QA program approval for radioactive matl pack- 
age:0331. 

MACDONALD.C.E. Transportation Branch. 91/09/26. MANI.K.V. North Carolina State 
Univ., Raleigh, NC. Ip. 59262:037-59262:038. 

-9109300224 QA program approval for radioactive matl package:0331 ,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/09/26. Ip. 59262:038-59262:038. 


DOCKET 71-0332 FLORIDA POWER CORP. 


9109180261 Clarifies that application of QA program to activities covered by 10CFR71 
does not include design & fabrication of shipping casks for radioactive matls. 
BOLDT.G.L. Florida Power Corp. (subs, of Flonda Progress Corp.). 91/09/12. Docu¬ 
ment Control Branch (Document Control Desk), ip. 59140:341-59140:341. 

9109250214 Forwards QA program approval for radioactive matl package: 0332,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/19. BOLDT.G.L. Florida Power 
Corp. (subs, of Florida Progress Corp.). 1 p. 59208:330-59208:331. 

-9109250215 QA program approval for radioactive matl package:0332,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/19. Ip. 59208:331-59208:331. 


DOCKET 71-0345 CAROLINA POWER & LIGHT CO. 


9109160186 Confirms that payment of NRC Invoice AM04082-91 re 1991 annual matls 
fee for QA program electronically transferred to NRC on 910906. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/09. License Fee & Debt Collection 
Branch (Post 890827). Ip. 59115:348-59115:348. 


DOCKET 71-0347 STONE & WEBSTER ENGINEERING CORP. 


9109090174 Informs that QA program approval 0347 will be terminated 910930,per 
910806 request. 

MACDONALD.C.E. Transportation Branch. 91/09/04. LUCKS,A.S. Stone & Webster 
Engineering Corp. Ip. 59053:345-59053:345. 


DOCKET 71-0370 AMERSHAM CORP. 


9109270167 Supports request by Amersham Corp.Arlington Heights,IL to terminate their 
QA program approval 0037.Requests that Amersham be certificate holder for certifi¬ 
cate of compliance 9167 for models 3206B.3327B & 3218 Type B packages. 
ROUGHAN.C. Amersham Corp. 91/09/19. EASTON,E. Transportation Branch. Ip. 
59252:279-59252:279. 


DOCKET 71-0371 NAVY, DEPT. OF 


9109260120 Responds to 910902 Itr re removal of soil from within 12 drywells. 
HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/09/24. GREGG,R. UNC, Inc. (formerly 
UNC Resources, Inc.). Ip. 59218:359-59218:359. 


DOCKET 71-0377 INDIANA MICHIGAN POWER CO. 


9109090269 Disputes fee for design & fabrication of shipping casks authority,in re¬ 
sponse to Invoice AM04424-91 dtd 910809 & requests that NRC waive interest & late 
payment penalties during period of dispute,per 10CFR15.37(j). 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91 /08/30. MURLEY.T.E. Document Control Branch (Document Control Desk). 
9pp. 59041:318-59041:342. 

9109180096 Forwards QA program approval for radioactive matl package: 0377,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. FITZPATRICK.E. Indiana Michi¬ 
gan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 59145:301-59145:302. 

-9109180103 QA program approval for radioactive matl package:0377,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/13. Ip. 59145:302-59145:302. 


DOCKET 71-0378 WISCONSIN ELECTRIC POWER CO. 


9109100179 Forwards QA program approval for radioactive matl package: 0378, Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/06. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59087:220-59087:221. 

-9109100182 QA program approval for radioactive matl package:0378,Rev 4. 
MACDONALD.C.E. Transportation Branch. 91/09/06. Ip. 59087:221-59087:221. 

9109230060 Forwards QA program approval for radioactive matl package: 0378,Rev 5. 
MACDONALD.C.E. Transportation Branch. 91/09/20. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 59191:342-59191:343. 

-9109230061 QA program approval for radioactive matl package:0378,Rev 5. 
MACDONALD.C.E. Transportation Branch. 91/09/20. Ip. 59191:343-59191:343. 


DOCKET 71-0413 CONSTRUCTION ENGINEERING CONSULTANTS, INC. 


9109180076 Advises that QA Program Approval 0413 will be terminated on 910930,per 
910808 request 

MACDONALD.C.E. Transportation Branch. 91/09/13. ARTUSO.R. Construction Engi¬ 
neering Consultants, Inc. Ip. 59136:342-59136:342. 
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DOCKET 71-041* NORTHEASTERN RESEARCH ft TESTING, INC. 

9109180083 Advises that QA program for radioactive mat! package 0419 expired on 
910831. 

MACDONALD,C.E. Transportation Branch. 91/09/13. JOHNSON,J.A. Northeastern 
Research & Testing, Inc. Ip. 59136:344-59136:344. 


DOCKET 71-0461 ATLANTIC RESEARCH CORP. 

9109200258 Advises that QA program approval for radioactive matl package:0461 ex¬ 
pires on 911130.Renewal of QA program should be requested at least 30 days prior 
to expiration.Uniess exemption provided application fee should be submitted. 
MACDONALD.C.E. Transportation Branch. 91/09/19. GROVE.M.W. Atlantic Research 
Corp. ip. 59171:166-59171:166. 


DOCKET 71-0470 PENNSYLVANIA STATE UNIV. 

9109200261 Advises that QA program approval for radioactive matl package:0470 ex¬ 
pires on 911130. Request for renewal should be submitted at least 30 days prior to 
expiration date.Unless exemption provided,application fee should be submitted. 
MACDONALD,C.E Transportation Branch. 91/09/19. VOTH.M. Pennsylvania State 
Univ., University Park, PA. Ip. 59171:167-59171:167. 


DOCKET 71-0465 WASHINGTON PUBLIC POWER SUPPLY SYSTEM 

9109030024 Application for amend to QA program approval for radioactive matl 
package-0495.Foe paid. 

SORENSEN,G.C. Washington Public Power Supply System. 91/08/22. Document 
Control Branch (Document Control Desk). Ip. 58926:288-58926:289. 

9109100172 Forwards QA program approval for radioactive matl package: 0485,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/09/06. SORENSEN,G.C. Washington 
Public Power Supply System. Ip. 59087:216-59087:217. 

-9109100176 QA program approval for radioactive matl package:0485,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/09/06. Ip. 59087:217-59087:217. 


DOCKET 71-0516 LONG ISLAND LIGHTING CO. 

9109180266 Informs of removal of design & fabrication of shipping casks from approved 
10CFR50 app B QA program as applied to activities under 10CFR71 for facility. 
LEONARD,J.D. Long Island Lighting Co. 91/09/10. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 59140:348-59140:349. 

9109250217 Forwards QA program approval for radioactive matl package: 0516,Rev 2. 
MACDONALD,C.E. Transportation Branch. 91/09/19. LEONARD,J.D. Long Island 
Lighting Co. Ip. 59208:332-59208:333. 

-9109250218 QA program approval for radioactive matl package:0516.Rev 2. 
MACDONALD,C.E Transportation Branch. 91/09/19. Ip. 59208:333-59208:333. 


DOCKET 71-0520 UNION ELECTRIC CO. 

9109160121 Application for amend to QA program approval for radioactive matl 
package:0520,Rev 2,to reflect that activity limited to procurement & use of packaging 
but not design or fabrication of shipping casks.Fee paid. 

SCHNELL.D.F. Union Electric Co. 91/09/06. Document Control Branch (Document 
Control Desk). 4pp. 59113:354-59113:356. 

9109200304 Forwards Rev 3 to QA program approval for radioactive matl pack- 
age:0520. 

MACDONALD.C.E. Transportation Branch. 91/09/18. SCHNELL.D.F. Union Electric 
Co. Ip. 59177:330-59177:331. 

-9109200306 QA program approval for radioactive matl package:0520,Rev 3. 
MACDONALD,C.E Transportation Branch. 91/09/18. Ip. 59177:331-59177:331. 


DOCKET 71-0526 DETROIT EDISON CO. 

9109090167 Clarifies application of 10CFR50 app B QA program as applied to activities 
under 10CFR71 for Fermi 2 is limited to procurement & use of packaging for shipment 
of radi oa ctive metis. 

ORSER.W.S. Detroit Edison Co. 91/09/03. Document Control Branch (Document 
Control Desk). 3pp. 59034:344-59034:345. 

9109190019 Forwards Rev 2 to QA program approval for radioactive matl pack- 

KdONALD.C.E. Transportation Branch. 91/09/13. ORSER.W.S. Detroit Edison Co. 
Ip. 59141:193-59141:194. 

-9109190020 QA program approval for radioactive matl package:0526,Rev 2. 
MACDONALD,C.E Transportation Branch. 91/09/13. Ip. 59141:194-59141:194. 


DOCKET 71-0554 VIRGINIA POLYTECHNIC INSTITUTE A STATE UNIV. 

9109200264 Advises that QA program approval for radioactive matl package:0554 ex¬ 
pires on 911130. Request for renewal should be submitted at least 30 days prior to 
expiration date.Unless exemption provided,application fee should be submitted. 
MACDONALD.C.E. Transportation Branch. 91/09/19. SMILEY,D.C. Virginia Polytech¬ 
nic Institute & State Univ., Blacksburg, VA. Ip. 59171:168-59171:168. 


DOCKET 71-0567 ARIZONA NUCLEAR POWER PROJECT 

9109300183 Application for amend to QA program approval for radioactive material 
package:0567,limiting procurement & use of packaging for shipment of radioactive 
materials. Fee paid. 

CONWAY,W.f 7 Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/09/22. Document Control Branch (Document Control Desk). Ip. 59253:187- 
59253:190. 


DOCKET 71-0600 SHAFER VALVE CO. 

9109190215 Responds to 910815 request for info re necessity of having QA program 
for radioactive matl packages.NRC-approved QA program not required for use of DOT 
Sooc 7A oackaae 

MACDONALD.C.E. Transportation Branch. 91/09/17. Shafer Valve Co. Ip. 
59166:353-59166:353. 


DOCKET 71-0601 CARRIER CORP. 

9109030120 Advises that vendor no longer performs x-rays & future use of matls not 
anticipated.Annual matls fee invoice returned. 

LIPEROTE.N. Carrier Corp. 91/08/05. License Fee & Debt Collection Branch (Post 
890827). 3pp. 58954:001-58954:003. 


DOCKET 71-0607 MK-FERGUSON CO. 


9109190187 Application for amend to QA program approval for radioactive matl 
package:0607,Rev 2,reflecting reorganization of subsidiary companies.Correct address 
listed.Fee paid. 

MARUDAS.D. Morrison-Knudsen Co., Inc. 91/09/11. MACDONALD.C.E. Transporta¬ 
tion Branch. 2pp. 59148:305-59148:312. 

-9109190190 “Morrison Knudsen Corp.QA Program for Procurement,Use,Maint & 
Repair of Packages Designed to Transport Radiographic Devices (10CFR71).’’ 

* Morrison-Knudsen Co., Inc. 91/09/06. 7pp. 59148:307-59148:312. 


DOCKET 71-0609 SCIENTIFIC MEASUREMENT SYSTEMS, INC. 


9109110214 Application for renewal of QA program approval for radioactive matl 
package:0609.QA program end.Fee paid. 

MEYER.G.A. Scientific Measurement Systems, Inc. 91/09/03. MACDONALD.C.E. 
Transportation Branch. Ip. 59085:345-59085:348. 

-9109110216 QA program for radioactive matl packages. 

* Scientific Measurement Systems, Inc. 91/09/03. 4pp. 59085:346-59085:348. 

9109190014 Forwards Rev 1 to QA program approval for radioactive matl pack¬ 
age: 0609. 

MACDONALD.C.E. Transportation Branch. 91/09/13. MEYER,G.A. Scientific Measure¬ 
ment Systems, Inc. Ip. 59141:195-59141:196. 

-9109190016 QA program approval for radioactive matl package:0609,Rev 1. 
MACDONALD.C.E. Transportation Branch. 91/09/13. ip. 59141:196-59141:196. 


DOCKET 71-0611 INDUSTRIAL NDT CO. 


9109030066 Application for renewal of QA program approval for radioactive matl pack- 
aoe *0611. 

BOSWELL,G.D. Industrial NDT Co. 91/08/28. MACDONALD.C.E. Transportation 
Branch. 6pp. 58927:034-58927:039. 

9109190017 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0611. 

MACDONALD.C.E. Transportation Branch. 91/09/13. BOSWELL,G.D. Industrial NDT 
Co. Ip. 59141:197-59141:198. 

-9109190018 QA program approval for radioactive matl package:0611,Rev 1. 
MACDONALD,C.E. Transportation Branch. 91/09/13. Ip. 59141:198-59141:198. 


DOCKET 71-0615 ALONSO A CARUS IRON WORKS, INC. 


9109200267 Advises that QA program approval for radioactive matl package:0615 ex¬ 
pires on 91ll30.Request for renewal should be submitted at least 30 days prior to 
expiration date.Unless exemption provided,application fee should be submitted. 
MACDONALD,C.E. Transportation Branch. 91/09/19. CINTRON,J.L Alonso & Carus 
Ironworks, Inc. Ip. 59171:179-59171:179. 


DOCKET 71-0617 POWER PIPING CO. 


9109200266 Advises that QA program approval for radioactive matl package:0617 ex¬ 
pires on 911130.Request for renewal should be submitted at least 30 days prior to 
expiration date.Unless exemption provided,application fee should be submitted. 
MACDONALD.C.E. Transportation Branch. 91/09/19. HAYNES,T.P. Power Piping Co. 
(subs, of Harlan Electric Co.). Ip. 59171:178-59171:178. 


DOCKET 71-0620 INSPECTION SERVICES 


9109180161 Application for renewal of QA program approval for radioactive matl 
package:0620.Copy of matt license end to reflect Type B containers authorized to use 
& list of Type “A & B” containers in possession also end. 

GRASS,C. Inspection Services & Testing, Inc. (formerly Inspection Services & Engi¬ 
neering). 91/09/05. MACDONALD.C.E. Office of Nuclear Material Safety & Safe¬ 
guards. 3pp. 59140:342-59140:347. 


DOCKET 71*0647 NORTHERN INSPECTION SERVICES, INC. 


9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated,per 910812 request. Certificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD,C.E. Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. ip. 59092:248-59092:248. 
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DOCKET 71-0M4 FOSTER WHEELER CONSTRUCTORS, INC. 

9109090084 Forwards listed procedures for review & retention,per 910904 teicon. 
AKRIN.S.J. Foster Wheeler Constructors, Inc. 91/09/04. MATULA.T. Transportation 
Branch. 2pp. 59034:285-59034:341. 

-9109090112 Rev 0 to “QA Requirements for Radiography Source Shipments." 

* Foster Wheeler Constructors, Inc. 87/01/06. 4pp. 59034:287-59034:290. 

-9109090117 Rev 2 to "Radiation Safety Audit Procedure.” 

* Foster Wheeler Constructors, Inc. 91/01/25. 11pp. 59034:291-59034:305. 

-9109090121 Rev 1 to "Radiation Safety Training Procedure.” 

* Foster Wheeler Constructors, Inc. 91/01/25. 36pp. 59034:306-59034:341. 

9109260169 Requests add! info identified in end re 910904 application requesting ap¬ 
proval of QA program for shipments of radioactive radiography sources. 

MACDONALD,C.E. Transportation Branch. 91/09/23. ARKIN.S.J. Foster Wheeler 
Constructors, Inc. 2pp. 59235:151-59235:152. 


DOCKET 71-0719 CCC INTERNATIONAL, INC. 

9109260178 Requests addl info identified in end,in response to 910904 application re¬ 
questing approval of QA program for shipments of radioactive radiography sources. 
MACDONALD,C.E. Transportation Branch. 91/09/23. ARKIN.S.J. Foster Wheeler 
Constructors, Inc. 2pp. 59235:153-59235:154. 


DOCKET 71-0723 BASIN SERVICES, INC. 

9109250210 Forwards "10CFR71 QA Program for industrial Radiography & Sealed 
Sources.” 

BOAN.J.W. Basin Services, Inc. 91/09/16. MATULA.T. NRC - No Detailed Affiliation 
Given. 2pp. 59226:339-59226:343. 

9109230052 Forwards QA program approval for radioactive matl package: 0723,Rev 0. 
MACDONALD,C.E. Transportation Branch. 91 /09/20. BOAN.J.W. Basin Services, Inc. 
ip. 59178:033-59178:034. 

-9109230055 QA program approval for radioactive matl package:0723,Rev 0. 
MACDONALD,C.E. Transportation Branch. 91/09/20. Ip. 59178:034-59178:034. 


DOCKET 71-0725 CANSPEC TESTING, INC. 

9109200212 Requests info re proper licensed address for application approval. 
MCCOOL.S. Canspec Testing, Inc. 91/08/20. MATULA.T. Transportation Branch. Ip. 
59171:130-59171:131. 

-9109200217 Forwards copy of license,showing licensed address & Itr sent to MacDon¬ 
ald w/dates included.W/o end. 

MCCOOL.S. Canspec Testing, Inc. 91/08/15. MATULA.T. Transportation Branch, ip. 
59171:131-59171:131. 

9109180128 Forwards QA program approval for radioactive matl package: 0725,Rev 1. 
MACDONALD,C.E. Transportation Branch. 91/09/13. MCCOOL.S. Canspec Testing, 
Inc. ip. 59145:324-59145:325. 

-9109180129 QA program approval for radioactive matl package.0725.Rev 1. 
MACDONALD,C.E. Transportation Branch. 91/09/13. fp. 59145:325-59145:325. 


DOCKET 71-0726 GEORGIA POWER CO. 

9109200315 Forwards Rev 0 to QA program approval for radioactive matl pack- 
age:0726. 

MACDONALD,C.E. Transportation Branch. 91/09/18. MCCOY.C.K. Georgia Power 
Co. Ip. 59177:335-59177:336. 

-9109200317 QA program approval for radioactive matl package:0726,Rev 0. 
MACDONALD,C.E. Transportation Branch. 91/09/18. I p. 59177:336-59177:336. 


DOCKET 71-0727 CONTINENTAL AIRLINES, INC. 

9109110212 Application for Certificate of Compliance 0727 for shipping radioctive 
matis.QA program end. Fee paid. 

ROHRIG.R.L Continental Airlines, Inc. 91/09/04. MACDONALD,C.E. Transportation 
Branch. Ip. 59085:341-59085:344. 

-9109110213 QA program for shipping radioactive metis. 

* Continental Airlines, Inc. 90/02/01. 4pp. 59085:342-59085:344. 


DOCKET 71-0728 ACCU-TECH EVALUATION SERVICES, INC. 

9109190164^Aj>^ication for QA program approval for radioactive matl package:0728.QA 

PeHenC,J.J.’ AocuJrech Evaluation Services, Inc. 91/09/10. MACDONALD,C.E. 
Transportation Branch. Ip. 59157:340-59157:347. 

-9109190169 Rev 1 to AT-0360-QA, "QA Program.” 

* Accu-Tech Evaluation Services, Inc. 91/09/03. 9pp. 59157:341-59157:347. 


DOCKET 71-4888 MODEL: LCG-25A, -B, -C, SENTINEL-25A, -B,ET AL, 

9109180098 Advises that Certificate of Compliance 4888 will expire on 911130.Applica¬ 
tion for renewal should be submitted 30 days prior to expiration. 

MACDONALD,C.E. Transportation Branch. 91/09/13. VOGT.J. Nuclear Sources & 
Services, Inc. Ip. 59139:352-59139:352. 

9109250269 Requests renewal of Certificate of Compliance 4888 for Sentinel 25-Series 

C3gtS!f. Teledyne Energy Systems. 91/09/17. MACDONALD,C.E. Transportation 
Branch. 2pp. 59203:202-59203:202. 


DOCKET 71-4986 MODEL: RA-2, RA-3, GENERAL ELECTRIC CO. 

9109260163 Requests addl info identified in end re 910724 application requesting 
amend to Model RA-2/RA-3 shipping package. 

MACDONALD,C.E. Transportation Branch. 91/09/23. WINSLOW,T.P. General Electric 
Co. 2pp. 59235:149-59235:150. 


DOCKET 71-5059 MODEL NFS-URANYL NIT., NUCLEAR FUEL SERVICES, INC. 

9109100064 Forwards Rev 11 to Certificate of Compliance 5059 for Model NFS Uranyl 
Nitrate Tank Trailer. 

MACDONALD,C.E. Transportation Branch. 91/09/03. PAINE,D. Nuclear Fuel Serv¬ 
ices, Inc. Ip. 59080:014-59080:017. 

-9109100068 Certificate of Compliance 5059,Rev 11 for Model NFS Uranyl Nitrate 
Tank Trailer. 

MACDONALD,C.E. Transportation Branch. 91/09/03. 3pp. 59080:015-59080:017. 


DOCKET 71-5362 MODEL NATICK IRRADIATOR, AGRICULTURE, DEPT. OF 


9109200323 Advises that Certificate of Compliance 5362 for Model Natick irradiator 
packaging expires on 911130.Application for renewal should be submitted at least 30 

days prior to expiration date. _ 

MACDONALD,C.E. Transportation Branch. 91/09/19. JARRETT.R.D. Agriculture, 
Dept. of. Ip. 59177:345-59177:345. 


DOCKET 71-5450 MODEL RCC, RCC-1, RCC-2, RCC-3 & RCC-4, WESTINGHOUSE 

9109200255 Forwards addl info requested on 910814 re renewal of certificate of compli¬ 
ance 5450 for RCC shipping package. Enel withheld.W/12 oversize drawings. 
SANDERS,C.F. Westinghouse Electric Corp. 91/09/16. MACDONALD.C.E. Transpor¬ 
tation Branch. 8pp. 59233:336-59233:341. 

9109240255 Responds to 910918 & 19 telcons re revision to Procedures RCC-736904 
& RCC-730713 to include statement in Section 6.0 to require verification of presence 
& condition of absorbser plates. 

SANDERS,C.F. Westinghouse Electric Corp. 91/09/19. HUANG,D. Transportation 
Branch. Ip. 59200:309-59200:312. 

-9109240260 Rev 1 to Mechanical Operating Procedure RCC-736904, "Load Fuel Rod 
Box Into Shipping Container.” 

* Westinghouse Electric Corp. 91/09/19. Ip. 59200:310-59200:310. 

-9109240265 Rev 2 to Mechanical Operating Procedure RCC-730713, "Load Fuel As¬ 
sembly Into Shipping Containers.” 

* Westinghouse Electric Corp. 91/09/19. 2pp. 59200:311-59200:312. 

9109260212 Responds to telcons on 910918 & 19 re revision of Procedures RCC- 
736904 & RCC-730713 to include statement in section 6 to require verification of 
presence & condition of absorber plates. 

SANDERS,C.F. General Electric Co. 91/09/19. HUANG,D. Transportation Branch. Ip. 
59252:269-59252:272. 

-9109270154 "Load Fuel Rod Box Into Shipping Container.” 

GOODWIN General Electric Co. 91/09/19. Ip. 59252:270-59252:270. 

-9109270155 "Load Fuel Assembly Into Shipping Containers.” 

GOODWIN General Electric Co. 91/09/19. 2pp. 59252:271-59252:272. 

9109300171 Forwards Rev 3 to RCC-4 drawing (RCCL402) showing max weight listed in 
Certificate of Compliance.W/one oversize drawing. 

SANDERS,C.F. Westinghouse Electric Corp. 91/09/24. HUANG,D. Transportation 
Branch. 2pp. 59260:339-59260:340. 


DOCKET 71-5805 MODEL CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 

9109160287 Forwards Rev 15 to Certificate of Compliance 5805 for Model CNS 3-55. 
MACDONALD,C.E. Transportation Branch. 01/09/11. PAQUIN.P.L Chem-Nuclear 
Systems, Inc. Ip. 59118:216-59118:221. 

-9109160288 Certificate of Compliance 5805,Rev 15 for Model CNS 3-55. 
MACDONALD.C.E. Transportation Branch. 91/09/11. 5pp. 59118:217-59118:221. 


DOCKET 71-5914 MODEL 57.5 X 108 CORE, ENERGY, DEPT. OF 

9109110156 Advises that Certificate of Compliance 5914 for Model 57.5 x 108 core car¬ 
tridge shipping container terminated,per 910816 request 

MACDONALD,C.E. Transportation Branch. 91/09/11. ENGEL,W.P. Energy. Dept of. 
Ip. 59100:227-59100:227. 


DOCKET 71-5926 MODEL GE-100, GENERAL ELECTRIC CO. 

9109060099 Forwards Rev 13 to Certificate of Compliance 5926 for Model GE-100,per 
910627,0710 & 19 requests. 

MACDONALD,C.E. Transportation Branch. 91/09/03. CUNNINGHAM,G.E. General 
Electric Co. Ip. 59031:128-59031:132. 

—9109060100 Certificate of Compliance 5926,Rev 13 for Model GE-100. 
MACDONALD.C.E. Transportation Branch. 91/09/03. 4pp. 59031:129-59031:132. 

9109190122 Forwards Rev 14 to Certificate of Compliance 5926 for Model GE-100. 
MACDONALD,C.E. Transportation Branch. 91/09/17. CUNNINGHAM,G.E. General 
Electric Co. Ip. 59164:188-59164:192. 

-9109190124 Certificate of Compliance 5926,Rev 14 for Model GE-100. 
MACDONALD.C.E. Transportation Branch. 91/09/17. 4pp. 59164:189-59164:192. 
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DOCKET 71-607* MODEL: S27A1 i 9J7C1, COMBUSTION ENGINEERING, INC. 

*1063001*2 DBCUSa ^^3^^ < S«SierT’&E l ^Sdatedre™^f : a4Stion. 
Mod«^ 927A1 & 927C1 coNANTJF ASEA Brown Boveri, Inc. 

^SA^S-C.lfea^ §SK£ 59245:167-59245:178. 

DOCKET 71-65*1 MODEL: 51032-1 * 51032-1A, ADVANCED NUCLEAR FUELS 

COW*. 

6106260084 Forward apptoton fer H*»» * '*$^513 £8 h£ 

Tra ^- 

mn Brandi. 13pp. 59202:243-59202:299- 

^6106260086 Apportion for Rev 5A to Certificate of Compliance 6581 for Model 
REPARAZA Siemens NiKlear Power Corp. 91/09/30. 

82pp. 59202:256-59202:299. 

DOCKET 71-6642 MODEL: 4.5 TON CF, ENERGY, DEPT. OF 

aiOftlftOIOS Responds to 910815 Itr requesting add! info on operating procedures & 
1 oSxrium cask. Acto! 15 days for response requested. 
BARB§R?SS! Energy, Dept of. 91/09/12. MACDONALD,C.E. Transportation Branch, 
ip. 59141:041-59141:041. 

*109230113 Responds to 910815 request for add! info on curating procedures & maint 
nrnmm far Cari&ate of Compliance 6642 for Model 4.5 Cf Cask. _ 

DepTouE/09/18. MACDONALD.ee. Transportation Branch. 

13pp. 59188:329-59188:341. 

DOCKET 71-6697 MODEL: GE-8500, ENERGY, DEPT. OF 

91M100Q11 Forwards add! info re operation & maint procedures for GE-8500 container 
JSSteStoSiSS 6697),in response to 910403 request. . . 

BARBER R W Energy, Dept of. 91 /09/03. MACDONALD,C.E. Transportation Branch. 
9pp- 59052:066-59052:064. 

§109230086 Forwards Certificate of Compliance 6697,Rev 9 for Model GE-8500 ship- 

S3S£S!ffll5.C.E Transportation Branch. 91/09/19. BARBER.R.W. Energy, Dept of. 
ip. 59191:350-59191:354. 

—9109230087 Certiicate of Compliance 6697,Rev 9,for Model GE-8500. 

Branch. 91/09/19.4pp. 59191:351-59191:354. 

DOCKET 71-6717 MODEL: 6717-B, AMERSHAM CORP. 

9109200319 Forwards request for add! ihfo to enable NRC to continue review of 
901019,910330 & 0731 applications for amend to Certificate of Compliance 6717 for 
Model 6717-B. 

MACDONALD.C.E Transportation Branch. 91/09/19. MUNRO.J.J. RTS Technology, 
Inc 2pp. 59177:337-59177:338. 

DOCKET 71-6786 MODEL: IPRIPS- 6 A & URIPS-8B, NAVY, DEPT. OF 

9109300155 Responds to 910807 request for identification of NRC approved QA Pro¬ 
gram for aB other shipping activities not covered under Navy QA Program & identifica¬ 
tion of holder of records of quality of packaging required by 10CFR71.91. 
MENDENHALUCG. Navy, Dept of. 91/09/20. Transportation Branch. Ip. 59253:101- 
50253:101. 


DOCKET 71-9010 MODEL: NU-1/2, NUCLEAR ASSURANCE CORP. 

9109260106 Requests addl info identified in enc^^ package 1 ! 031100 ’^ 068 ' 109 

amend to Certificate of Compliance £010 for .-4 1 fSSER H Nuclear Assur- 
MACDONALD.C.E. Transportation Branch. 91/09/24. LESofcH, iNuc.ear mssui 

ance Corp. 2pp. 59217:246-59217:247. 

DOCKET 71-9015 MODEL: TN-8, TN-8L, TRANSNUCLEAR, INC. 

Control Branch 

(Document Control Desk). 4pp. 58997:028-58997.029. 

9109110165 Notification of registration as user of Certificate of Compliance 9015,per 

MACDOnSld!c.E. Transportation Branch. 91/09/06. WALLACE,E.G. Tennessee 
Valley Authority. Ip. 59099:182-59099:182. 

DOCKET 71-9027 MODEL* 741 & 741E, AMERSHAM CORP. 

Ip. 59141:045-59141:128. 

-9109190092 “SAR.Amersham Corp Model 741 Series,Type B (U) Package, USA/ 
^Amersham Corp. 91 /09/30. 56pp. 59141:046-59141:128. 

DOCKET 71-9028 MODEL 684 & 684E, AMERSHAM CORP. 

9109190079 Application for amend to Certificate of Compliance 9028 for Model 684. 
PODOLAK.L. Amersham Corp. 91/09/16. MACDONALD.C.E. Transportation Branch. 
Ip. 59147:283-59148:005. 

-9109190081 “SAR.Amersham Corp Model 684 Series Type B (U) Package, USA/ 
9028/B(U). 

* Amersham Corp. 91/09/30. 52pp. 59147:284-59148:005. 

DOCKET 71-9029 MODEL 676 & 676E, AMERSHAM CORP. 

9109190180 Application for amend to Certificate of Compliance 9029 for Model 676. 
PODOLAK.L: Amersham Corp. 91/09/16. MACDONALD.C.E. Transportation Branch. 
Ip. 59148:225-59148:304. 

-9109190182 “SAR Amersham Corp,Model 676 Series Type B (U) Package, USA/ 
9029/B(U).“ 

* Amersham Corp. 91/09/30. 61pp. 59148:226-59148:304. 

DOCKET 71-9032 MODEL* 850, AMERSHAM CORP. 

9109040007 Notification of registration as user of Certificates of Compliance 9032,9033 
& 9036 

MACDONALD.C.E. Transportation Branch. 91/08/28. BOAN.J.R. Georgia Power Co. 
Ip. 58996:316-58996:316. 

9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated.per 910812 requestCertificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD.C.E. Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 

DOCKET 71-9033 MODEL 660, 660A, 660AE, 660B, 660BE, 660E, AMERSHAM 


DOCKET 71-9001 MODEL IF-300, NUCLEAR PACKAGING, INC. 

*109050277 Forwards response to NRC 910801 comments on request for amend to 
Certificate of Compliance 9001 for Model IF-300, consisting of Rev 2 to "SAR for IF- 
300 Shiooina Channelled BWR Fuel Basket." 

Pacific Nuclear Systems, Inc. 91/08/30. MACDONALD.C.E Trans¬ 
portation Branch. 5pp. 59028:216-59028:333. 

-910905027* Rev 2 to “SAR for IF-300 Shipping Cask Channelled BWR Fuel Basket." 
• Pacific Nuclear Systems, Inc. 91/08/31.95pp. 59028:223-59028:333. 

9109190110 Forwards Rev 24 to Certificate of Compliance 9001 for Model IF-300. 
MAGDONALD.C.E Transportation Branch. 91/09/16. WHEADON.W.C. Pacific Nuclear 
Systems, Inc. Ip. 59185:260-59185:267. 

-9199240281 Certificate of compliance 9001,rev 24,for model IF-300. 

MACDQNALD.C.E. Transportation Branch. 91/09/16.7pp. 59185:261-59185:267. 


DOCKET 71-9006 MODEL A1 500 SU, AMERSHAM CORP. 

9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated,per 910812 requestCertificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACOONALD.C.E Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 


DOCKET 71-9007 MODEL At 520, AMERSHAM CORP. 


9109040007 Notification of registration as user of Certificates of Compliance 9032,9033 
& 9036. 

MACDONALD.C.E. Transportation Branch. 91/08/28. BOAN.J.R. Georgia Power Co. 
Ip. 58996:316-58996:316. 

9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated.per 910812 requestCertificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD,C.E. Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 


DOCKET 71-9035 MODEL 680 & 880E, AMERSHAM CORP. 

9109190075 Application for amend to Certificate of Compliance 9035 for Model 680. 
PODOLAK.L. Amersham Corp. 91/09/16. MACDONALD.C.E. Transportation Branch. 
Ip. 59147:206-59147:282. 

-9109190076 "SAR,Amersham Corp Model 680 Series Type B (U) Package, USA/ 
9035/B9U)." 

* Amersham Corp. 91/09/30. 52pp. 59147:207-59147:282. 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

9109040007 Notification of registration as user of Certificates of Compliance 9032,9033 
& 9036. 

MACDONALD.C.E. Transportation Branch. 91/08/28. BOAN.J.R. Georgia Power Co. 
Ip. 58996:316-58996:316. 


9109110072 Advises that QA program approval for radioactive matl package:0647 
termtnatedper 910812 requestCertificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD.C.E. Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. tp. 59092:248-59092:248. 


9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated.per 910812 requestCertificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD,C.E Transportation Branch. 91/09/06. BAKER,T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 
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DOCKET 71-9039 MODEL: 715, AMERSHAM CORP. 

9109180080 Advises that QA Program Approval 0136 & Certificate of Compliance 9039 
terminated per 910726 request. 

MACDONALD,C.E. Transportation Branch. 91/09/13. PARKER,B. Parker Industrial X- 
Ray Laboratory Corp. ip. 59136:343-59136:343. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 

9109060108 Advises that QA program approval for radioactive matl package:0009 
terminated,per 910813 request.Authority to use Certificates of Compliance 9081 & 
9182 also terminated. 

MACDONALD,C.E. Transportation Branch. 91/09/04. DIETZ,G.R. Isomedix, Inc. 
(subs, of Masefield Enterprises, Inc.). Ip. 59034:225-59034:225. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

9109300173 Advises that util intends to use Certificate of Compliance 9096 for Model 
CNS 21-300. 

MCCOY,C.K. Georgia Power Co. 91/09/23. Office of Nuclear Material Safety & Safe¬ 
guards. Ip. 59253:124-59253:124. 


DOCKET 71-9098 MODEL: CI-20WC-2 & CI-20WC-2A, CINTICHEM, INC. 

9109030178 Informs that addl info requested in 910801 Itr will be provided on or before 
911015,W/respect to Certificate of Compliance 9098. 

STRACK.R.A. Cintichem, Inc. 91/08/21. MACDONALD,C.E. Transportation Branch. 
2pp. 58951:278-58951:278. 


DOCKET 71-9133 MODEL: C-10, AMERSHAM CORP. 

9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated,per 910812 request. Certificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD,C.E. Transportation Brandh. 91/09/06. BAKER.T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 


DOCKET 71-9135 MODEL: CENTURY S & SA, CENTURY UNIVERSAL S & SA, 

9109110072 Advises that QA program approval for radioactive matl package:0647 
terminated,per 910812 request.Certificates of Compliance 

9006,9007,9032,9033,9036,9133 & 9135 also terminated. 

MACDONALD,C.E. Transportation Branch. 91/09/06. BAKER.T.P. Northern Inspection 
Services, Inc. Ip. 59092:248-59092:248. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, ET AL, SCIENTIFIC ECOLOGY 

9109160290 Forwards Rev 14 to Certificate of Compliance 9151 for Model LN 14- 
170,Series 1. 

MACDONALD,C.E. Transportation Branch. 91/09/11. RAMSEY,T.B. Scientific Ecology 
Group, Inc. 1 p. 59118:226-59118:232. 

-9109160291 Certificate of Compliance 9151,Rev 14 for Model LN 14-170, Series 1. 
MACDONALD,C.E. Transportation Branch. 91/09/11. 6pp. 59118:227-59118:232. 


DOCKET 71-9153 MODEL: SENTINEL IS, TELEDYNE ENERGY SYSTEMS 

9109230090 Forwards Certificate of Compliance 9153,Rev 4,for Model Sentinel IS 
package 

MACDONALD,C.E. Transportation Branch. 91/09/19. VOGT.J.F. Teledyne Engineer¬ 
ing Services. Ip. 59192:262-59192:265. 

-9109230092 Certificate of Compliance 9153,Rev 4,for Model Sentinel IS package. 
MACDONALD,C.E. Transportation Branch. 91/09/19. 3pp. 59192:263-59192:265. 


DOCKET 71-9159 MODEL: NUPAC 14/190H, L & M, LN-14-170H, L & M, NUPAC 

9109300271 Requests registration as user of Chem-Nuclear Sys.lnc CNS 14-19H Type 
A radioactive matls shipping cask. 

SCHULTE,J.H. Duke Power Co. 91/09/19. MACDONALD,C.E. Transportation Branch. 
Ip. 59260:059-59260:059. 


DOCKET 71-9167 MODEL: 3206B, 3227B & 3218, AMERSHAM CORP. 

9109270167 Supports request by Amersham Corp,Arlington Heights,IL to terminate their 
QA program approval 0037.Requests that Amersham be certificate holder for certifi¬ 
cate of compliance 9167 for models 3206B.3327B & 3218 Type B packages. 
ROUGHAN.C. Amersham Corp. 91/09/19. EASTON,E. Transportation Branch. Ip. 
59252:279-59252:279. 


DOCKET 71-9182 MODEL: HUSMAN IRRADIATOR, AGRICULTURE, DEPT. OF 

9109060108 Advises that QA program approval for radioactive matl package:0009 
terminated,per 910813 requestAuthority to use Certificates of Compliance 9081 & 
9182 also terminated. 

MACDONALD.C.E. Transportation Branch. 91/09/04. DIETZ,G.R. Isomedix. Inc. 
(subs, of Masefield Enterprises, Inc.). Ip. 59034:225-59034:225. 


DOCKET 71-9216 MODEL: CNS 1-13G, CHEM-NUCLEAR SYSTEMS, INC. 

9109030071 Informs of intention to become user of NRC certified package & that QA 
program satisfies required provisions. 

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety & 
Safeguards. 2pp. 58927:040-58927:041. 


9109110168 Notification of registration as user of Certificate of Compliance 9216,in re¬ 
sponse to 910821 request. 

MACDONALD.C.E. Transportation Branch. 91/09/06. BECK.G.J. Philadelphia Electric 
Co. Ip. 59099:181-59099:181. 

9109300228 Requests registration as user of Chem-Nuclear Sys.lnc Model CNS-1-13G 
radioactive matls shipping cask. 

WARFIELD.D.C. Navy, Dept. of. 91/09/20. MACDONALD.C.E. Transportation Branch. 
1 p. 59261:069-59261:069. 

9109260125 Registers util.in accordance w/section 71.12 of 10CFR71,as user of Certifi¬ 
cate of Compliance 9216,per 910821 request. 

MACDONALD.C.E. Transportation Branch. 91/09/24. Philadelphia Electric Co. Ip. 
59218:358-59218:358. 


DOCKET 71-9225 MODEL NAC-LWT, NUCLEAR ASSURANCE CORP. 


9109260107 Requests addl info identified in end re 910822 application, requesting 
amend to Certificate of Compliance 9225 for Model NAC-LWT package. 
MACDONALD.C.E. Transportation Branch. 91/09/24. LESSER.T.H. Nuclear Assur¬ 
ance Corp. 2pp. 59218:236-59218:237. 


DOCKET 71-9234 MODEL: NCI-21 PF-1, NUCLEAR CONTAINERS, INC. 


9109040006 Notification of registration as user of Certificate of Compliance 9234,in re¬ 
sponse to 910705 request. 

MACDONALD.C.E. Transportation Branch. 91/08/29. MONTGOMERY,R.D. Westing- 
house Electric Corp. Ip. 58996:315-58996:315. 


DOCKET 71-9239 MODEL MCC, WESTINGHOUSE ELECTRIC CORP. 


9109190289 Summary of 910912 meeting w/Westinghouse in Rockville.MD re MCC 
shipping package. 

WITHEE.C.J. Transportation Branch. 91/09/18. Transportation Branch, ip. 
59166:270-59166:270. 


DOCKET 71-9242 MODEL GAMMACELL 220, NORDION INTERNATIONAL INC. 


9109200321 Forwards request for addl info to enable NRC to continue review of 910424 
request for approval for Model Gammacell 220. 

MACDONALD.C.E. Transportation Branch. 91/09/19. GRAY.P.A. Nordion Internation¬ 
al, Inc. 3pp. 59177:332-59177:334. 


DOCKET 71-9511 MODEL R-1, ENERGY, DEPT. OF 


9109060041 Summary of 910820 meeting w/ANL,DOE & Sandia in Rockville.MD re 
Model BUSS R-1 package.Application for approval submitted by DOE on 910226.DOE 
intends to provide addl info within 6 months. 

BAILEY,M. Transportation Branch. 91/09/04. Transportation Branch. Ip. 59034:224- 
59034:224. 


DOCKET 71-9786 MODEL S3G CBDCA, ENERGY, DEPT. OF 


9109030144 Forwards Rev 2 to Certificate of Compliance 9786 for Model S3G core 
barrel disposal container assembly. 

MACDONALD.C.E. Transportation Branch. 91/08/27. ENGEL,W.P. Energy, Dept. of. 
Ip. 58994:324-58994:329. 

—9109030146 Certificate of Compliance 9786,Rev 2 for Model S3G core barrel disposal 
container assembly. 

MACDONALD.C.E. Transportation Branch. 91 /08/27. 5pp. 58994:325-58994:329. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO., 50-280 & 50-281 


9109040469 Forwards “Semiannual Radioactive Effluent Release Rept- ISFSI Jan-June 
1991” & Rev 1 to Station Administrative Procedure VPAP-2104, "Radwaste Process 
Control Program." 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document 
Control Branch (Document Control Desk). Ip. 59007:001-59007:160. 

-9109040446 “Semiannual Radioactive Effluent Release Rept-ISFSI Jan-June 1991." 
BLOUNT,P.F. Virginia Power (Virginia Electric & Power Co.). 91/06/30. 195pp. 
59007:002-59007:139. 


-9109040484 Rev 1 to Station Administrative Procedure VPAP-2104, “Radwaste Proc¬ 
ess Control Program.” 

* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 21pp. 59007:140- 
59007:160. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO., 50-261 


9109160091 Confirms that payment of NRC Invoice AM04081-91 for 1991 annual matls 
fee for ISFSI electronically transferred to NRC on 910906. 

FLOYD,S.D. Carolina Power & Light Co. 91/09/09. License Fee & Debt Collection 
Branch (Post 890827). Ip. 59115:349-59115:349. 
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DOCKET 72-0004 DUKE POWER CO., 50-269, 50-270 & 50-287 

9109160175 Forwards insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004/ 
91-17 on 910806-09.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 59098:301 -59098:311. 

-9109160183 Insp repts 50-269/91-17,50-270/91-17,50-287/91-17 & 72-0004 on 
910806-09.No violations or deviations noted.Major areas inspected:reactor bldg 
tendon surveillance program,snubber surveillance program & const in ISFSI. 
LENAHAN.J.J. Region 2 (Post 820201). 91/08/30. 8pp. 59098:304-59098:311. 

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power 
Agency 1,NC Electric Membership Corp,Piedmont Municipal Power Agency & Saluda 
River Electric Cooperative, Inc.Form 10-K also end. 

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document 
Control Desk). 2pp. 59247:129-59247:347. 

-9109260208 “NC Municipal Power Agency 1 Annual Rept.1990.” 

BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179- 
59247:211. 

-9109270020 “NC Electric Membership Corp 1990 Annual Rept.” 

* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239. 

-9109270031 “Piedmont Municipal Power Agency 1990 Annual Rept" 

BAUER,JA Piedmont Munidpal Power Agency. 90/12/31. 106pp. 59247:240- 
59247:347. 


DOCKET 72-0006 CAROLINA POWER & LIGHT CO., 50-324 & 50-325 

9109260069 Responds to request for addl info & clarification to support completion of 
environ assessment of ISFSI & surface dose rates & concrete designs. 

VAUGHN,G.E. Carolina Power & Light Co. 91/09/17. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 12pp. 59217:167-59217:179. 


DOCKET 72-0009 PUBLIC SERVICE CO. OF COLORADO, 50-267 

9109170329 Forwards responses to questions & comments re facility ISFSI SAR 
submittals,dtd 900622.Remaining responses will be provided in follow-up submittal. 
CRAWFORD,A.C. Public Service Co. of Colorado. 91/03/26. RUFFIN,S. Fuel Cycle 
Safety Branch. 100pp. 59137:126-59137:250. 

9109030130 Forwards Rev 1 to “Fort St Vrain ISFSI Decommissioning Funding Plan.” 
Plan revised to meet funding requirements of 10CFR72.30(c) & to reflect 1991 dollars. 
CRAWFORD,A.C. Public Service Co. of Colorado. 91/08/26. RUFFIN,S. Fuel Cycle 
Safety Branch. 3pp. 58994:177-58994:200. 

-9109030133 Rev 1 to “Fort St Vrain ISFSI Decommissioning Funding Plan.” Trust 
agreement enol 

•Public Service Co. of Colorado. 91/08/26. 21pp. 58994:180-58994:200. 

9109130014 Responds to 910530 submittal of ISFSI physical security plan.Review finds 
proposed physical security plan acceptable by meeting requirements in 
10CFR73.50.Forwards security plan evaluation. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/05. 
CRAWFORD,A.C. Public Service Co. of Colorado. 2pp. 59092:334-59092:335. 

9109250111 Requests addl info re operational QA program for facility ISFSI. 

STURZ.F.C. Fuel Cycle Safety Branch. 91/09/18. CRAWFORD,A.C. Public Service 
Co. of Colorado. 6pp. 59201:006-59201:011. 

9109200289 Concludes that util decommissioning funding plan for ISFSI, submitted on 
910826,meets requirements of 10CFR72.30. Recommends that util commitments be 
reevaluated periodically based on after-tax earnings & inflation. 

WOOD.R.S. Policy Development & Technical Support Branch (Post 870411). 91/09/ 
19. RUFFIN,S.R. Fuel Cycle Safety Branch. 2pp. 59174:155-59174:156. 

9109240261 Forwards insp rept 50-267/91-12 on 910728-0907.No violations or devi¬ 
ations noted. 

BEACH,A.B. Region 4 (Post 820201). 91/09/19. CRAWFORD,A.C. Public Service Co. 
of Colorado. 4pp. 59183:350-59183:362. 


-9109240269 Insp rept 50-267/91-12 on 910728-0907.No violations noted. Major areas 
inspected:operational safety verification, maint observations,surveillance observations 
& independent spent fuel storage installation const & testing. 

CONSTABLE,G.L Region 4 (Post 820201). 91/09/17. 9pp. 59183:354-59183:362. 


DOCKET 72-0010 NORTHERN STATES POWER CO., 50-282 & 50-306 

9109270188 Notification of 911017 meeting w/util in Rockville.MD to discuss various 
issues re review of TN 40 cask used to store spent fuel at proposed facility independ¬ 
ent spent fuel storage installation. 

SCHNEIDER,J.F. Fuel Cycle Safety Branch. 91/09/20. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 59252:273-59252:274. 

9109300162 Responds to 910815 Itr re concerns w/radwaste storage at facility.Util de- 

? signed & located fuel storage facility so that exposure to radiation by members of 
ublic falls well below EPA stds & poses no threat to tribal populations. 

AYLOR.J.M. Ofc of the Executive Director for Operations. 91/09/23. SIKORSKI.G. 
House of Rep. 2pp. 59253:114-59253:116. 

-9109300163 Raises concerns re proposed storage of radwaste at facility. Tribal lead¬ 
ers have great health & safety concerns re util proposal to shift radioactive fuel waste 
from facility to series of 48 metal casks until radwaste dump established. 

SIKORSKI.G. House of Rep. 91/08/15. SELIN,I. Commissioners (Post 750119). Ip. 
59253:116-59253:116. 


DOCKET 72-1000 MODEL: CASTOR V/21, GENERAL NUCLEAR SYSTEMS, INC. 


9109060013 Advises that vendor began fabricating four CASTOR V/21 casks for Virgin¬ 
ia Power Co to be used under License SNM-2501. 

PAQUIN.P.L Chem-Nuclear Systems, Inc. 91/08/30. Office of Nuclear Material Safety 
& Safeguards. 2pp. 59034:008-59034:008. 


DOCKET 72-1006 MODEL: CONSTAR, B&W FUEL CO. 


9109200237 Forwards Non-Proprietary Topical Safety Analysis Rept BAW-10181-00, 
“CONSTAR Dry Storage Cask.” 

TAYLOR,J.H. Babcock & Wilcox Co. 91/09/17. STURZ.F. Fuel Cycle Safety Branch. 
Ip. 59174:167-59175:273. 

-9109200241 “CONSTAR Dry Storage Cask.” 

* Babcock & Wilcox Co. BAW-10181-00. 91/09/17. 225pp. 59174:168-59175:273. 

9109060175 Advises that nonproprietary version of BAW-10181P, "Review of Topical 
SAR, ’CONSTAR Dry Storage Cask,” will be submitted by 910920,per NRC 910701 
Itr. 

TAYLOR,J.H. Babcock & Wilcox Co. 91/09/03. STURZ.F. NRC - No Detailed Affili¬ 
ation Given. 2pp. 59034:222-59034:223. 

9109300238 Forwards addl copies of proprietary BAW-10181 P-00, “Topical SAR ’CON¬ 
STAR Dry Storage Cask.’” Rept withheld. 

TAYLOR,J.H. Babcock & Wilcox Co. 91/09/18. RADDATZ.M.G. NRC - No Detailed 
Affiliation Given. Ip. 59262:063-59262:063. 

9109300278 Notification of 911016 meeting w/licensees in Rockville.MD re B&W sub¬ 
mittal of topical SAR for CONSTAR re spent fuel storage cask. 

RADDATZ.M.G. Fuel Cycle Safety Branch. 91/09/20. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 59260:010-59260:011. 


DOCKET 72-1007 MODEL: VSC-24, PACIFIC SIERRA NUCLEAR ASSOCIATES 


9109300164 Ack receipt of 910826 Itr transmitting exemption from fabrication of Con¬ 
sumer Power Co ventilated storage cask. Three issues for further discussion prior to 
issuance of final certificate of compliance listed. 

MASSEY,J.V. Sierra Nuclear, Inc. 91/09/20. STURZ.F. NRC - No Detailed Affiliation 
Given. 3pp. 59253:082-59253:064. 
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10CFR COMMISSION MEETING RECORDS 

9109040278 Transcript of 910821 affirmation/discussion & vote.W/related documenta¬ 
tion. 

* Commissioners (Post 750119). 91/08/?1. 8pp. 58982:094-58982:101. 

9109050192 Staff reauirements memo re 910821 affirmation/discussion & vote in 
Rockville,MD on SECY-91-215 concerning Program Fraud Civil Remedies Act 
(10CFR13) final rule. 

CHILK.S.J. Office of the Secretary of the Commission. M910821C. 91/08/28. 
PARLER.W.C. Office of the General Counsel (Post 860701). 7pp. 58993:161- 
58993:167. 

9109060154 Staff requirements memo re briefing on program for insps, tests,analyses & 
acceptance criteria for advanced reactors. 

CHILK.S.J. Office of the Secretary of the Commission. M910821A. 91/08/29. Office of 
the Secretary of the Commission. Ip. 59024:348-59024:348. 

9109120110 Staff requirements memo on SECY-91 -258,approving issuance of listed 
export licenses to Penngraph.lnc to export bulk nuclear-grade graphite subj to limita¬ 
tions in annual amounts provided by State Dept. 

CHILK,S.J. Office of the Secretary of the Commission. 91/09/03. SHEA.J.R. Interna¬ 
tional Programs. Ip. 59100:332-59100:333. 

-9109120111 Forwards staff requirements memo on SECY-91-258.Memo will be issued 
by 910830 unless author notified otherwise. 

CHILK.S.J. Office of the Secretary of the Commission. 91/08/27. ROGERS, CUR¬ 
TISS, REMICK Commissioners (Post 750119). Ip. 59100:333-59100:333. 

9109130113 Staff requirements memo re SECY-91-219, “Proposed Rulemaking Con¬ 
forming Amends to Title 10 of CFR for U Enrichment Regulation." Commission ap¬ 
proved publication of proposed amends subj to listed conditions. 

CHILK.S.J. Office of the Secretary of the Commission. 91/08/13. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 4pp. 59107:163-59107:166. 

9109130147 Staff requirements memo re SECY-91-224, “Elimination of Requirements 
Marginal to Safety." Commission has no objection to staff completing planned actions 
& closing out sub] program. 

CHILK.S.J. Office of the Secretary of the Commission. 91 /08/26. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. Ip. 59115:343-59115:343. 

9109130149 Staff requirements memo re SECY-91-206, "Options for Agency Policy on 
Organizational Conflict of Interest." 

CHILK.S.J. Office of the Secretary of the Commission. 91 /08/15. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. Ip. 59115:339-59115:339. 

9109130212 Staff requirements memo advising that Commission approved staff posi¬ 
tions in SECY-91-078, “Chapter 11 of EPRI Requirements Document & Addl Evolu¬ 
tionary LWR Certification Issues." 

CHILK.S.J. Office of the Secretary of the Commission. 91/08/15. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 59112:259-59112:260. 

9109160142 Staff requirements memo re 910816 briefing on uncertainties in implement¬ 
ing EPA high level waste stds (SECY-91-242) in Rockville,MD.NRC should continue to 
pursue alternative approaches. 

CHILK.S.J. Office of the Secretary of the Commission. M910816A. 91/09/11. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. Ip. 59115:350-59115:350. 

9109170340 Staff requirements memo re SECY-91-205,proposed rule on environ protec¬ 
tion concerning nuclear power plant license renewal. 

CHILK.S.J. Office of the Secretary of the Commission. 91/08/07. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. Ip. 59118:031-59118:031. 

9109260108 Staff requirements memo re affirmation/discussion & vote on review of 
A LAB-952 & UNC request for hearing. 

CHILK.S.J. Office of the Secretary of the Commission. M910911. 91/09/17. 
PARLER.W.C. Office of the General Counsel (Post 860701). 2pp. 59221:052- 
59221:053. 

9109260111 Staff requirements memo re proposed rule on amends to 
10CFR30,40,70,72, “Decommissioning Recordkeeping & License 

Termination:Documentation Additions." 

CHILK.S.J. Office of the Secretary of the Commission. 91 /09/03. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 59221:054-59221:055. 

9109260117 Staff requirements memo re ack of receipt of GE & Westinghouse petition 
for rulemaking to allow self-guarantee as viable financial assurance mechanism for 
complying w/ Commission decommissioning requirements. 

CHILK.S.J. Office of the Secretary of the Commission. 91 /09/04. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 59221:056-59221:057. 

9109260119 Staff requirements memo re proposed agreement for cooperation between 
US & Republic of Poland concerning peaceful uses of nuclear energy. 

CHILK.S.J. Office of the Secretary of the Commission. 91/06/04. DENTON,H.R. 
Office of Governmental & Public Affairs (Post 870413). Ip. 59221:058-59221:058. 

9109260121 Staff requirements memo re security support for NRC meetings/ 
hearings.Proposed FR notice & handouts should be provided to Commission for 
review & approval prior to issuance. 

CHILK.S.J. Office of the Secretary of the Commission. 91 /08/28. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. Ip. 59221:059-59221:059. 

9109260133 Transcript of 910911 affirmation/discussion & vote in Rockville,MD. 

* Commissioners (Post 750119). 91/09/11. 8pp. 59221:064-59221:071. 

9109260197 Transcript of 910909 briefing in Rockville,MD re IIT rept on GE-Wilmington 
incident.Pp 1-52.Related documentation end. 

* Commissioners (Post 750119). 91/09/09. 77pp. 59209:290-59210:235. 

9109300187 Staff requirements memo re 910821 briefing by NRC staff on inti 
programs,in Rockville,MD. 

CHILK.S.J. Office of the Secretary of the Commission. M910821B. 91/09/19. 
DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). TAYLOR,J.M. 
Ofc of the Executive Director for Operations. PARLER.W.C. Office of the General 
Counsel (Post 860701). 2pp. 59243:208-59243:209. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


9109060059 Forwards repts & background papers of ACNW for placement in advisory 
committee depository. 

HOYLE,J.C. Office of the Secretary of the Commission. 91/08/30. Library of Con¬ 
gress. 45pp. 59032:039-59032:083. 

9109100050 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910829 in Bethesda.MD re State of NV review & comments on DOE site characteriza¬ 
tion plan for Yucca Mountain.Pp 223-349.Viewgraphs of meeting end. 

* Advisory Committee on Nuclear Waste. 91/08/29. 150pp. 59078:040-59078:220. 

9109100054 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910828 in Bethesaa,MD re proactive program for high-level waste.Pp 1-222.view- 
graphs & supporting documentation end. 

* Advisory Committee on Nuclear Waste. 91/08/28. 400pp. 59073:132-59074:188. 

9109100061 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910827 in Bethesda.MD to discuss interim spent fuel storage & whether fuel can be 
handled safely until completion of repository.Pp 1-68.Viewgraphs end. 

* Advisory Committee on Nuclear Waste. 91/08/27. 100pp. 59076:219-59076:319. 

9109100108 Discusses program plan for Advisory Committee on Nuclear 
Waste,covering period Sept-Dec 1991.Committee will continue to investigate feasibility 
of sys analysis to reviewing over-all high-level waste program. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/09/03. SELIN,I. Commis¬ 
sioners (Post 750119). 6pp. 59095:243-59095:248. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


9109040443 Forwards proposed FR notice re ACRS subcommittee on extreme external 
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic 
program. 

ROOD.H. Project Diredorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
5pp. 58981:248-58981:254. 

-9109040447 Notice of ACRS subcommittee on extreme external phenomena meeting 
on 910916 & 17 re long-term seismic reevaluation program. 

QUITTSCHREIBER ACRS - Advisory Committee on Reactor Safeguards. 91/08/19. 
2pp. 58981:253-58981:254. 

9109100040 Transcript of ACRS 377th meeting on 910906 in Bethesda,MD re site char¬ 
acteristics to be used in 10CFR100 rev & in large release definitions,performance of 
solenoid operated valves & reactor operating experience.Pp 106-298.Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/06. 200pp. 59077:031- 
59077:258. 

9109100045 Transcript of ACRS 377th meeting on 910905 in Bethesda,MD re 
insp,tests,analyses & acceptance criteria for design certification & key technical issues 
for evolutionary & advanced nuclear power plants.Pp 1-105.Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/05. 110pp. 59076:089- 
59076:218. 


9109100071 Transcript of ACRS Subcommittee on Regulatory Policies & Practices pro¬ 
ceeding on 910903 in Bethesda,MD.Pp 1-73. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/03. 76pp. 59080:018- 
59080:093. 

9109100066 Transcript of ACRS Subcommittee on Instrumentation & Control Sys pro¬ 
ceedings on 910829 in Bethesda.MD re setpoint methodology developed by EPRI & 
being applied by utils.Pp 1- 166.Viewgraphs & supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 91 /08/29. 200pp. 59080:094- 
59080:352. 


9109100095 Transcript of ACRS Subcommittee on Advanced PWRs proceedings on 
910904 in Bethesda,MD to receive presentation from ABB C-E re Sys 80+ N UP LEX 
Advanced Instrumentation & Control Sys & PRA applied to design.Pp 1-272.View- 
graphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/09/04. 250pp. 59075:001- 
59076:084. 

9109130230 Final response to FOIA request for all documents pertaining to Oyster 
Creek from Dec 1964 through Dec 1978 including general ofc review board docu¬ 
ments to present.App B document being placed in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. DEKOK.D. Affiliation Not Assigned. 2pp. 59115:303-59115:306. 

-9109130236 Forwards response to inquiries by ACRS member. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 69/05/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 59115:305-59115:308. 

9109160075 Summarizes ACRS 377th meeting on 910905-07 re proposed SECY-91- 
172, "Regulatory Impact Survey Rept-Final," dtd 910607. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/09/10. SELIN,I. 
Commissioners (Post 750119). 4pp. 59127:079-59127:082. 

9109160079 Summarizes ACRS 377th meeting on 910905-07 re insps,tests, analyses & 
acceptance criteria for design certifications,in ref to SECY-91-178 & SECY-91-210. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/09/10. SELIN,I. 
Commissioners (Post 750119). 2pp. 59127:083-59127:084. 

9109160085 Summarizes ACRS 377th meeting on 910905-07 re need for review of 
recent staff papers,SECY-91 -229,262,270,272 & 273. Schedule for review of listed 
staff papers will be developed during ACRS 378th meeting on 911010-12. 

WARD D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/09/11. SELIN,I. 
Commissioners (Post 750119). 2pp. 59127:085-59127:086. 


169 



NONDOCKETED ITEMS 


" fcS TSS 0 !? 1 s£TZK 

P^^^fcomn-^ on RMdor Safefluards. 91/09/16. 295pp. 59190:017- 

59180-343. 


^^AS^DSnmWee on Reactor Safeguards. 91/09/17. 223pp. 59187:064- 

§8188:234. 


Committee on Reactor Safeguards. 4pp. 59214.139-59214.142. 


rf ACRS Subcommittee on FTOL Conversion 901205 meeting in 


of ACRS Subcommittee on Defueling/Fuel Pool Storage 910129 
«ISS.MD « Std Review San for Reviewing SARs for 

kwvfACRS*- A^SXfS^Se on Reactor Safeguards. 91/05/20. ACRS - Ad- 
^■cSe ^&SSds. 102pp. 59214:186-59214:284. 


•tos 9 £! 32 fl Summv of ACRS Subcommittee on Safety Philosophy,Technology & Cri- 
i1 S^SS^n^hesda,MD m proved MWon of large release to be 

appied tn n^wnenteton plan for Safety Goal /03/05 ACRS _ Ad _ 

STon n acrS - Advisory Committee on Reactor Safeguards. 91/03/05. aumo ao 
^ ^SL?Sards. 22pp. 59305:001-59305:022. 


acrs - *»<«* 

Committee on Reactor Safeguards. 48pp. 59214:285-59214:332. 


•l®®2*032i Summary of ACRS Subcommittee on TVA Plant Licensing & Restart 
910304-05 meeting in Huntsv«#e,AL re restart of facility. ...... ArDC A . 

WYUEC. ACTS -Advisory Committee on Reactor Satoguafids. 91 ^JJ^/03. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 72pp. 59195:233-59195:304. 


9108340334 Summary of ACRS Subcommittee on Human Factors 910306 meeting in 
B®thesda,MD re proposed rulemaking on training & qualification of civilian nuclear 

WW^M^S^^isory Committee on Reactor Safeguards. 91 /04/01. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 25pp. 59214:333-59214:357. 


9109240339 Summary of ACTS 371st meeting on 910307-09 in Bethesda,MD re train¬ 
ing & qualification of civilian nuclear power plant personnel.reactor operating experi¬ 
ence a events a FTOL for Oyster Creek Nuclear Plant 

* ACRS - Advisory Committee on Reactor Safeguards. 91 /09/20. ACRS - Advisory 
Committee cm Reactor Safeguards. 50pp. 59195:305-59195:354. 


§109240343 Summary of ACRS Subcommittee on Auxiliary & Secondary Sys 910322 
meeting in Bethesda,MD re Generic Issue 57, “Effects of Fire Protection Sys...” & Ge¬ 
neric issue 130, “Essential Svc Water Sys Failures at Multi-Unit Sites.” 
yiCHELSON.C. ACRS - Advisory Committee on Reactor Safeguards. 91/04/19. 
ACTS - Advisory Committee on Reactor Safeguards. 150pp. 59196:001-59196:204. 


SI09240347 Summary of ACRS Subcommittee on Plant License Renewal 910408 meet¬ 
ing in Bethesda,MD re draft final rule on nuclear power plant license renewal 
(10CFR54). 

WARD.D. ACTS - Advisory Committee on Reactor Safeguards. 91/04/30. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 100pp. 59215:001-59215:083. 


§109240353 Summary of ACRS Subcommittee on Improved LWRs 910409-10 meeting 
in Bethesda,IO re staffs DSERs corresponding to Chapters 6,8,9 & 11 of EPRI Ad¬ 
vanced LWR Requirements Document for evolutionary designs & related issues. 
WYUE.C. ACTS - Advisory Committee on Reactor Safeguards. 91/04/29. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 130pp. 59196:205-59196:350. 


„ . A « oc mAetino on 910508-11 in Bethesda.MD re con- 

91 S nl Sl^^c," 9 mee ' ina W/Dir6C,0r 

ACRS ‘ A<MSOry 

Committee on Reactor Safeguards. 59pp. 59212.121 


ACRS - Advisory 

Committee on Reactor Safeguards. 127pp. 69212.180-59212.3 . 


Regulatory Impact Survey & staff remedial plan. 


in taien ciiyn.iu. re uiyauu-cmv.. « ,w rr7^.r- 

gaeaasEiS’jasrrs^w^ 

- Advisory Committee on Reactor Safeguards. 200pp. 59213.245 59214.098. 


91 9?07?0 meetog'UfBethlsdSI ^NUMARC/IpRI fir^InlrabC^u^S 

R 60pp°5921^306^59213?096 6 ^ ^ 


9109250122 Summary of ACRS AC/DC Power Sys Reliability Subcommittee 910730 
meeting in Bethesda,MD re status of implementation of Station Blackout Rule 
(10CFR50.63) requirements for current operating nuclear power Plants. 

WYLIE,C. ACRS - Advisory Committee on Reactor Safeguards. 91 /08/06. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 30pp. 59213:097-59213:244. 


9109250293 Transcript of 910918 ACRS Subcommittee on Advanced Boiling Water Re¬ 
actors meeting in Bethesda,MD.Pp 1 - 272 .Si^porti n g doeumOTtetion ei^ Q A 
* ACRS - Advisory Committee on Reactor Safeguards. 91/09/18. 329pp. 59234.083- 
59235:050. 


9109260168 Trip rept of 910530 meeting of Advanced BWRs (GE) Subcommittee. 
COSTNER,R.A. ACRS - Advisory Committee on Reactor Safeguards. 91/07/08. 


COSTNER,R.A. ACRS - Advisory Commi 
MICHELSON.C., EL-ZEFTAWY.M. NRC 
59221:284-59221:290. 


No Detailed Affiliation Given. 7pp. 


9109260172 Forwards review of article, “Development ot lUUi-H&o.&y 
Guideline:lndustry Initiative.” „ t 

COSTNER{R.A. ACRS - Advisory Committee on Reactor Safeguards. 91/07/18. 
MICHELSON.C., EL-ZEFTAWY.M. NRC - No Detailed Affiliation Given. 42pp. 
59221:237-59221:278. 


9109260181 Provides views re Hosgri Fault,including possible effects on facility. 

PAGE.B. Stanford Univ., Stanford, CA. 91/07/23. SIESS,C.P. Affiliation Not Assigned. 
2pp. 59221:295-59221:296. 


9109270056 Forwards summary of actions,agreements,assignments,requests, & follow¬ 
up matters,373rd ACRS meeting on 910508-11. ^ 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/05/30. 
BLAHA.J., TAYLOR,J.M. Ofc of the Executive Director for Operations. 5pp. 
59222:028-59222:065. 


9109270062 Forwards summary/highlights of actions,agreements, assignments & re¬ 
quests of 374th ACRS meeting on 910606-07. 


quests of 374th ACRS meeting on 910606-07. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/06/27. 
TAYLOR,J.M., BLAHA.J. Ofc of the Executive Director for Operations. 5pp. 
59221:297-59221:301. 


9109270066 Forwards summary of actions,agreements.assignments.requests & follow¬ 
up matters of 375th ACRS meeting on 910711-13. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/08/02. 
TAYLOR,J.M., BLAHA.J. Ofc of the Executive Director for Operations. 6pp. 
59221 *.302-59221:315. 


—9109270067 Advises that ACRS decided not to review or hear briefing on proposed 
rulemaking conforming amends to 10CFR for U enrichment regulations during 375th 
ACRS meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/07/23. 
MORRIS,B.M. Division of Regulatory Applications (Post 870413). Ip. 59221:315- 
59221:315. 


§109240358 Summary of ACRS Subcommittee on Maint Practices & Procedures 910410 
meeting m Rockville,MD re proposed maint rulemaking package. 

GAFWOLEJ. ACTS - Advisory Committee on Reactor Safeguards. 91 /06/07. ACRS - 
Advisory Committee on Reactor Safeguards. 35pp. 59215:084-59215:118. 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

-9002260254 Discusses resolution of interfacing sys LOCA issue.NRC will share prelim¬ 
inary-program results of interfacing sys LOCA program during ACRS Thermal Hydrau¬ 
lic Phenomena Subcommittee meeting in future. 

TAYLORJ.M. Office for Analysis & Evaluation of Operational Data, Director. 90/02/ 
13. MICHELSON.C. ACRS - Advisory Committee on Reactor Safeguards. 2 dd 
59241:072-59241:073. ^ 

“il?!^ 0073 Provkjes comment on outline for staff presentation to full committee on 
ISLOCA problem & resolution. 

CATION^ ACTS - Advisory Committee on Reactor Safeguards. 90/01/03. 
BCEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 59237:196- 


91 S®?5 00 ?? f umn J? f y 0* ACRS 372nd meeting on 910411-13 in Bethesda,MD re AW 
vogtie Nudear Power Piant,nuclear power plant license renewal,maint of nuclear 
power pSants.contamment design criteria & Generic Issue 130, “Essential Svc Water 
sys. 



9109270068 Forwards summary/highlights of actions,agreements, assignments & re¬ 
quests of 376th ACRS meeting on 910808-09. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/08/27. 

TAYLOR,J.M., BLAHA.J. Ofc of the Executive Director for Operations. 7pp. 
59221:316-59221:328. 

-9109270073 Discusses role of ACRS as advisors to NRC as opposed to role of Nucle¬ 
ar Safety Research Review Committee as advisors to Director of Ofc of Nuclear Reg¬ 
ulatory Research. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/08/13. 

MORRISON,D. MITRE Corp. 2pp. 59221:326-59221:327. 

-9109270077 Summarizes ACRS 376th meeting on review of SECY-91-172 re regula¬ 
tory impact survey.Committee unable to complete review. Review & preparation of repl 
planned for subcommittee meeting on 910903. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 91/08/09 

CHILK.S.J. Office of the Secretary of the Commission. Ip. 59221:328-59221:328. 

9109270173 Provides comments on Fire Vulnerability Evaluation (FIVE) methodology 
presented at ACRS Extreme External Phenomena Subcommittee meeting on 910710 
P A yiSP.R. ACRS - Advisory Committee on Reactor Safeguards. 91/07/12 

^OUSTON.D. ACRS - Advisory Committee on Reactor Safeguards. Ip. 59252:301 


9109300016 Summary of ACRS 373rd meeting on 910508-11 re proposed criteria to ac 
comodate severe accidents in containment design,final rulemaking to implemen 
ERDS & final rev to App J to 10CFR50 re final reg guide. 

!?SPiW* ACTS Advisory Committee on Reactor Safeguards. 91/05/30 
CARR.K.M. Commissioners (Post 750119). 8pp. 59252:342-59252:349. 
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9109300017 Summary of ACRS 374th meeting on 910606*07 re proposed containment 
criteria to accomodate severe accidents in containment design & proposed rule on 
training & qualification of civilian nuclear power plant personnel. 

WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/06/26. 
CARR.K.M. Commissioners (Post 750119). 6pp. 59253:125-59253:130. 

9109300018 Summary of ACRS 376th meeting on 910808-09 re full term OL for San 
Onofre Unit 1 .evaluation of risks during low power & shutdown operations & review of 
SECY-91-172, “Regulatory Impact Survey - Final Rept.” 

WARD,DA ACRS - Advisory Committee on Reactor Safeguards. 91/08/28. SELIN,I. 
Commissioners (Post 750119). 9pp. 59253:023-59253:031. • 

9109300020 Summary of ACRS 375th meeting on 910711-13 re schedules for ad¬ 
vanced reactor reviews,proposed NUMARC/EpRI fire vulnerability evaluation method¬ 
ology for use in IPEEE & consistent use of PRA. 

WARD.DA ACRS - Advisory Committee on Reactor Safeguards. 91/08/02. SELIN,I. 
Commissioners (Post 750119). 12pp. 59244:189-59244:200. 


ADVCM NRC ADVISORY COMMITTEE 


9109060059 Forwards repts & background papers of ACNW for placement in advisory 
committee depository. 

HOYLE,J.C. Office of the Secretary of the Commission. 91/08/30. Library of Con¬ 
gress. 45pp. 59032:039-59032:083. 

9109100050 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910829 in Bethesda.MD re State of NV review & comments on DOE site characteriza¬ 
tion plan for Yucca Mountain.Pp 223-349.Viewaraphs of meeting end. 

* Advisory Committee on Nuclear Waste. 91/08/29. 150pp. 59078:040-59078:220. 

9109100054 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910828 in Bethesda.MD re proactive program for high-level waste.Pp 1-222.View- 
graphs & supporting documentation end. 

* Advisory Committee on Nuclear Waste. 91/08/28. 400pp. 59073:132-59074:188. 

9109100061 Transcript of Advisory Committee on Nuclear Waste 34th meeting on 
910827 in Bethesda.MD to discuss interim spent fuel storage & whether fuel can be 
handled safely until completion of repository.Pp 1 -68.Viewgraphs end. 

* Advisory Committee on Nuclear Waste. 91/08/27. 100pp. 59076:219-59076:319. 

9109100108 Discusses program plan for Advisory Committee on Nuclear 
Waste .covering period Sept-Dec 1991 .Committee will continue to investigate feasibility 
of sys analysis to reviewing over-all high-level waste program. 

MOELLER,D.W. Advisory Committee on Nuclear Waste. 91 /09/03. SELIN,I. Commis¬ 
sioners (Post 750119). 6pp. 59095:243-59095:248. 

9109190041 Final response to FOIA request for documents. Forwards app A documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/25. LEE.F.R. Information Access. 2pp. 59143:040-59144:073. 

-9109190043 Transcript of 910510 meeting in Arlington,VA re Advisory Committee on 
Medical Uses of Isotopes.Pp 209-376.Vff/related documentation. 

* Commissioners (Post 750119). 91/05/10. 182pp. 59143:252-59144:073. 


COMMISSION NRC COMMISSIONERS 

9107300253 Forwards response to recipient questions dtd 910617 as result of recent 
visit to State of NE re low level waste disposal & status of state efforts to develop 
disposal site for Central Interstate Low Level Radwaste Compact. 

TAYLOR,J.M. Ofc of the Executive Diredor for Operations. 91/07/23. CURTISS Com¬ 
missioners (Post 750119). 7pp. 59068:087-59068:093. 

9109050136 SECY-91-277 Weekly info rept for wk ending 910823. 

BLAHA.J.L Assistant for Operations (Post 890205). 91/08/29. 31pp. 58993:201- 
58993:231. 

9109060118 Offers appointment of 4-yr term on ACRS on behalf of Commission. 

SELIN,I. Commissioners (Post 750119). 91/08/19. KRESS.T.S. Oak Ridge National 
Laboratory. Ip. 59010:150-59010:150. 

9109060198 Responds to 910816 Itr re final maint rule.Expresses belief that NUMARC 
will develop industry guidance document describing method of implementation to sat¬ 
isfy industry objectives. 

SELIN,I. Commissioners (Post 750119). 91/08/22. LEE.B. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 59024:353- 
59024:355. 

-9109060199 Informs of industry reaction & response to NRC adoption of final maint 
rule. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 91/08/16. SELIN,I. Commissioners (Post 750119). 2pp. 59024:354- 
59024:355. 

9109090140 Lists questions as result of recent visit to State of Nebraska to discuss low 
level waste disposal & status of state efforts to develop disposal site for central inter¬ 
state low level radwaste compact region. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/17. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. PARLER.W.C. Office of the General Counsel (Post 
860701). DENTON,H. Office of Governmental & Public Affairs (Post 870413). 4pp. 
59049:196-59049:213. 

-9109090145 Forwards corrected response to Commissioner Curtiss questions re Utah 
plans for licensing low level radwaste disposal site. 

DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 90/04/11. 
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 59049:199-59049:211. 

-9109090153 Discusses low level waste disposal in State of Nebraska & status of state 
efforts to develop disposal site for central interstate low level radwaste compact 
region.Governor advised by agency as listed. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/04. Commissioners (Post 
750119). 3pp. 59049:212-59049:213. 


9109090260 Ack receipt of Itr concerning Commission decision to initiate consensus- 
bldg process on issues arising out of below regulatory concern policy statement pub¬ 
lished in Jul 1990. 

SELIN,I. Commissioners (Post 750119). 91/08/23. DINGELL.J.D. House of Rep. 7pp. 
59126:313-59126:325. 

—9109180159 Expresses concerns w/recent course of events at Commission re Below 
Regulatory Concern (BRC) policy & subsequent consensus process. 

DINGELL.J.D. House of Rep., Energy & Commerce. 91/07/29. SELIN,I. Commission¬ 
ers (Post 750119). 2pp. 59126:320-59126:325. 

9109120225 SECY-91-280 Weekly info rept for wk ending 910830. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/09/05. 35pp. 59087:072- 
59087:106. 

9109130148 Notation vote response sheet approving issuance of draft SER re SECY- 
91 -078, “Chapter 11 of EPRI Requirements Document & Addl Evolutionary LWR Certi¬ 
fication Issues." 

ROGERS,K.C. Commissioners (Post 750119). 91/04/02. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 1 p. 59115:341 -59115:341. 

9109130150 Notation vote response sheet approving SECY-91 -206, “Options for 
Agency Policy on Organizational Conflict of Interest.” 

SELIN,I Commissioners (Post 750119). 91/09/12. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 59108:024-59108:025. 

9109130151 Notation vote response sheet disapproving w/comments, SECY-91-206 re 
options for agency policy on organizational conflict of interest. 

CURTISS.J.R. Commissioners (Post 750119). 91/08/06. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 59115:342-59115:342. 

9109130152 Notation vote response sheet approving w/comments, SECY-91-078 re 
Chapter 11 of EPRI requirements document & addl evolutionary LWR certification 
issues. 

CURTISS,J.R. Commissioners (Post 750119). 91/07/17. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 3pp. 59108:021-59108:023. 

9109130153 Notation vote response sheet approving w/comment,SECY-91 -078 re 
Chapter 11 of EPRI requirements document & addl evolutionary LWR certification 
issues. 

REMICK Commissioners (Post 750119). 91/07/02. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 59108:026-59108:027. 

9109130173 Notation vote response sheet approving SECY-91-219 re proposed rule- 
making conforming amends to 10CFR for U enrichment regulation. 

SELIN,l. Commissioners (Post 750119). 91/08/01. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 59113:004-59113:004. 

9109130211 Notation vote,approving w/comments,SECY-91 -078, “Chapter 11 of EPRI 
Requirements Document & Addl Evolutionary LWR Certification Issues.” 

SELIN,I. Commissioners (Post 750119). 91/07/29. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 59112:322-59112:323. 

9109130224 SECY-91-286 Weekly info rept for wk ending 910906. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/09/12. 29pp. 59112:261- 
59112:289. 

9109160074 Positive notation vote concerning SECY-91-205, “Proposed Rule on Envi¬ 
ron Protection re Nuclear Power Plant License Renewal.” 

CURTISS Commissioners (Post 750119). 91/07/30. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 59105:354-59105:354. 

9109160171 Positive affirmation vote w/comments re SECY-91-215, “Program Fraud 
Civil Remedies Act (10CFR13).” 

CURTISS Commissioners (Post 750119). 91/08/17. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 11pp. 59105:306-59105:316. 

9109160181 Positive ballot concerning SECY-91-205, “Proposed Rule on Environ Pro¬ 
tection re Nuclear Power Plant License Renewal.” 

* Commissioners (Post 750119). 91/07/29. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 59105:353-59105:353. 

9109160204 Notation vote approving SECY-91-219, “Proposed Rulemaking - Conform¬ 
ing Amends to 10CFR for U Enrichment Regulation.” 

REMICK,F. Commissioners (Post 750119). 91/07/30. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 59118:080-59118:080. 

9109160209 Notation vote,approving w/encl comments,SECY-91 -219, “Proposed Rule- 
making - Conforming Amends to 10CFR for U Enrichment Regulation.” 

CURTISS,J.R. Commissioners (Post 750119). 91/08/06. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 59118:222-59118:225. 

9109160240 SECY-91-256 Weekly info rept for wk ending 910809. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/08/15. 36pp. 59105:317- 
59105:352. 

9109160282 Positive notation vote re SECY-91-215, “Program Fraud Civil Remedies Act 
(10CFR13)." 

1 Commissioners (Post 750119). 91/08/21. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 59106:004-59106:004. 

9109170335 Positive ballot w/comments re SECY-91-205, “Proposed Rule on Environ 
Protection re Nuclear Power Plant License Renewal.” 

ROGERS,K.C. Commissioners (Post 750119). 91/07/19. CHILK.S.J. Office of the Sec¬ 
retary of the Commission, ip. 59118:037-59118:037. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

—9109180077 Requests response to end questions re licensee philosophies & practices 
concerning performance of maint during plant operations & in preparation for refueling 
outages. 

CURTISS,J.R. Commissioners (Post 750119). 90/10/04. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 6pp. 59176:042-59176:047. 
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9109200030 Discusses 910528 & 29 inadvertent transfer of approx 150 kg U from safe 
process tanks to unsafe tank,presenting potential criticality safety problem. Forwards 
ITT rept concluding that NRC oversight defidentW/o end. 

SELIN,I. Commissioners (Post 750119). 91/09/12. GRAHAM,B. Senate. Environment 
& Public Works. 3pp. 59168:355-59168:357. 

9109200067 Requests participation in NRC special program to initiate annual Combined 
Federal Campaign on 911003 in Rockville,MD. 

SELIN,I. Commissioners (Post 750119). 91/09/12. QUAYLE.M. President of U.S. & 
Executive Offices. Ip. 59171:015-59171:015. 

9109200076 Responds to 910829 Itr re LSS.Technica! working group should be formed 
to reexamine LSS design options & develop recommendations.Results of reexamina¬ 
tion will be used as basis for NRC recommendation on LSS to OMB this fail. 

SELIN,I. Commissioners (Post 750119). 91/09/11. BARTLETT,J.W. Energy, Dept. of. 
Ip. 59171:017-59171:018. 

-9109200078 Discusses 910820 meeting w/recipient & Commissioner Curtiss re civilian 
high level radwaste mgt program & LSS. Proposes that reexamination of LSS be jointly 
undertaken by NRC & DOE. 

BARTLETT,J.W. Energy, Dept of. 91/08/29. SELIN,I. Commissioners (Post 750119). 
Ip. 59171:018-59171:018. 

9109200179 Ack receipt of 910819 Itr re reclamation work underway at B&W facility in 
Appok>,PAJtarees that residents of Appolo.PA should be kept informed of develop¬ 
ments as reclamation work proceeds.Author will visit site on 911003. 

SELIN,I. Commissioners (Post 750119). 91/09/12. MURTHA.J.P. House of Rep. Ip. 
59171:098-59171:099. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


9109030077 Notification of contract execution,Task Order 4,to “Part 21 Rept Review.’’ 
Contractor: Sdentech, Inc. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN 1-1466. 
NRC-03-90-030. 91 /08/23. SCHWINK.W. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 58949:357- 
58949:359. 

-9109030084 Ltr contract NRC-03-90-030,awarding task order 4, ’’Part 21 Rept 
review,” under contract 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1466. NRC-03-90- 
030. 91/08/22. STILL,N. SCIENTECH, Inc. 2pp. 58949:358-58949:359. 

9109030111 Notification of contract execution,mod 8,to “Maint & Sys Support for PDR 
BRS Software.” ContractonZonar Corp. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-1212- 
1. NRC-33-87-218. 91/08/19. KRUZIC.P. Office of Information Resources Manage¬ 
ment (Post 890205). YEATES.E. NRC - No Detailed Affiliation Given. Ip. 58951:141- 
58951:144. 

-9109030122 Mod 8,providing incremental funding & adjusting individual ceiling 
amounts between labor hour & task order portions,to “Maint & Sys Support for PDR 
BRS Software.” 

SULLIVAN,D.E. Zonar Corp. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-1212-1. 91/08/19. 2pp. 58951:143-58951:144. 


-9109200184 Requests to be kept apprised,on weekly basis,re reclamation of U plant. 
MURTHA.J.P. House of Rep. 91/08/19. SELIN,I. Commissioners (Post 750119). Ip. 
59171:099-59171:099. 

9109200185 Ack receipt of 910814 congratulatory Itr on appointment as chairman of 
NRC.Author will be addressing Natl Assoc of Regulatory Util Commissioners at annual 
meeting in San Antonio,TX in Nov. 

SELIN,I. Commissioners (Post 750119). 91/09/12. MCFARLAND.J.T. New York, State 
Of. Ip. 59171:105-59171:109. 

—9109200190 Extends congratulations on appointment as chairman of NRC. Case of 
Shoreham Nuclear Power Plant demonstrates that regulatory process can be tied in 
knots with determined opposition from state officials. 

MCFARLAND,J.T. New York, State of. 91/08/14. SELIN.I. Commissioners (Post 
750119). 4pp. 59171:106-59171:109. 

9109230093 Positive notation vote re SECY-91-158 concerning proposed agreement for 
cooperation between US & Republic of Poland on peaceful uses of nuclear energy. 
CURTISS Commissioners (Post 750119). 91/05/31. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 59168:116-59168:116. 

9109230174 Approved vote w/comment re SECY-91-258 on six proposed NRC licenses 
for export of bulk nuclear grade graphite to France,Italy,Spain,Portugal & South Korea. 
CURTISS Commissioners (Post 750119). 91/08/23. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 59187:025-59187:025. 

9109250005 Notation vote response sheet approving SECY-90-367 re proposed agree¬ 
ments for cooperation between US & Czech & Slovak federal republic & between US 
& Hungary. 

CURTISS Commissioners (Post 750119). 90/11/14. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 1 p. 59201:111 -59201:111. 

9109250011 Notation vote response sheet approving w/comments SECY-90-367, “Pro¬ 
posed Agreements for Cooperation Between US & Czech & Slovak Federal Republic 
& Between US & Hungary.” 

ROGERS Commissioners (Post 750119). 90/11/15. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 1 p. 59201:112-59201:112. 

6109250014 Notation vote response sheet approving w/comments SECY-91-258 re six 
proposed NRC licenses for export of bulk nuclear grade graphite to 
France,Italy,Spain,Portugal & South Korea. 

ROGERS,K.C. Commissioners (Post 750119). 91/08/23. CHILK.S.J. Office of the Sec¬ 
retary of the Commission, ip. 59201:126-59201:126. 

9109250206 Positive notation vote on SECY-91-258 approving six proposed NRC li¬ 
censes for export of bulk nuclear grade graphite to France,Italy,Spain,Portugal & 
South Korea. 

SELIN.I. Commissioners (Post 750119). 91/08/21. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 59202:180-59202:180. 

9109270156 Ack receipt of 910729 Itr re Commission decision to initiate census-bldg 
process on issues arising out of Below Regulatory Concern Policy Statement pub¬ 
lished in Jul 1990. 

SELIN.I. Commissioners (Post 750119). CCS. 91/08/23. DINGELL.J.D. House of 
Rep., Energy & Commerce. 3pp. 59222:072-59222:076. 

9109270162 Responds to 910709 Itr,requesting copy of Commission response to OMB 
request for NRC view on feasibility of establishing NRC role in regulating DOE waste 
isolation pilot plant 

SELIN.I. Commissioners (Post 750119). CCS. 91/08/06. SYNAR.M. House of Rep., 
Government Operations. Ip. 59222:069-59222:071. 

-9109270163 Requests copy of NRC response to OMB request for NRC views on feasi¬ 
bility of establishing NRC role in regulating DOE Waste Isolation Pilot Plant 
SYNAR.M. House of Rep., Government Operations. CCS. 91/07/09. SELIN.I. Com¬ 
missioners (Post 750119). 2pp. 59222:070-59222:071. 

9109270164 SECY-91 -298 Weekly info rept for wk ending 910913. 

BLAHA.J.L Assistant for Operations (Post 890205). 91/09/20. 36pp. 59221:172- 
59221:207. 

9109300101 Responds to 910809 Itr,to NRC,requesting agency views on draft Nuclear 
Ethics Law submitted by Natl Association of Radiation Survivors.Draft legislation pre¬ 
sents serious problems re reporting radiation incident 

PARLER.W.C. Office of the General Counsel (Post &60701). CCS. 91/08/29. 
LAGOMARSINO.R. House of Rep. 2pp. 59245:202-59245:204. 


9109030114 Notification of contract execution,mod 14,to “Northeastern Seismic Re¬ 
search Program - Task 1.” ContractonColumbia Univ.City of New York. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN D-1141-1. NRC- 
04-85-113. 91/08/29. GUSTAVE,R.P. Fiscal Section. ZURFLUEH.E. NRC - No De¬ 
tailed Affiliation Given. Ip. 58981:239-58981:241. 

-9109030129 Mod 14,providing incremental funding,to “Northeastern Seismic Research 
Program - Task 1." 

* Columbia Univ., New York, NY. SCOTT,M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-1141-1. NRC-04-85-113. 91/08/29. 2pp. 58981:240- 
58981:241. 

9109030185 Notification of contract execution,mod l.to Task Order 10: “Operational 
Support for ADM/DSEC," to “NRC Sys Data Entry.” ContractonSBA/Data Computer 
Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1920-1. 
NRC-39-89-133. 91/08/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
58951:129-58951:133. 

-9109030189 Ltr contract,NRC-39-89-133,Mod 1 to Task Order 10,revising period of 
performance to reflect six month period & revising key personnel to “Operational Sup¬ 
port for ADM/DSEC.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1920-1. NRC-39- 

89- 133. 91/08/05. HUTCHENS,T. Data Computer Corp. of America. 4pp. 58951:130- 
58951:133. 

9109030277 Notification of contract execution,task order 10: “NDE Support at San 
Onofre Nuclear Power Plant,” awarded to TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14741. NRC-03-90-028. 91/08/12. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). MODES,M., CHAMPION,T. NRC - No Detailed Affiliation 
Given. Ip. 58944:248-58944:250. 

-9109030283 Ltr Contract NRC-03-90-028,awarding task order 10, “NDE Support at 
San Onofre Nuclear Power Plant," under contract 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-14741. NRC-03- 

90- 028. 91/08/06. PAYNE.D. Thompson Engineering Testing, Inc. (formerly Vester J. 
Thompson, Jr., Inc.). 2pp. 58944:249-58944:250. 

9109030286 Notification of contract execution,mod 2,to “Technical Assistance for Spe¬ 
cialized Training.” ContractorSonalysts, Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-15841. NRC-26- 

91- 290. 91/08/20. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). ANDERSON,R. NRC - No Detailed Affiliation Given. Ip. 58944:245- 
58944:247. 

-9109030291 Ltr Contract NRC-26-91 -290,awarding mod 2 to task order 2, “Technical 
Assistance for Specialized Training,” under contract 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1584-1. NRC-26- 
91-290. 91/08/07. PETERSEN,LR. Sonalysts, Inc. 2pp. 58944:246-58944:247. 

9109030296 Notification of contract execution,mod 2,to “Technical & Publication Assist¬ 
ance for Tech Specs Improvement Program.” Contractor:Merex,Inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1674- 
1. NRC-03-91-028. 91/08/26. SCHWINK.W.S. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
58944:346-58944:348. 

—9109030298 Mod 2,providing incremental funding,to “Technical & Publication Assist¬ 
ance for Tech Specs Improvement Program.” 

* Merex, Inc. SCOTT,M.L Division of Contracts & Property Management (Post 
890205). FIN L-1674-1. 91/08/26. 2pp. 58944:347-58944:348. 

9109040287 Notification of grant execution,mod 5 to "Seismic Study of Soil Dynamics at 
Gamer Valley.” ContractorRegents of Univ of CA at Santa Barbara. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN G-11360. 
NRC-G-04-88-146. 91/08/27. GUSTAVE.R. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870413). MURPHY,A. NRC - No Detailed Affiliation Given. 
Ip. 58982:212-58982:213. 


-9109300107 Forwards info & proposed legislation drafted by Natl Assoc of Radiation 
Survivors.W/o ends. 

LAGOMARSINO.R. House of Rep. CCS. 91/08/09. SELIN.I. Commissioners (Post 
750119). Ip. 59245:204-59245:204. 


-9109040289 Mod 5,extending period of performance through 911231 at no increase to 
grant amount,to “Seismic Study of Soil Dynamics at Garner Valley.” 

7 California, Univ. of. Santa Barbara, CA. MATTIA.M.J. Division of Contracts & Proper¬ 
ty Management (Post 890205). FIN G-11360. 91/08/27. Ip. 58982:213-58982:213. 
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9103040292 Notification of contract execution,mod 13,to “Lease/Purchase of Westing- 
house PWR Simulator." ContractorWestinghouse. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN B- 
8778-1. NRC-05-87-116. 91/08/27. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). SHOWE.S. NRC - No Detailed Affiliation Given. Ip. 58982:214- 
58982:216. 

-9109040294 Mod 13,extending period of performance at no addl cost,to “Lease/Pur¬ 
chase of Westinghouse PWR Simulator." 

* Westinghouse Electric Corp. SCOTT,M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN B-8778-1. 91/08/27. 2pp. 58982:215-58982:216. 

9109040304 Notification of contract execution,mod 2,task order 3, "Ofc 
Plans,Integration & Implementation" to "Agency Upgrade of Technology for Ofc Sys.” 
Contractor.SBA.Subcontractor.CEXEC, Inc. 

GILDENHORN.AJ. Contract Administration Branch 2 (Post 900603). FIN L-1794. 
NRC-33-90-178. 91/08/23. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 
58982:217-58982:236. 

—9109040317 Mod 2,task order 3,correcting inaccuracies & increasing task amount to, 
"Agency Upgrade of Technology for Ofc Sys." 

MOSS.J.W. CEXEC, Inc. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). FIN L-1794. 91/08/23. 19pp. 58982:218-58982:236. 

9109040354 Notification of contract execution,Task Order 115: "Operator Licenses 
Exams at Ft Calhoun" to "Technical Assistance to Support Licensing Activities," 
awarded to Sonalysts Inc 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/08/15. SCHWINK.W.S. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
58981:270-58981:274. 

-9109040358 Ltr contract NRC-03-89-031 .authorizing commencement of work on task 
order 115, "Operator Licensing Exams,Ft Calhoun, to "Technical Assistance to Sup¬ 
port Licensing Activities.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. NRC-03- 
89-031. 91/08/12. PETERSEN,L.R. Sonalysts, Inc. 4pp. 58981:271-58981:274. 

9109040394 Notification of contract execution,mod 6,to “Oklahoma Seismic Network." 
ContractorUniv of Oklahoma. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
20061. NRC-04-87-Q83. 91/09/01. SHAO.L.C. Electrical & Mechanical Engineering 
Branch (Post 880717). ZURFLUEH.E. NRC - No Detailed Affiliation Given. Ip. 
58981:278-58981:280. 

-9109040397 Mod 6,providing incremental funding,to “Oklahoma Seismic Network." 

* Oklahoma, Univ. of, Norman, OK. SCOTT,M.L. Division of Contracts & Property 
Management (Post 890205). FIN D-20061. 91/09/01. 2pp. 58981:279-58981:280. 

9109040453 Notification of contract execution,Task Order 23: "Weld Radiograph 
Review - Watts Bar” to “Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs," awarded to Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. NRC-03-89-027. 91/08/26. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 58982:310-58982:315. 

-9109040466 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 23, "Weld Radiograph Review - Watts Bar," under contract 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1342-0. NRC-03- 
89-027. 91/08/16. LOFY.R.A. PARAMETER, Inc. 5pp. 58982:311-58982:315. 

9109040494 Notification of contract execution: "Support for Collection & Analysis of Oc¬ 
cupational Radiation Exposure Data,” awarded to Science Applications Inti Corp. 
HAGEY.H. Contract Negotiation Branch-1. NRC-04-91-054. FIN L-13841. 91/08/26. 
MORRIS,B.M. Office of Nuclear Regulatory Research (Post 860720). RADDATZ.C.T. 
NRC - No Detailed Affiliation Given. Ip. 58981:318-58981:360. 

-9109040500 Contract: “Support for Collection & Analysis of Occupational Radiation 
Exposure Data," awarded to Science Applications Inti Corp. 

TARPEY.L.M. Science Applications International Corp. (formerly Science Applications, 
Inc.). WIGGINS,E.J. Division of Contracts & Property Management (Post 890205). FIN 
L-13841. 91/08/05. 42pp. 58981:319-58981:360. 

9109050025 Notification of contract execution,mod 3,to "Data Entry Support Svcs for 
Region III." Contr actor: SB A/NORCO M Inti Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN C- 
30081. NRC-30-91 -256. 91/08/21. ROY.G. Region 3 (Post 820201). STAHULAK.M. 
NRC - No Detailed Affiliation Given. Ip. 59010:049-59010:053. 

—9109050028 Mod 3,providing addl programmer aide for period 9.10906-1205, increas¬ 
ing contract ceiling & providing incremental funding to, “Data Entry Support Svcs for 
Region III.” 

NORIEGA,S. Normandeau Associates, Inc. SCOTT.M.L. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN C-30081. 91/08/21. 4pp. 59010:050-59010:053. 

9109050034 Notification of contract execution: “Network Architecture,” awarded to 
SBA/1-Net.lnc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-33-91- 
219. 91/07/20. CRANFORD,G.F. Office of Information Resources Management (Post 
890205). RUNION.D. NRC - No Detailed Affiliation Given. Ip. 59009:256-59010:048. 

-9109050043 Contract: “Network Architecture," awarded to SBA/I-Net,lnc. 

WELLS,D.W. I-NET, Inc. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). 91/07/20. 136pp. 59009:257-59010:048. 

9109050152 Notification of contract execution,mod l.to “Neotectonics of Southeast.” 
Contractor:EBASCO,lnc. 

KINNEY,P. Contract Administration Branch (890205-900602). NRC-04-90-099. FIN L- 
15491. 91/08/27. GUSTAVE,R.P. Office of Nuclear Regulatory Research (Post 
860720). ZURFLEUH.E. NRC - No Detailed Affiliation Given. Ip. 58993:199- 
58993:200. 

-9109050161 Mod 1,providing incremental funding,to “Neotectonics of Southeast.” 
MATTIA.M.J. Ebasco Services, Inc. (subs, of Enserch Corp.). * Division of Contracts 
(Pre 870413). NRC-04-90-099. FIN L-15491. 91/08/27. Ip. 58993:200-58993:200. 


9109050164 Notification of cooperative agreement Mod 6, to “Maint & Operation of 
LPDR." Contractor:WD Clark Library. _ 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-435. 91/08/21. GRIMSLEY.D.H. Office of Information Resources 
Management (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. Ip. 
59015:106-59015:114. 

-9109050175 Mod 6,providing funds for FY91 .extending period of performance & revis¬ 
ing statement of work to, "Maint & Operation of LPDR.” 

PHIPPS,M. Omaha, NE. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN D-2416-1. 91/08/21. 8pp. 59015:107-59015:114. 

9109050178 Notification of contract execution,mod 7 to task order 4, “Maint of Users 
Guide Library.” Contractor:Applied Mgt Sys, Inc. 

KINNEY,P. Contract Administration Branch (890205-900602). FIN D-1391-1. NRC-33- 

89- 132. 91/08/27. CRANFORD,G.F. Office of Information Resources Management 
(Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 58993:168- 
58993:169. 

-9109050188 Ltr contract NRC-33-89-132,mod 7,providing incremental funding to, 
“Maint of Users Guide Library. 

MATTIA.M.J. Contract Negotiation Branch-2. FIN D-1391-1. NRC-33-89-132. 91/08/ 

27. HUTCHINSON,M. Applied Management Systems, Inc. Ip. 58993:169-58993:169. 

9109050184 Notification of contract execution,mod 3 to task order 1, “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses." Contractonlntl Technical svcs,Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1318. NRC-03- 

90- 027. 91/08/26. SCHWINK.W.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 
58993:123-58993:125. 

-9109050191 Ltr Contract NRC-03-90-027,mod 3,extending expiration date to 911231 
to, “Review of RETRAN Computer Codes & Confirmatory Licensing Calculations As¬ 
sociated W/Safety Analyses ” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1318. NRC-03-90- 
027. 91/08/22. KOMORIYA.H. International Technical Services, Inc. 2pp. 58993:124- 
58993:125. 

9109050198 Notification of contract execution.mod 11,to “Telecommunication Svcs - 
Voice.” ContractonGTE Telecom, Inc. 

BOYD.D. Contract Administration Branch (890205-900602). FIN D-1851-1. NRC-10- 
86-260. 91/09/01. KRUZIC.P. Division of Computer & Telecommunications Services 
(Post 890205). RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 58993:181- 
58993:183. 

-9109050202 Mod 11,providing incremental funding & designating alternate project 
officer,to "Telecommunication Svcs - Voice.” 

* GTE Telecommunications, Inc. MATTIA.M.J. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-1851-1. 91/09/01. 2pp. 58993:182-58993:183. 

6109050211 Notification of cooperative agreement.Mod 5,to "Maint & Operation of 
LPDR." Contractor:Wilmington Township Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-436. 91/08/22. GRIMSLEY.D.H. Office of Information Resources 
Management (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. Ip. 
58993:114-58993:122. 

—9109050225 Mod 5,providing funds for FY91 .extending period of performance & revis¬ 
ing statement of work to, "Maint & Operation of LPDR.” 

FREY.R.C. Wilmington, IL. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN D-2416-1. 91/08/22. 8pp. 58993:115-58993:122. 

9109050215 Notification of contract execution,task order 11: “NDE Support,” awarded 
to TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14741. NRC-03-90-028. 91/08/19. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). MODES,M.. CHAMPION,T. NRC - No Detailed Affiliation 
Given. Ip. 58993:097-58993:099. 

-9109050227 Ltr Contract NRC-03-90-028,awarding task order 11, “NDE Support at 
Seabrook Nuclear Power Plant" 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-14741. NRC-03- 
90-028. 91/08/16. PAYNE,D. TET, Inc. 2pp. 58993:098-58993:099. 

9109050267 Notification of contract execution.mod 53,to “Technical Assistance in Sup¬ 
port of NRC Licensing Actions." Contractor: Science Applications Inti Corp. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). NRC-03-87-029. 91/08/ 

28. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
GRENIER,B. NRC - No Detailed Affiliation Given. Ip. 58993:071-58993:079. 

-9109050269 Mod 53,revising monthly progress rept format to, "Technical Assistance 
in Support of NRC Licensing Actions.” 

RODEHAU.T.J. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). SCOTT.M.L. Division of Contracts & Property Management (Post 890205). 
91/08/28. 8pp. 58993:072-58993:079. 

9109090273 Notification of cooperative agreement,mod 6,to “Maint & Operation of 
LPDR,” awarded to Vespasian Warner Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-434. FIN D-24161. 91/08/26. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (880515-890204). NORTHERN,S.S. NRC - No Detailed 
Affiliation Given. Ip. 59049:094-59049:102. 

—9109090278 Mod 6 providing funding,extending period of performance & revising 
statement of work to cooperative agreement, “Maint & Operation of LPDR.” 

EVANS,M. Clinton, IL. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN D-24161. 91 /08/26. 8pp. 59049:095-59049:102. 

9109090279 Notification of contract execution,task order 42, “Electrical Distribution Sys 
Functional Insp - Millstone I." ContractonAECL Technologies. 

MANN.R. Contract Administration Branch (890205-900602). NRC-03-90-031. FIN L- 
1527. 91/08/23. SCHWINK.W.S. Program Management, Policy Developments Analy¬ 
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given, ip. 
59049:034-59049:036. 
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-9109090280 Ltr contract NRC-03-90-031 awarding task order 42, “Electrical Distribu¬ 
tion Sys Functional Insp - Millstone l.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
1527. 91/08/20. SHIFLETT.D.R. AECL Technologies. 2pp. 59049:035-59049:036. 

9109100305 Notification of contract execution,mod 3 to, “Night Shift Schedule &. Opera¬ 
tor Vigilance-Phase l:Comparison of Human Operator Alertness During 8-hr vs 12-hr 
Night Shifts." Contractor.lnst for Orcadian Physiology. 

CRAMPTON.S.A. Contract Administration Branch (890205-900602). FIN L-13491. 
NRC-04-90-060. 91/08/28. SHERON.B.W. Division of Systems Research (Post 
880717). MORISSEAU.D. NRC - No Detailed Affiliation Given. 3pp. 59068:097- 
59068:099. 


-9109110170 Ltr contract NRC-39-89-133,mod 7 to task order 8,providing incremental 
funding to, “Data Entry for ARM/DAR." 

MATTIA.MJ. Contract Administration Branch 2 (Post 900603). FIN D-1920-1. NRC-39- 

89-133. 91/09/06. HUTCHENS,T. Data Computer Corp. of America. Ip. 59069:012- 
59069:012. 

9109110174 Notification of contract execution,mod 3,to “Purchase of 80386 Microcom- 

B jter Sys.” ContractonGovt Marketing Svcs, Inc. 

IXON.E.K. Division of Contracts & Property Management (Post 890205). FIN B-8165- 
1. NRC-33-91-211. 91/08/22. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). OLIVER,D. NRC - No Detailed Affiliation Given. Ip. 
59069:008-59069:010. 


-9109110079 Mod 3,extending period of performance at no addl cost.to “Night Shift 
Schedule & Operator Vigilance-Phase I: Comparison of Human Operator Alertness 
During 8-hr vs 12-hr Night Shifts.” 

CHURCHILL.S.E. Institute for Circadium Physiology. SCOTT.M.L. Division of Contracts 
& Property Management (Post 890205). FIN L-1349-1. 91/08/28. 2pp. 59068:098- 
59068:099. 

9109100380 Notification of contract execution,Task Order 6: “Power Rant Engineering 
Course (E-110),” to ‘Technical Assistance for Specialized Technical Training, 
awarded to Sonalysts, Inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L- 
15841. NRC-26-91-290. 91/08/23. SPESSARD.R.L Division of Operational Assess¬ 
ment (Post 870413). ANDERSON,R. NRC - No Detailed Affiliation Given. Ip. 
59050:030-59050:035. 

-9109100383 Ltr contract NRC-26-91-290,Task Order 6: “Power Plant Engineering 
Course (E-110)" awarded to “Technical Assistance for Specialized Technical Train- 

S&)TT,M.L Contract Administration Branch 1 (Post 900603). FIN L-15841. 91/08/20. 
PETERSEN,LR. Sonalysts, Inc. 5pp. 59050:031-59050:035. 

9109100403 Notification of contract execution,mod 2,to “ADP Planning, Requirements 
Analyses & Preliminary Design Studies.” ContractonApplied Management Sys,Inc. 
KINNEY,P. Contract Administration Branch (890205-900602). FIN D-1391-1. NRC-33- 
89-132. 91/08/28. CRANFORD,G.F. Office of Information Resources Management 
(Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 59050:045- 
59050:047. 

-9109100421 Ltr contract NRC-33-89-132,mod 2 to task order 11 .increasing level of 
effort,task order ceiling amount & obligated amount to, “ADP Planning,Requirements 
Analyses & Preliminary Design Studies. 

MATTIA.MJ. Contract Administration Branch (890205-900602). FIN D-1391-1. NRC- 
33-89-132. 91/08/27. HUTCHISON,M. Applied Management Systems, Inc. 2pp. 
59050:046-59050:047. 

9109100410 Notification of cooperative agreement,mod 5 to, “Maint & Operation of 
LPDR.” Contractor:Univ of CA, Irvine. 

CRAMPTON.SA Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-446. 91/08/29. GRIMSLEY.D.H. Office of Information Resources 
Management (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. Ip. 
59050:048-59050:051. 


-9109100419 Mod 5,providing funds for FY91 .extending period of performance & revis¬ 
ing statement of work to, “Maint & Operation of LPDR.” 

HORN.J. California, Univ. of, Irvine, CA. SCOTT.M.L Division of Contracts & Property 
Management (Post 890205). FIN D-24161. 91/08/29. 3pp. 59050:049-59050:051. 

9109100433 Notification of contract execution,mod 6,to “Environ Degradation of Over¬ 
pack Matls.” ContractonCortest Columbus, Inc. 

MCCUBBIN.S. Contract Administration Branch (890205-900602). FIN D-16921. NRC- 
04-87-069. 91/08/27. GUSTAVE.R.P. Program Management, Policy Development & 
Analysis Staff (Post 870413). REED.P. NRC - No Detailed Affiliation Given. Ip. 
59050:061-59050:063. 


-9109100435 Mod 6,extending duration of contract from 910812 through 911108 to, 
“Environ Degradation of Overpack Matls." 

* Cortest Columbus, Inc. SCOTT.M.L Division of Contracts & Property Management 
(Post 890205). FIN D-16921. 91/08/27. 2pp. 59050:062-59050:063. 

9109110018 Notification of contract execution,task order 4,mod 5,to “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses.” Contractor. Inti Technical Svcs,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 

90-027. FIN L-1318-1. 91/08/26. SCHWINK.W.S. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. 
Ip. 59069:017-59069:020. 

-9109110026 Ltr contract NRC-03-90-027,mod 5,task order 4,increasing level of effort 
& adding addl travel requirement to, “Review of RETRAN Computer Codes & Confirm¬ 
atory Licensing Calculations Associated w/Safety Analyses.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-027. FIN L- 
1318-1. 91/08/20. KOMORIYA.H. International Technical Services, Inc. 3pp. 
59069:018-59069:020. 


9109110076 Notification of contract execution,task order 9, “Technical Assistance for 
Possible Rulemaking,Financial Responsibility for Cleanup of Accidental Releases of 
Radioactive matls..., awarded to S Cohen & Assoc,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN L-12241. 
NRC-04-90-070. 91/08/28. MORRIS,W.M. Division of Regulatory Applications (Post 
870413). FELD.S. NRC - No Detailed Affiliation Given. Ip. 59069:146-59069:148. 


-9109110184 Mod 3,definitizing agreement reached by parties per 910801 between 
NRC & licensee to, “Purchase of 80386 Microcomputer Sys.” 

GILLS.R.J. Government Marketing Services, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN B-8165-1. 91/08/22. 2pp. 59069:009- 
59069:010. 

@109110200 Notification of contract execution,mod 4,to “Purchase of 80386 Microcom¬ 
puter Sys.” ContractonGovt Marketing Svcs, Inc. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). FIN B- 
8165-1. NRC-33-91-211. 91/09/06. CRANFORD,G. Office of Information Resources 
Management (Post 890205). OLIVER,D. NRC - No Detailed Affiliation Given. Ip. 
59069:005-59069:007. 

-9109110205 Mod 4,deobligating $164,000.00 from obligated amount of contract & 
identifying five NRC representatives authorized to place calls to contractor for techni¬ 
cal support to, “Purchase of 80386 Microcomputer Sys." 

* Government Marketing Services, Inc. MATTIA.M.J. Division of Contracts & Property 
Management (Post 890205). FIN B-8165-1. 91/09/06. 2pp. 59069:006-59069:007. 

9109110221 Notification of contract execution,mod 9,to “Inspecting for Performance 
Training Course." Contractor:BARTECH,I nc. 

CRAMPTON.S.A Division of Contracts & Property Management (Post 890205). FIN ID- 
22041. NRC-26-89-288. 91/08/19. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). MILLER.L. NRC - No Detailed Affiliation Given. Ip. 59069:056- 
59069:060. 

-9109110224 Mod 9,providing funding & exercising option provided to review & recom¬ 
mend changes to course matls to, “Inspecting for Performance Training Course.” 
STATSMY.K.L. Bartech, Inc. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-22041. 91/08/19. 4pp. 59069:057-59069:060. 

9109110228 Notification of contract execution,mod 6,to “Satellite Communications to 
Support Video Conferencing Pilot Program.” Contractor:GTE Spacenet Corp. 
MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
1919. NRC-39-88-250. 91/09/09. CRANFORD,G.F. Office of Information Resources 
Management (Post 890205). KIRK.I. NRC • No Detailed Affiliation Given. Ip. 
59069:252-59069:254. 

-9109110229 Mod 6,correcting estimated cost for satellite network access fee & space 
to. “Satellite Communications to Support Video Conferencing Pilot Program.” 

* GTE Spacenet Corp. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN D-1919. 91/09/09. 2pp. 59069:253-59069:254. 

9109110256 Notification of contract execution,mod 1,to “Training in Health Physics & 
Radiation Protection.” Contractor:IT Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
15831. NRC-26-91-292. 91/09/09. SPESSARD.R.L Division of Operational Assess¬ 
ment (Post 870413). RICCI,J. NRC - No Detailed Affiliation Given. Ip. 59069:051- 
59069:052. 

-9109110264 Ltr contract NRC-26-91 -292,task order l.mod 1,providing incremental 
funding to, ‘Training in Health Physics & Radiation Protection.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-15831. NRC-26- 

91-292. 91/09/09. DONNELLAN.M. International Technology Corp. Ip. 59069:052- 
59069:052. 

9109110271 Notification of contract execution,mod 3,to “Operation & Maint of NRC 
Computer Facilities (Interim).” Contractor: SBA/Data Computer Corp of America. 
BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1387-1. 
NRC-33-91-215. 91/09/06. MESSENGER,G. Division of Information Support Services 
(Post 890205). BARROW.D. NRC - No Detailed Affiliation Given. Ip. 59069:053- 
59069:055. 

-9109110281 Mod 3,providing incremental funding to “Operation & Maint of NRC Com¬ 
puter Facilities (Interim).” 

* Data Computer Corp. of America. MATTIA.M.J. Division of Contracts & Property 
Management (Post 890205). FIN D-1387-1. 91/09/06. 2pp. 59069:054-59069:055. 

9109120014 Notification of contract execution,awarding Task Order 13, to Mod 7 to. 
“Maint of Users Guide Library.” Contractor: Applied Mgt Sys,Inc. 

KENNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1391. 
NRC-33-89-132. 91/08/20. CRANFORD,G. Office of Information Resources Manage¬ 
ment (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given, ip. 59104:023- 
59104:025. 

-9109120016 Ltr contract,awarding Task Order 13 to Mod 7,incrementally funding task 
order & increasing level of effort to, “Maint of Users Guide Library.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391. NRC-33- 
89-132. 91/08/16. PERKINS,J. Applied Management Systems, Inc. 2pp. 59104:024- 
59104:025. 


-9109110090 Ltr contract NRC-04-90-070,awarding task order 9, ‘Technical Assistance 
for Possible Rulemaking,Finanacial Responsibility for Cleanup of Accidental Releases 
of Radioactive Matls by Matls licensees.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-12241. NRC-04- 
90-070. 91/08/26. GOLDIN,D. S. Cohen & Associates, Inc. 2pp. 59069:147- 
59069:148. 

9109110154 Notification of contract execution,mod 7 to Task Order 8, to “Data Entry for 
ARM/DAR.” ContractonSBA/Data Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1920-0. 
NRC-39-89-133. 91/09/06. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59069:011-59069:012. 


9109120023 Notification of contract execution,awarding Task Order 5 to Mod 4 to, 
“Data Entry Support for SINET.” Contractor.SBA. Subcontractor:Data Computer Corp 
of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1920. 
NRC-33-89-133. 91/09/07. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59104:035-59104:036. 

—9109120026 Ltr contract,awarding Task Order 5 to Mod 4,providing incremental fund¬ 
ing to, “Data Entry Support For SINET." 

MATTIA.MJ. Contract Administration Branch 2 (Post 900603). FIN D-1920. NRC-33- 
89-133. 91/09/07. HUTCHENS,T. Data Computer Corp. of America. Ip. 59104:036- 
59104:036. 
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9109120069 Notification of grant execution, “TMI Recovery & Decontamination Collec¬ 
tion,” awarded to Pennsylvania State Univ. 

UMBEL,D. Contract Negotiation Branch-2. FIN G-18951. NRC-04-91-104. 91/08/29. 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). RUBIN,A. NRC - No Detailed Affiliation Given. Ip. 59104:070-59104:072. 

-9109120072 Grant, "TMI Recovery & Decontamination Collection.” 
Grantee:Pennsylvania State Univ. 

MARGI.R.D. Pennsylvania State Univ., University Park, PA. MACE.M.H. Division of 
Contracts & Property Management (Post 890205). FIN G-18951. NRC-04-91-104. 91/ 
08/29. 2pp. 59104:071-59104:072. 


-9109120202 Ltr contract awarding Task Order 120, "Operator Licensing Exams,Ginna 
Nuclear Power Plant," to “Technical Assistance in Support of Licensing Activities.” 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. FIN L- 
1289. 91/08/27. PETERSEN,L.R. Sonalysts, Inc. 4pp. 59100:321-59100:324. 

9109120259 Notification of contract execution,awarding task order 119 to, “Technical 
Assistance to Support Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/08/30. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
59100:327-59100:331. 


9109120074 Notification of contract execution: “Verbatim Stenographic Reporting 
Svcs,” awareded to Neal Gross & Co.lnc. 

BAZIN,J.P. Contract Negotiation Branch-2. FIN D-14581. NRC-17-91 -116. 91/08/30. 
CHILK.S.J. Office of the Secretary of the Commission. JOOSTEN.S. NRC - No De¬ 
tailed Affiliation Given. Ip. 59107:068-59107:119. 


-9109120263 Ltr contract NRC-03-89-031,to task order 119, “Operator Licensing 
Exams.South Texas Project NPP,” to "Technical Assistance to Support Licensing Ac¬ 
tivities.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. FIN L- 
1289-1. 91/08/27. PETERSEN,LR. Sonalysts. Inc. 4pp. 59100:328-59100:331. 


-9109120076 Contract: “Verbatim Stenographic Reporting Svcs,” awarded to N Gross 
& Co,Inc. 

GROSS,N.R. Neal R. Gross & Co., Inc. MACE.M.H. Division of Contracts & Property 
Management (Post 890205). FIN D-14581. NRC-17-91-116. 91/08/30. 54pp. 
59107:069-59107:119. 


9109120268 Notification of contract execution,mod 6,to "Agency Upgrade Technology 
for Ofc Sys - Phase I & II Svcs." ContractonSBA/ CEXEC.Inc. 

GILDENHORN.A.J. Contract Administration Branch 2 (Post 900603). NRC-33-90-178. 
91/08/30. KRUZIC.P. Division of Computer & Telecommunications Services (Post 
890205). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 59111:333-59111:335. 


9109120095 Notification of grant execution:Mod 5,to “Development of Radiation Protec¬ 
tion Stds." Grantee:lntl Commission on Radiological Protection Stds. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
14301. NRC-G-02-88-006. 91/09/02. NORRIS,B. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870413). YANIV.S., CUNNINGHAM,R.E. NRC - No De¬ 
tailed Affiliation Given. Ip. 59079:339-59079:340. 

-9109120099 Mod ^incorporating licensse renewal proposal dtd 910314 & extending 
period of performance to, “Development of Radiation Protection Stds.” 

SMITH,H. International Commission on Radiological Protection. SCOTT,M.L. Contract 
Administration Branch 1 (Post 900603). FIN G-14301. 91/09/02. Ip. 59079:340- 
59079:340. 

9109120107 Notification of contract execution,mod 1,to “Acquisition of Laser Video 
Discs,Proprietary Software,Hardware,Perpetual Corporate License & Training." 
Contractor:Computer Aided Training Co. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L- 
14541. NRC-26-91-294. 91/09/03. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). ROESSLER.S. NRC - No Detailed Affiliation Given. Ip. 
59079:341-59079:343. 

-9109120126 Mod l.excersing option 7:a & increasing quantity of laser videodiscs 
being ordered under option & providing funds to, "Acquisition of Laser Video 
Discs,Proprietary Software, Hardware,Perpetual Corporate License & Training." 
SCHULTER.R. Computer Aided Training Co. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). FIN L-14541. 91/09/03. 2pp. 59079:342- 
59079:343. 

9109120112 Notification of contract execution,mod 1,to “Cross-Svc to NRC Commission 
Using Federal Financial Sys.” Contractor: US Dept of Treasury. 

CUCURA.J. Division of Contracts & Property Management (Post 890205). FIN L- 
19641. NRC-09-91-231. 91/09/10. HILLER.L. Division of Accounting & Finance (Post 
890205). RAKOWSKI.R. NRC - No Detailed Affiliation Given. Ip. 59100:293- 
59100:295. 

-9109120116 Mod 1,providing incremental funds to, “Cross-Svc to NRC Using Federal 
Financial Sys.” 

* Treasury, Dept of. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN L-19641. 91/09/10. 2pp. 59100:294-59100:295. 

9109120115 Notification of contract execution,awarding Task Order 10 to Mod 6 to, 
“Data Entty for ARM/DAF.” ContractonSBA/Data Computer Corp of America. 
BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-39-89- 
133. FIN D-1920-1. 91/09/07. CRANFORD,G. Office of Information Resources Man¬ 
agement (Post 890205). DOYLE,A. NRC - No Detailed Affiliation Given. Ip. 
59103:301-59103:302. 

-9109120124 Ltr contract NRC-39-89-133,mod 10 to task order 6,providing incremental 
funding in amount of $60,000. 

MATTIA,M.J. Contract Administration Branch 2 (Post 900603). NRC-39-89-133. FIN D- 
1920-1. 91/09/07. HUTCHENS,T. Data Computer Corp. of America. Ip. 59103:302- 
59103:302. 


—9109120272 Mod 6,amending award fee factors to, "Agency Upgrade of Technology 
for Ofc Sys - Phase I & II Svcs.” 

* Small Business Administration. MATTIA.M.J. Division of Contracts & Property Man¬ 
agement (Post 890205). NRC-33-90-178. 91/08/30. 2pp. 59111:334-59111:335. 

9109120270 Notification of contract execution: “Cross-Svc to NRC Using Federal Finan¬ 
cial Sys” awarded to DOT Financial Mgt Svc. 

EDGEWORTH,P. Contract Administration Branch 2 (Post 900603). FIN L-19641. NRC- 
09-91-231. 91/07/25. HILLER.L. Division of Accounting & Finance (Post 890205). 
RAKOWSKI.R. NRC - No Detailed Affiliation Given. Ip. 59111:336-59111:359. 

-9109120271 Ltr contract awarding “Cross-Svc to NRC Using Federal Financial Sys” to 
DOT Financial Mat Svc. 

MACE.M.H. Division of Contracts & Property Management (Post 890205). NRC-09-91- 
231. FIN L-19641. 91/07/25. FORSBERG.K. Transportation, Dept. of. 23pp. 
59111:337-59111:359. 

6109120281 Notification of contract execution,mod 6,to “Maint & Operation of LPDR." 
Contractorlndian River Community College. 

CRAMPTON.S.A. Contract Administration Branch (890205-900602). NRC-10-87-425. 
FIN D-24161. 91/09/04. GRIMSLEY.D.H. Division of Freedom of Information & Publi¬ 
cations Services (880515-890204). NORTHERN,S.S. NRC - No Detailed Affiliation 
Given. Ip. 59105:103-59105:111. 

-9109130022 Mod 6,providing addl funds & extending period of performance,to "Maint 
& Operation of LPDR.” 

WIDMAN.R. Indian River Community College, Ft. Pierce, FL. SCOTT,M.L Division of 
Contracts & Property Management (Post 890205). FIN D-24161. 91/09/04. 8pp. 
59105:104-59105:111. 


9109130006 Notification of contract execution,mod 2,to “Operation & Maint of NRC 
Computer Facilites (Interim)." ContractonSBA. SubcontractonData Computer Corp of 
America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1387-1. 
NRC-33-91-215. 91/09/03. MESSENGER.G. Office of Information Resources Man¬ 
agement (Post 890205). BARROW,D. NRC - No Detailed Affiliation Given, ip. 
59094:043-59094:045. 


-9109130009 Mod 2,authorizing overtime for duration of contract & increasing contract 
ceiling & obligated amounts,to "Operation & Maint of NRC Computer Facilities (Inter¬ 
im).” 

* Small Business Administration. BILGER.S.J. Data Computer Corp. of America. 
MATTIA.M.J. Division of Contracts & Property Management (Post 890205). FIN D- 
1387-1. 91/09/03. 2pp. 59094:044-59094:045. 


9109130012 Notification of cooperative agreement,Mod 6 to, “Maint & Operation of 
LPDR." ContractonAppling County Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-363. 91/08/30. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 59107:173-59107:176. 


9109120119 Notification of contract execution,awarding Task Order 1 to Mod 1 to, “Net¬ 
work Architechture.” Contractors BA. SubcontractorJ-Net.Inc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN L-1782. 
NRC-33-91-219. 91/09/06. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). RUNION.D. NRC - No Detailed Affiliation Given. Ip. 
59100:325-59100:326. 

-9109120120 Ltr contract,awarding Task Order 1,to Mod 1,providing incremental 
funding.to “Network Architechture/’ 

MATTIA.M.H. Contract Administration Branch 2 (Post 900603). FIN L-1782. NRC-33- 
91-219. 91/09/06. SIMPSON.T. I-NET, Inc. Ip. 59100:326-59100:326. 

9109120126 Notification of contract execution,awarding task order 4 to, “Technical As¬ 
sistance in Cost Estimating & Financial Assurance Case Reviews." Contractor:ICF,lnc. 
MCCUBBIN.S. Contract Administration Branch 1 (Post 900603). NRC-02-91-001. FIN 
L-20431. 91/08/29. TIKINSKY.D. Office of Nuclear Material Safety & Safeguards. 
BYKOSKI.L NRC - No Detailed Affiliation Given. Ip. 59103:303-59103:308. 

-9109120132 Ltr contract NRC-02-91-001,awarding task order 4 to, "Workshop for 
Agreement States - Financial Assurance.” 

MCCUBBIN.S. Contract Administration Branch 1 (Post 900603). NRC-02-91-001. FIN 
L-19661. 91/08/27. DEAN.C. IGF, Inc. 5pp. 59103:304-59103:308. 

9109120198 Notification of contract execution,Task Order 120, "Operator Licensing 
Exams,Ginna Nuclear Power Plant," to “Technical Assistance to Support Licensing 

Activities" awarded to Sonalysts, Inc. _ 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289. 91/08/30. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
59100:320-59100:324. 


-9109130013 Mod 6,providing addl funding & extending period of performance to 
920929,to “Maint & Operation of LPDR.” 

COLEMAN.A. Appling County, GA. SCOTT,M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-24161. NRC-10-87-363. 91/08/30. 3pp. 59107:174- 
59107:176. 

9109130027 Notification of contract execution,mod 1,to “Support for Simulator Sched¬ 
uled/Corrective Maint” ContractonPulau Electronics Corp. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). FIN L-15811. NRC-26- 
91-286. 91/08/20. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). SHOWE.S. NRC - No Detailed Affiliation Given. Ip. 59105:140-59105:144. 

-9109130036 Mod 1,increasing ceiling & obligated amountmaking within scope change 
to Statement of Work,adding Requirements Clause & increasing year 1 estimate for 
maint svs. 

NAKATA.G.Y. Pulau Electronics Corp. SCOTT,M.L Division of Contracts & Property 
Management (Post 890205). FIN L-15811. 91/08/20. 4pp. 59105:141-59105:144. 

9109130044 Notification of contract execution,Mod 2 to, “Local Telephone Svcs & Net¬ 
work Access for Long Distance Carriers." Contractor:! IIinois Bell Telephone Co. 
KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). FIN D- 
18511. NRC-33-90-211. 91/09/06. CRANFORD,G.F. Office of Information Resources 
Management (Post 890205). RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 
59107:220-59107:221. 

-9109130045 Mod 2,providing incremental funding to, "Local Telephone Svcs & Net¬ 
work Access for Long Distance Carriers.” Contractor: Illinois Bell Telephone Co. 

* Illinois Bell Telephone Co. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-18511. NRC-33-90-211. 91/09/06. Ip. 59107:221- 
59107:221. 
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ItMUOOM NoWe^io n.of Appal * 0hlan R ®‘ 

gsyrsfte'ssi^i^fe-K-j^g'st 
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SB105c18M6106:190. 

Mod 10jmvkSng rxmmental funt£ng.to “Southern Appalachian Regional 

Mmwtom. TN. SCOTT,M.L Division of Contracts & Property 
553-1.91/09/09. 2pp. 59105:189-59105:190. 

9t§§13@f27 erf corvid ex ecuikmM od 3,to “Develop Guidelines for Verifi- 

Bfi.TRAC01»L NRC - No Detailed Affifiahon Gwen. Ip. 59108 : 01 2-591 08 . 02 U. 


Sons, hal-’HYT^SBS 5 ^?Power 

AdWrMtfon Branch 2 (Rost 900603). FSisI L-15301. NRC-04-90-095. 91/09/08. opp. 

80106013-59108:0^. 

9189130174 MofiScaSon of contact execution,mod 33,to “Lease of Telecommunications 

Management {Post 

MRC-^-6?-238, 91/06/08 KRUZSC.P. DMsion of Computer & Telecommunications 
s2So» CP©«S 690205). JEPSON.K. NRC - No Detailed Affifiabon Given. Ip. 

59105:178-59105:180. 

—918913818® Mod 334Sf©vjdfrsg Incremental funding,to "Lease of Telecommunications 

AT&T Infeamaiors Systems. MATTIA,M.J. Division of Contracts & 
mtf Mannoament Pod 890205). RNC^I 21. 91/08/08. 2pp. 59105:179-59105:180. 

9189130179 Moiicsion of contract exacution,mod 3,to “Upgrade of^TTC Simulators 
Tw-«| Hwctm*: MrrrWft to B e s t Estimate Code." Contractor S3 Technologies Co. 

^(890205-90060^1NR£»91-297.9V09/ 

OSlS^SSARD.R.L Office tor Analysis & Evaluation of Operational Data, Director. 
SHCWE.S. NRC - No Deialed Affiliation Given. Ip. 59099:100-59099:102. 

—9188130203 Mod 3,changing address for all paymdits under contractfo “Upgrade of 
TTC Simulators Thermal Hydraulic Models to Bed E^rrateCode _ . . 

* MaDn, Systems & Services Technologies Co. SCOTT,M.L Division of Contracts 
(Pod890205). 91^/09. 2pp. 59099:101-59099:102. 

ttffflttff NoWcrfon erf cooperative agreement,Mod 6,to “Maint & Operation of 
LPDR” QxttractonRochesier Pubic Library. n 

CRAMPTON.SA Division of Contracts & Property Management (Pod 890205). FIN D- 
24161 NRC-10-87-439. 01/08/29. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & PuUcdions Sarvicas (880518890204). ip. 59105:174-59105:177. 

-9108130192 Mod 6,provkSng hands for FY91 .extending period of performance & revis¬ 
ing statement erf worKto “Maint & Operation erf LPDR. 

•Rochester, NY. SCOTT.M.L Division of Contracts & Property Management (Pod 
890205). m D-24161. 01/08/29. 3pp. 59105:175-59105:177. 

9189130221 Notification of grad execution: “Partial Support of Geological Sciences 
Board,” awarded to NaH Academy of Sciences,Mod 11. 

BAVIREJC Contract Administration Branch (890205-900602). RN G-10541. NRC-G- 
0443407. m/mm. GUSTAVE.R. Rscai Section. Ip. 59099:103-59099:105. 

-9109130234 Mod 11 .providing incremental funding,to “Partial Support of Geological 

S gempfn Board." 

DWQSK1N,GJE. National Academy of Sciences. MATT1A,M.J. Office of Nuclear Reac¬ 
tor Regulation, Director ^od 870411). FIN G-10541. 91/07/08. 2pp. 59099:104- 

9199160241 Notification o t cooperative agreement,Mod 6,to “Maint & Operation of 
LPDR" ContractorRussell library. 

CRAMPTON.SA Division of Contracts & Property Management (Pod 890205). FIN D- 
24161. NRG-1087-423. 91/09/09. GRIMSLEY.D.H. Office of Information Resources 
Management 0>od 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. 1 p. 
59107:021-59107:029. 

-9109160248 Mod e,providmg funds for FY91 .extending period of performance & revis¬ 
ing statement of work,!© “Maint & Operation of LPDR. 

PORTER.S.T. Middletown, CT. SCOTT,M.L Division of Contracts & Property Manage¬ 
ment pod 890205). FIN D-24161.91/09/09. 8pp. 59107:022-59107:029. 

9109168257 Jtoificatson of cooperative agreement,Mod 4,to “Maint & Operation of 
LPDR." Contractor.Univ of Nevada-Reno. 

CRAMFTON.SA Division erf Contracts & Property Management (Pod 890205). FIN D- 
24161. NRC-10-69-179. 91/08/21. GRIMSLEY.D.H. Office of Information Resources 
Maraweraent Pod 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. 1 p. 
50t0WI4-50107:OT6. 


-9109160259 Mod 4,provkfing funds & extending period of performance,to “Maint & 
Operation of LPDR. 

MDREHOUSE.H.G. Nevada, Univ. of, Reno, NV. SCOTT,M.L. Division of Contracts & 
Property Management Pod 890205). FIN D-24161. 91/08/21. 2pp. 59107:015- 
59107:016. 


9109180181 Notification of contract execution,mod 4,to “Newspaper Clipping Svcs. 
CcntractonPress Inteiliaence.lnc. 

MANN.R. Division erf Contracts & Property Management pod 890205). FIN B-1873-- 
NRC-33-90-186. 91/09/12. MESSENGER,G. Division erf Information Suooort Service 


MANN.R. Division erf Contracts & Property Management pod 890205). FIN B-1873-1. 
NRC-33-90-186. 91/09/12. MESSENGER,G. Division erf Information Support Services 
Pod 890205). CHEN.E. NRC - No Detailed Affiliation Given. 1 ^5913*160- 
59134:162. 

JRS!? tas Mod 4,deobfigating funds to, “Newspaper Clipping Svcs.” 

J C ^ESJAA Pw l^^noe, Inc. SCOTT,M.L Division of Contracts & Property 
Management (Pod 89CK2C6). RN B-1873-1. 91/09/12. 2pp. 59134:161-59134*162 


9109190251 Notification of contract execution: “NRC Practice & Procedure Digest” 
awarded to Aspen Sys Corp. onoQ1 mro -1 8-91-336 91/09/16. 

UMBELD. Contract Negotiation Branch-2. F N% RORDENICK B NRC - 
PARLER.W.C. Office of the General Counsel (Post ^0701). BUHUtNiOK.b. nmu 
N o Detailed Affiliation Given. Ip. 59166:271-59166:305. , 

-9109190253 Contract “NRC Practice & Procedure Digest,” awarded to Aspen Sys 

LaSpERTA Aspen Systems Corp. MACE M.RDn^n £^*^ 3 * 

agement post 890205). FIN L-20291. NRC-1 8-91-336. 91/09/16. 36pp. 59106.4/4 

59166:305. 

9109200064 Notification of cooperative agreement,mod 6 ,to “Maint & Operation of 
LPDR.” Contractor.Brooks Memorial Library. .. 890?05 v NRC _ 

tion A Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 59164:094-59164:096. 

-9109200072 Mod 6 ,extending period of performance & revising statement of work.to 

S^n^K^eSora 1 VT. MORRISON,M. Division of Man ‘ 

agement (Post 890205). FIN D-24161. 91/07/30. 2pp. 59164:095-59164.096. 

9109200068 Notification of contract execution,mod 1 , T? sk n 0 rde Li! ■. * Nuclear power 
Reactor Operations,Mods & Maint Insp Svcs.” Contractor : Par ®™® te ^' 1 n c- _ IKI . 

DUBOSETBJ. Division of Contracts & Property Management ( post m 8 ®° 2 p 5 ). FIN L- 
1342-0. NRC-03-89-027. 91/09/12. SWINCK.W.S. Planning, Program & Management 
Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59156:240-59156:243. 

-9109200083 Ltr Contract NRC- 03 - 89 - 027 , accepting facility offer to deobligate $136.58 
in excess funds under Task Order 11. “Balance of Plant Insp - South Texas 1 & 2 

Scjyfr.M.L. Contract Administration Branch 1 (Post 900603). FINJ--1342. NRC-03-89- 
027. 91/09/12. LOFY.R.A. PARAMETER, Inc. Ip. 59156:241-59156:241. 

—9109200067 Offers to have excess funds de-obligated from certain task orders under 
Contract NRC-03-89-027,FINs L-1342 & L-1343. _ . 

ALBERS,L. PARAMETER, Inc. FIN L-1342. 91/09/11. DUBOSE,B. Division of Con¬ 
tracts & Property Management (Post 890205). 2pp. 59156:242-59156:243. 

9109200060 Notification of contract execution,mod 13,to “Northeastern Seismic Re¬ 
search Program - Tasks 2 & 6 .” Contractor. Boston College. _^ 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN D- 
1607-1. NRC-04-85-113. 91/09/09. GUSTAVE,R.P. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870413). MCMULLEN,R. NRC - No Detailed Affili¬ 
ation Given. Ip. 59156:247-59156:252. 

-9109200084 Mod 13,providing for within scope change,addl reporting requirement & 
funding,to “Northeastern Seismic Research - Tasks 2 & 6.” 

MCKENZIE,P.C. Boston College, Chestnut Hill, MA. SCOTT,M.L Division of Contracts 
(Pre 870413). FIN D-1607-1. 91/09/09. 4pp. 59156:248-59156:252. 

9109200094 Notification of contract execution,task order 9,mod 1 to, “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/ 
Safety Analyses.” Contractor Inti Technical Svcs,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1318. NRC-03-90-027. 91/09/12. SCHWINK.W.S. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation 
Given. Ip. 59171:019-59171:023. 

-9109200096 Ltr contract NRC-03-90-027.Task Order 9,Mod 1 to, “Review of RETRAN 
Computer Codes & Confirmatory Licensing Calculations Associate w/Safety Analy¬ 
ses, extending expiration date from 911003 to 1231 at no addl cost or obligation to 

Scott,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-027. FIN L- 
1318. 91/09/09. KOMORIYA.H. International Technical Services, Inc. 4pp. 59171:020- 
59171:023. 

9109200107 Notification of contract execution,task order 10,mod 1 to, “Review of 
RETRAN Computer Codes A Confirmatory Licensing Calculations Associated w/ 
Safety Analyses.” Contractor:Inti Technical Svcs,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-027. FIN L-1318. 91/09/12. SCHWINK.W.S. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870411). GILL.A. NRC - No Detailed Affiliation Given, 
ip. 59171:024-59171:029. 

-9109200115 Ltr contract NRC-03-90-027,Task Order 10,Mod 1 to. “Review of Coman¬ 
che Peak Core Thermal Hydraulic Methodology Using VIPRE-01,” extending expiration 
date from 911031 to 911231 at no addl cost or obligation to govt. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1318. NRC-03-90- 
027. 91/09/09. KOMORIYA.H. International Technical Sen/ices, Inc. 5pp. 59171:025- 
59171:029. 

9109200110 Notification of contract execution,mod 1 .task order 12: “Electrical Distribu¬ 
tion Sys Functional Insp - Haddam Neck,” to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” Contractor:Parameter,Inc. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. NRC-03-89-027. 91/09/12. SCHWINK.W.S. Planning. Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given, ip. 59167:276-59167:279. 

-9109200125 Ltr contract NRC-03-89-027,mod 1 .awarding task order 12 : “Electrical 
Distribution Sys Functional Insp - Haddam Neck,” to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. NRC-03-89- 
027. 91/09/12. LOFY.R.A. PARAMETER, Inc. Ip. 59167:277-59167:279. 

9109200123 Notification of contract execution,mod 1,to “Conferences on 

Radwaste:Distinguished Lecturer Series." ContractonCarver Research Foundation of 
Tuskegee Univ. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-02- 
90-010. 91/09/06. BROWN,W.B. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870413). HOGG.R. NRC - No Detailed Affiliation Given. 4 pp. 
59157:335-59157:338. 


• No Detailed Affiliation Given. 
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—9109200348 Mod 1,revising place of delivery for submission of invoices, to “Confer¬ 
ences on RadwasterDistinguished Lecturer Series.” 

ROSS.G.E. Tuskegee Institute, Tuskegee, AL SCOTT,M.L Division of Contracts & 
Property Management (Post 890205). 91/09/06. 2pp. 59157:336-59157:338. 

9109200137 Notification of contract execution,mod 3,to “Support for Nuclear Power 
Plant Licensing Rulemaking.” Contractor. MITRE Corp. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). NRC-04-90- 
368. 91/09/03. MINNERS.W. Division of Safety Issue Resolution (Post 880717). 
SEQE.G. NRC - No Detailed Affiliation Given. Ip. 59164:037-59164:039. 

-9109200155 Mod 3,correcting ceiling amounts reflected in mods 1 & 2,to “Support for 
Nuclear Power Plant Licensing Rulemaking.” 

PAWLOWSKI.W.R. MITRE Corp. BELL.S. Division of Contracts & Property Manage¬ 
ment (Post 890205). 91/09/03. 2pp. 59164:038-59164:039. 

9109200158 Notification of cooperative agreement,Mod l.to “Maint & Operation of 
LPDR." Contractor Thames Valley State Technical Learning Resources Ctr. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
10-90-146. FIN D-24161. 91/08/29. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). Ip. 59164:097-59164:104. 

-9109200170 Mod 1,providing addl funding & extending period of performance.to 
“Maint & Operation of LPDR. 

KIDD.T.L. Thames Valley State Technical College, Norwich, CT. SCOTT,M.L Division 
of Contracts & Property Management (Post 890205). FIN D-24161. 91/08/29. 7pp. 
59164:098-59164:104. 

9109200163 Notification of contract execution,mod 13,to task 2, “Other Direct Costs,” 
to “Sys Development & Maint.” Contractor: Applied Mgt Sys.lnc. 

KINNEY.P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
1. NRC-33-89-132. 91/09/13. CRANFORD.G. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59156:269-59156:270. 

-9109200191 Ltr contract NRC-33-89-132,Mod 13,to task 2, providing incremental fund¬ 
ing to “Other Direct Costs.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-1. NRC-33- 

89- 132. 91/09/13. HUTCHINSON,M. Applied Management Systems, Inc. Ip. 
59156:270-59156:270. 

9109200183 Notification of contract execution,mod 8,to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” Contractor: Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342. NRC-03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management 
Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59167:271-59167:275. 

-9109200187 Mod 8,deobligating funds,to "Nuclear Power Plant Operations, Mods & 
Maint Insp Svcs.” 

* PARAMETER, Inc. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN L-1342. 91 /09/12. 4pp. 59167:272-59167:275. 

9109200200 Notification of contract execution,mod 2,task order 2,to “NRC HLW Licens¬ 
ing Support Sys.” Contractor:Labat-Anderson Inc. 

MANNER. Division of Contracts & Property Management (Post 890205). FIN L-1623-1. 
NRC-40-90-346. 91/09/10. DONNELLY,L.J., SHELBURNE.E. NRC - No Detailed Affili¬ 
ation Given. Ip. 59167:268-59167:270. 

-9109200207 Ltr Contract NRC-40-90-346,Mod 2,Task Order 2,increasing ceiling,to 
“NRC HLW Licensing Support Sys.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1623-1. NRC-40- 

90- 346. 91/09/01. MALINOWSKI,W.S. Labat-Anderson, Inc. 2pp. 59167:269- 
59167:270. 

9109200208 Notification of contract execution,Mod 6 to. “Maint & Operation of LPDR." 
ContractonHartsville.se Memorial Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-429. 91/09/13. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 59171:126-59171:129. 

-9109200213 Mod 6,providing addl funding & extending period of performance until 
910929 to, “Maint & Operation of LPDR.” 

WINGER,G.L. Hartsville, SC. SCOTT,M.L Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-24161. NRC-10-87-429. 91/09/13. 3pp. 59171:127- 
59171:129. 


9109200248 Notification of contract execution,mod 5,to “Technical Assistance for De¬ 
veloping License Renewal Rule.” Contractor SBA.SubcontractorScientech.lnc. 
ANKER,B. Division of Contracts & Property Management (Post 890205). NRC-04-88- 
095. FIN D-20911. 91/09/10. GUSTAVE,R.P. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870413). CLEARY,D. NRC - No Detailed Affiliation Given, 
ip. 59155:342-59155:354. 

-9109200256 Mod 5,revising scope,raising ceiling & funding & adding clauses,to “Tech¬ 
nical Assistance for Developing License Renewal Rule.” 

BAKER,LJ. Small Business Administration. MATTSON.R.J. SCIENTECH, Inc. 
MATTIA.M.J. Division of Contracts & Property Management (Post 890205). NRC-04- 

88- 095. FIN D-20911. 91/09/10. 12pp. 59155:343-59155:354. 

9109200269 Notification of contract execution,awarding Task Order 10, “Operational 
Support for ADM/SDEC,” to Mod 2 to, "NRC Sys Data Entry.” 
ContractorSBA.SubcontractonData Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1920. 
NRC-39-89-133. 91/09/13. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59296:209-59296:211. 

-9109200273 Ltr contract,awarding Mod 2,extending period of performance to 
920810,increasing task order ceiling amount & increasing obligated amount,to Task 
Order 10, “Operational Support for ADM/SDEC,” to "NRC Sys Data Entry.” 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1920. NRC-39- 

89- 133. 91/09/07. HUTCHENS,T. Data Computer Corp. of America. 2pp. 59296:210- 
59296:211. 

9109200299 Notification of contract execution,mod 2,to “NRC Issuances & Indexes.” 
Contractor: Hemer & Co. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). NRC- 
10-90-126. FIN D-24121. 91/09/11. GRIMSLEY.D.H. Dmsion of Freedom of Informa¬ 
tion & Publications Services (Post 890205). YANE2.V. NRC - No Detailed Affiliation 
Given. Ip. 59157:283-59157:286. 

-9109200311 Mod 2,exercising option period,providing incremental funds for option 
period & changing wording of certain clauses of contract,to “NRC Issuances & Index¬ 
es.” 

KELLY,E.I. Hemer & Co. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). NRC-10-90-126. FIN D-24121. 91/09/11. 3pp. 59157:284-59157:286. 

9109200305 Notification of contract execution,mod 56,to “Technical Assistance in Li¬ 
censing Actions.” Contractor.SAIC. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). FIN D-1311. NRC-03- 
87-029. 91/09/12. GILLESPIE,F.P. Program Management, Policy Development & 
Analysis Staff (Post 870411). ATEFI.B. NRC - No Detailed Affiliation Given, ip. 
59197:001-59197:005. 

-9109200308 Mod 56,providing incremental funding & deobligating funding, to “Techni¬ 
cal Assistance in Licensing Actions.” 

RODEHAN.T.J. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). SCOTT,M. Division of Contracts & Property Management (Post 890205). 
FIN D-1311. FIN D-1312. 91/09/12. 4pp. 59197:002-59197:005. 

9109200313 Notification of contract execution,awarding task order 10, mod 3, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit.” ContractonParameter.Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
89-027. FIN L-1343-0. 91/09/12. SCHWINK.W.S. Planning. Program & Management 
Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59157:288-59157:291. 

-9109200322 Ltr Contract NRC-03-89-027 awarding mod 3 to task order 10, “Insp As¬ 
sistance for Audit of Allegations,Closure of Open Items & Special Insps to Support 
Restart of Browns Ferry Unit,” to “Nuclear Power Reactor Operations,Mods....” 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-027. FIN L- 
1343. 91/09/12. LOFY.RA PARAMETER, Inc. 3pp. 59157:289-59157:291. 

9109200332 Notification of contract execution.mod 1 to task order 16, “Nuclear Power 
Reactor Operations,Mods & Maint Insp Svcs.” ContractonParameter.Inc. 

DUBOSE,BJ. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. NRC-03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 59157:331-59157:334. 

—9109200351 Ltr Contract NRC-03-89-027,mod 1 to task order 16, “Nuclear Power Re¬ 
actor Operations,Mods & Maint Insp Svcs,” under contract 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342. NRC-03-89- 
027. 91/09/12. LOFY.RA. PARAMETER, Inc. Ip. 59157:332-59157:334. 


9109200216 Notification of contract execution.awarding Task Order 12,to Mod 2 to, 
“NRC ADP Development & Maint” Contractor.Applied Mgt Sys.lnc. 

KINNEY.P. Division of Contracts & Prwerty Management (Post 890205). FIN D-1391. 
NRC-33-89-132. 91/09/17. CRAWFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59171:132-59171:134. 


9109200338 Notification of contract execution,task order 11,mod 2 to, “Review of 
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated W/ 
Safety Analyses.” Contractor Inti Tech Svcs,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 

90-027. FIN L-1318. 91/09/12. SCHWINK.W.S. Program Management, Policy DeveL 
• opment & Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given, 
ip. 59177:324-59177:329. 


-9109200219 Ltr contract,awarding Task Order 12 to Mod 2,increasing level of 
effort.extending period of performance to 920604 & providing incremental funding to, 
“NRC ADP Development & Maint.” Contractor Applied Mgt Sys.lnc. 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391. NRC-33- 
89-132. 91/09/13. HUTCHINSON,M. Applied Management Systems, Inc. 2pp. 
59171:133-59171:134. 


-9109200344 Ltr contract NRC-03-90-027.Task Order 11,Mod 2 to, “Review of Docu¬ 
mentation Supporting VIPRE-01,Mod 2,” extending expiration date from 911110 to 
911231 at no addl cost or obligation to govt 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-027. FIN L- 
1318. 91/09/09. KOMORIYA.H. International Technical Services, Inc. 5pp. 59177:325- 
59177:329. 


9109200221 Notification of contract execution,Mod 6,to “NRC ADP Development & 


Maint” Contractor Applied Mgt Sys,Inc. 

KINNEY.P. Division of Contracts & Property Management (Post 890205). FIN D-1391. 
NRC-33-89-132. 91/09/17. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59171:138-59171:140. 


9109230066 Notification of contract execution.mod 8,to “NRC Fundamentals Exam 
Technical Assistance." Contractor: Sonalysts.Inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1281- 
1. NRC-03-89-030. 91/09/13. SCHWINK.W.S. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
59186:341-59186:343. 


-9109200225 Mod 6,increasing contract ceiling & rescinding Mod 5 dtd 910812,to 
“NRC ADP Development & Maint” ContractorApplied Mat Sys.lnc. 

ENGER.N.L. Applied Management Systems, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN D-1391. NRC-33-89-132. 91/09/17. 2pp. 
59171:139-59171:140. 


-9109230067 Mod 8,providing incremental funding for completion of work until 910702 
& extending contract expiration data,to “NRC Fundamentals Exam Technical Assist¬ 
ance " 

PETERSEN,LR. Sonalysts, Inc. SCOTT,M.L Division of Contracts & Property Man¬ 
agement (Post 890205). FIN L-1281-1. 91/09/13. 2pp. 59186:342-59186:343. 



178 NONDOCKETED ITEMS 


9109230079 Notification of contract execution,mod 5,to “GE Maint Training Overview 
Course.” Contractor.GE Nuclear Energy. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN D- 
2201-1. NRC-26-90-298. 91/09/16. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). THURMOND,B. NRC - No Detailed Affiliation Given. Ip. 
59186:344-59186:346. 

-9109230116 Mod 5,providing incremental funding to, "GE Maint Training Overview 
Course.” 

* General Electric Co. SCOTT,M.L Division of Contracts & Property Management 
(Post 890205). FIN D-2201-1. 91/09/16. 2pp. 59186:345-59186:346. 

9109230096 Notification of contract execution,Mod I.Task Order 9,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc.” Contractor.Parameter.Inc. 

DUBOSE.B.J. Contract Administration Branch (890205-900602). FIN L-1343-0. NRC 
03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support 
Branch (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
59191:136-59191:139. 

-9109230107 Ltr Contract NRC-03-89-027,mod 1 to task order 9, "Operational Readi¬ 
ness Assessment Team Insp - Browns Ferry Unit 2,” to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343-0. NRC-03- 
89-027. 91/09/12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:137-59191:139. 

9109230103 Notification of grant execution.Mod 1,to "Studies of Geochemical Mecha¬ 
nisms Controlling Sorption of Radionuclides on Soils." Contractor.Howard Univ. 
KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). FIN H- 
17080. NRC-04-90-361. 91/09/17. SHAO.L Division of Engineering (Post 870413). 
BIRCHARD,G. NRC - No Detailed Affiliation Given. Ip. 59191:340-59191:341. 

-9109230112 Grant: "Studies of Geochemical Mechanisms Controlling Sorption of Ra¬ 
dionuclides on Soils.” ContractonHoward Univ. Mod extends period of performance 
through 911231 at no change in amount of grant. 

* Howard Univ., Washington, DC. MATTIA.MJ. NRC - No Detailed Affiliation Given. 
NRC-04-90-361. 91/09/17. Ip. 59191:341-59191:341. 

9109230105 Notification of contract execution.mod 2,to “Computer Output Microfilm 
Svcs.” Contractor Com Data, Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). NRC-33-90- 
187. FIN D-1910-1. 91/09/16. CRANFORD,G. Office of Information Resources Man¬ 
agement (Post 890205). LEE,L. NRC - No Detailed Affiliation Given. Ip. 59168:1 OS- 
59168:112. 

-9109230111 Mod 2,deobligating funding,to "Computer Output Microfilm Svcs." 

* ComData, Inc. MATTIA,M.J. Division of Contracts & Property Management (Post 
890205). FIN D-1910-1. 91/09/16. 2pp. 59168:110-59168:112. 

9109230149 Notification of contract execution.mod 2,Task Order 15,to "Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc.” Contractor:Parameter,lnc. 

DUBOSE.B.J. Contract Administration Branch (890205-900602). FIN L-1342-0. NRC 
03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support 
Branch (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
59191:140-59191:143. 

-9109230152 Ltr contract NRC-03-89-027,mod 2 to Task Order 15, "Technical Assist¬ 
ance for Investigation of Allegations re Mechanical & Measurement & Testing 
Equipment,Diablo Canyon Units 1 & 2,” to “Nuclear Power Reactor Operations....” 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1342-0. NRC-03- 
89-027. 91/09/12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:141-59191:143. 

9109230158 Notification of contract execution,mod 2,Task Order 14,to “Nuclear Power 
Reactor Operations,Mod & Maint Insp Svc." Contractor:Parameter,lnc. 

DUBOSE.B.J. Contract Administration Branch (890205-900602). FIN L-1343-0. NRC 
03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Management Support 
Branch (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
59187:020-59187:023. 

-9109230162 Ltr contract NRC-03-S9-027,mod 2 to Task Order 14, “Maint Team Insp - 
Catawba Units 1 & 2,” to “Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343-0. NRC-03- 
89-027. 91/09/12. LOFY.R.A. PARAMETER, Inc. 3pp. 59187:021-59187:023. 

9109230178 Notification of contract execution.mod 3.Task Order 13,to "Nuclear Power 
Reactor Operations,Mods & Maint Insp Svcs.” ContractonParameter.Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-0. NRC-03-89-027. 91/09/12. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 59187:026-59187:029. 

-9109230187 Ltr contract NRC-03-89-027,accepting facility 910911 offer to deobligate 
excess funds,under Mod 3,Task Order 13, “NRC Followup to'Const Assessment 
Team Insp of TVA Const at Watts Bar Unit 1 Outage & Startup Test Program.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 91/09/12. 
LOFY.R.A PARAMETER, Inc. Ip. 59187:027-59187:029. 

9109230209 Notification of contract execution.mod 2,to "Evaluation of Reactor Vessel 
Annealing in USSR." ContractonMPR Assoc,Inc. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). FIN L-17901. 
NRC-04-91-056. 91/08/22. SHAO.LC. Division of Engineering (Post 870413). 
TABOADA.A. NRC - No Detailed Affiliation Given. Ip. 59168:022-59168:024. 

-9109230216 Mod 2,raising ceiling,providing funds & extending period of performance 
to “Evaluation of Reactor Vessel Annealingin USSR.” 

CHAPIN,D.M. MPR Associates, Inc. MATTIA,M.J. Division of Contracts & Property 
Management (Post 890205). FIN L-17901. 91/08/22. 2pp. 59168:023-59168:024. 

9109230212 Notification of contract execution,Task Oder 12,to “Regulatory Analysis 
Support for Proposed Rule Concerning Generally Licensed Devises.” Contractors 
Coehm & Assoc,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN L-12241. 
NRC-04-90-070. 91/09/13. MORRIS,W. Office of Nuclear Regulatory Research (Post 
860720). FELD.S. NRC - No Detailed Affiliation Given. Ip. 59191:031-59191:033. 


-9109230223 Ltr contract NRC-04-09-070,Task 12,to “Regulatory Analysis Support for 
Proposed Rule Concerning Generally Licensed Devises.” 

MATTIA.MJ. Division of Contracts & Property Management (Post 890205). FIN L- 
12241. NRC-04-90-070. 91/09/12. GOLDIN,D. S. Cohen & Associates, Inc. 2pp. 
59191:032-59191:033. 

9109230229 Notification of contract execution.mod 3,to “Human Factors Evaluation of 
Industrial Radiography.” ContractonBattelle. 

FI ELDS, J. Division of Contracts & Property Management (Post 890205). FIN L-15311. 
NRC-04-90-047. 91/09/06. SHERON.B. Division of Systems Research (Post 880717). 
SCHOENFELD.I. NRC - No Detailed Affiliation Given. Ip. 59187:056-59187:058. 

-9109230233 Mod 3,changing name of Project Officer to I Schoenfeld, to "Human Fac¬ 
tors Evaluation of Industrial Radiography. 

RICHARDS,J.L Battelle Human Affairs Research Centers. MATTIA.MJ. Division of 
Contracts & Property Management (Post 890205). FIN L-15311. 91/09/06. 2pp. 
59187:057-59187:058. 

9109230234 Notification of contract execution: “Electrical Distribution Sys Functional 
Insp - St Lucie,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. FIN L-1527-1. 91/09/13. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 59187:059-59187:061. 

-9109230237 Ltr contract awarding Task Order 21 to, “Electrical Distribution Sys Func¬ 
tional Insp - St Lucie,” awarded to AECL Technologies. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
1527-1. 91/09/12. SHIFLETT.D.R. AECL Technologies. 2pp. 59187:060-59187:061. 

9109240015 Notification of cooperative agreement,Mod 7, “Maint & Operation of 
LPDR.” ContractonCedar Rapids Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-351. 91/06/17. GRIMSLEY.D.H. Office of Information Resources 
Management (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. Ip. 
59192:314-59192:317. 

-9109240022 Mod 7,providing funds for FY91,extending period of performance & revis¬ 
ing statement of work to, "Maint & Operation of LPDR.” 

ARMITAGE.T. Cedar Rapids, IA. MEEHAN,B. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-24161. 91/06/17. 3pp. 59192:315-59192:317. 

9109240446 Notification of contract execution.mod 3,to "Technical & Publication Assist¬ 
ance for Tech Specs Improvement Program.” Contractor:Merex,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). NRC-03-91-028. FIN L- 
1674-1. 91/09/18. ROSSI,C.E. Division of Operational Events Assessment (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 59192:333- 
59192:335. 

-9109240447 Mod 3,providing incremental funding,to “Technical & Publication Assist¬ 
ance for Tech Specs Improvement Program.” 

* Merex, Inc. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). NRC-03-91-028. FIN L-1674-1. 91/09/18. 2pp. 59192:334-59192:335. 

9109240448 Notification of contract execution: “Safety Sys Methodology Initiative Team 
Insp San Onofre,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. FIN L-1527-1. 91/09/13. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 59192:336-59192:338. 

-9109240449 Ltr Contract NRC-03-90-031 .awarding Task Order 24,to “Safety Sys 
methodology Initiative Team Insp - San Onofre." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 

1527. 91/09/12. SHIFLETT.D.R. AECL Technologies. 2pp. 59192:337-59192:338. 

9109250010 Notification of grant execution.mod 1,to "Mossbauer Spectroscopy Study of 
Radiation Embrittlement in Nuclear Reactor Vessel Steels.” Grantee: Morgan State 
Univ. 

DAVIN.E.K. Division of Contracts & Property Management (Post 890205). FIN H- 
. 11330. NRC-04-90-357. 91/09/16. SHAO.L Division of Engineering (Post 870413). 
TABOADAA NRC - No Detailed Affiliation Given. Ip. 59202:156-59202:159. 

—9109250026 Mod 1,providing for extension & budget realignment through 911231 to, 
"Mossbauer Spectroscopy Study of Radiation Embrittlement in Nuclear Reactor 
Vessel Steels.” 

* Morgan State Univ., Baltimore, MD. MATTIA.MJ. Division of Contracts & Property 
Management (Post 890205). FIN H-11330. 91/09/16. Ip. 59202:157-59202:157. 

—9109250034 Requests reallocations within salary budget for publication money & help 
project 

HOFFMAN,E.J. Morgan State Univ., Baltimore, MD. 91/09/16. TABOADA.A. Office of 
Nuclear Regulatory Research (Post 860720). 2pp. 59202:158-59202:159. 

9109250022 Notification of contract execution: "Design Validation Insp Follow-up 
(DVIFUL - Turkey Point,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1528-1. 
NRC03-90-031. 91/09/13. SCHWINK,W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 59207:036-59207:038. 

-9109250024 Ltr contract NRC-03-90-031 .awarding task order 23 to “Design Validation 
Insp Follow-up (DVIFU), - Turkey Point” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 

1528. 91/09/12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:037-59207:038. 

9109250025 Notification of contract execution,task order 117 to, “Assistance to Support 
Licensing Activities/' Contractor Sonalysts.lnc. 

HUGHES A Division of Contracts & Properly Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/08/28. SCHWINK,W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
59201:118-59201:122. 

—9109250031 Ltr contract,NRC-03-89-031 .awarding task order 117, "Operator Licensing 
Exams,Quad Cities Nuclear Power Plant" 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-1. NRC03- 
89-031. 91/08/22. PETERSEN,LR. Sonalysts, Inc. 4pp. 59201:119-59201:122. 
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9109250039 Notification of contract execution,mod 1,to “Library Subscription Agent.” 
Contractor.Readmore.Inc. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). NRC- 
33-91-182. 91/09/13. SHELTON.B. Office of Administration & Resources Manage¬ 
ment (870413-890204). REDMOND,J. NRC - No Detailed Affiliation Given. Ip. 
59202:033-59202:035. 

-9109250043 Mod 1,changing contract type,to "Library Subscription Agent.” 
MATHIASEN.T.A. Readmore, Inc. BELL.S. Division of Contracts & Property Manage¬ 
ment (Post 890205). 91/09/13. 2pp. 59202:034-59202:035. 

9109250044 Notification of cooperative agreement mod 6, “Maint & Operation of 
LPDR.” Contractonllniv of Toledo. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-335. 91/09/16. GRIMSLEY.D.H. Office of Information Resources 
Management (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation Given. Ip. 
59201:113-59201:117. 

-9109250046 Mod 6,deobligating funds to, "Maint & Operation of LPDR." 

* Toledo, Univ. of, Toledo, OH. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-24161. 91/09/16. 4pp. 59201:114-59201:117. 

9109250049 Notification of contract execution,awarding task order 24 to, “Nuclear 
Power Reactor Operations,Mods & Maint Insp Svcs," to Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-1. NRC-03-89-027. 91/09/10. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 59207:031-59207:035. 

—9109250058 Ltr Contract NRC-03-89-027,authorizing commencement of work on task 
order 24, "Weld Radiograph Review - Seabrook." 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-1. NRC-03- 

89-027. 91/09/06. LOFY.R.A. PARAMETER, Inc. 4pp. 59207:032-59207:035. 

9109250052 Notification of grant execution Mod 6, "Development of Radiation Protec¬ 
tion Stds.” Grantee:lntl Commission on Radiological Protection. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
14301. NRC-G-02-88-006. 91/09/16. MORRIS,B. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870411). YANIV.S., CUNNINGHAM,R.E. NRC - No De¬ 
tailed Affiliation Given. Ip. 59205:250-59205:251. 

-9109250060 Mod 6,providing funds for FY91 to “Development of Radiation Protection 
Stds.” 

* International Commission on Radiological Protection. SCOTT.M.L. Division of Con¬ 
tracts & Property Management (Post 890205). FIN G-14301. 91/09/16. Ip. 
59205:251-59205:251. 

9109250061 Notification of contract execution,mod 5 task order 10,to “Development of 
Input for Generic Environ Document Associated w/Nuclear Plant License Renewal." 
Contractor: Science & Engineering Assoc,Inc 

ANKER,B. Contract Administration Branch 2 (Post 900603). FIN L-17621. NRC-04-89- 
051. 91/09/12. MORRIS,W. Office of Nuclear Regulatory Research (Post 860720). 
FELD.S. NRC - No Detailed Affiliation Given. Ip. 59201:109-59201:110. 

—9109250072 Ltr contract NRC-04-89-051,Mod 5 to Task Order 10,revising period of 
performance at no addl cost,to “Development of Input for Generic Environ Document 
Associated w/Nuclear Plant License Renewal.” 

MATTIA.MJ. Contract Administration Branch 2 (Post 900603). FIN L-17621. NRC-04- 

89- 051. 91/09/12. COLINA.I. Science & Engineering Associates, Inc. Ip. 59201:1 IQ- 
59201 :110. 

9109250077 Notification of contract execution: "Electrical Distribution Sys Functional 
Insp - Sequoyah,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-1. 
NRC-03-90-031. 91/09/13. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 59207:028-59207:030. 

—9109250091 Ltr contract awarding task order 18,to "Electrical Distribution Sys Func¬ 
tional Insp - Sequoyah," awarded to AECL Technologies. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-1. NRC-03- 

90- 031. 91/09/12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:029-59207:030. 

9109250080 Notification of contract execution: "Training in Health Physics & Radiation 
Protection,” awarded to IT Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
15831. NRC-26-91-292. 91/09/06. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). RICCI,J. NRC - No Detailed Affiliation Given. Ip. 59201:094- 
59201:101. 

-9109250108 Ltr contract NRC-26-91-292,awarding task order 1, “Present Radwaste 
Mgt Course” under contract. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-15831. NRC-26- 

91- 292. 91/08/26. DONNELLAN.M. International Technology Corp. 7pp. 59201:095- 
59201:101. 

9109250107 Notification of contract execution:task order 11, “NRC Incident Response 
Technical Manual Training” to “Technical Assistance for Emergency Response” 
awarded to Comex Corp. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L- 
10351. NRC-26-89-290. 91/08/23. SPESSARD.R.L Division of Operational Assess¬ 
ment (Post 870413). MARKSBERRY.D. NRC - No Detailed Affiliation Given. Ip. 
59207:022-59207:027. 

-9109250118 Ltr contract:task order ll.deobligating funds,to “NRC Incident Response 
Technical Manual Training” to “Technical Assistance for Emergency Response” 
awarded to Comex Corp. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-10351. 91/08/20. 
BETHKE.G. Comex Corp. 5pp. 59207:023-59207:027. 

9109250130 Notification of contract execution: "Site Access Training for AECL Employ¬ 
ees,” awarded to AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527. 
NRC-03-90-031. 91/09/13. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAs.B.E. NRC - No Detailed Affiliation 
Given. Ip. 59207:019-59207:021. 


-9109250134 Ltr contract awarding task order 20,to “Site Access Training for AECL 
Employees,” awarded to AECL Technologies. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527. NRC-03-90- 
031. 91/09/12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:020-59207:021. 

9109250135 Notification of contract execution,mod 36,to “Lease of Telecommunications 
Equipment.” Contractor:AT&T Info Sys. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN C-30241. 
NRC-33-87-238. 91/09/17. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). WILCOX,L. NRC - No Detailed Affiliation Given. Ip. 
59201:106-59201:108. 


—9109250150 Mod 36,providing incremental funding to, “Lease of Telecommunications 
Equipment.” 

* AT&T Information Systems. MATTIA.M J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN C-30241. 91/09/17. 2pp. 59201:107-59201:108. 

9109250161 Notification of contract execution,mod 18,to "Operation & Maint of 
NUDOCS.” Contractor:SBA.Subcontractor:Statistica, Inc. 

FIELDS.J. Division of Contracts & Property Management (Post 890205). FIN D-1874- 
1. NRC-39-88-211. 91/07/25. MESSENGER,G. Division of Information Support Serv¬ 
ices (Post 890205). BLANTON,J. NRC - No Detailed Affiliation Given. Ip. 59201:102- 
59201:105. 


-9109250177 Mod 18,adding alternate NRC project officer & providing incremental 
funding to, “Operation & Maint of NUDOCS.” 

* Small Business Administration. * Statistica, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN D-18741. 91/07/25. 3pp. 59201:103- 
59201:105. 


9109250180 Notification of contract execution,task order 7, “Seminar on Fundamentals 
of Response Time Testing & Calibr of RTDs... Plants," to “Technical Assistance for 
Specialized Technical Training.” Contractor:Sonalysts,lnc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L- 
15841. NRC-26-91-290. 91/09/13. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). ANDERSON.R. NRC - No Detailed Affiliation Given. Ip. 
59201:350-59201:357. 


-9109250187 Ltr Contract NRC-26-91-290,task order 7,obligating funds to, “Seminar on 
Fundamentals of Response Time Testing & Calibr of RTDs & Pressure Transmitters in 
Nuclear Power Plants" under contract. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-15841. NRC-26- 
91-290. 91/09/09. PETERSEN,L.R. Sonalysts, Inc. 7pp. 59201:351-59201:357. 

9109250181 Notification of contract execution,mod 6,to "NRC Supervisory,Managerial & 
Organizational Development Program.” Contractor.Resolution Dynamics,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-23001. 
NRC-38-90-329. 91/09/16. BASSIN.C.B. Ofc of Personnel (Post 870413). 

SPECTOR.A. NRC - No Detailed Affiliation Given. Ip. 59207:017-59207:018. 

-9109250191 Mod 6,providing incremental funding,to “NRC Supervisory Managerial & 
Organizational Development Pro gram .” 

• * Resolution Dynamics, Inc. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-23001. 91/09/16. Ip. 59207:018-59207:018. 

9109250190 Notification of grant execution,mod 13 to, “Partial Support of Committee on 
Seismology.” Contractor:Natl Academy of Sciences. 

KNOX-DAVIN.E. Contract Negotiation Branch-2. FIN G-10280. NRC-G-04-81-023. 91/ 
09/11. GUSTAVE,R. Fiscal Section. MURPHY,A. NRC - No Detailed Affiliation Given. 
Ip. 59202:025-59202:027. 

—9109250197 Mod 13,increasing ceiling & obligated amounts to, "Partial Support of 
Committee on Seismology.” 

DWOSKIN.G.E. National Academy of Sciences. MATTIA,M.J. Division of Contracts & 
Property Management (Post 890205). FIN G-10280. 91/09/11. 2pp. 59202:026- 
59202:027. 


9109250236 Notification of contract execution,mod 9,to “Fuel Cycle Licensing Technical 
Assistance.” Contractor:SAIC. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). FIN L-1859. NRC-02-90- 
009. 91/09/17. BROWN,W.B. Program Management, Policy Development & Analysis 
Staff (Post 870413). TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 
59202:022-59202:024. 

-9109250239 Mod 9,revising FIN from L-1089 to L-1859 & transferring funds to proper 
account,to “Fuel Cycle Licensing Technical Assistance.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
SCOTT.M.L Division of Contracts & Property Management (Post 890205). FIN L- 
1859. 91/09/17. 2pp. 59202:023-59202:024. 

9109250243 Notification of contract execution,mod 2, to “NRC Shuttle Bus Svs.” 
ContractorDD Enterprises,lnc,T/A Beltway Transportation Svcs. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D- 
23261. NRC-10-91-129. 91/09/16. FISHER.L. Office of Administration (Post 890205). 
QUEEN,D. NRC - No Detailed Affiliation Given. Ip. 59207:014-59207:016. 

-9109250246 Mod 2,providing extra shuttle bus svc for 910921 & providing funding for 
addl svcs to, “NRC Shuttle Bus Svc.” 

DAVIS.J.F. DD Enterprises, Inc. T/A Beltway Transportation Sen/ice. MATTIA.M.J. Di¬ 
vision of Contracts & Property Management (Post 890205). FIN D-23261. 91/09/16. 
2pp. 59207:015-59207:016. 

9109250275 Notification of contract execution,mod 1,to “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” Contractor: Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-1. NRC-03-89-027. 91/09/10. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). Ip. 59207:008-59207:013. 

-9109250280 Ltr Contractor NRC-03-89-027,Mod 1,awarding task order 24,to “Nuclear 
Power Reactor Operations,Mods & Maint Insp Svcs." 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. NRC-03-89- 
027. 91/09/06. LOFY.R.A. PARAMETER, Inc. 5pp. 59207:009-59207:013. 
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9109260002 Notification of cooperative agreement,mod 6,to "Maint & Operation of 
LPDR.” Contractor:Monroe County Library Sys. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-340. 91/09/16. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). Ip. 59256:223-59256:227. 


—9109270164 Mod 1 .revising key personnel,to “Telecommunications Message Ctr Oper¬ 
ator Svcs.” 

SIMS.J. Small Business Administration. * Facilities Management Co., Inc., Lanham, 
MD. MATTIA.M.J. Division of Contracts & Property Management (Post 890205). 91/ 
09/18. 2pp. 59226:075-59226:076. 


—9109260016 Mod 6,deobligating funds,to “Maint & Operation of LPDR.” 

* Monroe County, Ml. SCOTT,M.L Office of Administration (Post 890205). FIN D- 
24161. 91/09/16. 3pp. 59256:224-59256:226. 

-9109260009 Informs of 910828 visit of J Souder of NRC to facility to discard paper 
records that have been replaced w/NRC NUDOCS microfiche dtd 910101. 
NORTHERN,S.S. Division of Freedom of Information & Publications Services (Post 
890205). NRC-10-87-340. 91/09/03. CRAMPTON.S.A. Contract Administration Branch 
1 (Post 900603). ip. 59256:227-59256:227. 

9109260006 Notification of contract execution: “Data General Equipment Maint," award¬ 
ed to Data General Corp. 

WEBBER,R.B. Contract Administration Branch 1 (Post 900603). FIN B-1663-1. NRC- 
33-91-198. 91/09/01. MESSENGER,G.H. Office of Administration & Resources Man¬ 
agement (870413-890204). SEEHERMAN.J. NRC - No Detailed Affiliation Given. Ip. 
59208:010-59208:122. 

-9109260017 Contract “Data General Equipment Maint," awarded to Data General 
Corp. 

HOYT.J. Data General Corp. WIGGINS,E.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN B-1663-1. NRC-33-91-198. 91/08/30. 122pp. 59208:011- 
59208:122. 

9109260010 Notification of contract execution,Task Order 43, “Electrical Distribution 

S fs Functional Insp - ANO 2,” awarded to AECL Technologies. 

ANN.R. Division of Contracts 8 Property Management (Post 890205). FIN L-1527. 
NRC-03-90-031. 91/09/12. SCHWINK.W.S. Planning, Program & Management Sup¬ 
port Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59221:001-59221:008. 

-9109260015 Ltr contract NRC-03-90-031 .awarding Task Order 43, “Electrical Distribu¬ 
tion Sys Functional Insp - ANO-2.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527. NRC-03-90- 
031. 91/09/06. SHIFLETT.D.R. AECL Technologies. 7pp. 59221:002-59221:008. 

9109260019 Notification of contract execution.mod 6,Task Order 12, “San Onofre,Intake 
Structure Evaluation,” to 'Technical Assistance in Support of NRC Licensing Activi¬ 
ties." Contractor Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. NRC-03-87-028. 91/09/18. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 
59221:009-59221:010. 

—9109260072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12. “San 
Onofre,Intake Structure Evaluation," to ‘Technical Assistance in Support of NRC Li¬ 
censing Activities." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. NRC-03- 
87-028. 91/09/18. SALUJA.J. Viking Systems International. Ip. 59221:010-59221:010. 

9109260020 Notification of contract execution.mod l.to “Region V Data Entry Svcs.” 
Contractor CDS Info Svcs, Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN C- 
50061. NRC-32-91-278. 91/09/19. FRIGILLANA.E.B. Region 5 (Post 820201). Ip. 
59209:122-59209:124. 

-9109260074 Mod 1,exercising first option yr & obligating funds,to “Region V Data 
Entry Svcs." 

* CDS Information Services, Inc. SCOTT,M.L Division of Contracts & Property Man¬ 
agement (Post 890205). FIN C-50061. 91/09/19. 2pp. ...obsolete code... 59209:123- 
59209:124. 

9109260026 Notification of contract execution.mod 57,to “Technical Assistance in Li¬ 
censing Actions." ContractorSAIC. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). FIN D-2078. NRC-03- 
87-029. 91/09/18. GILLESPIE,F.P. Program Management, Policy Development 8 
Analysis Staff (Post 870411). ATEFl.G. NRC - No Detailed Affiliation Given. Ip. 
59221:043-59221:048. 

-9109260027 Mod 57,providing incremental funding,to ‘Technical Assistance in Licens¬ 
ing Actions." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
SCOTT,M.L Office of Administration (Post 890205). FIN D-2078. FIN L-2044. 91/09/ 
18. 5pp. 59221:044-59221:048. 

9109260079 Notification of contract execution,mod 7,to “Urine Specimen Collections- 
Nationwide." ContractorTracor Technology Resources,Inc. 

MEEHAN,B. Division of Contracts & Property Management (Post 890205). FIN D- 
23751. NRC-10-89-171. 91/09/16. COOPER,L. Office of Administration (Post 
890205). DOPP.RA NRC - No Detailed Affiliation Given. Ip. 59221:049-59221:051. 


9109270194 Notification of contract execution.mod 3,to “Video Projection Sys for Tech¬ 
nical Training Ctr Classrooms.” ContractorTotal Audio Visual Svcs,Inc. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1455-1. 
NRC-26-91-291. 91/09/20. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). ROESSLER.S. NRC - No Detailed Affiliation Given. Ip. 59226:114- 
59226:115. 

-9109270196 Ltr contract NRC-26-91-291,mod 3,obligating funds for delivery order of 
fourth & final video projector,to “Video Projection Sys for Technical Ctr Classrooms.” 
SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-14551. NRC-26- 
91-291. 91/09/20. DOX.A.R. Total Audio Visual Services, Inc. Ip. 59226:115- 
59226:115. 

9109270197 Notification of contract execution.mod 7,to “Microcomputers 8 Peripheral 
Support Svcs.” ContractorSBA-Subcontractor: JC Computer Svcs,Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). NRC-33-90- 
179. FIN L-1787. 91/09/16. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). MCELYEA.K. NRC - No Detailed Affiliation Given. Ip. 
59232:218-59232:228. 

-9109270201 Mod 7,providing incremental funding & changing statement of work,to 
“Microcomputer & Peripheral Support Svcs." 

ZAHIRIEH.S. Small Business Administration. DULANTO.J.C. J.C. Computer Services, 
Inc. (formerly J.C. Services). MATTIA.M.J. Division of Contracts 8 Property Manage¬ 
ment (Post 890205). FIN L-1787-1. 91/09/16. 10pp. 59232:219-59232:228. 

9109270206 Notification of contract execution.mod 6,to “Technical Assistance for De¬ 
veloping License Renewal Rule." Contractor. SBA.SubcontractorScientech.fnc. 
ANKER.B. Division of Contracts & Property Management (Post 890205). NRC-04-88- 
095. FIN D-20911. 91/09/17. GUSTAVE,R.P. Program Management. Policy Develop¬ 
ment & Analysis Staff (Post 870413). CLEARY,D. NRC - No Detailed Affiliation Given, 
ip. 59232:211-59232:217. 

•^9109270209 Mod 6,revising scope,raising ceiling/funding & extending period of 
performance,to “Technical Assistance for Developing License Renewal Rule." 

BAKER,LJ. Small Business Administration. MATTSON,R.J. SCIENTECH, Inc. 
MATTIA.M.J. Division of Contracts & Property Management (Post 890205). FIN D- 
20911. 91/09/17. 6pp. 59232:212-59232:217. 

9109270208 Notification of contract execution,task 22,mod 1,to “Nuclear Power Reactor 
Design Insp Svc.” Contractor.AECL Technologies. 

SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post 
870411). NRC-03-90-031. FIN L-15271. 91/09/13. MANN.R. Contract Administration 
Branch (890205-900602). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59243:020-59243:021. 

-9109270214 Ltr contract NRC-03-90-031 .mod 1 to task order 22, deobligating excess 
funds from obligated amount,to “Nuclear Power Reactor Design Insp Svcs." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
15271. 91/09/13. SHIFLETT.D.R. AECL Technologies. Ip. 59243:021-59243:021. 

9109270211 Notification of contract execution.mod I.Task Order 25,to “Nuclear Power 
Reactor Design Insp Svcs." ContractorAECL Technologies. 

MANN.R. Dmsion of Contracts & Property Management (Post 890205). NRC-03-90- 
031. FIN L-15271. 91/09/16. SCHWINK.W.S. Program Management. Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 59232:207-59232:208. 

-9109270212 Ltr contract NRC-03-90-031, mod 1 to task order 25, deobligating excess 
funds to obligated amounts,to “Nuclear Power Reactor Design Insp Svcs." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-15271. 91/09/16. 
SHIFLETT.D.R. AECL Technologies. Ip. 59232:208-59232:208. 

9109270215 Notification of grant execution,Mod 15,to "Formulation of Recommenda¬ 
tions on Radiation Protections Measurement Re Technology Base Needed to Assess 
Safety of .Nuclear Power." Grantee.NCRP. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRCG-04-81- 
029. FIN G-10301. 91/09/20. GUSTAVE,R.P. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870413). BELLJ. NRC - No Detailed Affiliation Given. Ip. 
59232:209-59232:210. 

-9109270217 Mod 15,extending period of performance through 910930, increasing 
grant ceiling amount & Increasing grant obligated amountjo “Formulation of Recom¬ 
mendations on Radiation Protection & Measurement Re Technology Base....” 
MEG.W.R. National Council on Radiation Protection & Measurements. MATTIA,M.J. 
Contract Administration Branch 2 (Post 900603). FIN G-10301. 31/09/20. IP. 
59232:210-59232:210. 


-9109260063 Mod 7,extending period of performance to 911212 & providing incremen¬ 
tal funding to “Urine Specimen Collections- Nationwide." 

NEJFELTTh. Tracer Technologies. Inc. SCOTT,M.L Division of Contracts & Property 
Management (Post 890205). FIN D-23751.91/09/16. 2pp. 59221:050-59221:051. 

9109260146 Notification of contract execution,mod 4,to “Library Subscription Agent" 
ContractonReadmoreJnc. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). FIN D- 
1879-1. NRC-33-91-182. 91/09/19. CRANFORD.G. Office of Administration 8 Re¬ 
sources Management (870413-890204). REDMOND,J. NRC - No Detailed Affiliation 
Given. Ip. 59209:259-59209:261. 


9109300613 Notification of contract execution.mod 2,to task order 27, to “Nuclear 
Power Reactor Design Insp Svcs." Contractor AECL Technologies. 

MANN.R. Contract Administration Branch (890205-900602). NRC-03-90-031. FIN L- 
15271. 91/09/13. SCHWINK.W.S. Program Management Policy Development 8 Anal¬ 
ysis Staff (Post 870411). THOM AS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59256:203-59256:294. 

-9109300019 Ltr contract NRC-03-90-031,mod 2,task order 27,deobligating excess 
funds,to “Nuclear Power Reactor Deaton Insp Svcs." 

SCOTT,M.L Contract Administration Branch 1 (Post @00603). NRC-03-90-031. FIN L- 
15271.91/09/13. SHIFLETT.D.R. AECL Technologies. Ip. 59256:294-59256:294. 


-9109260157 Mod 4,exercising option yr 8 increasing contract ceiling amount,to “Li¬ 
brary Subscription Agent.” 

* Readmore, Inc. MATTIA.M.J. Division of Contracts 8 Property Management (Post 
890205). FIN D-1879-1. 91/09/19.2pp. 59209:260-59209:261. 

9109270162 Notification of contract execution.mod 1,to ‘Telecommunications Message 
Ctr Operator Svcs." Contractor SBA.Subcontractor.Facilities Mgt Co,Inc. 

BOYD.D. Division of Contracts 8 Property Management (Post 890205). NRC-33-91- 
214. 91/09/18. KRUZIC.P. Division of Computer 8 Telecommunications Sendees 
(Post 690205). LANIER,J. NRC - No Detailed Affiliation Given. Ip. 59226:074- 
59226:076. 


9109300046 Notification of contract execution,mod 1,to task order 9,to “Nuclear Power 
Reactor Design Insp Svcs." Contractor AECL Technologies. 

MANN.R. Contract Administration Branch (890205-900602). NRC-03-90-031. FIN L- 
15271.91/09/13. SCHWINK.W.S. Program Management, Policy Development 8 Anal¬ 
ysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59258:330-59256:331. 

-9109300049 Ltr Contract NRC-03-90-031,mod 1,to task order 8, deobligating excess 
funds,to “Nuclear Power Reactor Deaton Insp Svcs." 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
15271.91/09/13. SHIFLETT.D.R. AECL Technologies. Ip. 59256:331-59256:331. 
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9100300051 Notification of contract execution,mod 1 to task order 26, to “Nuclear 
Power Reactor Design Insp Svcs.” Contractor; AECL Technologies. 

MANN.R. Contract Administration Branch (890205-900602). NRC-03-90-031. FIN L- 
15271. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Anal¬ 
ysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
59256:332-59256:333. 

—9109300063 Ltr contract NRC-03-90-031,mod l.task order 26,d©obligating excess 
funds,to “Nuclear Power Reactor Design Insp Svcs.” 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
15271. 91/09/13. SHIFLETT.D.R. AECL Technologies. Ip. 59256:333-59256:333. 

9109300096 Notification of contract execution,mod 58,to “Technical Assistance in Li¬ 
censing Actions." Contractor:Science Applications Inti Corp. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). NRC-03-87-029. 91/09/ 
20. GILLESPIE,F.P. Program Management, Policy Development & Analysis Staff (Post 
870411). GRENIER,B. NRC - No Detailed Affiliation Given. Ip. 59257:102-59257:104. 

-9109300098 Mod 58,designating new project officer,to “Technical Assistance in Li¬ 
censing Actions." 

SCOTT,M.L Science Applications International Corp. (formerly Science Applications, 
Inc.). * Division of Contracts (Pre 870413). NRC-03-87-029. 91/09/20. 2pp. 
59257:103-59257:104. 

9109300121 Notification of contract execution,mod 1,to Task Order 9, “Support for Con¬ 
troller,” to “NRC Systems Data Entry.” ContractorSBA/Data Computer Corp of Amer¬ 
ica. 

BOVD.D. Division of Contracts A Property Management (Post 890205). NRC-39-89- 
133. 91/09/16. CRANFORD,G.F. Office of Information Resources Management (Post 
890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 59243:124-59243:130. 

-9109300138 Ltr contract,NRC-39-89-133,Mod I.Task Order 9,revising Statement of 
Work & decreasing level of effort for data entry to “Support for Controller,” to “NRC 
Sys Data Entry.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). NRC-39-89-133. 91/ 
09/07. HUTCHENS,T. Data Computer Corp. of America. 6pp. 59243:125-59243:130. 

9109300181 Notification of contract execution,mod 6,to Task Order 7, “Data Entry For 
CIS.” Contractor.SBA/Data Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1920-1. 
NRC-39-89-133. 91/09/20. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
59243:210-59243:211. 

-9109300185 Ltr contract NRC-39-89-133,mod 6,providing incremental funds to Task 
Order 7, “Data Entry for CIS.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1920-1. NRC-39- 
89-133. 91/09/20. DOYLE,M. Data Computer Corp. of America. Ip. 59243:211- 
59243:211. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

9109130062 FOIA request for documents that provide info on stated NUREG that refers 
to “books of TS interpretations already performed at paints.” 

WILLIAMS,O.G. JRA Associates. OGW-91-071. 91/04/19. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 59135:125- 
59135:125. 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re “Books 
of TS Interpretations Already Performed at Plants." Forwards documents listed in app 

PHILLIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

-8710190083 Provides Tech Spec Branch response to recommendations per TM Novak 
870813 memo re Tech Specs on RCS depressurization equipment.Criteria for control 
of equipment by Tech Specs discussed.Byron PORV Tech Specs end. 

BUTCHER.E.J. Technical Specifications Branch. 87/10/14. BERLINGER.C.H. Generic 
Communications Branch. 3pp. 59135:133-59135:135. 

-6801040464 Forwards response to 870826 request for assistance to clarify several 
Tech Spec questions submitted by Redon ill. 

EMCH.R.L. Technical Specifications Branch. TAC 65990. 87/12/29. STEFANOJ. 
Protect Directorate 111-1. 8pp. 59135:136-59135:143. 

-8803140369 Forwards response to 881120 questions re TDI diesel Tech 
Specs.Ucensee actions re air rolls in accordance w/Tech Specs.lnterpretation of 
Tech Spec for clarification of issue also end & will be incorporated in insp manual. 
LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 88/03/08. 
GIBSON,A.F. Region 2 (Post 820201). 5pp. 59135:144-59135:148. 

-8806120248 Forwards interpretation of valve operability,as applied to containment iso¬ 
lation valves,for immediate consideration & use as appropriate.Projeci managers 
should discuss interpretation w/iicensees A resident Inspectors. 

BUTCHER,EJ. Technical Specifications Branch. 88/04/15. NRC - No Detailed Affili¬ 
ation Given. 2pp. 59135:149-59135:150. 

-880 8 030242 Forwards response to Issues 2,3 & 6 re Tech Spec interpretations con¬ 
cerning situational surveillances,startup definition A Tech Spec parameter 
accuracy,respectively.per 870826 request 

GIARDINA.R.J. Technical Specifications Branch. 88/05/18. QUAY.T. Project Director 
ate 111-1.7pp. 59135:206-59135:212. 

-8808240012 Informs that NRR initiated development of generic ltr on voluntary entry 

into Tech Spec 3.0.3.Ltr under development Recommends ail regions increase com¬ 
munication w/resident inspectors & plant mgt 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 88/08/ 
10. MARTIN,R.D. Region 4 (Post 820201). 3pp. 59135:151-59135:152. 

-8809130207 Discusses Tech Spec requirements for remote shutdown sys 
instramentation.Consideration of risk as basis for retaining existing requirement not 
captured by criteria is consistent w/guidance of policy statement. 

BUTCHER.E.J. Technical Specifications Branch. GL-86-10. 88/08/30. BARRETT,RJ. 
Risk Application Branch. 4pp. 59135:153-59135:154. 


-8810070188 Discusses misinterpretation of plant Tech Specs position statements 
which should be clarified. 

BUTCHER,E.J. Technical Specifications Branch. 88/09/20. KINTNER.L.L Project Di¬ 
rectorate 11-1. 20pp. 59135:155-59135:173. 

-8903230418 Discusses Tech Spec changes per Generic Ltr 87-09.Licensee interpreta¬ 
tion of TS 3.0.4 on Containment Pressure-High-1 & compensated steam line pressure- 
low channels for ESFAS instrumentation not acceptable. 

BUTCHER,E.J. Technical Specifications Branch. 89/03/14. NEWBERRY,S. Instrumen¬ 
tation & Control Systems Branch (870411-890826). 4pp. 59135:174-59135:176. 

—8909180015 Discusses Tech Spec requirements for dedicated standby shutdown sys 
(SSS) used to meet App R requirements.Tech Specs not required for SSS.NUREG- 
0452 guidance used. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-88-20. 89/ 
09/08. LAINAS.G.L. Assistant Director for Region II Reactors. 2pp. 59135:179- 
59135:180. 

-8910310165 Responds to 890830 ltr re use of risk in determining whether change.test 
or experiment involves unreviewed safety question as defined in 10CFR50.59. 
CALVO.J.A. Technical Specifications Branch. 89/10/20. HALL.W.J. Nuclear Manage¬ 
ment A Resources Council (NUMARC) (formerly Nudear Utility Manage. 2pp. 
59135:177-59135:178. 

-8911160163 Comments on 0 Wigginton note to T Murley re plant diesel generator 
starts. 

CALVO.J.A. Technical Specifications Branch. 89/11/02. PARTLOW.J.G. Associate Di¬ 
rector for Projects (Post 870411). 2pp. 59135:181-59135:182. 

-6911290217 Forwards review of plant Tech Spec interpretations.Five Tech Spec inter¬ 
pretations acceptable & three found to be in nonconformance.SALP input also end. 
CALVO.J.A. Technical Specifications Branch. 89/11/17. ADENSAM.E.G. Project Di¬ 
rectorate 11-1. 32pp. 59135:183-59135:194. 

—9001030265 Advises that Tech Spec changes proposed in Item B in accordance w/ 
guidance of Generic Ltr 89-14 A acceptable. 

ROSSI,C.E. Generic Communications Branch. GL-89-14. 89/12/27. VARGA.S.A. Divi¬ 
sion of Reactor Projects - l/ll (Post 870411). 3pp. 59135:195-59135:196. 

-9002260221 Discusses STS 3.0.3, “Compliance/Enforcement" 

GIARDINA.R.J. Technical Specifications Branch. 90/02/13. Technical Specifications 
Branch. 2pp. 59135:197-59135:197. 

-9004020104 Discusses plant violation of Tech Specs 3.4.1.4.2 re opening of Valves 
1208-U4-176 A 1208-U4-177 in Oct 1988. 

EMCH.R.L. Technical Specifications Branch. 90/03/23. KELLOGG,P.J. Region 2 (Post 
820201). Ip. 59135:198-59135:200. 

—9004160190 Responds to listed concerns that plant Tech Spec requirements could be 
met while actual diesel fuel condition could cause significant problems re diesel gen¬ 
erator operation A problem could be generic,per 900306 memo. 

CALVO.J.A. Technical Specifications Branch. 90/04/06. LIAW.B.D. TVA Projects Divi¬ 
sion (890101-900602). Ip. 59135:203-59135:203. 

-9004160193 Provides info re author position on plan to overhaul diesel generator while 
at full power A no significant safety problem w/util plans to overhaul emergency diesel 
generator during 7-day limiting condition for operation. 

ROSA.F. Electrical Systems Branch. 90/04/06. WESSMAN.R. Project Directorate 1-3. 
2pp. 59135:217-59135:218. 

-9004230291 Forwards F Rosa 900406 memo providing NRR position on plans to enter 
7-day limiting condition for operation in order to perform needed overhaul of emergen¬ 
cy diesel generators at full power. 

WESSMAN.R.H. Project Directorate 1-3. 90/04/13. JOHNSON,J.R. Region 1 (Post 
820201). Ip. 59135:216-59135:216. 

-9004240311 Forwards 770520 memo in response to 900406 technical assistance re¬ 
quest to review utii actions to inject hydrogen peroxide into RCS in Oct 1988 in viola¬ 
tion of Tech Spec 3.4.1.4.2. 

CALVO.J.A. Technical Specifications Branch. 90/04/13. MATTHEWS,D.B. Project Di¬ 
rectorate 11-3. 2pp. 59135:201-59135:202. 

-9005290046 Shares concern re usage of outage time allowed by limiting condition for 
operation for overhauling emergency diesel generator w/plant operating at full 
power,per 900502 note. NRR accepts licensees performing preventive maint at power. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/ 
18. MARTIN,T.T. Region 1 (Post 820201). 3pp. 59135:213-59135:215. 

-9005290046 Forwards correspondence discussed on 900501 re propriety util practice 
of using 7-day limiting condition for operation to overhaul diesel generators. 

* NRC - No Detailed Affiliation Given. 90/05/02. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. Ip. 59135:215-59135:215. 

-9005290054 Follows up on 900330 discussion A request that NRR evaluate appropri¬ 
ateness of util plans to overhaul one of two diesel generators while plant operating at 
full power.Prompt response requested. 

JOHNSON,J. Region 1 (Post 820201). 90/04/06. WESSMAN.R. Project Directorate I- 
3. Ip. 59135:219-59135:219. 

-9006270104 Advises that 10CFR50.59 did apply to TVA installation of oversize impel¬ 
ler in spray pump at unit as soon as TVA put unit into mode that required spray pump 
operability. Conclusion consistent w/JG Partlow 900425 memo. 

CALVO.J.S. Technical Specifications Branch. 90/06/19. DONOHEW.J.N. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 59135:220-59135:221. 

-9007180085 Discusses task interface agreement re interpretation of plant Tech Spec 

3.0.D.Tech Spec applies uniformly to any equipment having both normal A emergency 
power sources. 

CALVO.J.A. Technical Specifications Branch. TAC 77060. 90/07/10. BUTLER,W.R. 
Project Directorate 1-2. 3pp. 59135:204-59135:205. 

-9011260191 Discusses enforcement of thermal power license limit. 

CALVO.J.A. Technical Specifications Branch. TAC 76679. 90/11/09. HEBDON.F. 
Project Directorate IV-1 (900603-901215). 2pp. 59135:222-59135:223. 
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-9012050058 Dscusses several unresolved Tech Spec interpretations,per SJ Collins 
891227 memo. 

CALVO.J.A. Technical Specifications Branch. TAG 75596. 90/11/21. QUAY.T.R. 
Project Directorate IV-1 (900603-901215). 4pp. 59135:224-59135:225. 

—9012310121 Discusses review of Region II concern re Tech Specs covering diesel 
generator testing.Concern re operation & maint practices should be addressed. 

CALVO,J.A. Technical Specifications Branch. TAC 77922. 90/12/18. HANNON,J. 
Project Directorate 111-3. 5pp. 59135:226-59135:228. 

—9101110264 Provides NRR position on differing prof view on 900928 Itr to util on oper¬ 
ability. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/01/ 
03. DAVIS,A.B. Region 3 (Post 820201). 6pp. 59135:229-59135:233. 

-9101170258 Discusses implementation of amends to Tech Specs required surveil¬ 
lances & outlines addl actions to prevent recurrence at any plant. 

LAINAS.G.C. Assistant Director for Region II Reactors. 91/01/14. REYES,LA. Region 
2 (Post 820201). 3pp. 59135:256-59135:258. 

-9102220089 Responds to 880920 memo re editorial changes to Tech Spec position 
paper. 

CALVO.J.A. Division of Operational Events Assessment (Post 870411). 91/02/13. 
BUTCHER.E.J. Planning & Program Analysis Staff (851125-870411). 19pp. 59135:234- 
59135:251. 

-9103220382 Responds to 900820 memo & 910110 meeting minutes re appeal of 
Nubarg backfitting on use of nuclear heat for BWR hydrostatic testing.NRC preparing 
generic Itr to allow hot functional testing w/containment head removed. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/03/ 
12. TAYLOR,J.M. Ofc of the Executive Director for Operations. 6pp. 59135:252- 
59135:254. 

—9105010096 Advises Project Managers to consult w/iicensee & cognizant technical re¬ 
viewers to assure that implementation requirements are clear.Forwards 910114 memo 
as example of problem that needs clarification. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/04/23. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). Ip. 59135:255-59135:255. 

-9105070313 Submits results of review of Tech Spec Position Statement 131 re RHR 
sys isolation valves,per 910327 requestPosition 2 re placing one trip sys in tripped 
condition within 1 h not in conformance w/Tech Specs. 

GRIMES,C.l. Technical Specifications Branch. TAC 80003. 91/05/01. QUAY.T.R. 
Project Directorate IV-1. 3pp. 59135:259-59135:260. 

-9107250249 Forwards copies of notes provided to FM Reinhart w/thick file entitled 
“NRC Staff Comments 910712 3.8 Electrical.” 

TOMLINSON,E.B. Technical Specifications Branch. 91/07/19. REINHART,F.M. Tech¬ 
nical Specifications Branch. 3pp. 59135:261-59135:267. 

-9109130112 Summarizes discussion w/Salem Licensee on Generic Ltr 87-09 re appli¬ 
cation of TS requirements.Requests further mgt review. 

DUNNING,T. Technical Specifications Branch. GL-87-09. 91/03/29. EMCH.R. Techni¬ 
cal Specifications Branch. 3pp. 59135:130-59135:132. 

9109130085 FOIA request for documents re NRC rept designated RII-91-A-044 & all no¬ 
tices of violation for agricultural research svc animal parasite research 
lab,Auburn,AL,stemming from site visits conducted from 1988 through present. 
STERNBERG,S. Georgia, State of. 91/07/29. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 59095:325-59095:325. 

9109130093 Final response to FOIA request for documents.App A records withheld in 
entirety (ref FOIA Exemption 7). 

GRIMSLJEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/09. STERNBERG.S. Georgia, State of. 3pp. 59095:326-59095:328. 

9109130123 FOIA request for documents re all formal official actions taken during 
period 890101 through present. 

BALDWIN.D. Common Cause Magazine, Washington, D.C. 91/07/12. GRIMSLEY.D. 
Division of Freedom of Information & Publications Services (Post 890205). 7pp. 
59115:317-59115:323. 

9109130125 FOIA request for documents re nuclear fall out,list of reactors & info on 
major families of reactor technology. 

JAY.T. United Kingdom, Govt. of. 91/06/28. NRC - No Detailed Affiliation Given. Ip. 
59118:014-59118:014. 

9109130134 Final response to FOIA request for documents.Forwards app F documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/29. JAY.T. United Kingdom, Govt. of. 2pp. 59118:001-59118:013. 

-9109130159 “Comments of Staff of NRC on Feb 1990 Draft Recommendations of Inti 
Commission on Radiological Protection.” 

* NRC - No Detailed Affiliation Given. 90/05/30. 11pp. 59118:003-59118:013. 

9109130136 Final response to FOIA request for documents.App A & B documents 
maintained in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/09. BALDWIN.D. Common Cause Magazine, Washington, D.C. 6pp. 
59115:324-59115:329. 

9109130175 FOIA request for summary of compliance history at Richland, WA low level 
radwaste facility for period beginning Jan 1984 to current date. 

PUGH.S.J. U.S. Ecology, Inc. (formerly .Nuclear Engineering, Inc.). 91/08/02. 
REED.C.A. Division of Freedom of Information & Publications Services (Post 890205). 
ip. 59126:265-59126:265. 

9109130183 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom o,f Information & Publications Services (Post 
890205). 91/08/27. PUGH.S.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
2pp. 59126:266-59126:269. 

-9109130185 “Summary of Compliance History for US Ecology at Richland, WA Low 
Level Waste Facility From 1980 to Present." 

* U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/16. 2pp. 59126:268- 
59126:269. 


9109130194 FOIA request for documents re opinion by Commission General Counsel 
dtd 640212 containing analysis of substantive & procedural considerations involved in 
making finding of practical value.per Section 102 of Atomic Energy Act. 

SPENCER,M.S. Shaw, Pittman, Potts & Trowbridge. 91 /07/03. Division of Freedom of 
Information & Publications Services (Post 890205). 3pp. 59115:307-59115:309. 

9109130201 Final response to FOIA request for documents.Forwards app B documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
; 890205). 91/09/09. SPENCER,M.S. Shaw, Pittman, Potts & Trowbridge. 7pp. 
59115:310-59115:316. 

-9109130213 Forwards comments on legal question involved in considering whether 
Commission should make finding that nuclear power plants sufficiently developed to 
be of practical value for industrial or commercial purposes. 

HENNESSEY.J.F. Atomic Energy Commission (Pre 750119). 64/02/12. SEABORG 
Atomic Energy Commission (Pre 750119). Ip. 59115:313-59115:313. 

-9109130223 Forwards opinion w/respect to questions raised by 631216 Itr from Joint 
Committee to Chairman. 

HENNESSEY,J.F. Atomic Energy Commission (Pre 750119). 64/02/12. SEABORG, 
PALFREY, RAMEY Atomic Energy Commission (Pre 750119). 3pp. 59115:314- 
59115:316. 

9109130228 FOIA request for documents re Oyster Creek Nuclear Plant operated by 
GPU at Toms River.NJ & TM1 units. 

DEKOK.D. Affiliation Not Assigned. 91/07/03. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). 6pp. 59115:297-59115:302. 

9109130230 Final response to FOIA request for all documents pertaining to Oyster 
Creek from Dec 1964 through Dec 1978 including general ofc review board docu¬ 
ments to present.App B document being placed in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. DEKOK.D. Affiliation Not Assigned. 2pp. 59115:303-59115:306. 

-9109130236 Forwards response to inquiries by ACRS member. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 69/05/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 59115:305-59115:306. 

9109180022 Final response to FOIA request for documents.Forwards app E documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050. 

-8705070259 Interprets Tech Spec 3.0.4/4.0.4 re surveillance requirements when en¬ 
tering lower mode & entrance into lower mode when plant in action statement due to 
inoperable equipment. 

EMCH.R.L. Division of Operational Events Assessment (Post 870411). 87/04/30. Divi¬ 
sion of Operational Events Assessment (Post 870411). 2pp. 59176:025-59176:036. 

-9004260014 Responds to technical assistance request re interpretation of Tech Spec 
3.4.1.4.2 & voluntary entry into action statements. 

LAINAS.G.C. Assistant Director for Region It Reactors. 90/04/19. REYES,L.A. Region 
2 (Post 820201). Ip. 59176:041-59176:041. 

-9104110128 Discusses licensee voluntary entry into tech specs action statements for 
purpose of performing preventive maint 

SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/12/ 
27. STRAHM.K.A. Institute of Nuclear Power Operations. 2pp. 59176:048-59176:049. 

-9105080223 Informs that “Guidance on Voluntary Entry Into TS LCO Action State¬ 
ments to Perform Preventive Maint (On-Line PM), has just been incorporated in Part 
9900 of NRC insp manual. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/04/ 
30. MARTIN,T.T. Region 1 (Post 820201). 6pp. 59176:050-59176:050. 

-9109180030 Recommends that acceptance criterion be reduced or specific gravity sur¬ 
veillance conducted after equalizing charge re facility proposed TS changes concern¬ 
ing electrical power sys. 

STREETER,J.F. Reactor Operations Nuclear Support Branch, Rl. 79/01/29. 
BRYAN,S.E. Division of Reactor Operations Inspections, IE (750101-801210). 3pp. 
59176:021-59176:023. 

-9109180041 Forwards JF Streeter 790129 memo describing apparent deficiency in 
STS,for review & comments. 

BRYAN,S.E. Division of Reactor Operations Inspections, IE (750101-801210). 79/03/ 
08. GRIMES,B.K. Assistant Director for Engineers & Projects (Pre 790625). Ip. 
59176:024-59176:024. 

-9109180057 Requests endorsement of end 900413 memo from JA Calvo to DB Mat¬ 
thews to solidify overall NRR & Region II positions re Calvo interpretation of TS. 
VORSE.J.Y. Region 2 (Post 820201). 90/06/19. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). Ip. 59176:037-59176:037. 

-9109180060 Requests that NRR review policy of entering action statements that con¬ 
tain no allowable outage times & meaning of word immediately contained in end TS. 
REYES,L.A. Region 2 (Post 820201). 90/03/26. LAINAS.G.C. Division of Reactor 
Projects - I/ll (Post 870411). 3pp. 59176:038-59176:040. 

-9109180077 Requests response to end questions re licensee philosophies & practices 
concerning performance of maint during plant operations & in preparation for refueling 
outages. 

CURTISS,J.R. Commissioners (Post 750119). 90/10/04. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 6pp. 59176:042-59176:047. 

9109180152 FOIA request for documents re Nuclear Metals,Inc including all air emis¬ 
sions data reviewed by NRC between 1958 & 1982. 

RESNIKOFF.M. Radioactive Waste Management Associates. 91/06/26. Division of 
Freedom of information & Publications Services (Post 890205). Ip. 59145:288- 


9109180156 Final response to FOIA request for documents.No records located subj to 
request 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/30. RESNIKOFF.M. Radioactive Waste Management Associates. 2pp. 
59145:289-59145:290. 
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9109180158 FOIA request for documents re reason of corrosion & spalling of Zircaloy-2 
cladding tube used as std GE 8X8 design in GE-BWR. 

KAWATA.M. Japan, Govt. of. 91/05/21. NRC - No Detailed Affiliation Given. Ip. 
59134:290-59134:290. ' 

9109180165 Final response to FOIA request for documents.Forwards app A 
documents.EncI app B documents being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/30. KAWATA.M. Japan, Govt. of. 3pp. 59134:291-59134:298. 

-9109180167 “Fuel Failure at Hamaoka.Unit 1." 

* Chubu Electric Power Company, Inc. (Japan). 91/05/31. 5pp. 59134:294-59134:298. 

9109180176 FOIA request for documents re listed NRC contracts. 

LYNCH,J.P. Science & Engineering Associates, Inc. NRC-03-89-027-00. NRC-03-89- 
031. 91/02/08. GRIMSLEY.D. Division of Freedom of Information & Publications Serv¬ 
ices (Post 890205). Ip. 59141:315-59141:315. 

9109180182 Final response to FOIA request for documents.EncI nonproprietary versions 
of requested technical proposals being placed in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. LYNCH,J.R. Science & Engineering Associates, Inc. Ip. 
59141:316-59142:342. 

-9109180187 Partially deleted "Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs,” technical & mat proposal in response to NRC proposal RS-NRC-89-027. 
LOFY.R.A. PARAMETER, Inc. 89/05/22. 100pp. 59141:316-59141:316. 

-9109180199 Extends acceptance date of proposal for “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs,” from 890823 to 891031.Info partially deleted. 
LOFY.R.A. PARAMETER, Inc. 89/09/01. MCLEAREN.T. NRC - No Detailed Affiliation 
Given. 13pp. 59142:057-59142:069. 

-9109180203 Partially deleted “Technical Assistance to Administer Operator Exams to 
Nuclear Plant Applicants," technical & mgt proposal. 

* Sonalysts, Inc. 89/05/01. 50pp. 59142:070-59142:120. 

-9109180220 “Support Svcs for Evaluation of Severe Accident Phenomena,” technical 
proposal RS-RES-87-066. 

* Battelle Memorial Institute, Pacific Northwest Laboratory. 86/11/14. 56pp. 
59142:121-59142:176. 

-9109180224 “Technical Assistance to Support NRC Diagnostic Evaluation Teams in 
Area of Engineering Design & Mat Analysis,” technical & mgt proposal in response to 
NRC request for proposal RS-AED-89-289.lnfo partially deleted. 

LOFY.R.A. PARAMETER, Inc. 89/01/02. 102pp. 59142:177-59142:278. 

-9109180231 Forwards “Fuel Cycle Licensing Technical Assistance,” Part II technical & 
mgt proposal best & final for 890906 in response to RS-NMS-89-89-004. 

* PARAMETER, Inc. 89/04/14. Division of Contracts & Property Management (Post 
890205). 2pp. 59142:279-59142:280. 

-9109180239 “Fuel Cycle Licensing Technical Assistance,” Part II technical & mgt pro¬ 
posal best & final for 890906 in response to RS-NMS-89-004.Info partially deleted. 

* Science & Engineering Associates, Inc. 89/09/06. 62pp. 59142:281-59142:342. 

9109180208 FOIA requests for documents re 910516 spill of radioactive matl at Cleve¬ 
land Clinic in Cleveland,OH. 

DAVIS,D. Plain Dealer, Cleveland, OH. 91/08/12. GRIMSLEY.D. Division of Freedom 
of Information & Publications Services (Post 890205). 2pp. 59261:130-59261:131. 

9109180235 Partial response to FOIA request for documents re 910516 spill of radioac¬ 
tive matl at Cleveland clinic.lnfo partially withheld re FOIA exemption 5,6 & 7. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/04. DAVIS.D. Plain Dealer, Cleveland, OH. 5pp. 59261:132- 
59261:229. 

-9107050236 Notification of 910715 meeting in Glen Ellyn,IL to discuss NRC findings 
during recent contamination event response & routine insp,NRC enforcement policy & 

lif'Aneao ^nrPArtk/A AMinno 

GROBE.J.A. Region 3 (Post 820201). EA-91-084. 91/07/02. Region 3 (Post 820201). 
2pp. 59261:141-59261:142. 

-9107080204 Informs that completion of tasks & submission of results re 910516 inves¬ 
tigation of contamination event,corrective actions to prevent recurrence & results of 
personnel exposure evaluations satisfy requirements. 

DAVIS,A.B. Region 3 (Post 820201). EA-91-084. 91/06/28. LOOP.F. Cleveland Clinic 
Foundation, Cleveland, OH. Ip. 59261:140-59261:140. 

-9107160345 Forwards insp rept 30-02649/91-01 on 910518-0618.Violations noted & 
being considered for escalated enforcement action. 

NORELIUS.C.E. Region 3 (Post 820201). EA-91-084. 91/07/11. LOOP.F. Cleveland 
Clinic Foundation, Cleveland, OH. 2pp. 59261:143-59261:172. 

-9107160354 Insp rept 30-02649/91-01 on 910518-0618.Violations noted. Major areas 
inspected:events re Apr 1991 therapy misadministration & 910516 spill of P-32 result¬ 
ing in onsite & offsite contamination. 

CAMERON,J.L. Region 3 (Post 820201). 91/07/10. 22pp. 59261:145-59261:172. 

—9108020018 Forwards Enforcement Conference Rept 30-02649/91-02 on 910715 re 
apparent violations & concerns noted during 910518-0618 insp.Decision re enforce¬ 
ment action will be sent via separate correspondence. 

NORELIUS.C.E. Region 3 (Post 820201). EA-91-084. 91/07/25. LOOP.F. Cleveland 
Clinic Foundation, Cleveland, OH. Ip. 59261:191-59261:229. 

-9108020020 Enforcement Conference Rept 30-02649/91-02 on 910715.Major areas 
discussed:findings from 910518-0618 insp re accuracy of facts,causal 
factors,corrective actions taken or planned by licensee & NRC enforcement policy. 
CAMERON,J.L. Region 3 (Post 820201). 91/07/23. 39pp. 59261:192-59261:229. 

-9108050017 Notice of violation & proposed imposition of civil penalty in amount of 
$7,500.Noncompliance noted:faiture to make surveys to assure compliance w/ 
10CFR20.101 re radiation exposure to extremities & skin. 

DAVIS,A.B. Region 3 (Post 820201). EA-91-084. 91/07/29. 6pp. 59261:173- 
59261:190. 

9109190027 FOIA request for copy of Federal Managers Fiscal Integrity Act Ltr of As¬ 
surance sent annually from head of NRC to President & Congress. 

SAAL.M. Cable News Network, Inc. 91/05/29. GRIMSLEY.D. Division of Freedom of 
Information & Publications Sen/ices (Post 890205). Ip. 59142:343-59142:343. 


9109190033 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR. 

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/20. SAAL.M. Cable News Network, Inc. 2pp. 59142:344-59143:038. 

9109190039 FOIA request for info including transcript,minutes & written comments of 
Medical Uses of Isotopes Advisory Committee meeting on 910509-10. 

LEE.F.R. Information Access. 91/06/07. GRIMSLEY.D.H. NRC - No Detailed Affili¬ 
ation Given. Ip. 59143:039-59143:039. 

9109190041 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/25. LEE.F.R. Information Access. 2pp. 59143:040-59144:073. 

-9109190043 Transcript of 910510 meeting in Arlington,VA re Advisory Committee on 
Medical Uses of Isotopes.Pp 209-376.W/related documentation. 

* Commissioners (Post 750119). 91/05/10. 182pp. 59143:252-59144:073. 

9109190072 FOIA request for documents re North Anna Unit 1 & Ginna steam genera¬ 
tor tube rupture events. 

WILLIAMS,O.G. JRA Associates. OGW-062. 91/03/11. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 59176:051- 
59176:051. 

9109190086 Partial response to FOIA request for documents.EncI app A documents 
being made available in PDR.App B documents withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/14. WILLIAMS,O.G. JRA Associates. 5pp. 59176:052-59177:263. 

-9109190114 Transcript of telcons w/Ginna & NRC personnel on 820125. Pp 1-125. 

* NRC - No Detailed Affiliation Given. 82/01/25. 125pp. 59176:057-59176:182. 

-9109190129 Transcript of 820219 discussion w/B Snow re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-32. 

* NRC - No Detailed Affiliation Given. 82/02/19. 33pp. 59176:183-59176:215. 

-9109190139 Transcript of 820217 discussion w/N Meaker re 820125 facility steam 
generator tube rupture event.Pp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/17. 30pp. 59176:216-59176:246. 

-9109190144 Transcript of 820219 discussion w/SJ Lentine re 820125 facility steam 
generator tube rupture event.Pp 1-24. 

* NRC - No Detailed Affiliation Given. 82/02/19. 24pp. 59176:247-59176:270. 

-9109190147 Transcript of 820219 discussion w/RP Zimmerman re 820125 facility 
steam generator tube rupture event.Pp 1-41. 

* NRC - No Detailed Affiliation Given. 82/02/19. 41pp. 59176:271-59176:312. 

—9109190149 Transcript of 820220 discussion w/C Peck re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/20. 30pp. 59176:313-59176:342. 

-9109190153 Transcript of 820219 discussion w/AG Morris re 820125 facility steam 
generator tube rupture event.Pp 1-30. 

* NRC - No Detailed Affiliation Given. 82/02/19. 30pp. 59176:343-59177:011. 

-9109190157 Transcript of 820219 discussion w/M Foster re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-22. 

* NRC - No Detailed Affiliation Given. 82/02/19. 22pp. 59177:012-59177:033. 

-9109190159 Transcript of 820220 discussion w/T Hafera re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-31. 

* NRC - No Detailed Affiliation Given. 82/02/20. 31pp. 59177:034-59177:064. 

-9109190202 Transcript of 820221 discussion w/WH Backus re 820125 facility steam 
generator tube rupture event.Pp 1-32. 

* NRC - No Detailed Affiliation Given. 82/02/21. 32pp. 59177:065-59177:074. 

-9109190204 Transcript of 820222 discussion w/JT Berry re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-32. 

* NRC - No Detailed Affiliation Given. 82/02/22. 32pp. 59177:075-59177:105. 

-9109190207 Transcript of 820220 discussion w/R Hurley re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-40. 

* NRC - No Detailed Affiliation Given. 82/02/20. 40pp. 59177:106-59177:143. 

-9109190210 Transcript of 820222 discussion w/M Sexton re 820125 facility steam 
generator tube rupture event.Pp 1-16. 

* NRC - No Detailed Affiliation Given. 82/02/22. 16pp. 59177:144-59177:158. 

-9109190214 Transcript of 820223 discussion w/JC Noon re 820125 facility steam gen¬ 
erator tube rupture event.Pp 1-14. 

* NRC - No Detailed Affiliation Given. 82/02/23. 14pp. 59177:159-59177:172. 

-9109190217 Transcript of 820223 discussion w/GF Larizza re 820125 facility steam 
generator tube rupture event.Pp 1-30.Related documentation end. 

* NRC - No Detailed Affiliation Given. 82/02/23. 90pp. 59177:173-59177:263. 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 

—8904130019 Forwards action plan for resolution of intersystems LOCA issue.Upon ap¬ 
proval of plan & prior to plant insps,resource requirements will be finalized & possible 
impact on other programs evaluated. 

MIRAGLIA.F.J. Associate Director for Inspection & Technical Assessment (Post 
870411). TAC 71246. 89/03/29. MURLEY.T.E. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 42pp. 59241:091-59241:132. 

-8906050099 Discusses program coordination for interfacing sys LOCA.List of principal 
contacts to be included on distribution lists end. 

CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/05/22. SHAO.L. Division of Engineering & Systems Technology (870411- 
890826). 2pp. 59241:143-59241:144. 
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-6906160074 Summarizes Reactor Sys Branch progress to date re intersystem LOCA 
prqjecLAcquisftion & review of all available background matl re intersystem LOCA 

^LSON^KI. Reactor Systems Branch (870411-890826). 89/05/15. HODGES,M.W. 
Reactor Systems Branch (870411-890826). 6pp. 59241:137-59241:142. 

-6906190103 Requests that RES conduct research program that addresses listed 
is$ues,inciuding developing PRA framework for evaluating interfacing sys LOCA issue 
which will include changes in sys lineups & assessment of human error causes. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
07. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 3pp. 
59241:145-59241:147. 

-6906290293 Discusses organization & resources for intersystems LOCA 
program. Figures 1 & 2 end. 

HODGES,M.W. Reactor Systems Branch (870411-890826). 89/06/08. BARRETT,R. 
Risk Application Branch. 4pp. 59241:148-59241:151. 


-9004110155 Provides comments on draft rept, “Assessment of Potential for ISLOCA 

at Davis Basse Nuclear Power Station.” _ 

THOMAS,C.O. Human Factors Assessment Branch. 90/04/02. BARRETT,R.J. Risk 
Application Branch. 7pp. 59241:078-59241:084. 

-9006040154 Concurs generally w/positions expressed in 900309 memo to G Burdick 
re peer review activitylbifferent viewpoint offered re reexamining benefits of continuing 
interfacing sys LOCA effort on two more plants after Davis Besse. 

CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 90/05/08. SHERON.B. Division of Systems Research (Post 880717). ip. 
59241:085-59241:085. 

-9006040156 Confirms 900307 discussions re next actions on Interfacing Sys LOCA 
Program.Peer review of current work on Davis-Besse will be performed focusing on 
validity of assumptions made re operator errors. 

SHERON.B.W. Division of Systems Research (Post 880717). 90/03/09. 

BURDICK,G.R. Division of Systems Research (Post 880717). 7pp. 59238:083- 
59238:089. 


-6907070303 Forwards draft temporary instruction for intersystem LOCA pilot insp pro¬ 
gram for review & conversion to final form. 

HODGES,M.W. Reactor Systems Branch (870411-890826). 89/06/20. BUTCHER.E. 
Inspection, Licensing & Research Integration Branch (870411-880912). 20pp. 
59241:154-59241:173. 


-9006160372 Notification of 900615 meeting w/EPRI & NUMARC in Rockville,MD re 
isolating sys LOCA. 

CAMPE.K.M. Risk Application Branch. 90/06/08. BARRETT,R.J. Risk Application 
Branch. 115pp. 59238:106-59238:222. 


-6907110037 Forwards insp plan for pilot interfacing sys LOCA team insp at plant on 
890724-0804 (Insp Rept 50-213/89-201 ).$ecurity clearance itr from contractors 
should be addressed to team leader for site-access training. 

CHUNG,J.W. Risk Application Branch. 89/06/30. Risk Application Branch. 36pp. 
59241:174-59241:209. 


-9011010271 Submits comments on review of second draft of INEL ISLOCA 
rept Comparison of first & second drafts indicate no changes in methodology or con¬ 
clusions. 

JONES,R.C. Reactor Systems Branch. 90/10/29. BECKNER.W. Risk Application 
Branch. 7pp. 59242:003-59242:009. 


-6907200352 Requests regional partidpation in resolution of unisoiable interfacing sys 
LOCA (ISLOCA) which bypasses containmentNRR has initiated comprehensive pro¬ 
gram to reassess nuclear power plant vulnerabilities to ISLOCA. 

CONGEUF.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/06/12. KANE.W.F. Region 1 (Post 820201). REYES,LA. Region 2 (Post 
820201). GREENMAN.E.G. Region 3 (Post 820201). 2pp. 59241:152-59241:153. 

-6906070226 Informs that Div of Engineering Sys & Technology will provide complete & 
integrated presentation on agency overall check valve activity & should therefore take 
lead in preparing October 1989 status rept to Commission. 

ROE,J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 89/ 
07/25. RICHARDSON,J.E. Division of Engineering & Systems Technology (870411- 
890826). 100pp. 59240:176-59240:295. 


-9011060004 Submits comments on draft NUREG/CR-5604, "Assessment of ISLOCA 
Risks - Methodology & Application:Davis Besse.” 

WERMIEL,J.S. Human Factors Assessment Branch. 90/10/31. BECKNER.W.D. Risk 
Application Branch. 5pp. 59241:086-59241:090. 

-9109250009 "Probabilistic Method for Estimating Component & Sys Overpressure 
Ruptures.” 

GALYEAN.W.J., SCHROEDER.JA Idaho National Engineering Laboratory. 90/03/27. 
9pp. 59236:060-59236:068. 


-9109250017 Forwards “BWR Owners Group Assessment of ECCS Pressurization in 
BWRs.” 

PICKENS,TA BWR Owners Group. 86/12/10. HELTEMES.C.J. Office for Analysis & 
Evaluation of Operational Data, Director. 3pp. 59236:072-59236:168. 


-6909220076 Informs of intersys LOCA workshop at Crown Plaza Hotel on 890906-07 
for protram participants in continuation of efforts to resolve issue. 

BARRETT,R. Risk Application Branch. 89/08/23. MURLEY.T., SNIE2EK.J., 
MIRAGUA.F. Office of Nudear Reactor Regulation, Director (Post 870411). 110pp. 
59236:355-59237:102. 

-6909250203 Forwards plant Interfadng Sys LOCA audit rept conducted on 890724- 
0804,SALP input & draft transmittal of rept to licensee,for release to licensee. 
CONGEUF.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/09/20. VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 
2pp. 59241:210-59241:350. 

-6909250210 Plant audit on 890724-0804.No regulatory findings identified.Areas 
audted:equipment,activities & human performance important to prevent,mitigate or re¬ 
cover from interfacing sys LOCA events & subsequent core melt 
CHUNGJ.W., GOLLA.J.A., CORREIA.R. NRC - No Detailed Affiliation Given. 89/09/ 
14.138pp. 59241:212-59241:350. 


-9109250019 Forwards results of contractor search for LERs possibly relevant to inter¬ 
fadng sys LOCA event 

THOMASSON.N. Trends & Patterns Analysis Branch. 89/05/12. DIAB.S. Risk Applica¬ 
tion Branch. 83pp. 59236:169-59236:251. 

-9109250020 Requests GR Burdick take charge of RES response to issue of V se¬ 
quence & provide mgt & coordination of RES efforts. 

BECKJORD.E.S. Office of Nudear Regulatory Research (Post 860720). 91/04/04. 
BURDICK,G.R. Division of Systems Research (Post 880717). 26pp. 59236:252- 
59236:277. 

-9109250021 Forwards evaluation of potential V sequence occurrence & investigation 
of available deterministic thermal-hydraulic research resource mati. 

WILSON,G.E. EG&G Idaho, Inc. (subs, of EG&G, Inc.). WILSON,G.E. Idaho National 
Engineering Laboratory. GEW-18-89. 89/04/13. SOLBERG.D.E. Office of Nuclear 
Regulatory Research (Post 860720). 56pp. 59236:278-59236:331. 

-9109250023 Forwards statement of work for FIN B-56999, “ISLOCA Research Pro- 


-8910190055 Forwards “Interfadng Sys LOCA Research Program Statement of Work” 
for Info. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 89/10/06. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 30pp. 
59237:134-59237:163. 


-6912190365 Discusses 891207 ACRS briefing on thermal-hydraulics re goals.structure 
& schedule of ISLOCA prefect Concerns raised re burden which NRC audits place on 
plants. 

BARRETT,R.J. Risk Application Branch. 89/12/12. CONGEUF.J. Division of Radiation 
Protection & Emergency Preparedness (Post 870411). Ip. 59242:002-59242:002. 


-6912290130 Forwards questions re interfadng sys LOCA event,per AEOD discussion 
w/Govt of France,in response to 891130 request 

OONGEL.FJ. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/12/11. ROSSI,C.E. Division of Operational Events Assessment (Post 
870411). 7pp. 59241:356-59242:001. 


-9001050029 Forwards summary of 890906-07 interfadng sys LOCA workshop w/con- 
tractors re various program activities. 

BARRETT.R.J. Rfek Application Branch. 89/12/06. MURLEY.T., SN1E2EKJ., 
MIRAGUA.F. Office of Nudear Reactor Regulation, Director (Post 870411). 5pp. 
59241:351-59241:355. 


gram.” 

BURDICK,G.R. Division of Systems Research (Post 880717). FIN B-56999. 89/07/31. 
KNIELK. Reactor & Plant Safety Issues Branch. 22pp. 59236:332-59236:353. 

-9109250030 Requests that B Sharon & J Murphy obtain addl info before developing 
program plan to respond to Murley 890804 research request on event V issue. 
SPEIS.T. NRC - No Detailed Affiliation Given. 89/08/08. SHERON.B., MURPHY,J. 
NRC - No Detailed Affiliation Given. Ip. 59236:354-59236:354. 

-9109250041 Informs of 890921 meeting re ISLOCA research program review. 
BURDICK,G.R. Division of Systems Research (Post 880717). 89/09/13. SHERON.B., 
MURPHY,J.. CUNNINGHAM,M. NRC • No Detailed Affiliation Given. 2pp. 59237:103- 
59237:104. 

-9109250047 Forwards draft statement of work for FIN B-56999, “ISLOCA Research 
Program.” 

GALYEAN.W.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). GALYEAN.W.J. Idaho Na¬ 
tional Engineering Laboratory. FIN B-56999. WJG-13-89.89/09/14. BURDICK.G.R. Di¬ 
vision of Systems Research (Post 880717). 29pp. 59237:105-59237:133. 

-9109250053 Forwards ISLOCA research program info re listed plants. 

BURDICK.G.R. Office of Nuclear Regulatory Research (Post 860720). 89/07/25. 
BARRETT,R.J. Project Directorate 111-2. 3pp. 59237:164-59237:166. 


-8002230350 Notification of 900227 meeting w/INEL to discuss results of analyses of 
risk associated w/ISLOCA,as well as modeling & methods & human reliability analysis 

B^rSxFLjT** Risk Application Branch. 90/02/15. MURLEY.T., SNIEZEK.J., 
MIRAGLIA.F. Office of Nudear Reactor Regulation, Director (Post 870411). ip. 
59237:237-59237:237. 

-9002230254 Discusses resolution of interfadng sys LOCA issue.NRC will share prelim¬ 
inary program results of interfacing sys LOCA program during ACRS Thermal Hydrau¬ 
lic Phenomena Subcommittee meeting in future. 

TAYLOR,J.M. Office for Analysis & Evaluation of Operational Data, Director. 90/02/ 
13. MICHELSON.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
59241:072-59241:073. 


-9109250063 Draft for comment, “Generic Issue 105 Interfadng Sys LOCA in LWR 
Task Action Plan.'’ 

* Reactor & Plant Safety Issues Branch. 89/11/30.16pp. 59237:167-59237:184. 

-9109260066 Advises that Div of Engineering has identified funds for intersys LOCA re¬ 
search program. 

SHAO.L Division of Engineering (Post 870413). 89/11/28. ROSS.D. Office of Nuclear 
Regulatory Research (Post 860720). 4pp. 59237:185-59237:188. 

-9109250069 Documents current status re selection of accident sequences to be used 
in Task 2 of current NRC Program, “Modeling Cognitive Behavior of Nuclear Power 
Plant Personnel ” 

ROTH.E. Westinghouse Electric Corn. NRC-04-85-103.89/12/20. LEWIS,P. NRC - No 
Detailed Affiliation Given. 7pp. 59237:189-59237:195. 


-9003190365 Comments on INEL draft interfadng sys LOCA rept re plant. Conclusion 
that human errors far outweigh hardware failures as contributor to core melt frequency 
& risk confirms original expectations. 

JONES,R.C. Reactor Systems Branch. 90/03/13. BARRETT,R. Risk Application 
Branch. 2pp. 59242:010-59242:011. 


-9109250073 Provides comment on outline for staff presentation to full committee on 
ISLOCA problem & resolution. 

CATTON.I. ACRS - Advisory Committee on Reactor Safeguards. 90/01/03. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 59237:196- 
59237:198. 
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-9109250074 Discusses two items of interest re ISLOGA research, including effects on 
equipment in vicinity of leak & revised MEB 3-1 of SRP 3.6.2. 

BURDICK.G.R. Division of Systems Research (Post 860717). 91/01/25. HANSON,D. 
EG&G Idaho, Inc. (subs, of EG&G. Inc.). 9pp. 59237:199-59237:207. 

-9109250082 Informs of 900226 meeting re ISLOCA Research Program. 

BURDICK.G.R. Division of Systems Research (Post 860717). 90/02/08. SHERON.B., 
MURPHYJ.. CUNNINGHAM,M. NRC • No Detailed Affiliation Given. 4pp. 59237:208- 
59237:211. 


-9109250216 Trip rept of 900221 visit to UT Water Research Lab to observe Phase I of 
nonintrusive check valve testing,per Generic Issue 105. 

PAGE.J.D. Engineering Issues Branch. 90/03/26. BAER.R.L Engineering Issues 
Branch. 200pp. 59239:097-59240:024. 

—9109250221 Requests for senior contract review board review of ISLOCA project 
GUSTAVE,R.P. Program Management Policy Development & Analysis Staff (Post 
870413). 89/06/22. SEELIG.C.A. NRC - No Detailed Affiliation Given. 150pp. 
59240:025-59240:175. 


-9109250083 Forwards Rev 4 to “Generic Issue 105 ISLOCA in LWRs Task Action 
Plan" for review & comment 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). TAC 71246. 90/02/ 
13. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
59237:212-59237:213. 

-9109250089 “Generic Issue 105 ISLOCA in LWRs Task Action Ran.” 

* Reactor & Plant Safety Issues Branch. 90/02/28.23pp. 59237:214-59237:236. 

-9109250096 “Assessment of Potential for ISLOCA at Davis-Besse Nuclear Power Sta¬ 
tion,” draft rept 

GALYEAN.W.J., HANSON, D.J. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 
GALYEAN.W.J. Idaho National Engineering Laboratory. FIN B-5599. 90/02/16. Office 
of Nuclear Regulatory Research (Post 860720). 150pp. 59237:238-59238:081. 

-9109250099 Discusses ISLOCA funding needs in response to 900223 memo. 
BURDICK, G.R. Division of Systems Research (Post 880717). 90/03/02. 

SHERON.B.W. Division of Systems Research (Post 880717). Ip. 59238:082- 
59238:082. 


-9109250106 Provides comment re 900309 memo to G Burdick on INEL rept, “Assess¬ 
ment of Potential for ISLOCA at Davis-Besse Nuclear Power Station." 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). 90/03/23. 
SHERON.B.W. Division of Systems Research (Post 860717). 5pp. 59238:090- 
59238:094. 


-9109250113 Ack receipt of 900409 fax re yield strength value for 304 SS id 1.8% & 
ultimate strength for SA106-B is 0.18% below 800 F code values not critical. 

CAN IN ICO, D. A. ASEA Brown Boveri, Inc. 90/04/10. O’BRIEN,J. NRC - No Detailed 
Affiliation Given. 11pp. 59238:095-59238:105. 

-9109250120 Monthly rept for June 1990 for FIN B-5699, “ISLOCA Research Pro¬ 
gram.” 

BICKEL.J.H. EG&G Idaho. Inc. (subs, of EG&G, Inc.). BICKEL.J.H. Idaho National En¬ 
gineering Laboratory. FIN B-5699. JHB-40-90. 90/07/13. BURDICK,G.R. Division of 
Safety Issue Resolution (Post 880717). 37pp. 59238:223-59238:259. 

-9109250124 Forwards paper entitled, “Modeling Errors of Commission for ISLOCA Re¬ 
search Program.” 

BLACKMAN.H.S. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BLACKMAN,H.S. Idaho Na¬ 
tional Engineering Laboratory. HSB-49-90. 90/08/28. BURDICK,G. Division of Safety 
Issue Resolution (Post 860717). Ip. 59238:260-59238:260. 


-9109250126 Paper entitled, “Modeling Errors of Commission for ISLOCA Research 
Program.” 

BLACKMAN.H.S., GERTMAN.D.I. EG&G Idaho, Inc. (subs, of EG&G. Inc.). 
BLACKMAN.H.S. Idaho National Engineering Laboratory. 90/08/28. 23pp. 59238:261- 
59238:285. 


-9109250148 Forwards 900911 memo re proposed priority ranking of generic 
issues.ACRS comment on Generic Issue 96 also end. 

BURDICK,G. Division of Safety Issue Resolution (Post 680717). 90/09/24. 
HANSON,D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). Ip. 59238:286-59238:286. 


-9109250153 Forwards NRC Form 426A for NUREG CR-5603, “Pressure- Dependent 
Fragilities for Piping Components • Riot Study on Davis-Besse Nuclear Power Sta¬ 
tion.” W/o end. 


CLAFLIN.D.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.D.J. Idaho National 
Engineering Laboratory. DJC-162-90. 90/10/01. BURDICK,G.R. Office of Nuclear 
Regulatory Research (Post 860720). Ip. 59238:287-59238:287. 


-9109250166 Forwards NUREG CR-5602, “Pressure-Dependent Fragilities for Piping 
Components - Riot Study on Davis-Besse Nudear Power Station.” W/o end. 
CLAFLIN.D.J. EG&G Idaho. Inc. (subs, of EG&G, Inc.). CLAFLIN.D.J. Idaho National 
Engineering Laboratory. DJC-163-90. 90/10/01. RESNER.J.A. Division of Freedom of 
Information & Publications Services (Post 890205). 5pp. 59238:288-59238:292. 


-9109250224 “Valve Event Rate Determination.” 

GALYEAN.W.J., O'CONNOR,N.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
GALYEAN.W.J. Idaho National Engineering Laboratory. 91/04/19. 100pp. 59240:296- 
59241:054. 

-9109250226 Notifies of 900227 meeting w/INEL re results of ISLOCA program review. 
BARRETT,R.R. Office of Nuclear Regulatory Research (Post 860720). 90/02/27. 
MUR LEY,!., SNIE2EK.J., MIRAGLIA.F. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 6pp. 59241:055-59241:060. 

-9109250228 Forwards agenda for 901105 ISLOCA Research Program review meeting. 
BURDICK,G. NRC - No Detailed Affiliation Given. 90/10/24. MINNERS.W., KING.T., 
CUNNINGHAM,M. NRC - No Detailed Affiliation Given. 3pp. 59241:061-59241:063. 

-9109250230 Advises of 901211 meeting for dry run of mati for presentation to 901212 
ACRS Thermal-Hydraulic Phenomena subcommittee. 

BURDICK,G. Reactor & Plant Safety Issues Branch. 90/11/19. NRC - No Detailed Af¬ 
filiation Given. 3pp. 59241:064-59241:066. 

-9109250232 Forwards agenda for 891207 ACRS subcommittee meeting re Generic 
Issue 105. 

BOEHNERT.P. NRC - No Detailed Affiliation Given. 90/11/15. BURDICK,G. NRC - No 
Detailed Affiliation Given. 3pp. 59241:067-59241:069. 

—9109250234 Advises that AEOD will be able to provide support to V-sequence project 
by searching two databases. 

THOMASSON.N. Office for Analysis & Evaluation of Operational Data, Director. 89/ 
04/13. DIAB.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
59241:070-59241:071. 

-9109250240 Requests peer review of draft ISLOCA rept, “Assessment of Potential for 
ISLOCA at Davis-Besse Nuclear Power Station” & comments by 900313. 

BARRETT,R.J. Risk Application Branch. 90/03/01. JONES,R.. MARSH,L, REGAN,W. 
NRC - No Detailed Affiliation Given. 4pp. 59241:074-59241:077. 

-9109250251 Provides guidance for search efforts of operational data as followup to 
890501 meeting. 

DIAB.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/05/01. 
THOMASSON.N. Office for Analysis & Evaluation of Operational Data, Director. 4pp. 
59241:133-59241:136. 

-9109250274 Forwards std order for DOE work for FIN L-1238, “Technical Assistance 
in Support of Resolution of ISLOCA Issue.” 

BAJWA.S.S. Program Management, Policy Development & Analysis Staff (Post 
870411). FIN L-1238. 89/05/04. OGEKA.G.J. Energy, Dept of. 13pp. 59242:012- 
59242:024. 

-9109250277 Forwards std order for DOE work for FIN L-1238, ‘Technical Assistance 
in Support of Resolution of ISLOCA.” 

WEST.K.S. Program Management Policy Development & Analysis Staff (Post 
870411). FIN L-1238. 89/09/06. OGEKA.G.J. Energy, Dept of. 4pp. 59242:025- 
59242:028. 

-9109250278 Forwards std order for DOE work for FIN L-1231, “Technical Assistance 
in Resolution of Event-V Issue." 

BAJWA.S.S. Program Management Policy Development & Analysis Staff (Post 
870411). FIN L-1231. 89/05/29. BUCHAR.J.A. Energy, Dept of. 13pp. 59242:029- 
59242:147. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). AEOD/E91-01. 
91/08/20. Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


-9109250173 Invites interested parties to meeting re ISLOCA program review. 

BURDICK,G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W., KING.T., 
CUNNINGHAM,M. NRC - No Detailed Affiliation Given. 2pp. 59238:293-59238:294. 

-9109250184 Comments on draft NUREG CR-5604, “Assessment of ISLOCA Risks - 
Methodology & Application:Davis-Besse Nuclear Station.” 

LOIS.E. NRC - No Detailed Affiliation Given. 90/10/22. BURDICK,G. NRC - No De¬ 
tailed Affiliation Given. 8pp. 59238:295-59238:302. 

-9109250166 Forwards agenda for 901105 ISLOCA research program review meeting. 
BURDICK,G. Division of Safety Issue Resolution (Post 880717). 90/10/24. 
MINNERS.W., KING.T., CUNNINGHAM,M. Office of Nuclear Regulatory Research 
(Post 860720). 110pp. 59238:303-59239:048. 

-9109250189 Discusses SECY-90-016 re ISLOCA results from multiple pressure isola¬ 
tion valve failure leading to overpressurization of low pressure piping. 

BOSNAK.RJ. Division of Engineering (Post 870413). 90/11/21. REEDY,R.F. Reedy 
Associates, Inc. 2pp. 59239:049-59239:050. 

-9109250194 Comments on NUREG CR-5604 re ISLOCA.Concludes that in order to 
multiply probabilities given in branches of event tree all values used need to be mean 

HANAN.N.A. Affiliation Not Assigned. 90/11/07. DIAB.S.S. Risk Application Branch. 
5pp. 59239:051-59239:055. 

-9109250196 Forwards rept on assessment of ISLOCA risk for Davis-Besse. 
BECKNER.W.D. Risk Application Branch. 90/12/05. ROSS.D.F. Office for Analysis & 
Evaluation of Operational Data, Director. 40pp. 59239:056-59239:095. 


9109060129 Responds to 910805 Itr re backfit appeal concerning generic Itr 87-02.De¬ 
termined that licensee need not respond to generic Itr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
91/08/28. FRIZZLE,C.D. Maine Yankee Atomic Power Co. 2pp. 59015:320- 
59015:325. 

9109090032 Forwards prioritization evaluation of Generic Issue 150, “Overpressurization 
of Containment Penetrations,” to be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/08/23. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 9pp. 59040:109- 
59040:117. 

9109090146 Approves RES to take appropriate actions to resolve Generic Issue 151, 
“Reliability of ATWS Recirculation Pump Trip in BWRs." 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/08/27. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 59040:001- 
59040:008. 

9109090169 Approves appropriate actions necessary w/current resource applications to 
resolve generic issue 24, “Automatic ECCS Switchover to Redrcuiation.” 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/07/23. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 59040:236- 
59040:243. 

9109110103 Forwards “Generic Issue Mgt Control Sys - Third Quarter FY-91 Update.” 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/08/13. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 59094:104- 
59094:256. 
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-9109110106 “Generic Issue Mat Control Sys - Third Quarter FY91 Update." 

* Office of Nuclear Regulatory Research (Post 860720). FIN A-2256. 91/07/31. 
151pp. 59094:106-59094:256. 

9109120067 Forwards audit plan to support NRC structural audit of safety-related struc¬ 
tures scheduled for wk of 911021. Activities associated w/USI A-46, “Seismic Qualifi¬ 
cation of Equipment in Operating Plante" will be discussed at meeting. 
SAMWORTH.R.B. Project Directorate 111-3. 91/09/04. FAY.C.W. Wisconsin Electric 
Power Co. 8pp. 59104:062-59104:069. 

9109120214 Responds to Generic Ltr 91-06, “Resolution of Generic Issue A-40. ’Ade¬ 
quacy of Safety-Related IX) Power Supplies,' per 10 CFR 50 .54(f).” 

SCHNELL.D.F. Union Electric Co. ULNRC-2479. 91/09/06. Document Control Branch 
(Document Control Desk). 7pp. 59305:057-59305:063. 

9109200174 Forwards appendix B to NUREG/CR-5580 re draft INEL evaluation of facili¬ 
ty for Generic Issue 57, “Effects of Fire Protection Sys Actuation on Safety-Related 
Equipment," to be forwarded to licensee for review & comments. 

BASDEKAS.D.L Division of Safety issue Resolution (Post 880717). 91/08/30. 
WILLIAMS,F. Project Directorate 1-1. Ip. 59158:287-59159:035. 

9109230193 Requests that util clearly & specifically address compliance w/requirements 
of 10CFR50.44 in Individual plant exam submittal. 

LONG.W.O. Project Directorate 111-1. TAC 49520. 91/09/11. FITZPATRICK,G. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156- 
59191:158. 

9109240343 Summary of ACRS Subcommittee on Auxiliary & Secondary Sys 910322 
meeting in Bethesda.MD re Generic Issue 57, “Effects of Fire Protection Sys..." & Ge¬ 
neric Issue 130, “Essential Svc Water Sys Failures at Multi-Unit Sites." 

MICHELSON.C. ACRS - Advisory Committee on Reactor Safeguards. 91/04/19. 
ACRS - Advisory Committee on Reactor Safeguards. 150pp. 59196:001-59196:204. 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147. 

—9109250148 Forwards 900911 memo re proposed priority ranking of generic 
issues.ACRS comment on Generic Issue 96 also end. 

BURDICK.G. Division of Safety Issue Resolution (Post 880717). 90/09/24. 
HANSON,D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). Ip. 59238:286-59238:286. 

-8906160074 Summarizes Reactor Sys Branch progress to date re intersystem LOCA 
project.Acquisition & review of ail available background matl re intersystem LOCA 
completed. 

ABELSON.H.I. Reactor Systems Branch (870411-890826). 89/0,5/15. HODGES,M.W. 
Reactor Systems Branch (870411-890826). 6pp. 59241:137-59241:142. 

-8910190055 Forwards “Interfacing Sys LOCA Research Program Statement of Work” 
for info. 

BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 89/10/06. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 30pp. 
59237:134-59237:163. 

—9109250017 Forwards “BWR Owners Group Assessment of ECCS Pressurization in 
BWRs." 

PICKENS.TA BWR Owners Group. 86/12/10. HELTEMES.C.J. Office for Analysis & 
Evaluation of Operational Data, Director. 3pp. 59236:072-59236:168. 

—9109250023 Forwards statement of work for FIN B-56999, "ISLOCA Research Pro- 

luRDICK,G.R. Division of Systems Research (Post 880717). FIN B-56999. 89/07/31. 
KNIEL.K. Reactor & Plant Safety Issues Branch. 22pp. 59236:332-59236:353. 


I&E INSPECTION AND ENFORCEMENT 


9106050125 Forwards final draft of enforcement guidance re substantial potential. 
CUNNINGHAM,LJ. Radiation Protection Branch. 91/05/15. LIEBERMAN.J. Ofc of En¬ 
forcement (Post 870413). 4pp. 59199:104-59199:109. 

-9104170027 Submits minor changes to 910329 memo on “Substantial Potential." 
Word “programmatic" should be deleted from first paragraph.Phrase “remained within 
limits of 10CFR20” in Paragraph 1 should be replaced w/ "did not exceed ..." 
YUHAS.G.P. Region 5 (Post 820201). 91/04/10. CUNNINGHAM.L.J. Radiation Protec¬ 
tion Branch. 2pp. 59199:108-59199:109. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
IEIN-91-023. 91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091- 
58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1^85.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). AEOD/E91-01. 
91/08/20. Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109030153 EN-91-051:on 910823,notice of proposed imposition of civil penalty in 
amount of $6,250 issued to licensee.Action based on violations re failure to secure 
licensed matl against unauthorized removal.Commonwealth of Puerto Rico notified. 
DELMEDICO.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-089. 91/ 
08/23. Ip. 58929:039-58929:039. 

9109040003 EN-91-050:notice of violation & proposed imposition of civil penalty in 
amount of $3,750 will be issued on 910828 re Severity Level II violations.Civil penalty 
increased from $2,500 since violations discovered by NRC not licensee. 

SANBORN,G., MARTIN,R.D. Region 4 (Post 820201). EA-91-109. 91/08/23. 2pp. 
59010:209-59010:210. 

9109040220 EN-91-050:on 910823,notice of proposed imposition of civil penalty in 
amount of $3,750 issued to licensee.Action based on 910724 insp that disclosed vio¬ 
lations of NRC requirements re hosp nuclear medicine program. 

SANBORN,G., MARTIN,R.D. Ofc of Enforcement (Post 870413). EA-91-109. 91/08/ 
13. 2pp. 58936:261-58936:262. 

9109060015 PNO-Il-91-O54:on 910823,licensee reported source disconnect while per¬ 
forming radiography & cranking 69.1 Ci lr-192 back in camera after shoLLicensee dis¬ 
continued operations & notified RSO. 

FRANKLIN,L, CLINE,W. Region 2 (Post 820201). 91/08/23. Ip. 58984:025- 
58984:025. 

9109090026 PNO-l-91 -065:on 910901,radwaste consisting of can marked UN2982,type 
A,Gd-153,0.2 Ci.bone mineral analyzer unit & other wastes found on sidewalk outside 
facility. Inspector took custody of can & returned it to secured area. 

JOHANSEN,J., OBERG.T. Region 1 (Post 820201). 91/09/03. 2pp. 59001:145- 
59001:146. 

9109100022 PNO-Il-91-O57c:on 910830.VEPCO staff finished cleaning contaminated 
concrete from acceleration lane on 1-64 West re transportation accident involving re¬ 
actor coolant pump motor. 

DECKER,T. Region 2 (Post 820201). 91/08/30. Ip. 59021:042-59021:042. 


—9109250063 Draft for comment, “Generic Issue 105 Interfacing Sys LOCA in LWR 
Task Action Ran." 

* Reactor & Plant Safety Issues Branch. 89/11/30.16pp. 59237:167-59237:184. 

—9109250083 Forwards Rev 4 to “Generic Issue 105 ISLOCA in LWRs Task Action 
Plan” for review & comment 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). TAC 71246. 90/02/ 
13. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
59237:212-59237:213. 


9109100091 PNO-Il-91-O53:on 910822,representative from State of GA RCP along w/ 
Reg II Agreement State officer conducted insp & tour decommissioned site on 
910822.Increased media interest in decommissioned site. 

CLINE,W.E. Region 2 (Post 820201). 91/08/23. Ip. 59022:090-59022:090. 

9109100120 PNO-ll-91 -057B:updates 910829 transportation accident involving reactor 
coolant pump motor.Contamination from two main lanes of 1-64 removed. 

DECKER,T. Region 2 (Post 820201). 91/08/29. Ip. 59022:182-59022:182. 


—9109250089 “Generic Issue 105 ISLOCA in LWRs Task Action Plan." 

* Reactor & Rant Safety Issues Branch. 90/02/28. 23pp. 59237:214-59237:236. 

-9109250216 Trip rept of 900221 visit to UT Water Research Lab to observe Phase I of 
nonintrusive check valve testing,per Generic Issue 105. 

PAGE.J.D. Engineering Issues Branch. 90/03/26. BAER.R.L Engineering Issues 
Branch. 200pp. 59239:097-59240:024. 

-9109250232 Forwards agenda for 891207 ACRS subcommittee meeting re Generic 
Issue 105. 

BOEHNERT.P. NRC - No Detailed Affiliation Given. 90/11/15. BURDICK.G. NRC - No 
Detailed Affiliation Given. 3pp. 59241:067-59241:069. 


9109250064 Summary of ACRS 372nd meeting on 910411-13 in Bethesda.MD re AW 
Vogtte Nuclear Power Plant.nuclear power plant license renewal,maint of nuclear 
power plants,containment design criteria & Generic Issue 130, “Essential Svc Water 


* ACRS - Advisory Committee on Reactor Safeguards. 91/09/20. ACRS - Advisory 
Committee on Reactor Safeguards. 60pp. 59212:061-59212:120. 


9109300136 Forwards amend 27 to license NPF-63 & safety evaluation. Amend revises 
Tech Specs 3Z4.4.4 re relief valves & 3/4.4.9.4 re overpressure protection sys,per ge¬ 
neric ltr 90-06 re generic issue 94. 

MOZAFARI.B.L Project Directorate 11-1. TAC 80506. 91/09/19. EURY.LW. Carolina 
Power & Light Co. 3pp. 59256:271-59256:285. 


-9109300140 Amend 27 to license NPF-63,revising Tech Specs 3/4.4.4 re relief valves 
& 3/4.4.9.4 re overpressure protection sys,per generic ltr 90-06 concerning generic 
issue 94. 

ADENSAM.EG. Project Directorate 11-1. GL-90-06. 91/09/19. 8pp. 59256:274- 
59256:281. 


9109100236 PNO-ll-91-057:on 910827,transportation accident occurred during off-site 
shipment of reactor coolant pump motor.Crate & motor substained damage & con¬ 
taminated fluid spilled. Licensee issued news release.Event being monitored. 

* Region 2 (Post 820201). 91/08/27. 2pp. 59023:324-59023:325. 

9109100283 PNO-ll-91-057A:on 910828,RCP motor involved in transportation accident 
on 910827 on interstate 64 in Newport News.VA arrived at facility.AII smear surveys of 
pump motor package & transport within required limits. 

DECKER,T. Region 2 (Post 820201). 91/08/28. 2pp. 59022:338-59022:339. 

9109100296 EN-91-052:on 910906,order suspending general license (effective immedi¬ 
ately) & termination of NRC license issued, based on intentional failure of assistant 
radiographer to conduct survey of exposure device,resulting in injury. 

CANT.G., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-012. 91/09/06. 
ip. 59095:250-59095:250. 

9109100308 EN-91-053:on 910909,order modifying license (effective immediately) & 
demand for info issued based on apparent lack of control of licensed activities & de¬ 
liberate use of untrained individual as radiographer assistant 

CANT.G., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-085. 91/09/09. 
ip. 59095:251-59095:251. 

9109110032 PNO-IV-91-022:on 910905,well logging source lost from truck while enroute 
from Ardmore,OK to Houston,TX.Source contained 2 ci of Cs-137.Source recovered 
on 910905 by licensee representatives. 

DODA.R..Region 4 (Post 820201). 91/09/06. Ip. 59053:204-59053:204. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 
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9109110057 PNO-IV-91-023:on 910906,radiography camera reported missing from li¬ 
censee truck while traveling from northwest side of Houston,TX to location on east 
side. 

DODA.R. Region 4 (Post 820201). 91/09/06. Ip. 59053:280-59053:280. 

9109120018 Forwards biweekly listing of generic communications being considered or 
under development by NRC including,bulletins, info notices & generic Itrs. 
BERUNGER.C.H. Generic Communications Branch. 91/09/04. WAGNER.P. Institute 
of Nuclear Power Operations. 6pp. 59104:026-59104:031. 

9109130115 PNO-IV-91-024:Delta County Memorial Hosp received Tc generator w/con¬ 
tamination on external surface of shipping container.No removable contamination 
noted.DuPont & DOT informed of incident.State of CO investigating. 

DODA.R.J. Region 4 (Post 820201). 91/09/10. Ip. 59113:051-59113:051. 

9109160004 PNO-ll-91 -060:on 910907,Unit 2 shut down in order to troubleshoot & 
repair problems re control rod that dropped on 910814 & 23.Caused by blown 
fuses.Root cause not determined.Unit restart scheduled for 910913. 

FREDRICKSON,P. Region 2 (Post 820201). 91/09/09. Ip. 59096:272-59096:272. 

9109160005 PNO-ll-91-058:on 910902,Brunswick Unit 1 shutdown to facilitate LLRT of 
primary containment isolation valve 1-G31-F001,inboard RWCUS isolation valve. 
CHRISTENSEN,H. Region 2 (Post 820201). 91/09/04. Ip. 59096:273-59096:273. 

9109160134 PNO-ll-91-059:on 910905,employee received small puncture wound to left 
thumb while working in decontamination & vol reduction facility.lndividual administered 
inhalation chelation therapy. 

CLINE.W. Region 2 (Post 820201). 91/09/05. Ip. 59097:244-59097:244. 

9109160202 PNO-V-91-020:on 910906,woman,four months pregnant,fainted while work¬ 
ing in contractor trailer outside facility. Emergency team responded & ambulance 
dispatched,but woman died on way to hosp.Cause of death unknown. 

JOHNSON.P., SORENSEN,C. Region 5 (Post 820201). 91/09/06. Ip. 59098:246- 
59098:246. 


9109270064 PNO-Ill-91-O37:on 910918,main steam line pressure increased from ap¬ 
proximately 980 lb psi to 1,018 psi,as result of malfunction of 2B inboard main steam 
isolation valve. Licensee has added addl staff to operating crew. 

BURGESS,B., SHAFER,W. Region 3 (Post 820201). 91/09/20. 2pp. 59216:313- 
59216:314. 

9109270069 PNO-V-91-022:on 910917,earthquake occurred, causing ground motion that 
was felt in administration & auxiliary bldgs.No adverse effect on facility observed.State 
& local officials notified. 

MORRILL.P. Region 5 (Post 820201). 91/09/17. Ip. 59216:316-59216:316. 

9109300011 PNO-IV-91-028:on 910923,loss of power to 13.8 kv nonemergency 
bus.PAOl occurred.Loss of power resulted in two RCPs tripping & loss of circulating 
water pump & svc air to spent fuel pool.SFP water level & cooling restored. 

JONES,W.B. Region 4 (Post 820201). 91/09/24. 3pp. 59225:033-59225:035. 

9109300026 PNO-IV-91 -029:on 910924,during work on rupture disk downstream of relief 
valve from number 5 cleanup reactor cold trap,workers encountered solidified 
UF6.Workers wore appropriate protective clothing. 

VASQUEZ.G.M. Region 4 (Post 820201). 91/09/24. 2pp. 59225:043-59225:044. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

9109270096 Provides invitation to attend power reactor operator license examiners/ 
training manager meeting on 911106-07 to provide forum for discussion of various 
topics & issues re operator licensing function. 

HODGES,M.W. Region 1 (Post 820201). 91/09/19. GUILFOIl,T. Sonalysts, Inc. 5pp. 
59216:356-59216:360. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


9109160205 PNO-ll-91-061 :on 910907,licensee discovered that improper flow adjust¬ 
ment was made to LPSW that cools decay heat (RHR) cooler,which was shutdown for 
refueling.Fuel transfer canal drained. 

BELISLE.G.A. Region 2 (Post 820201). 91/09/09. Ip. 59098:247-59098:247. 


9106140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985." 
Svc list enci. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). AEOD/E91-01. 
91/08/20. Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 


9109190044 PNO-IV-91-026:on 910912,informs of licensee controlled shutdown due to 
station battery inoperability.Plant currently in mode 3.State plans to issue press re¬ 
lease & inform States of NE & IA. 

HARRELL,P. Region 4 (Post 820201). 91/09/13. 3pp. 59134:001-59134:003. 

9109190084 PNO-IV-91-025:on 910912,Air Force radioisotope committee notified region 
IV that 50 Ci tritium light source had been dislodged & lost from air craft during refuel¬ 
ing over desert area of Edwards Air Force B@se.No press release. 

FISHER.W.L Region 4 (Post 820201). 91/09/12. 2pp. 59134:089-59134:090. 

9109200226 EN-91-054:on 910916,notice of proposed imposition of civil penalty in 
amount of $1,000 will be issued,based on loss of 25 mCi Cs-137 sealed source for 
density/level gauge.Penalty mitigated by 50% based on licensee corrective actions. 
PEDERSON,C,D„ DAVIS,A.B. Region 3 (Post 820201). EA-91-112. 91/09/11. Ip. 
59156:175-59156:175. 

9109230114 EN-91-018A:on 910911 .notice of proposed imposition of civil penalty in 
amount of $8,750 issued to licensee based on failure to monitor amounts of licensed 
mat! possessed by Univ. 

DELMEDICO.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-001. 91/ 
09/11. Ip. 59195:155-59195:155. 

9109240078 PNO-IV-91-027:on 910911,failure of package shielding during shipment of 
sealed source containing 100 mCi Cs-137.Source arrived w/o padlock.Inspectors cur¬ 
rently investigating incident to determine if radiation exposure occurred. 

DODA.R.J. Region 4 (Post 820201). 91/09/17. Ip. 59182:261-59182:261. 


9109030150 Forwards response to H Myers request re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER.G. House of Rep. 3pp. 
58937:319-58937:321. 

9109030161 Forwards clarification of reporting requirements for BWR stability 
analyses,per SER (NUREG-1048).Incorporation of requirements into Tech Specs has 
relieved util of previous analysis & reporting requirements in SER. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N91097. 91/08/ 
20. Document Control Branch (Document Control Desk). 5pp. 58951:286-58951:290. 

9109040013 Discusses newly published NRC rule which affects manner in which data 
transferred from nuclear power plants to NRC operations ctr during accidents classi¬ 
fied as ALERT or higher.Emergency response data sys meeting scheduled. 

MARTIN,J.B. NRC - No Detailed Affiliation Given. 91/08/26. CROSS,J.E. Portland 
General Electric Co. 3pp. 58935:031-58935:033. 

9109040181 Discusses review of facility emergency action levels. Concludes that pro¬ 
posed rev appear to meet intent of NUREG-0654 & adequate. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 58996:333-58996:335. 

9109040208 Forwards exam rept 50-341 /OL-91 -01 on 910805-09.Program rating satis¬ 
factory 

MILLER,H.J. Region 3 (Post 820201). 91/08/30. ORSER.W.S. Detroit Edison Co. 2pp. 
58936:239-58936:253. 


9109240081 PNO-I-91-O66:on 910912,licensee discovered that cable suspending jet 
pump assembly stored In spent fuel pool broke.Caused by jet pump assembly falling 
between 3 & 6 ft. Jet pump assembly removed & properly positioned in place. 
LYASH.J., DOERFLEIN.L. Region 1 (Post 820201). 91/09/13. 2pp. 59173:200- 
59173:201. 


9109240106 PNO-V-91 -021 :on 910914,automatic reactor trip,closing of main steam & 
feedwater isolation valves & eventual plant shutdown occurred.Cause 
unknown. Reactor remains shutdown in mode 3 while attempting to cool down to 
mode 5. 

SLOAN,J., WONG.H. Region 5 (Post 820201). 91/09/16. 2pp. 59182:278-59182:279. 

9109240186 PNO-IV-91-025A:updates info on 910912 loss of tritium light source,lost 
from KC-10 aircraft over Edwards Air Force Base. US Air Force plans to remove 
sources from another aircraft & delay placement of other sources until review con¬ 
ducted. 

* Region 4 (Post 820201). 91/09/16. 2pp. 59183:047-59183:048. 

9109240208 PNO-ll-91-062:on 910912,Unit 2 commenced controlled shutdown from 
100% power at rate of 5% per hr due to inoperable emergency diesel generator 
2A.Generator 2A taken out of svc for repairs & to determine cause of high lube oil sys 

mIlCeR.W.H. Region 2 (Post 820201). 91/09/12. Ip. 59183:087-59183:087. 


9109240233 PNO-I-91-O67:on 910917,well logging source shipped by licensee from 
temporary job site in Hungtington.WV to ofc in Newark.DE became separated from 
shielded transportation container during shipment. 

DWYER,J., JOUSTRA.J. Region 1 (Post 820201). 91/09/17. 2pp. 59183:321- 
59183:322. 


9109240300 PNO-I-91-O68:on 910918,NRC released util from confirmatory action Itr al¬ 
lowing facility restartConcludes that util have taken sufficient actions to address unin- 

1 (Post 82020,,. 81/09/18. 2pp. 58184:223- 

59184:224. 


9109240319 PNO-ll-91-062A:on 910911 DG 2A tripped on high lubrication oil sys temp 
w/engine overpressurized resulting in crankcase relief ports being opened & on 
910912 unit 2 taken off line to perform engine repairs.Unit to return to line on 910921. 
MILLER,W.H. Region 2 (Post 820201). 91/09/17. 2pp. 59184:274-59184:275. 


-9109040221 Exam rept 50-341/OL-91-01 on 910805-09.Exam results:all operators 
passed written & JPM portions of exam. 

DOORNBOS.R.L., PETERSON,H., JORDAN,M.J. Region 3 (Post 820201). 91/08/27. 
13pp. 58936:241-58936:253. 

9109040327 Forwards request for addl info re NUREG-0737 Item II.F.1, “Sampling & 
Analysis of Plant Effluents.” 

THOMPSON,C.M. Project Directorate V. TAC 80570. 91/08/22. CONWAY,W.F. Arizo¬ 
na Public Service Co. (formerly Arizona Nuclear Power Project). 4pp. 58981:266- 
58981:269. 

9109040395 Submits comments on backfitting implications concerning generic Itr re indi¬ 
vidual plant exam of external events for severe accident vulnerabilities. 

REYNOLDS,N.S. Winston & Strawn. REYNOLDS,N.S. Nuclear Utility Backfitting & 
Reform Group. 90/10/09. BECKJORD.E.S. Office of Nuclear Regulatory Research 
(Post 860720). 2pp. 59009:141-59009:151. 

-9109040416 Submits comments on proposed generic Itr re individual plant exam for 
external events. 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. 90/04/13. JORDAN.E.L. Office 
for Analysis & Evaluation of Operational Data, Director. 7pp. 59009:143-59009:149. 

9109040443 Forwards proposed FR notice re ACRS subcommittee on extreme external 
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic 
program. 

ROOD.H. Project Directorate V. 91 /08/21. SHIFFER.J.D. Pacific Gas & Electric Co. 
5pp. 58981:248-58981:254. 

9109050256 NUREG/CR-2000 VI0 N7 LICENSEE EVENT REPORT (LER) 
COMPILATION.For Month Of July 1991. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 91/08/31. Office for 
Analysis & Evaluation of Operational Data, Director. 75pp. 58989:204-58989:280. 

9109050259 NUREG/CR-5606 A REVIEW OF THE SOUTH TEXAS PROJECT PROB¬ 
ABILISTIC SAFETY ANALYSIS FOR ACCIDENT FREQUENCY ESTIMATES AND 
CONTAINMENT BINNING. 

WHEELER,T.A., LAMBRIGHT.J.A. Sandia National Laboratories. DARBY,J.L Science 
& Engineering Associates, Inc. FIN L-1211. SAND90-1970. 91/08/31. Division of Sys¬ 
tems Research (Post 880717). 350pp. 58989:281-58990:265. 
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§109050265 NUREG/BR-0018 R07 THE HONOR LAW GRADUATE PROGRAM. 

* Office of the General Counsel (Post 860701). 91/09/05. 14pp. 58989:185- 
58989:203. 

9109050275 NUREG-0750 V33 N05 NUCLEAR REGULATORY COMMISSION IS¬ 
SUANCES FOR MAY 1991 .Pages 295-459. 

* Division of Freedom of Information & Publications Services (Post 890205). 91/08/ 
31. 164pp. 58989:011-58989:184. 

9109050260 NUREG/CR-5761 AUXILIARY FEEDWATER SYSTEM RISK-BASED IN¬ 
SPECTION GUIDE FOR THE SALEM NUCLEAR POWER PLANT. 

PUGH.R., QORE.B.F., VO.T.V. Batteile Memorial Institute, Pacific Northwest Laborato¬ 
ry. FIN L-1310. PNL-7518. 91/08/31. Division of Radiation Protection & Emergency 
Preparedness (Post 870411). 34pp. 58988:336-58989:010. 

9109050285 NUREG/CR-5763 AUXILIARY FEEDWATER SYSTEM RISK-BASED IN¬ 
SPECTION GUIDE FOR THE CALLAWAY NUCLEAR POWER PLANT. 

MOFFITT.N.E., GORE.B.F., VO.T.V. Batteile Memorial Institute, Pacific Northwest Lab¬ 
oratory. FIN L-1310. PNL-7725. 91/08/31. Division of Radiation Protection & Emer¬ 
gency Preparedness (Post 870411). 34pp. 58988:300-58988:335. 

9109050292 NUREG/CR-5758 V01 FITNESS FOR DUTY IN THE NUCLEAR POWER 
INDUSTRY.Annual Summary Of Program Performance Reports.CY 1990. 

DURBIN,N., MURPHY,S., FLEMING,!. Batteile Human Affairs Research Centers. PNL- 
7736. 91/08/31. Division of Reactor Inspection 8 Safeguards (Post 870411). 67pp. 
58988:230-58988:299. 

9109050303 NUREG-1272 V05 N02 OFFICE FOR ANALYSIS AND EVALUATION OF 
OPERATIONAL DATA.1990 Annual Report - Nonreactors. 

* Office for Analysis & Evaluation of Operational Data, Director. 91/07/31. 112pp. 
58988:134-58988:229. 

9109050304 NUREG-0020 VI5 LICENSED OPERATING REACTORS STATUS SUMMA¬ 
RY REPORT.Data As Of December 31,1990.(Gray Book I) 

HARTFIELD.R.A. Division of Computer & Telecommunications Services (Post 
890205). 91/08/31. 375pp. 58987:142-58988:133. 

9109050321 NUREG-0540 V13 N06 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. June 1-30, 1991. 

* Division of Freedom of Information 8 Publications Services (Post 890205). 91 /08/ 
31. 350pp. 58986:187-58987:141. 

9109050327 NUREG-0936 VI0 N02 NRC REGULATORY AGENDA. Quarterly 

Report, April-June 1991. 

* Division of Freedom of Information 8 Publications Sendees (Post 890205). 91/08/ 
31. 150pp. 58986:033-58986:186. 

9109050330 NUREG-0940 V10 N02 ENFORCEMENT ACTIONS: SIGNIFICANT AC¬ 
TIONS RESOLVED.Quarteriy Progress Report,April-June 1991. 

* Ofc of Enforcement (Post 870413). 91/07/31. 400pp. 58985:001-58986:032. 

9109060020 Advises that requalification program evaluation scheduled for wk of 
911202.Ref mat! requirements end. 

WRIGHT.G.C. Region 3 (Post 820201). 91/08/22. ORSER.W.S. Detroit Edison Co. 
10pp. 58984:026-58984:035. 

9109060129 Responds to 910805 Itr re backfrt appeal concerning generic Itr 87-02. De¬ 
termined that licensee need not respond to generic Itr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
91/08/28. FRIZZLE.C.D. Maine Yankee Atomic Power Co. 2pp. 59015:320- 
59015:325. 

9109090032 Forwards prioritization evaluation of Generic Issue 150, ‘'Overpressurization 
of Containment Penetrations,” to be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/08/23. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 9pp. 59040:109- 
59040:117. 

9109060038 Forwards amends 152 & 142 to licenses DPR-77 & DPR-79, respectively & 
SE & notice of partial denial of amend.Amends change TS to incorporate overtime 
limit guidance provided in generic Itr 82-16. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). TAC 79301. 91/08/22. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 
59040:118-59040:162. 

-9109090043 Safety evaluation supporting amends 152 & 142 to licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-16. 91/06/22. 
5pp. 59040:156-59040:160. 

9109090137 Forwards requested info re radwaste program.including "Working Draft #3 
of 40CFR191” & NUREG/CR-5737, “Hydrogeologic Performance Assessment Analy¬ 
sis of Commercial Low-Level Radwaste Disposal Faciltiy Near West Valley,NY." 
LINEHAN.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 91 /09/04. LEWIS,M. Affiliation Not Assigned. Ip. 59261:013-59281:017. 

-9109300195 Requests NUREG/CR-5737. 

LEWIS,M. Affiliation Not Assigned. 91/08/06. BERNERO.R. Office of Nuclear Material 
Safety & Safeguards. 2pp. 59281:016-59281:017. 

9109090146 Approves RES to take appropriate actions to resolve Generic Issue 151, 
“Reliability of ATWS Recirculation Pump Trip in BWRs.” 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/08/27. 
MINNERS.W. Division of Safety issue Resolution (Post 880717). 8pp. 59040:001- 
59040:008. 

9109090169 Approves appropriate actions necessary w/current resource applications to 
resolve generic issue 24, “Automatic ECCS Switchover to Recirculation." 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/07/23. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 59040:236- 
59040:243. 

9109100142 Confirms schedule for requalification program evaluation to be wk of 
920120-27. Forwards ref matl requirements,procedures on administration of exams & 
NRC rules & guidance for examinees. 

WRIGHT.G.C. Region 3 (Post 820201). 91/09/04. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 10pp. 59022:235-59022:244. 


9109100173 Advises that administration of written & operating exams scheduled for 
911021. Ref matts listed on end should be provided by 910821. 

PEEBLES,TA Region 2 (Post 820201). 91/08/12. TUCKMAN.M.S. Duke Power Co. 
13pp. 59023:066-59023:078. 

9109100265 Confirms arrangements for evaluation of requalification program,scheduled 
for wks of 920127 & 02031=101 matte requirements end. 

WRIGHT,G.C. Region 3 (Post 820201). 91/09/04. REED.C. Commonwealth Edison 
Co. 9pp. 59022:311-59022:320. 

9109100333 NUREG-0980 V02 N01 NUCLEAR REGULATORY LEGISLATIONS 01st 

«\f the General Counsel (Post 860701). 91/06/30. 435pp. 59052:065- 
59053:147. 

9109110004 Forwards agenda & list of topics to be covered in 911008-09 meeting re 
Aug 1991 NRC rule that affects manner in which data will be transmitted during emer¬ 
gency classifications. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.LR. Northern States 
Power Co. 4pp. 59053:161-59053:164. 

9109110006 Advises of meeting w/emergency response data sys project officer & li¬ 
censees in Region III ofc on 911008.Topics & agenda end. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. ELIASON.LR. Northern States 
Power Co. 4pp. 59053:165-59053:168. 

9109110011 Advises of emergency response data sys meetings on 911008-09 in 
Region III ofc to assist licensees to efficiently conduct site visits during which site spe¬ 
cific implementation issues can be dtecussed.Summary of each day agenda & topics 
end. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. LYSTER.M.D. Cleveland Electric 
Illuminating Co. 4pp. 59053:169-59053:172. 

9109110015 Forwards agenda & listed topics to be discussed at 911008-09 emergency 
response data sys meeting in Region Hi ofc to assist licensee to more efficiently con¬ 
duct site visits. 

NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. PERRY.J.S. Illinois Power Co. 
4pp. 59053:188-50053:191. 

9109110016 Advises of emergency response data sys meeting on 911008-09 in Region 
III ofc to assist licensee to efficiently conduct site visits during which site specific im¬ 
plementation issues can be dtecussed.Summary of each day agenda & topics end. 
NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. FITZPATRICK,E. Indiana Michi¬ 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 59053:192-59053:195. 

9109110023 Advises of emergency response data sys meeting on 911008-09 in Region 
III ofc to assist licensees to efficiently conduct site visits during which site specific im¬ 
plementation issues can be dtecussed.Summary of each day agenda & topics end. 
NORELIUS.C.E. Region 3 (Post 820201). 91/08/30. SCHNELL.D.F. Union Electric Co. 
4pp. 59053:196-59053:199. 

9109120164 Forwards order revoking CP for Unit 2,EA & finding of no significant 
impact,published in FR & NRC evaluation of licensee request for cancellation. 
QUAY.f.R. Project Directorate IV-1. TAC 79324. 91/08/21. COTTLE.W.T. Entergy Op¬ 
erations, Inc. 6pp. 59087:057-59087:071. 

9109130062 FOIA request for documents that provide info on stated NUREG that refers 
to “books of TS interpretations already performed at paints.” 

WILUAMS.O.G. JRA Associates. OGW-91-071. 91/04/19. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 59135:125- 
59135:125. 

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books 
of TS Interpretations Already Performed at Plants.” Forwards documents listed in app 

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/27. WILUAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267. 

—8909160015 Discusses Tech Spec requirements for dedicated standby shutdown sys 
(SSS) used to meet App R requirements.Tech Specs not required for SSS.NUREG- 
0452 guidance used. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-88-20. 89/ 
09/06. LAINAS.G.L Assistant Director for Region II Reactors. 2pp. 59135:179- 
59135:180. 

9109160001 Forwards Exam Rept 50-416/91-301 of exam administered during wk of 
910722. 

PEEBLES.TA Redon 2 (Post 820201). 91/09/05. COTTLE,W.T. Entergy Operations, 
Inc. 3pp. 59096:002-59096:267. 

-9109160242 Forwards comments re exam administered on 910722-24 for use. 

, COTTLE,W.T. Entergy Operations, Inc. GNRO-91/00133. 91/07/24. EBNETER.S.D. 
Region 2 (Post 820201). 13pp. 59098:255-59096:267. 

9109160015 Forwards agenda for 911015 session re 10CFR50 rule that affects manner 
in which data is passed during accidents on emergency classifications. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 59096:302-59096:306. 

9109160019 Forwards agenda for 911015 session on 10CFR50 rule that affects manner 
in which data is passed during accidents re emergency classifications. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 5pp. 59096:347-59096:351. 

9109100022 Forwards agenda for 911017 session on 10CFR50 rule which affects 
manner in which data is passed during accidents re emergency classifications. 
KNAPP.M.R. Region 1 (Post 820201). 91/08/29. THAYER.J.K. Yankee Atomic Elec¬ 
tric Co. 6pp. 59096:352-59096:357. 

9109160105 Informs of 911017 emergency response data sys meeting to discuss new 
rule published in 10CFR50 re data transmittal. Daily agenda end. 

KNAPP,M.R. Region 1 (Post 820201). 91/08/29. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 7pp. 59098:049-59098:055. 
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9109160120 Informs of 911016 emergency response data sys meeting to discuss new 
rule published in 10CFR50 re data transmittal. Daily agenda end. 

KNAPP.M.R. Region 1 (Post 820201). 91/08/29. RUSSELL,J.E. Power Authority of 
the State of New York (New York Power Authority). 6pp. 59097:245-59097:249. 

9109160201 Withdraws request for review of draft NUREG/CR-5754, “BWR Internals 
Aging Degradation Study - Phase I Rept.” Internal NRC review identified areas in rept 
that need to be revised. 

FARMER,W.S. Electrical & Mechanical Engineering Branch (Post 880717). 91/08/21. 
CAREY,J. Electric Power Research Institute. 2pp. 59118:078-59118:079. 

9109160315 Resolves apparent discrepancies between description of mods pertaining 
to NUREG-0737,item II.E.4.2.7 & actual installed configuration. 

FLOYD,S.D. Carolina Power & Light Co. NLS-91 -002. 91/09/09. Document Control 
Branch (Document Control Desk). 2pp. 59115:355-59115:356. 

9109170120 Forwards BWR Owners Group comments on bases for Section 3.3, “Instru¬ 
mentation” of draft NUREG-1433 & NUREG-1434. 

BINZ.R.D. BWR Owners Group. BWROG-91123. 91/08/29. MEYER,D.L. Regulatory 
Publications Branch. 750pp. 59122:001-59124:331. 

9109170179 Forwards nonproprietary WCAP-13049-A & proprietary WCAP-12330-A, 
“Improved THINC-IV Modeling for PWR Core Design," per NUREG-0390.Proprietary 
WCAP-12330-A withheld (ref 10CFR9.5(4)).Repts copyrighted. 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3617. 91/08/14. JONES,R.C. 
Reactor Systems Branch. 2pp. 59127:145-59127:251. 

9109170218 Forwards requalification exam rept 50-286/91-160L administered during 
wk of 910729.Program assigned overall rating of satisfactory,per NUREG-1021. 
BETTENHAUSEN,L. Region 1 (Post 820201). 91/08/30. RUSSELL,J.E. Power Author¬ 
ity of the State of New York (New York Power Authority). 3pp. 59110:065-59110:078. 

9109170245 Monthly operating repts for Aug 1991 for Turkey Point Units 3 & 4.W/ 
910911 Itr. 

TIERNEY,R.A., PLUNKETT,T.F. Florida Power & Light Co. L-91-245. 91/08/31. 9pp. 
59121:084-59121:092. 

9109180059 Rev 0 to rev & approval summary to App I, “NUREG-0654 Crossconfer¬ 
ence." 

DAWSON,M. Consumers Power Co. 91/09/06. 3pp. 59136:298-59136:300. 

9109180162 Forwards safety evaluation supporting facility microbiologically induced cor¬ 
rosion special program. 

TAM.P.S. Project Directorate IV-2. TAC 63650. 91/09/13. NAUMAN.D.A. Tennessee 
Valley Authority. 3pp. 59133:343-59133:350. 

9109200140 Advises that util 910820 submittal re licensee interpretation of reporting re¬ 
quirements for thermal hydraulic stability acceptable,per Bulletin 88-07. 

DEMBEK.S. Assistant Director for Region I Reactors. IEB-88-007. 91/09/16. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 3pp. 
59156:266-59156:268. 

9109200174 Forwards appendix B to NUREG/CR-5580 re draft INEL evaluation of facili¬ 
ty for Generic Issue 57, “Effects of Fire Protection Sys Actuation on Safety-Related 
Equipment,” to be forwarded to licensee for review & comments. 

BASDEKAS.D.L. Division of Safety Issue Resolution (Post 880717). 91/08/30. 
WILLIAMS.F. Project Directorate 1-1. Ip. 59158:287-59159:035. 

-9109200287 Forwards draft app B to NUREG/CR-5580 for transmittal to licensee for 
review & comments. 

MACDONALD,P.E. Idaho National Engineering Laboratory. FIN L-1220. 91/08/30. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 105pp. 59158:289- 
59159:035. 

9109200285 Forwards “Supplemental Calculations for GI-130 Multi-Unit ESW Sys,” Itr 
rept for Jul 1991. 

PRATT,W.T. Brookhaven National Laboratory. FIN A-3971. 91/07/29. KNIEL.K. Reac¬ 
tor & Plant Safety Issues Branch. Ip. 59171:239-59172:057. 

-9109200291 “Supplemental Calculations for GI-130 Multi-Unit ESW Sys,” Itr rept for 
Jul 1991. 

* Brookhaven National Laboratory. 91/07/31. 100pp. 59171:241-59172:057. 


-9109250153 Forwards NRC Form 426A for NUREG CR-5603, “Pressure- Dependent 
Fragilities for Piping Components - Pilot Study on Davis-Besse Nuclear Power Sta¬ 
tion.” W/o end. 

CLAFLIN.D.J. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.DJ. Idaho National 
Engineering Laboratory. DJC-162-90. 90/10/01. BURDICK,G.R. Office of Nuclear 
Regulatory Research (Post 860720). Ip. 59238:287-59238:287. 

-9011080004 Submits comments on draft NUREG/CR-5604, “Assessment of ISLOCA 
Risks - Methodology & Application:Davi$ Besse.” 

WERMIEL.J.S. Human Factors Assessment Branch. 90/10/31. BECKNER.W.D. Risk 
Application Branch. 5pp. 59241:086-59241:090. 

-9109250184 Comments on draft NUREG CR-5604, “Assessment of ISLOCA Risks - 
Methodology & Application:Davis-Besse Nuclear Station.” 

LOIS.E. NRC - No Detailed Affiliation Given. 90/10/22. BURDICK,G. NRC - No De¬ 
tailed Affiliation Given. 8pp. 59238:295-59238:302. 

-9109250194 Comments on NUREG CR-5604 re iSLOCA.Concludes that in order to 
multiply probabilities given in branches of event tree all values used need to be mean 
v&luos 

HANAN.N.A. Affiliation Not Assigned. 90/11/07. DIAB.S.S. Risk Application Branch. 
5pp. 59239:051-59239:055. 

9109260104 Provides response to 910910 request for addl info re review of SAR update 
request.Result compared w/data from NUREG-0851 for Ar-41 total body dose. 

SMITH,D.B. Interior, Dept, of. Geological Survey. 91/09/19. Document Control Branch 
(Document Control Desk). 11pp. 59217:228-59217:238. 

9109260141 Forwards safety evaluation accepting licensee revised control room habit¬ 
ability assessments of 1987,per NUREG-0737,ltem III.D.3.4. 

CUNNINGHAM,L.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). TAC 69847. 91/06/13. BARRETT,R.J. Project Directorate 111-2. 3pp. 
59209:231-59209:258. 

9109300062 NUREG/CR-4674 VI3 PRECURSORS TO POTENTIAL SEVERE CORE 
DAMAGE ACCIDENTS:1990 A STATUS REPORT.Main Report And Appendix A. 
MINARICK.J.W. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). CLETCHER.J.W. Professional Analysis, Inc. COPINGER,D.A. Oak Ridge 
National Laboratory. FIN B-0435. ORNL/NOAC-232. 91/08/31. Division of Safety Pro¬ 
grams (Post 870413). 200pp. 59227:001-59227:180. 

9109300064 NU REG-1440 DR FT FC REGULATORY ANALYSIS OF PROPOSED 
AMENDMENTS TO REGULATIONS CONCERNING THE ENVIRONMENTAL REVIEW 
FOR RENEWAL OF NUCLEAR POWER PLANT OPERATING LICENSES.Draft Report 
For Comment 

* Division of Safety Issue Resolution (Post 880717). 91/08/31. 33pp. 59256:188- 
59256:222. 

9109300073 NUREG-1429 DR FT FC ENVIRONMENTAL STANDARD REVIEW PLAN 
FOR THE REVIEW OF LICENSE RENEWAL APPLICATIONS FOR NUCLEAR 
POWER PLANTS.Draft Report For Comment. 

* Division of Advanced Reactors & Special Projects (Post 901216). 91/08/31. 100pp. 
59227:215-59227:311. 

9109300085 NUREG/CR-4674 V14 PRECURSORS TO POTENTIAL SEVERE CORE 
DAMAGE ACCIDENTS:1990 A STATUS REPORT.Appendixes B And C. 
MINARICK.J.W. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). CLETCHER.J.W. Professional Analysis, Inc. COPINGtR.D.A. Oak Ridge 
National Laboratory. FIN B-0435. ORNL/NOAC-232. 91/08/31. Division of Safety Pro¬ 
grams (Post 870413). 500pp. 59227:312-59229:084. 

9109300088 NUREG-1437 VI DRF FC GENERIC ENVIRONMENTAL IMPACT STATE¬ 
MENT FOR LICENSE RENEWAL OF NUCLEAR PLANTS.Main Report.Draft Report 
For Comment 

* Division of Safety Issue Resolution (Post 880717). 91/08/31. 550pp. 59229:085- 
59230:283. 

9109300090 NUREG-1437 V2 DRF FC GENERIC ENVIRONMENTAL IMPACT STATE¬ 
MENT FOR LICENSE RENEWAL OF NUCLEAR PLANTS.Appendices.Draft Report 
For Comment. 

* Division of Safety Issue Resolution (Post 880717). 91/08/31. 550pp. 59230:284- 
59232:206. 


9109230008 Forwards safety evaluation accepting util 910119 submittal of status of 
three previously-identified open items on ICCI sys,including emergency procedures 6 
operator training.ICCI sys in compliance w/ltem li.F.2 of NUREG-0737 & acceptable. 
TROTTIER.E.H. Project Directorate 1-3. TAC 74131. 91/09/11. FRIZZLE,C.D. Maine 
Yankee Atomic Power Co. 2pp. 59191:238-59191:242. 


-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for 
implementation,since utii ICCI sys in compliance w/ NUREG-0737,Item II.F.2 & gener¬ 
ic Itr 83-37 requirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-37. 91/09/11. 
3pp. 59191:240-59191:242. 


9109230193 Requests that util clearly & specifically address compliance w/requirements 
of 10CFR50.44 in individual plant exam submittal. 

LONG.W.O. Project Directorate 111-1. TAC 49520. 91/09/11. FITZPATRICK,G. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156- 
59191:158. 


9109240031 Forwards ref matl requirements in preparation for requalification program 
evaluation visit scheduled for wks of 920120 & 0210. 

CONTE,R.J. Region 1 (Post 820201). 91/09/10. SMITH,D.M. Philadelphia Electric Co. 
10pp. 59182:177-59182:186. 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS,O. JRA Associates. 18pp. 59236:042-59242:147. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 

9005150319 Discusses applicability of 10CFR20.203(c) for licensees w/ high radiation 
area access Tech Specs.STS does not supersede provisions in 10CFR20.203(c). 
CUNNINGHAM,LJ. Radiation Protection Branch. 90/05/09. BELLAMY,R.R. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). Ip. 59215:289-59215:289. 

9102080055 Discusses clarification of Generic Ltr 81-38, “...Low Level Radwastes at 
Power Reactor Sites” concerning nuclear power reactor licensees required to limit 
storage time for radioactive waste to five yrs or less. 

CUNNINGHAM,L.J. Risk Application Branch. GL-81-38. 91/01/31. KNAPP.M.R. 
Region 1 (Post 820201). 2pp. 59199:119-59199:124. 

-9102080312 Forwards Itr to C Monaco reflecting Commission position on long-term 
onsite storage of low-level radwaste. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 90/07/23. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 59199:121- 
59199:124. 

9103200215 Responds to questions raised re regulatory position concerning assess¬ 
ment of exposure from licensed matl that appear to have resulted from ingestion 
rather than from inhalation. 

CUNNINGHAM,LJ. Radiation Protection Branch. 91/01/31. JOYNER,J.H. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). 4pp. 59199:100-59199:103. 


-9109250168 Forwards NUREG CR-5602, “Pressure-Dependent Fragilities for Piping 
Components - Pilot Study on Davis-Besse Nuclear Power Station.” W/o end. 
CLAFLIN.DJ. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.D.J. Idaho National 
Engineering Laboratory. DJC-163-90. 90/10/01. RESNER.J.A. Division of Freedom of 
Information & Publications Services (Post 890205). 5pp. 59238:288-59238:292. 


9106070290 Clarifies NRC position on controlling of beam ports,themal columns & flux 
traps as high radiation areas. 

CUNNINGHAM,LJ. Radiation Protection Branch. 91/05/31. JOYNER,J.H. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). 4pp. 59199:112-59199:115. 
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9108080105 Forwards health physics position on access control for high radiation areas 
at nuclear power plants. 

CUNNINGHAM,LJ. Radiation Protection Branch. 91/08/02. JOYNER,J.H. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). 3pp. 59199:116-59199:118. 

9108090210 NRC Info Notice 91-049, “Enforcement of Safety Requirements for Radio¬ 
graphers.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
IEIN-91-023. 91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091- 
58923:159. 

9108140097 NRC Info Notice 91-050, “Review of Water Hammer Events After 1985.” 
Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). AEOD/E91-01. 
91/08/20. Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090. 

9108140275 NRC Info Notice 91-051, “Inadequate Fuse Control Programs." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/08/20. 
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177. 

9109040395 Submits comments on backfitting implications concerning generic Itr re indi¬ 
vidual plant exam of external events for severe accident vulnerabilities. 
REYNOLDS.N.S. Winston & Strawn. REYNOLDS,N.S. Nuclear Utility Backfitting & 
Reform Group. 90/10/09. BECKJORD.E.S. Office of Nuclear Regulatory Research 
(Post 860720). 2pp. 59009:141-59009:151. 

-9109040416 Submits comments on proposed generic Itr re individual plant exam for 
external events 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. 90/04/13. JORDAN,E.L. Office 
for Analysis & Evaluation of Operational Data, Director. 7pp. 59009:143-59009:149. 

-9109040444 Discusses 900615 briefing on proposed individual plant examination for 
external events & issuing generic Itr as info request rather than backfit under section 
50.109. 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. 90/06/20. CARR.K.M., 
CURTISS,J.R., REMICK.F.J. Commissioners (Post 750119). 2pp. 59009:150- 
59009:151. 

9109050067 Agrees w/910707 Itr re maintaining continuing relationship w/Professional 
Reactor Operator Sodety & OL Branch will benefit both organizations in making future 
dedsions on training & exam programs. 

ROE.J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 91/ 
08/09. GRAY.C.M. Professional Reactor Operator Society. Ip. 58993:275-58993:275. 

9109050173 Informs of NRC findings re review of Dieterich Std policy on protection of 
stainless steels from contact w/other matls, tools & fluids used w/other 
matls.Concern re carbon steel contamination of stainless steel products unsubstantiat¬ 
ed. 

CHENG,C.Y. Materials & Chemical Engineering Branch. 91/08/23. COATES,D. Dieter¬ 
ich Standard Corp. 2pp. 59015:104-59015:105. 

9109060128 Notification of 910905 meeting w/NSSS owners groups in Rockville,MD to 
discuss status of TS improvement program & resolution of industry comments on new 
STS.Meeting will also be attended by NUMARC. 

GRIMES.C.I. Technical Specifications Branch. 91/08/30. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 59015:284-59015:285. 

9109060205 Lists NRC personnel involved in development of nuclear stds & organiza¬ 
tions & committees. 

GREGORY.E. Office of Nuclear Regulatory Research (Post 860720). 91/08/29. 
BECKJORD.E., HELTEMES.C., SPEIS.T. Office of Nuclear Regulatory Research (Post 
860720). 34pp. 59046:238-59046:283. 

9109090017 Forwards FEMA 910724 Itr which transmitted Region III rept for 900207 full 
partidpation exercise at Peach Bottom Atomic Power Station.No deficiencies noted 
during exerdse. However,22 areas requiring corrective action identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 59001:015-59001:144. 

-9109090022 “Radiological Emergency Preparedness Exerdse Evaluation Rept." 

* Federal Emergency Management Agency. 90/11/27. 126pp. 59001:019-59001:144. 

9109090052 Discusses procedures for handling 10CFR21 & 10CFR50.55 notifications of 
defects,noncompliances & const deficiencies re nuclear power reactors & vendors. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. Office of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 59049:103- 
59049:109. 

9109090090 Forwards 910813 Itr from NUMARC on research conducted by INEL re 
closing thrust equation. 

SCARBROUGH,T.E. Mechanical Engineering Branch. 91/08/23. SULLIVAN,E.J. Me¬ 
chanical Engineering Branch. Ip. 59049:177-59049:195. 

-9109090100 Forwards comments by EPRI.MPR Assocs.lnc & N Estep re closing thrust 
equation developed by INEL 

CALLAWAY,R.C. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. GL-89-10. 91/08/13. SCAR BROUGH,T.G Mechanical Engineer¬ 
ing Branch. 18pp. 59049:178-59049:195. 

9109090109 Forwards generic Itr 91-12 to be sent to all PWR & BWR licensee & con¬ 
struction permit holders requesting voluntary submittal of update of info. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-91-12. 91/08/22. 
NRC - No Detailed Affiliation Given. Ip. 59049:110-59049:118. 

9109100276 Discusses 910124 response to Nuclear Safety Assessment 70-0027/90-15 
on 900820-24.Review of various document control sys within facility will be made to 
determine if reductions & combinations needed. 

CARSON,R.W. Babcock & Wilcox Co. OREM-91-092. 91/06/28. STOHR.J.P. Region 
2 (Post 820201). 2pp. 59087:207-59087:211. 

9109100350 Daily highlight re 910815 meeting w/Life Cycle Engineering to discuss 
maint trend analysis,predictive maint & reliability centered maint 
KUO.P.T. License Renewal Project Directorate (Post 901216). 91/08/13. MURLEY.T., 
MIRAGLIA.F., RUSSELLW. NRC - No Detailed Affiliation Given. Ip. 59049:358- 
59049:358. 


9109100372 Summary of 910822 meeting w/Owners Groups re process for resolving 
comments on draft STS & related matters.Ust of meeting attendees & agenda encl. 
GRIMES.C.I. Technical Specifications Branch. 91 /08/30. ROSSI.C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 20pp. 59050:006-59050:025. 

9109110056 NRC Info Notice 91-055, “Failures Caused by Improperly Adjusted Test 
Link in 4.16 KV GE Switchgear.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16. 
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194. 

9109110131 Forwards results of 200 radon flux measurements conducted during 
901113-14. 

MCCLUSKEY.J.P. Cotter Corp. 91/03/28. LAMRING.M. Environmental Protection 
Agency. 19pp. 59079:153-59079:171. 

9109110265 Requests for OMB review & supporting statement re 10CFR51, “Environ 
Protection Regulations for Domestic Licensing & Related Functions.” Estimated re¬ 
spondent burden is 33,902 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0021. 91/09/03. 72pp. 59120:178-59120:249. 

9109110279 Forwards Commission biweekly notice of applications & amends to OL in¬ 
volving no significant hazards considerations, published in FR on 910807,for info. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/ 
28. GRAHAM.B. Senate, Environment & Public Works. KOSTMAYER.P.H. House of 
Rep., Interior & Insular Affairs. SHARP,P.R. House of Rep., Energy & Commerce. 
28pp. 59069:304-59069:331. 

9109120018 Forwards biweekly listing of generic communications being considered or 
under development by NRC including,bulletins, info notices & generic Itrs. 
BERLINGER.C.H. Generic Communications Branch. 91/09/04. WAGNER,P. Institute 
of Nuclear Power Operations. 6pp. 59104:026-59104:031. 

9109120079 Responds to 910618 Itrs re Memo of Understanding on sharing dam inven¬ 
tory info & Memo of Agreement on support of funding for Interagency Committee on 
Dam Safety. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/30. PETERSON,G. 
Federal Emergency Management Agency. Ip. 59104:089-59104:098. 

-9109120081 MOU between NRC & FEMA re program for updating natl inventory of 
dams. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. PETERSON,G.C. Federal 
Emergency Management Agency. 91/08/30. 2pp. 59104:090-59104:091. 

-9109120084 MOA between NRC & FEMA to provide funding for Interagency Commit¬ 
tee on Dam Safety program activities. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. PETERSON,G.C. Federal 
Emergency Management Agency. 91/08/30. 5pp. 59104:092-59104:098. 

9109130080 Trip rept of 910812-17 visit to Japan to participate in Executive Oversight 
Committee & Technical Mgt Committee meetings for hualien large scale siesmic test 
program. Viewgraphs encl. 

GRAVES,H.L. Structural & Seismic Engineering Branch. 91/09/04. COSTELLO,J.F. 
Structural & Seismic Engineering Branch. 40pp. 59107:180-59107:219. 

9109130143 Request for OMB review & supporting statement re final rule on quality mgt 
program & misadministrations. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). 91/ 
09/09. 44pp. 59108:028-59108:071. 

9109160117 Forwards FEMA 910724 Itr which transmitted Region III rept for 900501 
full-participation exercise at Beaver Valley Power Station.Two deficiencies involving is¬ 
suance & communication of protective actions identified. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. SIEBER.J.D. Duquesne Light Co. 
3pp. 59097:250-59098:046. 

-9108160094 Forwards final exercise rept for 900501 full participation exercise of off¬ 
site radiological emergency response plans site-specific to plant. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91 /07/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
59097:253-59097:254. 

-9108160099 “Radiological Emergency Preparedness Exercise Evaluation Rept," for 
900501 exercise. 

* Federal Emergency Management Agency. 91 /02/08. 152pp. 59097:255-59098:046. 

9109170049 Comment on NRC draft staff technical position investigations to identify 
fault displacements & seismic hazards at geologic repository. 

DEVINE,J.F. Interior, Dept, of, Geological Survey. 56FR22020 00007. 91/08/22. 
MEYER,D.L. Regulatory Publications Branch. 3pp. 59109:072-59109:074. 

9109170125 Forwards 910724 Itr transmitting FEMA rept for 901031 full-participation 
site exercise.FEMA concludes that offsite emergency preparedness sufficiently pro¬ 
tects health & safety of public. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/30. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 59109:265-59110:027. 

9109180112 “Exercise Rept Quad Cities Nuclear Station Comm Ed Joint Exercise." 

* Federal Emergency Management Agency. 91/07/29. 102pp. 59134:304-59135:044. 

9109190252 Responds to 910820 Itr re Chemetron Corp site in Newburgh Heights,OH & 
provides status of efforts subsequent to last Itr of 910604. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/09/11. OAKAR.M.R. 
House of Rep. 2pp. 59166:235-59166:269. 

9109190261 Request for OMB review & supporting statement re 10CFR30, “Rules of 
General Applicability to Domestic Licensing of Byproduct Matl." Estimated respondent 
burden is 60.064 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0017. 91/09/16. 40pp. 59185:216-59185:259. 

9109200063 Request for OMB review & supporting statement on NRC Forms 171,171A 
& 171B re document duplication requests.Estimated respondent burden is 310 h. 
CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0066. 91/09/16. 7pp. 59171:007-59171:014. 
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9109230172 Forwards draft NUREG rapt, “Results of LWR Snubber Aging Research.” 
Copies of rept sent outside NRC for review. 

BURNS,J.J. Mechanical Engineering Branch (870413-880716). FIN B-2911. 91/09/16. 
Public Document Branch. 150pp. 59192:028-59192:261. 

9109250209 Forwards Health Physics position on task qualification of Health Physics 
Technicians at nuclear power plants,per draft position sent on 910827 for review. 
CUNNINGHAM.LJ. Radiation Protection Branch. 91/09/20. JOYNER,J.H. Region 1 
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). 3pp. 59201:132-59201:134. 

9109260127 Trip rept of 910816-30 visit to Tokyo,Japan re 11th Inti Conference on 
Structural Mechanics in Reactor Technology & IAEA Technical Committee Mtg on 
Seismic Safety of Existing Nuclear Power Plants. 

KENNEALLY.R.M. Structural & Seismic Engineering Branch. 91/09/16. MURPHY,A.J. 
Structural & Seismic Engineering Branch. 4pp. 59221:060-59221:063. 

9109300030 Request for OMB review & supporting statement re 10CFR40, Domestic 
Licensina of Source Matl.Estimated respondent burden is 5,113 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0020. 91/09/16. Ip. 59243:290-59243:347. 

—9109300033 Request for OMB review & supporting statement re 10CFR51, “Environ 
Protection Regulations for Domestic Licensing & Related Regulatory Functions.” Esti¬ 
mated respondent burden is 33,902 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0021. 91/09/16. Ip. 59243:292-59243:293. 

-9109300035 Request for OMB review & supporting statement re 10CFR70, "Domestic 
Licensing of SNM.” Estimated respondent burden is 54,706 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0009. 91/09/17. Ip. 59243:294-59243:295. 

-9109300037 Request for OMB review & supporting statement re 10CFR40, “Financial 
Protection Requirements & Indemnity Agreements." Estimated respondent burden is 
899 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0039. 91/09/16. 51pp. 59243:296-59243:347. 

9109300066 Responds to 910708 Itr addressed to Personnel Director in Atlanta,GA re 
status of RD White application for entry-level position w/NRC as regional inspector &/ 
or intern in reactor health physics area. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/19. 
THOMAS,L. House of Rep. Ip. 59253:102-59253:104. 

-9109300092 Forwards RD White resume for entry-level position in areas of 
electromagnetism,optics or radiation.Requests assistance in processing application in 
timely manner & in accordance w/applicable rules & regulations. 

THOMAS,L. House of Rep. CCS. 91/07/08. NRC - No Detailed Affiliation Given. 2pp. 
59253:103-59253:104. 

9109300270 Forwards NRC FY91 third quarter base table. 

RATHBUN.D.K. Congressional Affairs. CCS. 91/08/19. KOSTMAYER.P. House of 
Rep., Interior & Insular Affairs. GRAHAM,B. Senate, Environment & Public Works. 
SHARP,P. House of Rep., Energy & Commerce. 6pp. 59260:060-59260:065. 


PR PROPOSED RULE 


9102060048 Comments on subj of storage of radwaste.Onsite storage 
recommended. No waste should be considered below regulatory concern. 

* Affiliation Not Assigned. 91/01/30. KENNEDY,J. Office of Nuclear Material Safety & 
Safeguards. 3pp. 59024:171-59024:173. 

9109040059 “Fitness-For-Duty Programs," 10CFR26 final rule.Regulations amended 
governing fitness-for-duty programs applicable to licensees authorized to construct or 
operate nuclear power reactors. 

CHILK.S.J. Office of the Secretary of the Commission. 55FR35648. 91/08/19. 25pp. 
58935:218-58935:242. 

9109040071 Proposed rule 10CFR50, “Decommissioning Funding for Prematurely Shut¬ 
down Power Reactors.” Rule would amend regulations on timing of collections of 
funds for decommissioning of plants shutdown before end of plant life. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR41493. 91/09/08. 
13pp. 58935:314-58935:326. 

9109040240 10CFR21 & 50, “Criteria & Procedures for Reporting of Defects & Condi¬ 
tions of Const Permits.” Amend applies experience gained as result of TMI accident 
to rule. 

CHILK.S.J. Office of the Secretary of the Commission. 53FR44594. 91/07/24. 40pp. 
58936:278-58936:317. 

9109050128 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

WHITAKER,D.E. Davis Quality Engineering, Inc. WHITAKER,D.E. Affiliation Not As¬ 
signed. 56FR14870 00808. 91/08/26. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58944:345-58944:345. 

9109060206 Ack receipt of 910807 Itr requesting that Chairman meet w/K Morris to dis¬ 
cuss NRC final rule on implementation of quality mgt program. 

RATHBUN.D.K. Congressional Affairs. 91/08/22. SIMON,P. Senate. Ip. 59015:196- 
59015:197. 

-9109060207 Requests that Chairman meet w/K Morris to develop understanding of 
issue from all perspectives re problems facing medical community as result of QA rule 
issued on 910725. 

SIMON,P. Senate. 91/08/07. SELIN,I. Commissioners (Post 750119). Ip. 59015:197- 
59015:197. 

9109090051 Proposed rule, “Privacy Act of 1974 - Rept of New Sys of Records.” Rule 
would amend regulations to provide for issuance of enforcement actions to unlicensed 
persons whose deliberate misconduct causes licensee violations. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 52FR46546. 91/07/29. 
11pp. 59001:160-59001:170. 


9109090053 Final rule 10CFR50, “Fracture Toughness Requirements for Protection 
Against PTS Events,” amending regulations for light-water nuclear power plants to 
change procedures. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 54FR52946. 91/05/06. 
25pp. 59001:171-59001:195. 

9109090055 Comment opposing proposed rule 10CFR2 re rev to policy & procedure for 
enforcement actions. 

REYNOLDS,N.S. Winston & Strawn. 55FR36998 00001. 91/09/04. CHILK.S.J. Office 
of the Secretary of the Commission. 6pp. 59001:196-59001:201. 

9109090056 Final rules 10CFR2,30,40,50,60,61,70,72,110 & 150, “Revs to Procedures 
to Issue Orders;Deliberate Misconduct by Unlicensed Persons.” Rule would amend 
procedures for issuing orders to include persons not licensed by Commission. 
CHILK.S.J. Office of the Secretary of the Commission. 55FR12374. 91/08/07. 138pp. 
59001:202-59001:339. 

9109090063 Proposed rule 10CFR25, “NRC Licensee Reinvestigation Program.” Rule 
would amend regulations to require reinvestigation program for NRC licensee person¬ 
nel w/Q & L access authorizations & fee schedule to cover costs. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR36113. 91/07/15. 
14pp. 59001:340-59001:353. 

9109090069 Final rules 10CFR20.21 & 73, “Change in Commercial Telephone Number 
for Region V.” Rule changes commercial telephone number for Region V ofc. 
BLAHA.J.L Ofc of the Executive Director for Operations. 56FR19253. 91/04/15. 4pp. 
59001:354-59001:357. 

9109090072 Proposed rule 10CFR50, “Cooperation w/States at Commercial Nuclear 
Power Plants & Other Nuclear Production or Utilization Facilities;Policy Statement.” 
Statement would allow state representatives to observe NRC insps. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR41968. 91/08/21. 23pp. 
59002:001-59002:023. 

9109090075 Proposed rule to Chapter 1, “Below Regulatory Concern (BRC); Policy 
Statement” Commission declaring moratorium on implementation of 900703 BRC 
policy statement & initiating consensus process to provide advice on full range of 
issues. 

CHILK.S.J. Office of the Secretary of the Commission. 53FR49886. 91/07/24. 4pp. 
59002:024-59002:027. 

9109090079 Proposed rule 10CFR2, “Policy & Procedure for Enforcement 
Actions;Policy Statement." Rule would modify enforcement policy to add addl example 
to reactor operations suppl involving maint-related violations. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR36998. 91/07/29. 5pp. 
59002:028-59002:032. 

9109090088 Correction to final rules 52,71,170 & 171, “Rev of Fee Schedules, 100% 
Recovery.” Corrects several errors in final document preparation & printing as listed. 
CHILK.S.J. Office of the Secretary of the Commission. 56FR14870. 91/08/02. 3pp. 
59002:033-59002:035. 

9109090089 Expresses concern re US Ecology radwaste dump in Ward Valley, 19 miles 
from CO River & transportation & storage of radwaste. 

* People Against Radioactive Dumping. 55FR50064. 91/01/18. NRC - No Detailed Af¬ 
filiation Given. Ip. 59053:348-59053:348. 

9109090091 Comments on dump sites in Cortland County,NY & Allegany County. 
MERKLEY.S. Affiliation Not Assigned. 55FR50064. 91/09/09. NRC - No Detailed Af¬ 
filiation Given. Ip. 59053:349-59053:349. 

9109090098 Comments on NRC recommendations (SECY-90-318) re title transfer & 
possession provision of Low-Level Radwaste Policy Amends Act. 

MAYER,J.A. Massachusetts, Commonwealth of. 55FR50064. 91/01/31. CHILK.S.J. 
Office of the Secretary of the Commission. 4pp. 59049:294-59049:297. 

9109090106 Responds to request for comments to 901206 Itr re title transfer & posses¬ 
sion provision of Low-Level Radwaste Policy Amends Act of 1985. 

WOMELDORF.D.J. California, State of. 55FR50064. 91/01/09. GRIEPENTROG.J. 
Nevada. State of. 2pp. 59049:292-59049:293. 

9109090238 Comments on SECY-90-318 re Low-Level Radwaste Policy Amends Act 
concerning title transfer & possession.States that NRC should extend storage beyond 
Jan 1996 for min period of not more than five years for listed reasons. 
VANDERHOOF.M.J., BUTLER.C. People Against Radioactive Dumping. 55FR50064. 
91/01/19. KENNEDY,J. Office of Nuclear Material Safety & Safeguards. 2pp. 
59072:140-59072:141. 

9109090241 Requests that deadline for public comments on SECY-90-318 be extended 
at least 30 days for listed reasons. 

MARSHALL,M. Committee to Bridge the Gap. 55FR50064. 91/01/30. CURTISS,J. 
Commissioners (Post 750119). 2pp. 59049:235-59049:236. 

9109090243 Supports low-level radwaste dump in Cortland County because dump will 
bring badly needed jobs to area. 

BARRONS Affiliation Not Assigned. 55FR50064. 91/01/29. KENNEDY,J. NRC - No 
Detailed Affiliation Given. 2pp. 59049:237-59049:238. 

9109090249 Comments on title transfer & possession of radwaste.Believes that unavail¬ 
ability of staff requirements memo alone demands extension of comment period. 
LEWIS,M.l. Affiliation Not Assigned. 55FR50064. 90/01/27. KENNEDY,J. Office of 
Nuclear Material Safety & Safeguards. 3pp. 59086:326-59086:328. 

9109090260 Ack receipt of Itr concerning Commission decision to initiate consensus- 
bldg process on issues arising out of below regulatory concern policy statement pub¬ 
lished in Jul 1990. 

SELIN,I. Commissioners (Post 750119). 91/08/23. DINGELL.J.D. House of Rep. 7pp. 
59126:313-59126:325. 

9109100056 Comments on SECY-90-318, “Low Level Radwaste Policy Amends Act 
Title Transfer & Possession Provisions" & 55FR50064, “Recommendations on Title & 
Transfer Provisions of Low Level Radwaste Policy Amends Act of 1985.” 
JOHNSRUD.J.H. Environmental Coalition on Nuclear Power. 55FR50064. 91/01/18. 
KENNEDY,J. Office of Nuclear Material Safety & Safeguards. 7pp. 59077:024- 
59077:030. 
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9109100119 “Duplication Fees,” 10CFR9 final mle.NRC amending regulations by revis¬ 
ing charges for copying records publicly available at NRC PDR in Washington,DC. 
CHILK.S.J. Office of the Secretary of the Commission. 91/07/08. 6pp. 59022:176- 
59022:181. 

9109100128 “Change in Commercial Telephone Number for Region V,” 10CFR20.21 & 
73 final rulaNRC amending regulations to indicate change in commercial telephone 
number for Region V ofc in Walnut Creek,Ca. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/09. 5pp. 
59022:198-59022:202. 

9109100134 “Imports from South Africa,” 10CFR110 final rule.NRC amending regula¬ 
tions pertaining to import of source matl or SNM from South Africa to permit U pro¬ 
duced & mfg in South Africa to be imported to USA. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/01. 8pp. 
59022:203-59022:210. 

9109130003 Comment supplementing 900206 response on rule 10CFR2 App C re 
policy & procedures for enforcement actions.lndustry intends to work w/NRC in devel¬ 
oping & implementing NRC maint rule that provides regulatory basis for NRC maint 
area. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR36998 00002. 91/09/05. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 59087:001-59087:002. 

9109130191 Forwards documents for regulatory history package re 10CFR2 & 55 final 
rules re licensed operator fitness for duty. 

GALLO.R.M. Operator Licensing Branch. AD55-2 01. 91/09/03. Document Control 
Branch (Document Control Desk). 10pp. 59156:288-59157:007. 

-8907120107 Forwards proposed rev of 10CFR55 to require compliance w/fitness for 
duty programs & conforming mods to Commission enforcement policy,for FR 
publication.CRGR review unnecessary. 

SNIE2EK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). AD55-2 
04. 89/06/23. JORDAN,E. Office for Analysis & Evaluation of Operational Data, Direc¬ 
tor. 11pp. 59156:304-59156:330. 

-8907270194 Discusses CRGR review of proposed amend to 10CFR2 & 55. Proposes 
to defer CRGR review of matter until 890721 C.O.B. & inform NRR that Committee 
will not review matter until after public comments received on draft rule proposal. 
JORDAN.EL Committee to Review Generic Requirements. AD55-2 03. 89/07/18. 
ARLOTTO.G.A. Office of Nuclear Material Safety & Safeguards. Ip. 59156:303- 
59156:303. 

-9109130218 Forwards issue sheet for proposed revs to amend 10CFR2 & 55 to re¬ 
quire compliance w/fitness-for-duty programs & conforming mod to Commission en¬ 
forcement policy. 

FREEMAN,R. Office for Analysis & Evaluation of Operational Data, Director. AD55-2 
02. 91/05/08. JORDAN.EL Committee to Review Generic Requirements. 
ARLOTTO.GA Office of Nuclear Material Safety & Safeguards. MOORE,J.E. Office of 
the General Counsel (Post 860701). 5pp. 59156:298-59156:302. 

—9109180170 Forwards rev of 10CFR2 & 55 to require compliance w/fitness-for-duty 
programs & conforming mod to Commission enforcement policy. 

ROE.J.W. Division of Radiation Protection & Emergency Preparedness (Post 870411). 
AD55-2 12. 91/04/11. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 29pp. 59156:331-59157:003. 

-9109180222 Informs that listed actions be taken in response to request for comments 
& concurrence on final rules 10CFR55 re operator licenses. 

SHELTON,B.J. Information & Records Management Branch (Post 890827). AD55-2 
14. 91/04/04. LESAR.M.T. Regulatory Publications Branch. 2pp. 59157:004- 
59157:005. 

-9109160228 Forwards comments on draft Commission paper & final rule re fitness for 
duty program applying to licensed operators as condition of license to assist in prepa¬ 
ration of list of documents concerning rulemaking action. 

MEYER, D.L Regulatory Publications Branch. AD55-2 15. 91/03/04. 

HUNEMULLER.N.K. Operator Licensing Branch. 2pp. 59157:006-59157:007. 

-8907120107 Forwards proposed rev of 10CFR55 to require compliance w/fitness for 
duty programs & conforming mods to Commission enforcement policy,for FR 
publication.CRGR review unnecessary. 

SNIEZEKJ.H. Office of Nuclear Reactor Regulation, Director (Post 870411). AD55-2 
04. 89/06/23. JORDAN,E. Office for Analysis & Evaluation of Operational Data, Direc¬ 
tor. 11pp. 59156:304-59156:330. 

-8907270194 Discusses CRGR review of proposed amend to 10CFR2 & 55. Proposes 
to defer CRGR review of matter until 890721 C.O.B. & inform NRR that Committee 
will not review matter until after public comments received on draft rule proposal. 
JORDAN,E.L Committee to Review Generic Requirements. AD55-2 03. 89/07/18. 
ARLOTTO.GA Office of Nuclear Material Safety & Safeguards. Ip. 59156:303- 
59156:303. 

-9109130218 Forwards issue sheet for proposed revs to amend 10CFR2 & 55 to re¬ 
quire compliance w/fitness-for-duty programs & conforming mod to Commission en¬ 
forcement policy. 

FREEMAN,R. Office for Analysis & Evaluation of Operational Data, Director. AD55-2 
02. 91/05/08. JORDAN,E.L Committee to Review Generic Requirements. 
ARLOTTO.GA Office of Nuclear Material Safety & Safeguards. MOORE,J.E. Office of 
the General Counsel (Post 860701). 5pp. 59156:298-59156:302. 

-9109160170 Forwards rev of 10CFR2 & 55 to require compliance w/fitness-for-duty 
programs & conforming mod to Commission enforcement policy. 

ROE.J.W. Division of Radiation Protection & Emergency Preparedness (Post 870411). 
AD55-2 12. 91/04/11. FRALEY,R.F. ACRS - Adwsory Committee on Reactor Safe¬ 
guards. 29pp. 59156:331-59157:003. 

-9109160222 informs that listed actions be taken in response to request for comments 
& concurrence on final rules 10CFR55 re operator licenses. 

SHELTON,B.J. Information & Records Management Branch (Post 890827). AD55-2 
14. 91/04/04. LESAR.M.T. Regulatory Publications Branch. 2pp. 59157:004- 
59157:005. 

-9109160228 Forwards comments on draft Commission paper & final rule re fitness for 
duty program applying to licensed operators as condition of license to assist in prepa¬ 
ration of list of documents concerning rulemaking action. 

MEYER,D.L Regulatory Publications Branch. AD55-2 15. 91/03/04. 

HUNEMULLER.N.K. Operator Licensing Branch. 2pp. 591*57:006-59157:007. 


9109170049 Comment on NRC draft staff technical position investigations to identify 
fault displacements & seismic hazards at geologic repository. 

DEVINE,J.F. Interior, Dept, of, Geological Survey. 56FR22020 00007. 91/08/22. 
MEYER,D.L Regulatory Publications Branch. 3pp. 59109:072-59109:074. 

9109200036 Responds to 910805 Itr written on behalf of Dept of Veterans Affairs Medi¬ 
cal Ctr re request for exemption from annual fees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/23. 
HOAGLAND.P. House of Rep. Ip. 59264:191-59264:194. 

—9109200041 Requests that Omaha Veterans Affairs Medical Ctr receive exemption 
from 10CFR171 licensing fee requirements. 

HOAGLAND.P. House of Rep. 56FR14870. 91/08/05. SELIN,I. Office of the Control¬ 
ler (Post 890205). 2pp. 59264:192-59264:193. 

-9109260173 Ack receipt of 910805 Itr re NRC increase in licensing fees. Advises that 
reply will be forwarded as soon as possible. 

RATHBUN.D.K. Congressional Affairs. 56FR14870. 91/08/16. HOAGLAND.P. House 
of Rep. Ip. 59264:194-59264:194. 

9109230027 Forwards end documents for regulatory history package re final rule 
10CFR50 concerning emergency response data sys. 

AU,M. Regulation Development Branch. AD32-2 01. 91/09/05. NRC - No Detailed Af¬ 
filiation Given. 18pp. 59254:112-59256:187. 

-9109230240 Comment supporting rule 10CFR50 re emergency response data sys. 
SMITH,D.M. Affiliation Not Assigned. 55FR41095 00001. 90/11/05. Docketing & Serv¬ 
ices Branch. 5pp. 59256:182-59256:187. 

—9109230034 Forwards five documents re final rulemaking package re amend to 
10CFR50.72(a) & 10CFR50,app E concerning emergency response data sys. 
BAHADUR,S. Regulation Development Branch. AD32-2 03. 91/07/15. MEYER,D.L 
Regulatory Publications Branch. 81pp. 59254:142-59254:288. 

-9109230038 Provides comments & concurrence on final rule,10CFR50 re emergency 
response data sys.IRM concerns resolved. 

SHELTON,B.J. Information & Records Management Branch (Post 890827). AD32-2 
05.,91/06/17. LESAR.M.T. Regulatory Publications Branch. Ip. 59254:289-59254:289. 

-9109230041 Discusses review of SECY-91-165, "Final Rule on Emergency Response 
Data Sys." Rule can not be published in FR until further notice. 

MEYER,D.L. Regulatory Publications Branch. AD32-2 06. 91/06/14. AU.M.L. Office of 
Nuclear Regulatory Research (Post 860720). Ip. 59254:290-59254:290. 

-9109230046 Forwards rulemaking package sent to Commission for approval,re require¬ 
ment that licensees implement emergency response data sys.Concerns re backfit 
analysis resolved. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD32-2 07. 
91/05/24. TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 59254:291- 
59254:291. 

-9109230063 Discusses concerns re emergency response data sys.Primary concern is 
that rule requires that licensees spend substantial amount of money installing sys that 
is not required to be operational. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). AD32-2 10. 91/05/01. 
JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. Ip. 
59254:294-59254:294. 

-9109230072 Concurs w/final rule requiring licensees to participate in ERDS.subj to 
listed comments. 

HALMAN.E.L. Office of Administration (Post 890205). AD32-2 11. 91/05/02. 
HELTEMES.CJ. Office of Nuclear Regulatory Research (Post 860720). 7pp. 
59254:295-59254:304. 

-9109230097 Forwards final rulemaking package to amend 10CFR50 to establish regu¬ 
lations for implementation of ERDS for review & concurrence. 

HELTEMES.C.J. Office of Nuclear Regulatory Research (Post 860720). AD32-2 13. 
91/04/22. JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Direc¬ 
tor. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PARLER.W.C. Office of the General Counsel (Post 860701). 12pp. 59254:305- 
59254:317. 

-9109230106 Provides list of concurrences received for final rule package re emergen¬ 
cy response data sys. 

AU,M. Regulation Development Branch. AD32-2 14. 91/05/10. Regulation Develop¬ 
ment Branch. 6pp. 59254:318-59254:322. 

—9109230115 Forwards final rulemaking on ERDS for review & comments. 
HELTEMES.CJ. Office of Nuclear Regulatory Research (Post 860720). AD32-2 15. 
91/04/24. JORDAN,E.L Committee to Review Generic Requirements. 45pp. 
59254:323-59255:013. 

-9109230143 Forwards final rulemaking package to amend 10CFR50 to establish regu¬ 
lations for implementation of ERDS for review. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD32-2 17. 
91/04/19. WARD,D.A. Committee to Review Generic Requirements. 83pp. 59255:014- 
59255:182. 

-9109230181 Forwards proposed meeting notice for 373rd ACR meeting on 910508-11 
for approval & publication in FR by 910424. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. AD32-2 18. 91/ 
04/19. HOYLE,J.C. NRC - No Detailed Affiliation Given. 100pp. 59255:183-59255:240. 

-9109230195 Forwards preliminary revised pages & published proposed rule re ERDS 
for info & review. 

AU,M. Division of Regulatory Applications (Post 870413). AD32-2 19. 91/02/28. 
BAHADUR,S. Division of Regulatory Applications (Post 870413). 44pp. 59255:241- 


9109260062 Forwards comments on proposed rule 10CFR35 re draft NCRP 7, “Misad- 
ministration of Radioactive Byproduct Matl in Medicine - Scientific Background,” for 
consideration. 

MARCUS.C.S. California. Univ. of, Los Angeles, CA. 55FR1439. 91/09/23. CHILK.S.J. 
Office of the Secretary of the Commission. 11pp. 59197:011-59197:021. 
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9109270137 Responds to 910723 memo submitted on behalf of constituent WJ van 
Reenen of Atlantic Testing & Engineering re NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/19. NUNN.S. 
Senate. Ip. 59222:077-59222:079. 

-9109270140 Requests info re proposed increase in NRC fee schedules,on behalf of 
constituent WJ van Reenen of Atlanta Testing & Engineering. 

NUNN.S. Senate. CCS. 91/07/23. RATHBUN.D.K. Congressional Affairs. 2pp. 
59222:078-59222:079. 

9109270156 Ack receipt of 910729 Itr re Commission decision to initiate census-bldg 
process on issues arising out of Below Regulatory Concern Policy Statement pub¬ 
lished in Jul 1990. 

SELIN,I. Commissioners (Post 750119). CCS. 91/08/23. DINGELL.J.D. House of 
Rep., Energy & Commerce. 3pp. 59222:072-59222:076. 

9109270156 Responds to 910709 Itr re NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/02. 
EMERSON,B. House of Rep. Ip. 59222:080-59222:086. 

-9109270160 Expresses opposition to consideration of cost recovery of fees by NRC 
upon Univ of Missouri-Rolla. 

EMERSON,B. House of Rep. CCS. 91/07/09. CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 59222:081-59222:086. 

9109300042 Responds to 910716 itr submitted on behalf of A Zuran of MQS Insp.lnc 
concerning proposed revs to fee schedule. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/08. 
HATFIELD,M.O. Senate. Ip. 59245:247-59245:249. 

—9109300045 Forwards Itr from A Zuran of MQS Insp.lnc expressing opposition to pro¬ 
posed increase in fee schedules. 

HATFIELD,M.O. Senate. 56FR14870. 91/07/16. RATHBUN.D.K. Congressional Af¬ 
fairs. 2pp. 59245:248-59245:249. 

9109300058 Responds to 910719 Itr,submitted on behalf of constituent M Overhoff re 
NRC fee schedules.Final rule includes provision to reduce impact of rule on small en¬ 
tities. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/15. 
GRADISON.B. House of Rep. Ip. 59245:250-59245:250. 

9109300074 Responds to 910708 Itr,submitted on behalf of several KS 

constituents,concerning fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/15. DOLE.B. 
Senate. Ip. 59244:207-59244:207. 

9109300076 Responds to 910701 Itr submitted on behalf of PD Lester, Secretary of OK 
State Radiological Society,concerning NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/02. 

BOREN,D.L. Senate. Ip. 59245:205-59245:208. 

—9109300079 Forwards Itr from PD Lester,Secretary of OK State Radiological 

Society,expressing concern about proposed increase in NRC fee schedules. 

BOREN,D.L. Senate. 56FR14870. 91/07/01. RATHBUN.D.K. Congressional Affairs. 
3pp. 59245:206-59245:208. 

9109300083 Responds to 910708 Itr submitted on behalf of F Taylor of Taylor Engineer¬ 
ing concerning NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/02. 

EMERSON,B. House of Rep. 2pp. 59244:183-59244:188. 

—9109300086 Forwards Itr from F Taylor of Taylor Engineering re substantial increases 
in nuclear licensing fees. 

EMERSON,B. House of Rep. 56FR14870. 91/07/08. CARR.K. Commissioners (Post 
750119). 4pp. 59244:185-59244:188. 

9109300123 Responds to 910725 transmittal of correspondence from J Judge,Director 
of Richmond Sanitary District,re NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/30. SHARP,P. 
House of Rep. 6pp. 59253:092-59253:098. 

-9109300125 Ack receipt of 910725 Itr from contituent J Judge re proposed increases 
in NRC fee schedules. 

RATHBUN.D.K. Congressional Affairs. CCS. 91/08/02. SHARP,P. House of Rep. Ip. 
59253:098-59253:098. 

9109300128 Responds to 910715 Itr submitted on behalf of constituent concerning revs 
to NRC fee schedules. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/08. 
FAWELL.H.W. House of Rep. 2pp. 59253:087-59253:091. 

-9109300129 Requests comments on 910529 Itr from constituent concerning proposed 

FAWELLJHW. Housed Rep. 56FR14870. 91/07/15. CARR.K. Commissioners (Post 
750119). 3pp. 59253:089-59253:091. 

9109300246 Responds to 910722 Itr submitted on behalf of constituent, J Springer,re 
NRC fee schedules.Commission published final rule on 910710 w/establi$hed max 
annual fee for licensees that meet size stds for small entities. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/28. 
BOREN,D. Senate. Ip. 59260:108-59260:112. 

-9109300252 Forwards Itr from constituent,Glo-Lite Sales,Ltd,of Pauls Valley,OK re as¬ 
sessment of annual fee. 

BOREN,D.L. Senate. CCS. 91/07/22. Document Control Branch (Document Control 
Desk). 4pp. 59260:109-59260:112. 

9109300257 Responds to 910724 Itr re constituent concerns related to fee 
schedules.Final rule issued on 910710 eliminates annual fee for holders of certificates 
of compliance approvals for transportation & spent fuel storage casks. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/08. 
JOHNSTON,J.B. Senate. Ip. 59260:088-59260:090. 

-9109300261 Forwards 910610 Itr from HM Witter of Insp Specialists,Inc opposing pro¬ 
posed increase in fee schedule. Proposed actions NRC should take listed. 

JOHNSTON,J.B. Senate. 91/07/24. RATHBUN.D.K. Congressional Affairs. 2pp. 
59260:089-59260:090. 


9109300258 Responds to 910802 Itr submitted on behalf of constituent, I Buchanan,re 
NRC fee schedules.Changed proposed rule & issued final rule on 910710,including 

? revision to reduce impact on small entities by establishing max annual fee. 
AYLOR.J.M. Ofc of the Executive Director for Operations. CCS. 91/08/28. 
BENTSEN.L. Senate. 2pp. 59260:083-59260:087. 

-9109300260 Forwards addl Itr received from I Buchanan of Fort Worth re NRC pro¬ 
posed fee schedules 

BENTSEN.L. Senate. CCS. 91/08/02. RATHBUN.D. Congressional Affairs. 3pp. 
59260:085-59260:087. 

9109300267 Responds to 910723 Itr re constituent concerns related to NRC fee 
schedules.Final rule issued on 910710 eliminates annual fee for holders of certificates 
of compliance approvals for transportation & spent fuel storage casks. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 91/08/08. 
MCDADE.J.M. House of Rep. Ip. 59260:066-59260:068. 

-9109300269 Forwards 910610 Itr from JE Gilchrist of Loral Control Sys opposing in¬ 
crease in fees. 

MCDADE.J.M. House of Rep. CCS. 91/07/23. HOLLOWAY,C.J. Office of the Control¬ 
ler (Post 890205). 2pp. 59260:067-59260:068. 


PRM PETITION FOR RULEMAKING 


9109050105 Comment supporting petition for rulemaking PRM-20-20 re reduced total ef¬ 
fective dose equivalent to individual members of public from 0.5 rem (5 mSv) to 0.1 
rem (1 mSv). 

FRAENKEL.R. Marin General Hosp., San Rafael, CA. FRAENKEL.R. Affiliation Not As¬ 
signed. 56FR26945 00120. 91/08/19. Docketing & Services Branch. Ip. 58944:343- 
58944:343. 

9109050109 Comment supporting petition for rulemaking PRM-20-20 re reduced total ef¬ 
fective dose equivalent to individual members of public from 0.5 rem (5 mSv) to 0.1 
rem (1 mSv). 

LURIE,A. Alvarado Hosp. Medical Center, San Diego, CA. LURIE,A. Affiliation Not As¬ 
signed. 56FR26945 00121. 91/08/02. Docketing & Services Branch. Ip. 58944:344- 
58944:344. 

9109200007 Comment supporting petition for rulemaking PRM-20-20 re reduced total ef¬ 
fective dose equivalent to individual members of public from 0.5 rem (5 mSv) to 0.1 
rem (1 mSv). 

* Parma General Hosp., Parma, OH. 56FR26945 00122. 91/09/17. Docketing & Serv¬ 
ices Branch. Ip. 59148:313-59148:313. 

9109260051 Comment supporting petition for rulemaking PRM-20-20 re reduced total ef¬ 
fective dose equivalent to individual members of public from 0.5 rem (5 mSv) to 0.1 
rem (1 mSv). 

SMITH,G.M. Berthold Systems, Inc. SMITH,G.M. Affiliation Not Assigned. 56FR26945 
00124. 91/09/19. Docketing & Services Branch. Ip. 59197:007-59197:007. 

9109260054 Comment opposing petition for rulemaking PRM-20-20 re reduced total ef¬ 
fective dose equivalent to individual members of public from 0.5 rem (5 mSv) to 0.1 
rem (1 mSv). 

JOHNSRUD.J.H. Environmental Coalition on Nuclear Power. JOHNSRUD.J.H. Affili¬ 
ation Not Assigned. 56FR26945 00123. 91/09/10. Docketing & Services Branch. 3pp. 
59197:008-59197:010. 


PROJ PROJECTS - PREDOCKET UCENSING 

9101220078 Forwards draft SER re Chapters 6,7,8,9,12 & 13 of EPRI advanced LWR 
requirements document. 

MILLER, C.L. Standardization Project Directorate (Post 901216). 91/01/15. 

KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 384pp. 59199:125- 
59200:149. 

9109030097 Forwards nonproprietary NEDG-31909, “Simplified BWR Overall Plant 
Design Description,Requirements A Parameters,” dtd June 1991. 

MARRIOTT,P.W. General Electric Co. EEN-9161. 91/08/27. MCCREE.V.M. Document 
Control Branch (Document Control Desk). Ip. 58929:040-58929:153. 

-9109030105 NEDG-31909 "Simplified BWR Overall Plant Design Description, Require¬ 
ments & Parameters.” 

MCCANDLESS.R.J. General Electric Co. 91/06/30.115pp. 58929:041-58929:153. 

9109040282 Summary of 910717 meeting re effects of source term changes on ad¬ 
vanced LWR designs. 

KENYON,T.J. Division of Advanced Reactors & Special Projects (Post 901216). 91/ 
08/20. Division of Advanced Reactors & Special Projects (Post 901216): 106pp. 
58982:102-58982:208. 

9109050157 Forwards revs to "Operational Safety Requirements/Technical 
Requirements,Vol VI.” 

LINDBERGH,B.E., SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. 
HF:91:1023. 91/08/27. West Valley Nuclear Services Co., Inc. 200pp. 59030:061- 
59030:220. 

9109060013 Advises that vendor began fabricating four CASTOR V/21 casks for Virgin¬ 
ia Power Co to be used under License SNM-2501. 

PAQUIN.P.L Chem-Nuclear Systems, Inc. 611-0634-91. 91/08/30. Office of Nuclear 
Material Safety & Safeguards. 2pp. 59034:008-59034:008. 

9109090031 Requests addl info on EPRI advanced LWR requirements document for 
passive plant designs. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
TAC 77862. 91/08/29. KINTNER.E.E. General Public Utilities Corp. - GPU Service 
Corp. 3pp. 59040:041-59040:043. 

9109110067 Forwards request for addl info on EPRI advanced LWR reactor require¬ 
ments document for passive plant designs. 

WILSON,J.H. Standardization Project Directorate (Post 901216). TAC 77865. 91/09/ 
05. KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 8pp. 59069:040- 
59069:047. 
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9109110112 Informs that list of issues & disposition codes for future submittals on mod¬ 
ular high temp gas-cooled reactor design meet requirements.Requests response 
within 45 days. 

DONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 91/08/28. 
WILLIAMS.P.M. Energy, Dept. of. 2pp. 59087:003-59087:004. 

9109110116 Summary of 910717 meeting w/GE in San Jose.CA re SBWR design engi¬ 
neering & supporting research. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/09/03. Stand¬ 
ardization Project Directorate (Post 901216). 59pp. 59069:192-59069:251. 

9109110155 Forwards request for addi info re EPRI advanced LWR reactor require¬ 
ments document for evolutionary plant designs. 

WILSON,J.H. Standardization Project Directorate (Post 901216). TAC 77976. 91/09/ 
05. KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 8pp. 59069:033- 
59069:039. 

9109230214 Forwards request for addl info on EPRI advanced LWR requirements docu¬ 
ment for passive plant designs. 

WILSON,J.H. Standardization Project Directorate (Post 901216). TAC 77862. 91/09/ 
11. KINTNER.E.E. ALWR Utility Steering Committee. 5pp. 59191:034-59191:038. 

9109250004 Transmits open issues from staffs review of app A to chapter 1 of EPRI 
requirements document for evolutionary plant designs. 

WILSON.J.H. Standardization Project Directorate (Post 901216). 91/09/06. 

KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 20pp. 59202:135- 
59202:155. 

9109260096 Extends invitation to participate in Operational Readiness Review Planning 
for West Valley I RTS Operations - Sludge Wash. 

ROWLAND.T.J. Energy, Dept. of. 91/09/18. COMFORT.G.C. NRC - No Detailed Affili¬ 
ation Given. 15pp. 59217:152-59217:166. 

9109300164 Ack receipt of 910826 Itr transmitting exemption from fabrication of Con¬ 
sumer Power Co ventilated storage cask. Three issues for further discussion prior to 
issuance of final certificate of compliance listed. 

MASSEY.J.V. Sierra Nuclear. Inc. SNC-91-334. 91/09/20. STURZ.F. NRC - No De¬ 
tailed Affiliation Given. 3pp. 59253:062-59253:064. 

9109300160 Responds to request for items 1,2 & 3 of 910718 closeout meeting. 
ROWLAND.T.J. Energy. Dept of. 91/09/20. COMFORT.G.C. NRC - No Detailed Affili¬ 
ation Given. 45pp. 59244:208-59244:253. 

9109300282 Forwards rev to Level II schedule for resumption of waste tank farm 
processing.Explanation contained in attachment to schedule. 

YEAZEL.J.A. Energy, Dept of. Idaho Operations Office. 91/09/18. MCINTOSH ,T.W. 
Energy, Dept. of. 8pp. 59259:336-59259:343. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


9109030044 Part 21 & deficiency rept re defect identified in design of electrical termina¬ 
tion kits supplied by Conax Borp.Existing kits replaced w/environ qualified termination 
kits. 

WALT.T.D., CROSS.J.E. Portland General Electric Co. 91/08/20. Region 5 (Post 
820201). 4pp. 58926:348-58926:351. 

9109040030 LER 91-016-00:on 910711,roll pin for diesel generator exhaust damper link¬ 
age failed.On 910718.crack discovered in roll pin for DG-1 linkage.On 910802,util noti¬ 
fied that crack due to mfg defectAlso reported per Part 21.W/910830 Itr. 
BLESSIE.W.J., GATES,W.G. Omaha Public Power District LIC-91-0096L. 91/08/30. 
6pp. 59009:001-59009:006. 

9109050018 Informs that matls supplied to commercial nuclear power plants do not 
comply w/original design specs & purchase documents. 

LEONARD,G. Leonard Designs/Anprog. 91/07/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58944:289-58944:289. 

9109110010 Revised Part 21 rept re failure of Crosby spring relief valves during 
testing.Vaive prematurely lifted during sixth & seventh refueling outages due to use of 
stainless instead of carbon steel.Springs.w/new matt,installed at facility. 

NOONAN.T.P. Duquesne Light Co. ND3MNO:3182. 91/09/04. Document Control 
Branch (Document Control Desk). 4pp. 59088:327-59088:330. 

9109160088 Forwards 10CFR21 evaluation & notification re design defect of solid state 
switch printed circuit cards for 480 volt safeguards undervoltage monitoring/protection 
sys. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/04. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59118:071-59118:074. 

9109170040 Forwards 910731 Itr transmitting Part 21 rept.Ltr mailed to wrong address. 
SOLER.M. Holtec International. 91/08/08. Region 1 (Post 820201). Ip. 59120:067- 
59120:071. 

-9109170043 Part 21 rept re discrepancy noted between CASM03 & NITAWL-KEN05a 
computer program results for spent fuel storage racks.ORNL notified of discrepancy & 
ack presence of error. 

SOLER.M. Holtec International. 91/07/31. Region 1 (Post 820201). 4pp. 59120:068- 
59120:071. 

9109170235 Revised Part 21 rept re defect in design of bolted-spiice electrical termina¬ 
tion kits supplied by Conax Buffalo Corp. Affected terminations removed from plant in 
Mar 1991.Util continuing evaluation of condition. 

CROSS,J.E Portland General Electric Co. 91/09/12. MARTIN,J.B. Region 5 (Post 
820201). ip. 59121:115-59121:115. 

9109180082 LER 88-008-02:on 910607,design defect re potential for steam propagation 
path affecting safe shutdown equipment noted. Caused by design error.Operations 
personnel intiated plant shutdown from Mode 3 to 4.W/910913 Itr. 

HIGGINS,W.R., SKOLDS.J.L. South Carolina Electric & Gas Co. 91/09/13. 9pp. 
59157:126-59157:134. 

9109180111 Forwards questions based on review of 10CFR21 rept re epoxy softening 
in relay coil assemblies.Response requested by 910802. 

NEWBERRY,S. Instrumentation & Control Systems Branch. 91/07/18. TRITCH.S.R. 
Westinghouse Electric Corp. 3pp. 59121:351-59121:353. 


9109250192 Part 21 rept re design of bolted-spiice electrical termination kits supplied by 
Conax Buffalo Corp.Util continuing evaluation of condition. 

CROSS,J.E. Portland General Electric Co. 91/09/12. MARTIN,J.B. Region 5 (Post 
820201). Ip. 59200:322-59200:322. 


QA999 QUALITY ASSURANCE INSPECTIONS 


9109040132 Forwards insp rept 99900879/91-01 on 910805-09.lnspectors found no in¬ 
stance that licensee failed to meet NRC requirements. 

NORRHOLM.LJ. Vendor Inspection Branch. 91/08/29. KEISER.M. Tioga Pipe Supply 
Co., Inc. 3pp. 58936:064-58936:074. 

-9109040136 Insp rept 99900879/91-01 on 910805-09.0ne unresolved item 
identified.Major areas inspected:QA program relative to supply of matl to nuclear in¬ 
dustry. 

CILIMBERG.R.L., POTAPOVS.U. Vendor Inspection Branch. 91/08/28. 8pp. 
58936:067-58936:074. 

9109050163 Rev F to SWSQAP 1-74A, “Std Nuclear QA Program.” 

* Stone & Webster Engineering Corp. 91/08/27. 60pp. 59027:160-59027:298. 

9109050181 Requests info re requirements to be included on NRC qualified vendor list. 
TORTl.H.J. GAP Instrument Corp. 91/08/23. NORRHOLM.L.S. Vendor Inspection 
Branch. 2pp. 59030:311-59030:312. 

9109060033 Forwards insp rept 99901223/91-01 on 910415-19 & notice of nonconfor¬ 
mance. 

NORRHOLM.LJ. Vendor Inspection Branch. 91/09/04. SLAGLE,F.J. Southern Testing 
Services, Inc. 3pp. 58984:037-58984:054. 

-9109060036 Notice of nonconformance from insp on 910415-19. Nonconformance 
noted:fai!ure to perform adequate review for suitability of commercial grade items used 
in safety-related applications. 

* Vendor Inspection Branch. 91/09/04. 3pp. 58984:040-58984:042. 

—9109060039 Insp rept 99901223/91-01 on 91Q415-19.Nonconformance noted. Major 
areas inspected:QA program for dedicating commercial grade items for safety-related 
applications. 

ALEXANDER,S.D., VANDENBURGH.C. Vendor Inspection Branch. 91/09/03. 12pp. 
58984:043-58984:054. 


9109090058 Summarizes explanation of delay in issuance of technical notice on open 
versus closed thrust measurement issue. 

JANECEK.D.L. ITI-MOVATS. 91/08/14. NORRHOLM.L.J. Vendor Inspection Branch. 
Ip. 59041:305-59041:305. 

9109090062 Responds to 910805 Itr re traceability of breaker to OEM. Checklist for 
visual insp (checking for refurbishment) end. 

BHARTEEY.B.M. Spectrum Technologies, Inc. EA-90-094. 91/08/15. GRIMES,B.K. 
Division of Reactor Inspection & Safeguards (Post 870411). 8pp. 59041:242- 
59041:249. 


9109090082 Forwards investigation rept 1-88-001 on 880302-1220 & notice of 
violation.lnvestigation found that numerous certified matl test repts supporting matl 
supplied in response to purchase orders had been falsified. 

RUSSELL,W.T. Associate Director for Inspection & Technical Assessment (Post 
870411). EA-90-091. 91/08/22. WALKER,N. Piping Supplies. Inc. 4pp. 59002:036- 
59002:041. 


-9109090085 Notice of violation from insp on 880302-1220.Violation noted:failure to 
perform evaluation of deviations on multiple failures of basic components supplied to 
nuclear plant facilities in 1986-88 re ASME requirements. 

RUSSELL,W.T. Associate Director for Inspection & Technical Assessment (Post 
870411). EA-90-091. 91/08/22. 2pp. 59002:040-59002:041. 

9109110218 Responds to 910718 Itr re QA Program Insp 99900053/90-01. Disputes 
new issue raised by NRC re Nonconformance 90-01-01. Vendor has not & will not 
purchase matl from QSC holders w/o invoking requirements. 

KNIESER.G.W. Anchor/Darling Valve Co. (subs, of Anchor/Darling Industries, Inc.). 
91/08/30. NORRHOLM.LJ. Vendor Inspection Branch. Ip. 59092:247-59092:247. 

9109120005 Responds to NRC 910723 Itr re responses to violations & nonconfor¬ 
mances noted in Insp 99900031/90-01 .Vendor intends to apply 10CFR21 & comply 
w/applicable procedures. 

THOMAS,W.D. Sulzer Bingham Pumps, Inc. 91/08/14. GRIMES,B.K. Division of Reac¬ 
tor Inspection & Safeguards (Post 870411). Ip. 59104:006-59104:006. 

9109160069 Forwards insp rept 99901223/91-01 on 910415-19 & notice of 
nonconformance.Licensee failed to adopt & adequately implement procedures to sat¬ 
isfy QA requirements of app B, 10CFR50. 

NORRHOLM.LJ. Vendor Inspection Branch. 91/09/04. SLAGLE,F.J. Southern Testing 
Services, Inc. 6pp. 59098:075-59098:092. 

9109160108 Submits addl info re Nonconformances 3.a & 3.2 noted in Insp Rept 
99900519/90-01 on 900423-27.Corrective actions: as-built reconciliation rept generat¬ 
ed for each of five stress calculations containing deviations. 

STONE,R.H. Bechtel Power Corp. 91/09/04. GRIMES,B.K. Division of Reactor In¬ 
spection & Safeguards (Post 870411). 5pp. 59114:276-59114:280. 

9109190212 Discusses util 10CFR21 notification dtd 910827.Concludes that 2-G16- 
F003 & 2-G16-F004 failure to close events at plant probably not result of root causes 
presented in util root cause analysis rept. 

SHANK.J.R. Automatic Switch Co. 91/09/10. SPENCER,J.W. Pennsylvania Power & 
Light Co. 2pp. 59165:290-59165:291. 

9109250087 Provides principal basis for response to NRC Itr re violations noted in Insp 
Repts 99900404/90-01 & 99900404/91-01 .States that Westinghouse did perform 
10CFR21 evaluation of event. 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3623. 91/09/20. 

NORRHOLM.LJ. Vendor Inspection Branch. 7pp. 59200:325-59200:331. 
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9109270153 Responds to NRC 910822 Itr re violations noted in insp of 
facility.Corrective actions:downgraded all West Jersey Mfg inventory & sold it off as 
commercial grade matl (non-safety related). 

WALKER, J.T. Piping Supplies, Inc. EA-90-091. 91/09/16. RUSSELL,W.T. Associate 
Director for Inspection & Technical Assessment (Post 870411). 2pp. 59252:280- 
59252:281. 

9109270210 Requests written determination of responsibility from NRC under refer¬ 
enced authorities. 

WEYENBERG.T.G. Whiting Corp. 91/09/16. POTATOVS.U. Vendor Inspection 
Branch. 19pp. 59252:305-59252:322. 


REGGD REGULATORY GUIDES 


9102150069 Responds to question re applicability of Regulatory Position 1.3 of Reg 
Guide 8.32 to nuclear reactor facilities. 

CUNNINGHAM.L.L Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/02/06. JOYNER,J.H. Region 1 (Post 820201). COLLINS,D.M. Region 2 
(Post 820201). GREGER.L.R. Region 3 (Post 820201). 2pp. 59199:110-59199:111. 

9109030004 Forwards written confirmation of licensee response to specific discussion 
items re implementation of Reg Guide 1.97 at facility. 

TERRY,C.D. Niagara Mohawk Power Corp. NMPlL 0601. 91/08/26. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58926:222-58926:225. 

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases 
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84, “Design & 
Fabrication Acceptability ASME Section III.Div 1.” 

NORRIS,J.A. Project Directorate 11-2. TAC 76115. 91/08/27. GOLDBERG.J.H. Florida 
Power & Light Co. 2pp. 59009:254-59009:255. 

9109050089 Requests addl justification & info re 900831 & 1011 Itrs re reg guide 1.97 
concerning emergency response capabiiity.lnfo requested within 60 days of receipt of 
Itr. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
TAC 77551. 91/08/26. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58993:126- 
58993:158. 

-9108290137 EGG-NTA-9563 “Technical Evaluation Rept:Conformance to Reg Guide 
1.97.” 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). TAC 77551. 91/06/30. Commis¬ 
sioners (Post 750119). 17pp. 58993:129-58993:158. 

9109050244 Submits abstract for consideration for 920112-16 presentation at 25th Mid¬ 
year Topical Symposium in Dearborn,Ml. 

WILLIS,C.A. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/08/07. UPTON,W.V. Detroit Edison Co. 2pp. 58993:159-58993:160. 

9109110055 Responds to special safety insp rept 50-266/91-10 & 50-301/91-10.Licens- 
ee agrees to initiate calibr checks of reg guide 1.97 instrumentation used to monitor 
vital electrical power supplies. 

FAY.C.W. Wisconsin Electric Power Co. VPNPD-91-216. 91/07/05. DAVIS,A.B. 
Region 3 (Post 820201). 5pp. 59053:275-59053:279. 

9109170309 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 90-01 .incorporating new RCS pressure temp limits based on Reg Guide 
1.99,Rev 2 methodology. 

WILSON,J.L. Tennessee Valley Authority. TAC 79900. 91/09/06. Document Control 
Branch (Document Control Desk). 3pp. 59140:011-59140:104. 

9109180175 Discusses conformance to Reg Guide 1.97,Rev 2 & addresses NRC con¬ 
clusions in SER dtd 910424. 

ROMBERG,W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
ROMBERG,W.D. Northeast Utilities. A09507. 91/09/11. Document Control Branch 
(Document Control Desk). 7pp. 59146:141-59146:147. 

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com¬ 
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 & 
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2. 

WALLACE,E.G. Tennessee Valley Authority. 91/09/23. Document Control Branch 
(Document Control Desk). 9pp. 59235:130-59235:138. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


9108010079 Summary of 910710 meeting w/MOV Users Group of nuclear power plant 
licensees & NUMARC re status of program & plans for providing program results to 
nuclear power plants licensees. List of attendees & meeting agenda end. 
NORBERG.J.A. Mechanical Engineering Branch. 91/07/18. RICHARDSON,J.E. Divi¬ 
sion of Engineering Technology (Post 890827). 6pp. 59021:001-59021:006. 

9109030140 Notification of 910829 meeting w/NUMARC in Rockvile.Md to discuss sim¬ 
ulator scenarios complexity issues. 

GALLO,R.M. Operator Licensing Branch. 91/08/26. ROE.J.W. Division of Licensee 
Performance & Quality Evaluation (Post 870411). Ip. 58949:356-58949:356. 

9109030167 Summary of 910816 meeting w/NUMARC to discuss Commission papers 
titled, "Insps,Tests,Analyses & Acceptance Criteria (ITAAC) for Design Certifications 
Combined Licenses” & ‘ITAAC Requirements for Design Review Issuance of Final....” 
BORCHARDT.R.W. Division of Advanced Reactors & Special Projects (Post 901216). 
91/08/27. Division of Advanced Reactors & Special Projects (Post 901216). 3pp. 
58951:134-58951:136. 

9109060128 Notification of 910905 meeting w/NSSS owners groups in Rockville,MD to 
discuss status of TS improvement program & resolution of industry comments on new 
STS.Meeting will also be attended by NUMARC. 

GRIMES,C.l. Technical Specifications Branch. 91/08/30. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 59015:284-59015:285. 

9109060164 Forwards comments on draft generic Itr, “Premature Tripping & Inadequate 
Testing of Instantaneous Trip Feature of Molded-Case Circuit Breakers & Testing of 
Instantaneous Trip Feature.” 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/08/30. AGGARWAL.S.K. Electrical & Mechanical Engineering 
Branch (Post 880717). 6pp. 59034:193-59034:198. 


9109060198 Responds to 910816 Itr re final maint rule.Expresses belief that NUMARC 
will develop industry guidance document describing method of implementation to sat¬ 
isfy industry objectives. 

SELIN,I. Commissioners (Post 750119). 91/08/22. LEE.B. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 59024:353- 
59024:355. 

-9109060199 Informs of industry reaction & response to NRC adoption of final maint 
rule. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 91/08/16. SELIN,I. Commissioners (Post 750119). 2pp. 59024:354- 
59024:355. 

9109090090 Forwards 910813 Itr from NUMARC on research conducted by INEL re 
closing thrust equation. 

SCARBROUGH,'T.E. Mechanical Engineering Branch. 91/08/23. SULLIVAN,E.J. Me¬ 
chanical Engineering Branch. Ip. 59049:177-59049:195. 

-9109090100 Forwards comments by EPRI.MPR Assocs.lnc & N Estep re closing thrust 
equation developed by INEL. 

CALLAWAY.R.C. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. GL-89-10. 91/08/13. SCARBROUGH,T.G Mechanical Engineer¬ 
ing Branch. 18pp. 59049:178-59049:195. 

9109090110 Notifies of 910829 meeting w/NUMARC to discuss integrated schedule 
proposals. 

SLOSSON.M.M. Program Management, Policy Development & Analysis Staff (Post 
870411). 91/08/26. MURLEY.T., MIRAGLIA.F., RUSSELL,W. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 2pp. 59040:178-59040:179. 

9109100115 Forwards Nutech Engineering,Inc rept entitled “Evaluation of Significant 
Deterioration Mechanisms in Cast Austenitic Stainless Steel Primary Coolant Pres¬ 
sure...," per request during NRC/NUMARC AIP meetings on PWR RCS & BW PCPB 
repts. 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/06. CRAIG.J. License Renewal Project Directorate (Post 
901216). 2pp. 59062:042-59063:125. 

-9109100126 EPR-23-100 “Evaluation of Significant Deterioration Mechanisms in Cast 
Austenitic Stainless Steel Primary Coolant Presure Boundary Components.” 
HEDGECOCK.P.D. NUTECH Engineers, Inc. 89/05/31. 74pp. 59062:044-59062:117. 

-9109100137 SIR-87-016 DR FT Draft "Evaluation of Cast Austenitic Stainless Steel 
Components.” 

* Structural Integrity Associates. 87/08/15. 200pp. 59062:118-59062:273. 

-9109100145 EPRI NP-4947-SR Spcial rept entitled, “BWR Hydrogen Water Chemistry 
Guidelines: 1987 Rev." 

* Electric Power Research Institute. 88/12/31. 135pp. 59062:274-59063:036. 

-9109100151 EPRI NP-4242 Final rept on “Long-Term Insp Requirements for Nuclear 
Power Plants.” 

* Electric Power Research Institute. 86/03/31.100pp. 59063:037-59063:125. 

9109110306 Forwards schedule for submittal of revised license renewal industry repts to 
NRC.Revised industry repts will incorporate standardized language developed w/as- 
sistance of NRC. 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/09. CRAIG.J. License Renewal Project Directorate (Post 
901216). 2pp. 59098:333-59098:334. 

9109120086 Summary of 910821 public meeting in Rockville.MD re preparation of reg 
guide for maint rule (10CFR50.65). NUMARC indicated that significant development 
work on industry guidance document will begin in mid-Sept 1991. 

BAER.R. Engineering Issues Branch. 91/09/05. MINNERS.W. Division of Safety Issue 
Resolution (Post 880717). 2pp. 59104:136-59104:143. 

-9109120087 Notification of 910821 meeting w/NUMARC in Rockville.MD to discuss 
reg guide on monitoring of maint in nuclear power plants. 

ROTHBERG.O.O. Engineering Issues Branch. 91/08/13. BAER.R.L. Engineering 
issues Branch. 6pp. 59104:138-59104:143. 

9109120247 Summary of 910731 meeting between Joint Labor-Mat Equal Employment 
Opportunity Committee (JLMEEOC) & advises of 910904 JLMEEOC meeting to con¬ 
tinue work on listed items. 

PITTIGLIO.L. Joint Labor-Management Equal Employment Opportunity Commission. 
91/08/30. KERR.W.B. Ofc of Small & Disadvantaged Business Utilization & Civil 
Rights. 3pp. 59087:115-59087:117. 

9109130057 Forwards draft Rev 1 to “Process for Evaluating Accident-Mgt Capabili¬ 
ties,” in response to NRC & industry comments on Aug 1989 draft. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/08/29. CONGEL.F. Risk Application Branch. Ip. 59112:154- 
59112:229. 

—9109130059 Draft Rev 1 to “Process for Evaluating Accident-Mgt Capabilities.” 
BOYD.G.J., LEWIS,S.R. Safety & Reliability Optimization Services, Inc. 91/05/31. 
77pp. 59112:156-59112:229. 

9109160343 Provides industry w/NRC initial reaction & comments to draft 
submittals. Draft ITAAC lacked level of detail & specific acceptance criteria appropriate 
for inclusion in tier 1 ITAAC.W/o end. 

MILLER,C.L. Standardization Project Directorate (Post 901216). 91/09/11. NG.R.N. 
Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. Ip. 59114:287-59114:287. 

9109180157 Advises that Nuclear Waste Technical Review Board will hold three-day 
meeting in Las Vegas, NV on 911008-10 to discuss issues re potential effects of ther¬ 
mal loading on concept & design of high-level radwaste repository. 

BARNARD,W.D. Nuclear Waste Technical Review Board. HLWR. 91/09/10. 
YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). 2pp. 
59157:160-59157:161. 
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9109190199 Forwards response to NRC request that industry reconsider proposed 20% 
delta ferrite screening criteria for thermal embrittlement of cast austenitic stainless 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/13. CRAIG,J. License Renewal Project Directorate (Post 
901216). 17pp. 59167:123-59167:139. 

9109190205 Discusses NRC/NUMARC agreement-in-principle meetings on BWR 
vessel,PWR vessel & RCS industry repts.NUMARC intends to add appropriate essen¬ 
tial program elements from Apps VII & VIII to Section 5 of RCS industry repts. 
GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/16. CRAIG,J. License Renewal Project Directorate (Post 
901216). 2pp. 59165:269-59165:270. 

9109230117 Forwards draft NUMARC document, “Guidelines for Evaluating Accident 
Mgt Capabilities,” intended to offer framework & provide utils process by which to 
evaluate/enhance plant- specific accident mgt capabilities. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. GL-88-20. 91/08/18. HOUSTON.R.W. Division of Safety Issue Resolu¬ 
tion (Post 880717). Ip. 59168:041-59168:107. 

-9109230127 “Guidelines for Evaluating Accident-Mgt Capabilities,” draft for review,Aug 
1989. 

LEWIS,S.R., BOYD.G.J. Safety & Reliability Optimization Services, Inc. 89/08/31. 
64pp. 59168:042-59168:107. 

9109240353 Summary of ACRS Subcommittee on Improved LWRs 910409-10 meeting 
in Bethesda,MD re staffs DSERs corresponding to Chapters 6,8,9 & 11 of EPRI Ad¬ 
vanced LWR Requirements Document for evolutionary designs & related issues. 
WYLIE,C. ACRS - Advisory Committee on Reactor Safeguards. 91/04/29. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 130pp. 59196:205-59196:350. 

9109250088 Notification of 910906 meeting w/NSSS Owners Groups in Rockville,MD to 
discuss TS Improvement Program & resolution of industry comments on new STS. 
GRIMES,C.l. Division of Operational Assessment (Post 870413). 91/08/28. 
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. Ip. 
59205:249-59205:249. 

9109250117 Summary of ACRS Subcommittee on Extreme External Phenomena 
910710 meeting in Bethesda.MD re NUMARC/EPRI fire vulnerability evaluation meth¬ 
odology. 

SIESS.C. ACRS - Advisory Committee on Reactor Safeguards. 91/07/26. ACRS - Ad¬ 
visory Committee on Reactor Safeguards. 150pp. 59212:306-59213:096. 

9109250247 Forwards questions raised by NUMARC during 910913 telcon re severe ac¬ 
cident analysis contained in draft GEIS for license renewal. 

KING.T.L Division of Safety Issue Resolution (Post 880717). 91/09/16. 
HELTEMES.J., MINNERS.W., KNIEL.K. Office of Nuclear Regulatory Research (Post 
860720). 3pp. 59202:005-59202:007. 

9109250267 Forwards Rev 1 of NUMARC Rept 90-01, “PWR Containment Structures 
License Renewal Industry Rept” for approval so rept can be ref by nuclear utils in 
application for license renewal. 

GRIFFING,E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/17. CRAIG,J. License Renewal Project Directorate (Post 
901216). Ip. 59203:034-59203:190. 

-9109250270 90-01 R01 “PWR Containment Structures License Renewal Industry 
Rept” 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 91/09/30.150pp. 59203:035-59203:190. 

9109260158 Forwards summary of 910719 meeting w/NUMARC & EPRI re status of 
EPRI motor-operated valve program. 

SULLIVAN,E.J. Mechanical Engineering Branch. 91/09/06. NORBERG.J.A. Mechani¬ 
cal Engineering Branch. Ip. 59256:228-59256:234. 

-9109260160 Forwards points of discussion from 910719 mtg w/NRC & EPRI TAG re 
respective MOV research projects. 

CALLAWAU.R.C. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91 /08/22. SCARBROUGH,T.G. Mechanical Engineering Branch. 
6pp. 59256:229-59256:234. 

9109300249 Notification of 910924 meeting w/NUMARC to discuss Reg Guide on moni¬ 
toring of maint in nuclear power plants. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 91/09/13. 
BRACH.E.W. Performance & Quality Evaluation Branch (Post 890101). Ip. 59261:113- 
59261:113. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


9011060206 SECY-90-367 Discusses proposed agreements for cooperation between 
US & Czech & Slovak Federal Republic & US & Hungary. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 90/10/30. 
70pp. 59199:035-59199:099. 

9106060327 SECY-91-158 Advises Commission of NRC review of proposed agreement 
for cooperation between US & Republic of Poland re peaceful uses of nuclear energy 
comments. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 91/05/29. 
45pp. 59215:140-59215:184. 

9107150283 SECY-91-205 Seeks Commission approval for publication of proposed rule 
on environ protection re nuclear power plant license renewal & required supporting 
documents. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/07/08. 75pp. 
58691:206-58691:280. 

9107230239 SECY-91-206 Provides policy options for interpreting restriction that NRC 
conflict statute imposes on ability of NRC contractor to work for licensees or appli¬ 
cants while performing similar work under task order contracts for NRC. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/07/09. 25pp. 
59126:144-59126:168. 


9107250078 SECY-91-219 Requests Commission approval of proposed rule to amend 
regulations re licensing of U enrichment facilities to reflect changes made to Atomic 
Enerqy Act of 1954 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/07/22. 56pp. 

59126:088-59126:143. 

9107260114 SECY-91-215 Requests Commission approval of final regulations to imple¬ 
ment Program Fraud Civil Remedies Act.Act provides for investigation,by Inspector 
General,of fraudulent claims/false statements by govt employees. 

PARLER.W.C. Office of the General Counsel (Post 860701). 91/07/22. 68pp. 

59105:007-59105:074. 

9108070273 SECY-91-224 Informs Commission of conclusions & planned actions that 
will close out program conducted to identify,assess & eliminate regulatory require¬ 
ments that have marginal importance to safety,yet impose regulatory burden. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/07/29. 11pp. 

59126:169-59126:179. 

9108090151 SECY-91-236 Informs Commission of status of performance indicator pro- 

? ram cause codes comparisons development. 

AYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/05. 5pp. 

59057:001-59057:005. 

9108090152 SECY-91-238 Litigation Rept 1991 -14. 

CORDES.J.F. Solicitor (Post 860701). 91/08/05. 24pp. 59015:080-59015:103. 

9108090154 SECY-91-237 Litigation Rept 1991 - 13. 

CORDES.J.F. Solicitor (Post 860701). 91/08/05. 24pp. 59015:056-59015:079. 

9108120378 SECY-91-240 Provides Commission w/recommended options to provide 
security support for NRC meetings & hearings. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/06. 8pp. 

59215:281-59215:288. 

9108120382 SECY-91-242 Describes NRC views on uncertainties in implementing US 
EPA probabilistic HLW stds. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/06. 42pp. 

59015:014-59015:055. 

9108140196 SECY-91-244 Provides Commissioner w/info on status of NPRDS & 
progress during 1990. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/07. 60pp. 

59068:029-59068:086. 

9108140316 SECY-91-245 Informs Commission that EDO intends to publish proposed 
rule amending requirements contained in 10CFR30.40.70 & 72 on addl decommission¬ 
ing documentation requirements re recordkeeping & submittals for license termination. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/07. 36pp. 

59226:303-59226:338. 

9108160014 SECY-91-251 Provides Commission w/rept on annual IAEA NEA coordina¬ 
tion meeting held earlier during yr. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 91/08/09. 
17pp. 59024:130-59024:146. 

9108160028 SECY-91-252 Informs Commission of receipt of petition for rulemaking to 
allow self-guarantee as viable financial assurance mechanism for complying w/Com- 
mission decommissioning requirements. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/12. 95pp. 

59215:185-59215:280. 

9108160088 SECY-91-250 Recommends that Commission be kept informed on imple¬ 
mentation of distinguished engineers & scientists program. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/08. 16pp. 

59024:147-59024:163. 

9108200008 SECY-91-249 Litigation Rept 1991 -15. 

CORDES.J.F. Solicitor (Post 860701). 91/08/08. 129pp. 59024:001-59024:129. 

9108260053 SECY-91-263 Informs Commission of status of licensing actions & progress 
achieved in meeting inventory goals. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/19. 4pp. 

59105:099-59105:102. 

9108260292 SECY-91 -258 Requests Commission review of six NRC license applications 
for export of bulk nuclear grade graphite to various countrie$.Recommends that Com¬ 
mission authorize issuance of export licenses. 

SHEA.J.R. International Programs. 91/08/16. 21pp. 59215:119-59215:139. 

9108270108 SECY-91-264 Litigation Rept 1991 -16. 

CORDES.J.F. Solicitor (Post 860701). 91/08/19. 24pp. 59105:075-59105:098. 

9108280039 SECY-91-268 Informs Commission of licensee progress in developing test 
plan to reduce uncertainties in reactor vessel characteristics & to modify plant operat¬ 
ing condition to provide addl margin against vessel failures from PTS event. 

TAYLOR,J.M. ofc of the Executive Director for Operations. 91/08/22. 6pp. 

58981:227-58981:232. 

9109030205 SECY-91 -272 Informs Commission of Staff approach to & status of review 
of role of personnel & advanced control room designs in future nuclear power plants 
including need to develop control room prototype. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/27. 6pp. 

59126:218-59126:223. 

9109050136 SECY-91-277 Weekly info rept for wk ending 910823. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/08/29. 31pp. 58993:201- 
58993:231. 

9109090019 SECY-91-247 Discusses analytical capabilities of staff,including using com¬ 
puters & computer-related analytical codes as aid to technical review & audits. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/07. 21pp. 

59049:214-59049:234. 

9109120225 SECY-91-280 Weekly info rept for wk ending 910830. 

BLAHA.J.L Assistant for Operations (Post 890205). 91/09/05. 35pp. 59087:072- 
59087:106. 



NONDOCKETED ITEMS 197 


9109130224 SECY-91-286 Weekly Info rept for wk ending 910906. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/09/12. 29pp. 59112:261- 
59112:289. 

9109160240 SECY-91-256 Weekly info rept for wk ending 910809. 

BLAHA.J.L Assistant for Operations (Post 890205). 91/08/15. 36pp. 59105:317- 
59105:352. 

9109270164 SECY-91-298 Weekly info rept for wk ending 910913. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/09/20. 36pp. 59221:172- 
59221:207. 


STATE PROG STATE PROGRAMS 

8805180062 Responds to 880331 Itr re Section IV 40 of State of CT stds concerning 
discharge of radioactive matls.Std lacked definition of limits for judging harmful effects 
of radioactive matls. 

COMBS,F. Assistant Director for State, Local & Indian Relations. 88/05/10. 
GINGERICH.R. Connecticut, State of. 3pp. 59014:197-59014:199. 

9104020248 "Connecticut Hazardous Waste Mgt Svc 1990 Annual Rept.” W/ 910331 
Itr. 

RYAN.D.L. Connecticut, State of. 90/12/31. 31pp. 59014:019-59014:047. 

9107290180 Forwards Rev 3 to CT-EISP, "Draft Environ Impact Study Plan,Connecticut 
Low Level Radwaste Program." 

GINGERICH.R.E. Connecticut, State of. 91/07/23. LOHAUS.P. Low-Level Waste Man¬ 
agement Branch (Post 901230). Ip. 59014:158-59014:196. 

-9107290181 Rev 3 to, “Draft Environ Impact Study Plan.Connecticut Low Level Rad¬ 
waste Program." 

* Battelle Memorial Institute, Pacific Northwest Laboratory. 91/06/30. 37pp. 
59014:159-59014:196. 

9107300253 Forwards response to recipient questions dtd 910617 as result of recent 
visit to State of NE re low level waste disposal & status of state efforts to develop 
disposal site for Central Interstate Low Level Radwaste Compact. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/07/23. CURTISS Com¬ 
missioners (Post 750119). 7pp. 59068:087-59068:093. 

9108140180 Forwards draft Rev la to CT-GSP, “Generic Site Characterization Pian.CT 
Low-Level Radwaste Program.” 

GINGERICH.R. Connecticut, State of. 91/08/09. LOHAUS.P. Office of Nuclear Materi¬ 
al Safety & Safeguards. Ip. 59014:048-59014:157. 

-9108140185 Draft Rev la to CT-GSCP, "Generic Site Characterization Plan.CT Low- 
Level Radwaste Program." 

* Battelle Memorial Institute. 91/06/30. 109pp. 59014:049-59014:157. 

9109030011 Responds to 910607 Itr requesting clarification re Shieldalloy Metallurgical 
Corp handling & sale of 55,920 lbs of ferrosilicon zirconium.NRC does not consider 
inadvertent receipt & transfer of source matl.substantial safety hazard. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 91/08/21. STERN,R. New Jersey, State of. 
2pp. 58928:168-58928:173. 

9109030016 Responds to State of NV input as result of state observation of DOE OA 
audit of LLL in June 1991 .Emphasis will be placed on coordinating audit activities to 
minimize idle time during future audits. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/08/23. ZIMMERMAN,S.W. Nevada, State 
of. 2pp. 58979:356-58979:357. 

9109030050 Discusses low-level radioactive waste disposal facility site selection plan. 
MCWHIRTER.B.H. Connecticut, State of. 90/11/30. 0‘NEILL.W.A. Connecticut, State 
of. 137pp. 59024:174-59024:311. 

9109030069 Discusses Louisiana Energy Svcs application for U enrichment facility in 
Claiborne Parish.Comments on scope of EIS for facility provided to NRC on 
910814.Prehearing conference scheduled on 911114 in Shreveport,LA. 

WASCOM.R. Louisiana, State of. 91/08/20. Louisiana, State of. 2pp. 58994:216- 
58994:217. 

9109050031 “Discharge Monitoring Rept for Jul 1991." W/910822 Itr. 

LABRUNA.S., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. RPC91- 
137. 91/07/31. CAPORALE.G. New Jersey, State of. 20pp. 58944:300-58944:319. 

9109050032 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91-01 & 50-388/PA-91-01 .No violations or deviations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/08/20. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 59027:299-59027:309. 

-9109050035 Forwards State of PA Low Level Radwaste Shipment Insp Repts 50-387/ 
PA-91-01 & 50-388/PA-91 -01 on 910726.No violations or deviations noted.Major 
areas inspected:$hipping documentation,labeling,marking & placarding. 

DORNSIFE.W.P. Pennsylvania, Commonwealth of. 91/07/29. KNAPP,M.R. Region 1 
(Post 820201). 8pp. 59027:302-59027:309. 

9109050186 informs committee & parties that J Dunn,left Ropes & Gray & will not be 
testifying in person in proceeding.AL Spitzer will testify in her place. 

HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/08/30. SMUKLER.L. New 
Hampshire, State of. Ip. 59029:219-59029:219. 

9109050205 Provides written notification of environ air sample results exceeding action 
levels.Results consistent w/levels previously reported for tritium by Controls for Envi¬ 
ron Pollution.Samples above action levels listed. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/07/19. 
ROBERTSON,G. Washington, State of. 2pp. 59029:239-59029:240. 

9109050207 Provides written notification of environ monitoring results in excess of 
action levels from 910401-0506.Results of reanalysis conducted by Controls for Envi¬ 
ron Pollution on 910702 listed. 

PALMER,W.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/07/16. 
ROBERTSON,G. Washington, State of. 2pp. 59029:237-59029:238. 

9109050210 Provides written notification of environ air sample results exceeding action 
levels from 9l0701-0815.Results consistent w/historical data resulting from site moni¬ 
toring program & background levels within Hanford Reservation. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/16. 
ROBERTSON,G. Washington, State of. 3pp. 59029:241-59029:243. 


9109050212 Provides written notification of environ air sample results exceeding action 
levels. Results consistent w/levels previously reported by Controls for Environ 
Pollution.Vendor reviewing results obtained by other facilities in area. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/16. 
ROBERTSON,G. Washington, State of. 2pp. 59019:025-59019:026. 

9109060027 Forwards "NPDES Discharge Monitoring Rept for Susquehanna Steam 
Electric Station for Jul 1991." No noncompliances noted during reporting period.On 
910709 & 10,approx 75,000 gallons of circulating river water discharged to drains. 
FIELDS,J.S. Pennsylvania Power & Light Co. PLE-14634. 91/08/23. WILKES.J.J. 
Pennsylvania, Commonwealth of. Ip. 59032:152-59032:163. 

9109060044 Provides written notification of environ air sample results exceeding action 
levels from 910722-0805.Resuits consistent w/historical data resulting from site moni¬ 
toring program & background levels found within Hanford Reservation. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/29. 
ROBERTSON,G. Washington, State of. 3pp. 59032:097-59032:099. 

9109060049 Revises 910606 Itr advising NRC of 12 occupational & breathing zone air 
samples exceeding action level for gross beta.Results of 12 samples,collected be¬ 
tween 910326-0410, listed on end. 

NEWMAN.H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/08/29. 
ROBERTSON,G. Washington, State of. 4pp. 59032:354-59032:357. 

9109060097 Forwards draft “Environ Evaluation Rept Re Termination of License SNM- 
777 for UNC Recovery Sys.Wood River Junction, Rl.” Requests support in coordinat¬ 
ing info meeting w/State of Rl & Charlestown officials on 911004. 

MILLER,M. Region 1 (Post 820201). 91/08/26. BELL.V. Rhode Island, State of. 2pp. 
59034:013-59034:035. 

9109060105 Forwards license application guidance & site decommissioning mgt 
plan.per 910808 meeting.W/o ends. 

PARROTT,J.D. Decommissioning & Regulatory Issues Branch (Post 901230). 91/08/ 
30. BOETTCHER,L. Michigan, State of. Ip. 59034:226-59034:226. 

9109060168 Requests extension of comment period re onsite storage & title to low level 
radwaste discussed in SECY-90-318.Since issues of major importance,comment 
period should be extended for 30 days. 

BATES,R.W. Don’t Waste New York. 91/01/31. KENNEDY,J. NRC - No Detailed Af¬ 
filiation Given. Ip. 59034:221-59034:221. 

9109060192 Requests assistance in field of Bitumen for treatment by stabilization or so¬ 
lidification of low-level radwaste. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/09/03. 
HUBER,G.A. Kentucky, Commonwealth of. 12pp. 59034:207-59034:218. 

9109090098 Comments on NRC recommendations (SECY-90-318) re title transfer & 
possession provision of Low-Level Radwaste Policy Amends Act. 

MAYER,J.A. Massachusetts, Commonwealth of. 55FR50064. 91/01/31. CHILK.S.J. 
Office of the Secretary of the Commission. 4pp. 59049:294-59049:297. 

9109090106 Responds to request for comments to 901206 Itr re title transfer & posses¬ 
sion provision of Low-Level Radwaste Policy Amends Act of 1985. 

WOMELDORF.D.J. California, State of. 55FR50064. 91/01/09. GRIEPENTROG.J. 
Nevada, State of. 2pp. 59049:292-59049:293. 

9109090131 Forwards data requests of Ofc of Consumer Advocate for New Hampshire 
Yankee 

HOLMES,M.W. New Hampshire, State of. 91/08/21. HAFFER.E.A. Sheehan, Phinney, 
Bass & Green, P.A. 2pp. 59041:250-59041:251. 

9109090140 Lists questions as result of recent visit to State of Nebraska to discuss low 
level waste disposal & status of state efforts to develop disposal site for central inter¬ 
state low level radwaste compact region. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/17. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. PARLER.W.C. Office of the General Counsel (Post 
860701). DENTON,H. Office of Governmental & Public Affairs (Post 870413). 4pp. 
59049:196-59049:213. 

-9109090145 Forwards corrected response to Commissioner Curtiss questions re Utah 
plans for licensing low level radwaste disposal site. 

DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 90/04/11. 
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 59049:199-59049:211. 

—9109090153 Discusses low level waste disposal in State of Nebraska & status of state 
efforts to develop disposal site for central interstate low level radwaste compact 
region.Governor advised by agency as listed. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/04. Commissioners (Post 
750119). 3pp. 59049:212-59049:213. 

9109090193 Hydrological monitoring rept for first half,1991,per discharge plan - 169.W/ 
910628 Itr. 

LUTHIGER.P. Quivira Mining Co. 91 /06/30. OHRBOM.R. New Mexico, State of. 5pp. 
59041:017-59041:021. 

9109090275 Requests info or opinions re Total Minerals presentation on bond estimate 
submitted to Land Quality,specifically area of plant decontamination & disposal of 
plant rubble & equipment. 

MOONEY,G. Wyoming, State of. 91/08/13. HALL.R. Uranium Recovery Field Ofc, R4. 
35pp. 59049:037-59049:071. 

9109100110 Confirms schedule to review radiation control program on 911007-11.For¬ 
wards list of questions to become App A to rept when accompanied by licensee 
answers. Response to questions requested prior to 911004. 

WOODRUFF,R.L. Region 2 (Post 820201). 91/08/26. HILL.T. Georgia, State of. 24pp. 
59022:151-59022:174. 

9109100285 Forwards “Monthly Discharge Monitoring Rept for June 1991” & "Toxico¬ 
logical Evaluation of Treated Effluent Biomonitoring Support for NPDES 
Permit:NFS,lnc May Monitoring Period." 

PAINE,D. Nuclear Fuel Services, Inc. ACF 91-351. 91/07/15. TARPLEY.M.B. Tennes¬ 
see, State of. 2pp. 59023:339-59023:360. 

9109100382 Submits 910731 market value of trust account for permit 352. Informs that 
market value is in excess of required bond amount. 

SHAFFER,R. Wyoming, State of. 91/08/12. CARPENTER,S.A. American Nuclear 
Corp. Ip. 59056:326-59056:326. 
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9109110050 Advises that review of 910708 PRI determined that application for permit 
603 substantially complete & w/encl permit conditjons,technically adequate. 

SHAFFER,R. Wyoming, State of. 91/08/09. KEARNEY,B. Power Resources, Inc. (for¬ 
merly Sparkling City Nuclear Corp.). 4pp. 59068:266-59068:269. 

9109110077 Advises that 910717 meeting held to discuss disposal of Naturita UMTRA 
tailings at Union Carbide Uravan Mill site. 

GOAD.J.W. Colorado, State of. 91/07/29. MATTHEWS,M. New Mexico, State of. 2pp. 
59068:276-59068:277. 

9109110132 Forwards Rev 0 to Temporary Instruction TX1-0122, “Zebra Mussel Treat¬ 
ment,” per directors final findings & orders for use of H-130 & CI-37 cooling water 
additives for facility (Ohio EPA Permit 3IB00016). 

LYSTER.M.D. Centerior Energy. PY-CEI/OEPA-013. 91/09/06. MAGNI.R. Ohio, State 
Of. Ip. 59099:299-59099:331. 

9109110175 Forwards responses to requests for info re facility decommissioning plan. 
HAFFER.EA Sheehan, Phinney, Bass & Green, P.A. 91/09/09. SMUKLER.L. New 
Hampshire, State of. 8pp. 59099:183-59099:190. 

9109110222 Approves permission to begin lixiviant injection into Unit 3 Weilfield exten¬ 
sion at Christensen Ranch site. Approval constitutes fulfillment of amend 2 commit¬ 
ment & will be entered as item 13 to change vol for permit 478. 

MOONEY,G. Wyoming, State of. 91/08/16. CHAPMAN,W. Total Minerals Corp. Ip. 
59068:340-59068:340. 

9109110248 Submits groundwater monitoring rept for period 910401-0630 as required 
by discharge plan 363 & NRC Old Stope Leaching monitor well analytical results for 
second quarter 1991. 

LUTHIGER.P. Quivira Mining Co. 91/07/31. OHRBOM.R. New Mexico, State of. 3pp. 
59068:337-59068:339. 

9109130085 FOIA request for documents re NRC rept designated RII-91-A-044 & ail no¬ 
tices of violation for agricultural research svc animal parasite research 
lab, Auburn, ALstemming from site visits conducted from 1988 through present. 
STERNBERG,S. Georgia, State of. 91/07/29. GRIMSLEY.D.H. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 59095:325-59095:325. 

9109130093 Final response to FOIA request for documents.App A records withheld in 
entirety (ref FOIA Exemption 7). 

GRIMsLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/09. STERNBERG,S. Georgia, State of. 3pp. 59095:326-59095:328. 

9109130115 PNO-IV-91 -024:Delta County Memorial Hosp received Tc generator w/con- 
tamination on external surface of shipping container.No removable contamination 
noted.DuPont & DOT informed of incident.State of CO investigating. 

DODA.R.J. Region 4 (Post 820201). 91/09/10. Ip. 59113:051-59113:051. 

9109160195 Ack receipt of 910702 Itr in response to 910606 NOV re insp rept 150- 
00032/91-01 .Response meets requirements in 10CFR2.201. 

CLINE,W.E. Region 2 (Post 820201). 91/08/05. STRAND,W. North Carolina, State of. 
Ip. 59098:245-59098:245. 

9109160262 Forwards rebuttal testimony re docket NDFC 91-1. 

ROHRBACH.J.S. New Hampshire, State of. 91/09/09. SMUKLER.L. New Hampshire, 
State of. 5pp. 59116:336-59116:345. 

9109160328 Forwards summary rept re Durango radon flux measurements & Rev 0 to 
health physics procedure, “Radon Flux Measurement.” 

HAMP.S. NRC - No Detailed Affiliation Given. 91/08/1?. GILLEN,D. NRC - No De¬ 
tailed Affiliation Given. 16pp. 59106:007-59106:022. 

-9109160337 Rev 0 to health physics procedure, “Radon Flux Measurement.” 

OLDHAM,J.G., PETELKA.M.F., CATE,P.D. Chem-Nuclear Systems, Inc. 90/07/18. 
8pp. 59106:015-59106:022. 

9109170286 Forwards author rebutal testimony re base rate used by util, uncertainty in 
prospective growth path of low level waste disposal costs & overall cost escalation 
rates. 

ROHRBACH.J.S. New Hampshire, State of. NDFC 91-1. 91/08/27. SMUKLER.L. New 
Hampshire, State of. 3pp. 59136:276-59136:278. 

9109170292 Forwards AL Spitzer responses to data requests from State of NH Ofc of 
Consumer Advocate (Set 4) & IE Canner responses to suppl data requests (dtd 
910821) of Ofc of Consumer Advocate re decommissioning fund. 

HAFFER.EA Sheehan, Phinney, Bass & Green, P.A. NDFC 91-1. 91/09/04. 
SMUKLER.L New Hampshire, State of. 10pp. 59135:348-59135:357. 

9109180173 Comments on NRC reclamation review for faciiity.Agrees w/ determination 
that sites 48FR2861 & 48FR2863 not eligible for natl register.Eligibility of site 
48FR2862 unknown & site 46FR2864 eligible for natl register. 

MARCEAU.T.E. Wyoming, State of. 48FR2861. 91/08/21. Uranium Recovery Field 
Ofc, R4. Ip. 59139:046-59139:046. 

9109180202 Provides written notification of environ air sample results exceeding action 
levels at US Ecology Richland,WA site. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/09/05. 
ROBERTSON,G. Washington, State of. 2pp. 59157:352-59157:353. 

9109180221 Informs licensee of results from perimeter TLD exceeding action level 50 
mrem per quarter during Second Quarter 1991 at Richland,WA low-level radwaste dis¬ 
posal facility. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/09/05. 
ROBERTSON,G. Washington, State of. 2pp. 59157:350-59157:351. 

9109160228 Expresses displeasure at State of CT handling process of putting proposed 
nuclear waste dump sites in South Windsor & Ellington residential areas & requests 
help by telling State of CT of mistake. 

KASMARZYK.W. Affiliation Not Assigned. 91/09/18. NRC - No Detailed Affiliation 
Given. 2pp. 59157:348-59157:349. 

9109190021 Informs that all income received on American Nuclear Corp surety account 
to be applied to principal. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. SHAFFER,R. Wyoming, State 
of. 2pp. 59146:007-59146:008. 


9109190037 Provides evaluation of amended response to corrective action request 
(CAR) YM-91-041 resulting from Yucca Mountain QA Division audit 91-03 of Los 
Alamos Natl Lab.Concludes that overall amend determined to be satisfactory. 
HORTON,D.G. Energy, Dept. of. WBS 1.2.9.3. 91/09/10. HERBST.R.J. New Mexico. 
State of. 9pp. 59157:249-59157:257. 

9109190047 Requests that monitor wells MW-33 & MW-34 be deleted from list of re¬ 
quired monitor wells.Revised page 18 to reflect addendum request end. 

CHAPMAN,W.J. Total Minerals Corp. 91/08/16. MOONEY.G. Wyoming, State of. 2pp. 
59146:046-59146:047. 

9109190101 Advises that written comments on EIS for Claiborne Enrichment Ctr provid¬ 
ed to NRC on 910814.Tentative review schedule,provided by NRC,encl.W/o end. 
WASCOM.R. Louisiana, State of. 91/09/09. Louisiana, State of. Ip. 59164:105- 
59164:107. 

9109190226 Discusses NRC current review of Power Resources,Inc submittal entitled, 
"West Highland Amend” which requests amend to license SUA-1511 ,to allow expan¬ 
sion of existing mine production at highland U project.Draft EA not end. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. BENOIT,D. Wyoming, State of. 
2pp. 59146:001-59146:002. 

9109190235 Advises that no concerns noted re proposed rev to Richland Operating 
Procedure 62, “Facility Security" transmitted via 910823 Itr. 

ELSEN.M.J. Washington, State of. 91/09/11. PALMER,A. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). Ip. 59165:281-59165:281. 

9109190236 Ack receipt of 910829 Itr informing State of WA of steps taken to correct 
noncompliances noted in 910701-03 insp of License WN-l019-2.Requests that final 
resolution of Recommendations 3-7 be submitted by 911018. 

ELSEN.M.H. Washington, State of. 91/09/12. SAUER,R. U.S. Ecology, Inc. (formerly 
Nuclear Engineering, Inc.). Ip. 59165:282-59165:282. 

9109190284 Responds to 910816 Itr requesting public comment on NRC staff proposal 
for disposal of non-11e.(2) byproduct matl in U mill tailings impoundments.Decides to 
solicit public comment w/announcement to that effect released shortly. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/09/09. 
STANLEY,R. Washington, State of. 3pp. 59167:055-59167:057. 

9109200012 Forwards license condition that governs ground-water work at site,recent 
review memo discussing ground water program & lab data for tailings impoundment 
solution.W/o ends. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. NOVAK,M. Utah, State of. 
2pp. 59168:011-59168:012. 

9109200043 Submits results of review of rept, “Hazardous Determination for Solid 
Waste From NFS Pond 3 Surface Impoundment Using Toxicity Characterization Leach 
Procedure.” State agrees that Pond 3 sediment not hazardous for cadmium. 

HALE.D.S. Tennessee, State of. 15N-91-0205. 91/08/09. PAINE,D. Nuclear Fuel 
Services, Inc. 4pp. 59170:353-59170:356. 

9109200047 Discusses Rio Algom Mining Corp application for license to conduct in situ 
leach mining of U at Smith Ranch site.Info describing consultations held by NRC pro¬ 
vided. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/11. MARCEAU.T. Wyoming, State 
of. 4pp. 59167:348-59167:351. 

9109200055 Submits comments on review of 910222 bond estimate submitted to Land 
Quality.Requests 1991-92 bond estimate be based on & include pump rating curves 
which give accurate indication of amount of power consumed during groundwater res¬ 
toration. 

MOONEY.G. Wyoming, State of. 91/08/14. CHAPMAN,W. Total Minerals Corp. 3pp. 
59155:355-59155:357. 

9109200121 Relates State of NV comments re DOE QA Audit of Sandia Natl Lab held 
on 910819-23. 

ZIMMERMAN,S.W. Nevada, State of. HLWR. 91/09/09. HOOKS,K. Division of High- 
Level Waste Management (Post 870413). HORTON,D. Energy, Dept. of. GERTZ.C. 
Nevada, State of. 3pp. 59195:122-59195:124. 

9109200185 Ack receipt of 910814 congratulatory Itr on appointment as chairman of 
NRC.Author will be addressing Natl Assoc of Regulatory Util Commissioners at annual 
meeting in San Antonio,TX in Nov. 

SELIN,I. Commissioners (Post 750119). 91/09/12. MCFARLAND,J.T. New York, State 
of. Ip. 59171:105-59171:109. 

-9109200190 Extends congratulations on appointment as chairman of NRC. Case of 
Shoreham Nuclear Power Plant demonstrates that regulatory process can be tied in 
knots with determined opposition from state officials. 

MCFARLAND.J.T. New York, State of. 91/08/14. SELIN,I. Commissioners (Post 
750119). 4pp. 59171:106-59171:109. 

9109200230 Responds to 910826 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr to discuss issues prior to implementation of ERDS in State of OR. 
SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. STEWART-SMITH Oregon, State of. 6pp. 59171:154-59171:159. 

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS 
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper¬ 
ations ctr prior to program implementation in State of GA. 

SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91/ 
09/16. HARDEMAN,J.C. Georgia, State of. 6pp. 59171:160-59171:165. 

9109200263 Submits results of review of draft (June 1991) staff technical position on 
“Geologic Repository Operations Area Underground Facility Design - Thermal Loads.” 
Document will likely be of little use as guidance to DOE. 

LOUX.R.R. Nevada, State of. HLWR. 91/09/16. LINEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (Post 881120). 7pp. 59195:125-59195:131. 

9109200279 Forwards Aug 1991 significant intergovernmental activities & issues rept. 
KAMMERER.C. State Programs (Post 900112). 91/09/13. ROGERS, CURTISS, 
REMICK Commissioners (Post 750119). 11pp. 59157:298-59157:308. 
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9109200283 Responds to 910723 Itr re clarification of issues on Class III groundwater 
designation of uppermost aquifer at Falls City.TX UMTRAP site.ltems discussed 
include,migration of contaminants within Deweesville sandstone. 

MATTHEWS.M.L Energy, Dept of. 91/08/06. LACKER,D.K. Texas, State of. 5pp. 
59177:266-59177:270. 

9109200327 Requests correct copies of remediation plan for Bert Ave dump in Newburg 
Heights,OH. 

JONES,K. Ohio, State of. 91/09/16. HUFFERT.T. NRC - No Detailed Affiliation Given. 
Ip. 59177:342-59177:342. 

9109200342 Responds to 910808 Itr requesting info re NRC state agreements 
program.Forwards info that further characterizes NRC state agreement program. 
RATHBUN.D.K. Congressional Affairs. 91/08/28. KANJORSKI.P.E. House of Rep. 
58pp. 59300:239-59300:325. 

—9109270041 Discusses consitiuent concerns re increase in license fees & questions re 
difference between “Agreement & ”non-Agreement“ states,decisions of states to 
raise their fees & NRC std procedures for checking use of radioactive matls. 
KANJORSKI.P.E. Congress (Joint & Rotating Committees, etc.). 91/08/08. CARR.K. 
Commissioners (Post 750119). Ip. 59300:297-59300:297. 

—9109200349 Forwards Itr to MJ Coye,Director of California Health Welfare Agency,per 
910827 request 

CHILK.S.J. Office of the Secretary of the Commission. 91/09/04. PROMISEL.B. 
Maine, State of. Ip. 59300:298-59300:324. 

-9109200356 Requests portion of 910802 Itr to California DHS director of health & wel¬ 
fare re emergency accesss desisions. 

PROMISEL.B. Maine, State of. 91/08/27. SELIN,I. Commissioners (Post 750119). Ip. 
59300:325-59300:325. 

9109230013 “Discharge Monitoring Rept for Aug 1991.” W/910917 Itr. 

WAGNER,E.J. Boston Edison Co. BECO 5.91-090. 91/08/31. 9pp. 59156:071- 
59156:079. 

9109240037 Forwards results of TLDs located in Connecticut across from plant. 
STRUCKMEYER.R. Region 1 (Post 820201). 91/08/26. MCCARTHY, K. Connecticut, 
State of. 2pp. 59182:187-59182:188. 

9109240078 PNO-IV-91-027:on 910911 .failure of package shielding during shipment of 
sealed source containing 100 mCi Cs-137.Source arrived w/o padlock.Inspectors cur¬ 
rently investigating incident to determine if radiation exposure occurred. 

DODA.R.J. Region 4 (Post 820201). 91/09/17. Ip. 59182:261-59182:261. 

9109240241 Confirms 910911 unusual discharge during final stages of dewatering of 
high level intake screen well to allow for maint operations.Solids from bottom of well 
were pumped over to storm drain leading to Outfall 001. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 91/09/16. 
JENKINS,R.R. Virginia, Commonwealth of. 2pp. 59200:248-59200:249. 

9109260131 Forwards corporate licensing & Assurance Audit 91-551 dtd 910724.W/o 
end. 

SORENSEN,G.C. Washington Public Power Supply System. 91/09/17. HEIMBACH.K. 
Washington, State of. 3pp. 59217:180-59217:182. 

9109260183 Forwards revs to mine permit 633 applications which document results of 
licensee wetland inventory.W/one oversize drawing. 

WICHERS.D.L Rio Algom Mining Corp. 91/08/27. SHAFFER.R. Wyoming, State of. 
3pp. 59226:017-59226:020. 

9109270172 Forwards moisture density tests,radon barrier A,B & C for Durango UMTRA 
disposal site,per request 

SCOUTARIS.M. New Mexico, State of. 91-0757. 91/09/13. JACOBY,D. Uranium Re¬ 
covery Field Ofc, R4. 26pp. 59221:146-59221:171. 

9109270189 Submits corrected info to tables attached to 910909 Itr to MT Oge re cur¬ 
rent status of reclamation at Colorado source matl mills. 

QUILLIN.R.M. Colorado, State of. 91-0756. 91/09/09. BERNERO.R.M. Office of Nu¬ 
clear Material Safety & Safeguards. Ip. 59221:145-59221:145. 

9109270203 Forwards rept on tailing impoundment at licensee Gr’ant Mill for period of 
910601-0831.Rept certifies that structure meets all current criteria & safe for tailing 
impoundment. 

HILES.M.D. Homestake Mining Co. 91-0750. 91/09/06. MARTINEZ,A. New Mexico, 
State of. 23pp. 59221:122-59221:144. 

9109300054 Responds to 910808 Itr to EDO & 910802 message to Chairman, re ar¬ 
rangements for evacuating & monitoring Duxbury school children in event of radiologi¬ 
cal emergency. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
12. FLEMING,J. Affiliation Not Assigned. 5pp. 59263:043-59263:075. 

-9109300113 Responds to NRC Task Force Draft Rept for comment entitled, "Findings 
on Issues of Offsite Emergency Preparedness for Pilgrim Nuclear Power.” Requests 
that statement be made part of official record of NRC task force public hearing. 
KENNEDY,D.G. Massachusetts, Commonwealth of. 91/06/10. ERICSON.R. NRC - No 
Detailed Affiliation Given. 13pp. 59263:059-59263:073. 

9109300116 Forwards corrected page D9-16B for insertion into permit 633 application 
document submitted on 910827 re potential jurisdictional wetlands inventory. 
WICHERS.D.L. Rio Algom Mining Corp. 91/08/29. SHAFFER.R. Wyoming, State of. 
2pp. 59243:134-59243:135. 

9109300117 Discusses inconsistencies in proposed Change 162 re fuel melting temp as 
function of burnup.No objections raised w/ proposed change since fuel design limit 
acceptable for reactor core. 

DOSTIE,P.J. Maine, State of. 91/09/18. Document Control Branch (Document Control 
Desk), ip. 59245:186-59245:186. 

9109300233 Confirms notification of status of trend well T-6 located on west side of 
mining units 1 & 2 at Irigaray Mine,per 910905 telcon.Requests removal of well from 
list of required monitoring wells. 

CHAPMAN,W.J. Total Minerals Corp. 91/09/05. MOONEY,G. Wyoming, State of. 2pp. 
59243:085-59243:086. 

9109300244 Forwards cultural resources sections for inclusion in draft environ assess¬ 
ment for Rio Algom Mining Corp Smith Ranch project 

MORTIMER,W.H. Wyoming, State of. 91/09/05. HALL.R. Uranium Recovery Field 
Ofc, R4. 5pp. 59243:080-59243:084. 


9109300248 Forwards rept of hearing officer on S Nelkens data requests & objection & 
responses,transcript of pre-hearing conference held on 910807 & Procedural Order 9. 
MELVIN,W. New Hampshire, State of. 91/08/28. NRC - No Detailed Affiliation Given. 
42pp. 59261:070-59261:111. 

9109300253 Forwards supplementary response of IE Canner to Data Request IEC-1 re 
payment problems anticipated due to bankruptcies of New Hampshire Electric 

Cooperative,EUA Power & PSNH. , ___ kl 

HAFrER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/10. SMUKLER.L. New 
Hampshire, State of. 3pp. 59260:098-59260:100. 

9109300263 Forwards testimony of TS LaGuardia on behalf of util re data requests. 
HAFFER.E.A. Sheehan, Phinney, Bass & Green, P.A. 91/09/10. SMUKLER.L. New 
Hampshire, State of. 8pp. 59260:069-59260:076. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

9108290136 Summary of 910801 meeting w/owners groups & NRR senior mgt to dis¬ 
cuss status of issues re new STS. 

GRIMES,C.I. Technical Specifications Branch. 91/08/14. ROSSI.C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 8pp. 58934:244-58934:251. 

9109030097 Forwards nonproprietary NEDG-31909, “Simplified BWR Overall Plant 
Design Description, Requirements & Parameters,” dtd June 1991. 

MARRIOTT.P.W. General Electric Co. EEN-9161. 91/08/27. MCCREE.V.M. Document 
Control Branch (Document Control Desk). Ip. 58929:040-58929:153. 

-9109030105 NEDG-31909 "Simplified BWR Overall Plant Design Description, Require¬ 
ments & Parameters." 

MCCANDLESS.R.J. General Electric Co. 91/06/30. 115pp. 58929:041-58929:153. 

9109030102 Notification of 910905 meeting w/Westinghouse in Rockville, MD to dis¬ 
cuss proposed Westinghouse correlation for predicting RCS flow from measured hot 
leg temps. 

FRAHM.R. Reactor Systems Branch. TAC M81187. 91/08/09. JONES.R.C. Reactor 
Systems Branch. 2pp. 58951:145-58951:146. 

9109030239 Forwards nonproprietary WCAP-13005 & proprietary WCAP-12942, “Safety 
Evaluation Supporting More Negative EOL Moderator Temp Coeffcient TS for South 
Texas Project Units 1 & 2." Proprietary WCAP-12942 withheld (ref 10CFR2.790). 
JUMP.W.J. Houston Lighting & Power Co. ST-HL-AE-3831. 91/08/26. Document Con¬ 
trol Branch (Document Control Desk). 5pp. 59010:152-59010:208. 

-9109030243 Requests that proprietary WCAP-12942, “Safety Evaluation Supporting 
More Negative EOL Moderator temp Coefficient TS for South Texas Project Units 1 & 
2" be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-182. 91/06/27. MURLEY.T.E. 
Document Control Branch (Document Control Desk). 11pp. 59010:157-59010:167. 

-9109030247 WCAP-13005 Nonproprietary “Safety Evaluation Supporting More Nega¬ 
tive EOL Moderator Temp Coefficient TS for South Texas Project Units 1 & 2.” 

SILVA,F.J., LOVE.D.S. Westinghouse Electric Corp. 91/06/30. 39pp. 59010:168- 
59010:208. 

9109040277 Lists organizational changes per Rev 8 to licensing Topical Rept N EDO- 
11209-04A,effective 910801.Advanced BWR program & nuclear plant svcs dept com¬ 
bined into new function called nuclear svcs & projects dept. 

CASE.J.M. General Electric Co. M/C 562. 91/08/22. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58998:219-58998:219. 

9109040383 Responds to licensee request re withholding WCAP-12769 & WCAP- 
12771,dtd 910523 from public disclosure,per 10CFR2.790. NRC concurs w/request & 
versions of submitted info marked proprietary,withheld. 

HOFFMAN,S.T. Project Directorate 11-1. 91/08/28. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 3pp. 58981:275-58981:277. 

9109040437 Responds to NRC 910801 request for addl info on Topical Rept PP&L-NF- 
90-001 re licensing methods,plan for U1C7. 

KEISER.H.W. Pennsylvania Power & Light Co. PLA-3641. 91/08/29. BUTLER,W.R. 
Project Directorate 1-2.14pp. 58995:283-58995:305. 

9109050014 Application for amends to Licenses NPF-76 & NPF-80,changing Tech 
Specs to permit relaxation of end-of-life moderator temp coefficient limit in core oper¬ 
ating limits rept,based on Westinghouse methodology in WCAP-12942. 

KINSEY,W.H. Houston Lighting & Power Co. 91/08/30. Document Control Branch 
(Document Control Desk). 11pp. 58999:183-58999:203. 

9109050075 Forwards Rev 3 to WCAP-11476, "Handbook on Flaw Evaluation 
Kewaunee,Unit 1 Steam Generators Upper Shell to Cone Weld.” Proprietary Suppl 1 
to “Kewaunee Unit 1 Steam Generator Upper Shell to Cone Welds Steam Genera¬ 
tor...” withheld. 

EVERS,K.H. Wisconsin Public Service Corp. NRC-91-126. 91/08/30. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 59019:055-59019:268. 

-9109050080 WCAP-11476 R03 “Handbook on Flaw Evaluation Kewaunee,Unit 1 
Steam Generators Upper Shell to Cone Weld.” 

SCHMERTZ.J.C., ADAMONIS.D.C. Westinghouse Electric Corp. 91/05/31. 147pp. 
59019:057-59019:268. 

9109050258 Forwards WCAP-13007, "Analysis of Capsule U From Vogtle Electric Gen¬ 
erating Plant Unit 2 Reactor Vessel Radiation Surveillance Program.” Capsule re¬ 
moved from reactor pressure vessel on 900925,during first refueling outage. 

MCCOY,C.K. Georgia Power Co. ELV-03044. 91/08/29. Document Control Branch 
(Document Control Desk). 4pp. 59029:001-59029:174. 

-9109050260 WCAP-13007 “Analysis of Capsule U From Vogtle Electric Generating 
Plant Unit 2 Reactor Vessel Radiation Surveillance Program.” 

TEREK,E., ANDERSON,S.L., ALBERTIN.L. Westinghouse Electric Corp. 91/08/31. 
140pp. 59029:005-59029:174. 

9109050344 Advises that 910729 application & 910624 affidavit re NEDC-31892P,Rev 
1, “Extended Load Line Limit & ARTS Improvement Program Analysis for Cooper Nu¬ 
clear Station Cycle 14,” withheld (ref 10CFR2.790(b)(5)). 

O’CONNOR,P.W. Project Directorate IV-1. 91/08/27. HORN.G.R. Nebraska Public 
Power District. 4pp. 58993:045-58993:048. 
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910906008$ Advises that review of Westinghouse Owners Group rept WCAP-12639 re 
methodology used to analyze & evaluate stress fatigue effects due to thermal stratifi¬ 
cation & thermal striping acceptable. 

WUNDER.G.F. Project Directorate 11-1. TAC 72171. 91/08/22. SKOLDS.J.L. South 
Carolina Electric & Gas Co. 4pp. 59015:291-59015:319. 

9109060104 Advises that review of Westinghouse Owners Group rept WCAP-12639, 
“Pressurizer Surge Line Thermal Stratification,” concludes that methodology used to 
analyze & evaluate stress fatigue effects due to thermal stratification acceptable. 
WILLIAMS,F.J. Project Directorate 1-1. TAC 72139. 91/08/27. BEEDLE.R.E. Power 
Authority of the State of New York (New York Power Authority). 13pp. 59015:169- 
59015:181. 

9109060175 Advises that nonproprietary version of BAW-10181P, “Review of Topical 
SAR, ’CONSTAR Dry Storage Cask,”’ will be submitted by 910920,per NRC 910701 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/91-151. 91/09/03. STUR2.F. NRC - No De¬ 
tailed Affiliation Given. 2pp. 59034:222-59034:223. 

9109060204 Notification of room change for 910911 meeting w/GE in Rockville,MD to 
discuss & describe effects of longer fuel cycles on physics & fuels parameters. 
KOPP.LI., PHILLIPS.LE. Reactor Systems Branch. 91/08/29. JONES,R.C. Reactor 
Systems Branch. 2pp. 59015:282-59015:283. 

9109090060 Forwards safety evaluation accepting B&W Owners Group rept BAW-2127 
re methodology used to evaluate & analyze stress & fatigue effects due to thermal 
stratification & thermal striping. 

ALEXION.T.W. Project Directorate IV-1. IEB-88-011. 91/08/26. CARNS.N.S. Entergy 
Operations, Inc. 3pp. 59039:330-59039:347. 

-9109090064 Safety evaluation re B&W Owners Group pressurizer surge line thermal 
stratification generic detailed analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). IEB-88-011. 91/08/ 
26. 14pp. 59039:334-59039:347. 

9109090092 Forwards SER on Westinghouse Owners Group pressurizer surge line ther¬ 
mal stratification generic detailed analysis.SER provides guidance for 28 Westing¬ 
house plants that could not be shown acceptable by Westinghouse Owners Group 
analysis. 

WILLIAMS.F.J. Project Directorate 1-1. IEB-88-011. 91/08/27. BRAM.S.B. Consolidat¬ 
ed Edison Co. of New York, Inc. 3pp. 59040:281-59040:293. 

9109090151 Informs that methodology used to analyze & evaluate stress fatigue effects 
due to thermal stratification & thermal striping acceptable re Westinghouse Owners 
Group rept WCAP-12639. 

LO,R.H. Project Directorate 11-1. IEB-88-011. 91/08/28. EURY.L.W. Carolina Power & 
Light Co. 4pp. 59040:303-59040:332. 

9109090199 Notification of change of meeting date to 910917 in Rockville,Md to dis¬ 
cuss proposed Westinghouse correlation for predicting RCS flow from measured hot 
leg temps. 

FRAHM.R. Reactor Systems Branch. TAC M81187. 91/08/29. JONES.R.C. Reactor 
Systems Branch. 4pp. 59039:326-59039:329. 

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89- 
001,Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri¬ 
mary water stress corrosion cracking.EncI withheld. 

ROSENBLUM.R.M. Southern California Edison Co. IEB-89-001. 91/08/30. Document 
Control Branch (Document Control Desk). 4pp. 59076:085-59076:088. 

9109100115 Forwards Nutech Engineering,Inc rept entitled “Evaluation of Significant 
Deterioration Mechanisms in Cast Austenitic Stainless Steel Primary Coolant Pres¬ 
sure...,” per request during NRC/NUMARC AIP meetings on PWR RCS & BW PCPB 
repts. 

GRIFFING.EP. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/09/06. CRAIG.J. License Renewal Project Directorate (Post 
901216). 2pp. 59062:042-59063:125. 

-9109100126 EPR-23-100 "Evaluation of Significant Deterioration Mechanisms in Cast 
Austenitic Stainless Steel Primary Coolant Presure Boundary Components.” 
HEDGECOCK.P.D. NUTECH Engineers, Inc. 89/05/31. 74pp. 59062:044-59062:117. 

-9109100145 EPRI NP-4947-SR Spcial rept entitled, “BWR Hydrogen Water Chemistry 
Guidelines:1987 Rev." 

* Electric Power Research Institute. 88/12/31.135pp. 59062:274-59063:036. 

-9109100151 EPRI NP-4242 Final rept on “Long-Term Insp Requirements for Nuclear 
Power Plants." 

* Electric Power Research Institute. 86/03/31.100pp. 59063:037-59063:125. 

9109100132 Forwards nonproprietary WCAP-13035 & proprietary WCAP-13034, “North 
Anna Unit 1 Steam Generator Operating Cycle Evaluation” & request for withholding 
WCAP-13034 per 10CFR2.790. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 91-337B. 91/08/30. 
Document Control Branch (Document Control Desk). 2pp. 59089:050-59090:028. 

-9109100139 Requests that proprietary WCAP-13034, “North Anna Unit 1 Steam Gen¬ 
erator Operating Cycle Evaluation," be withheld per 10CFR2.790. 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-201. 91/08/27. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 59089:052-59089:062. 

-9109100143 WCAP-13035 “North Anna Unit 1 Steam Generator Operating Cycle Eval¬ 
uation.” 

WOOTTEN.M.J. Westinghouse Electric Corp. SG-91-08-028. 91/08/31. 150pp. 
59089:063-59090:028. 

9109100200 Endorses NRC plan to follow work of ASME re insp of drywell, including 
torus. 

BAGCHI,G. BWR Owners Group. BWROG-91120. 91/09/03. BINZ.R.D. Structural & 
Geosciences Branch. Ip, 59083:080-59083:080. 

9109100372 Summary of 910822 meeting w/Owners Groups re process for resolving 
comments on draft STS & related matters.List of meeting attendees & agenda end. 
GRIMES,C.l. Technical Specifications Branch. 91/08/30. ROSSI,C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 20pp. 59050:006-59050:025. 

9109100406 Extends authorization contained in documents received by NRC. 

DIPIAZZA, R.P. Westinghouse Electric Corp. ET-NSL-91-010. 91/08/29. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). BECKJORD.E.S. Office 
of Nuclear Regulatory Research (Post 860720). Ip. 59068:096-59068:096. 


9109110088 Forwards proprietary Topical Rept DPC-NE-3002, “FSAR Chapter 15 Sys 
Transient Analysis Methodology.” Rept describes initial & boundary conditions & input 
assumptions re control & protective sys functions.Rept withheld . 

TUCKMAN.M.S. Duke Power Co. 91/08/30. Document Control Branch (Document 
Control Desk). 2pp. 59099:112-59099:113. 

9109110116 Summary of 910717 meeting w/GE in San Jose.CA re SBWR design engi¬ 
neering & supporting research. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/09/03. Stand¬ 
ardization Project Directorate (Post 901216). 59pp. 59069:192-59069:251. 

9109110129 Forwards Westinghouse 910821 Itr,agreeing to release Table 2.1-1 to 
public & providing addl justification for continuing to withhold Table 3.1-4 from 
disclosure,per 910329 submittal of WCAP-12788, Rev 1. 

MCCOY,C.K. Georgia Power Co. ELV-03075. 91/09/04. Document Control Branch 
(Document Control Desk). 2pp. 59099:114-59099:119. 

-9109110137 Agrees w/NRC 910801 request to release Table 2.1-1 & value for “N 
LOOP RCS FLOW UNCERTAINTY (W/BIAS VALUES) in Table 3.1-8 of WCAP- 
12788,Rev 1 to public & provides addl justification for request to withhold Table 3.1-4. 
DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-140. 91/08/21. HOOD.D.S. 
Project Directorate 11-3. 4pp. 59099:116-59099:119. 

9109110253 Notification of 910926 meeting w/C-E owners group in Rockville,MD to dis¬ 
cuss use of surveillance data to calculate adjusted ref temp for controlling matl which 
is not one of surveillance matis. 

BOYLE,M.L. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 91/09/05. CALVO.J.A. Division of Radiation Protection & Emergency Pre¬ 
paredness (Post 870411). 3pp. 59069:048-59069:050. 

9109120062 Requests withholding info from public disclosure re 910503 Itr & 910424 
affidavit for Topical Rept ANF-89-80(P) entitled, “Dresden Units 2 & 3 8x8 Extended 
Bumup Design Rept.” 

SIEGEL,B.L. Project Directorate 111-2. 91/09/03. KOVACH,T.J. Commonwealth Edison 
Co. 3pp. 59104:050-59104:052. 

9109120237 Grants 910731 request that proprietary WCAP-13027, “Westinghouse 
ECCS Evaluation Model for Analysis of CE-NSSS," be withheld from public disclosure 
(ref 10CFR2.790). 

WALKER,W.C. Project Directorate IV-1. 91/08/28. GATES,W.G. Omaha Public Power 
District. 4pp. 59092:319-59092:322. 

9109130040 Forwards 910507-08 audit trip rept re review of status of C-E Owners 
Group program on reanalysis of pressurizer surge line for thermal stratification effects 
concerning Bulletin 88-011. 

VISSING.G.S. Project Directorate 1-4. TAC 72144. 91/09/09. MROCZKA.E.J. North¬ 
east Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 11pp. 59186:230-59186:240. 

9109130043 Forwards 910507-08 audit trip rept re review of status of C-E Owners 
Group program on reanalysis of pressurizer surge line for thermal statification effects 
concerning Bulletin 88-011. 

WIGGINTON.D.L. Project Directorate IV-1. TAC 72180. 91/09/09. BARKHURST.R.P. 
Entergy Operations, Inc. 8pp. 59098:312-59098:319. 

9109130066 Notification of 910924 meeting w/util to discuss development & implemen¬ 
tation of emergency operating instructions at plant,per rev 4 of BWR Owners Group 
emergency procedure guidelines. 

ROSS.T. Proiect Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 91/ 
09/10. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 59105:185-59105:187. 

9109130119 Forwards safety evaluation accepting B&W comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011 
(BAW-2127 rept). 

WIENS, L.A. Project Directorate 11-3. TAC 72148. 91/09/06. TUCKMAN.M.S. Duke 
Power Co. 3pp. 59105:145-59105:160. 

->9109130131 Safety evaluation of BAW-2127 approving comprehensive program to ad¬ 
dress pressurizer surge line thermal stratification concerns discussed in IEB-88-011. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 13pp. 
59105:148-59105:160. 


9109130181 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12460, "Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2...” (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. TAC 79303. 91/09/10. DIPIAZZA,R.P. Westing¬ 
house Electric Corp. pp. 59112:316-59112:319. 

9109130184 Approves 910221 application & 910225 affidavit for withholding WCAP- 
12462, “Westinghouse Revised Thermal Design Procedure Instrument Uncertainty 
Methodology for Vogtle Units 1 & 2...” (ref 10CFR2.790(b)(5)). 

HOOD.D.S. Project Directorate 11-3. TAC 79303. 91/09/10. DIPIAZZA.R.P. Westing¬ 
house Electric Corp. 4pp. 59146:295-59146:298. 

9109160092 Forwards VANTAGE 5 transition core penalty summary, confirming that 
VANTAGE 5 DNB transition core penalty applicable to 17x17 STD plants transitioning 
to VANTAGE 5 fuel can be increased.Summary withheld (ref 10CFR9.5(4)). 
TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3618. 91/09/06. JONES.R.C. 
Reactor Systems Branch. 2pp. 59113:301-59113:312. 

-9109160096 Requests that proprietary summary of VANTAGE 5 transition core penalty 
be withheld (ref 10CFR9.5(4)). 1 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-206. 91/09/06. JONES.R.C. Re¬ 
actor Systems Branch. 10pp. 59113:303-59113:312. 

9109160094 Clarifies NRC position on reactor vessel level instrumentation in revised 
STS,per 910719 telcon.Risk studies do not constitute adequate basis to relocate in¬ 
strumentation outside TS to licensee-controlled document. 

GRIMES,C.l. Technical Specifications Branch. 91/09/11. NORTH,P.J. Babcock & 
Wilcox Operating Plants Owners Group. NORTH,P.J. Duke Power Co. 6pp. 59108:184- 

caino^ao 
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9109160114 Forwards nonproprietary VANTAGE 5 transition core penalty 
summary,confirming that VANTAGE 5 DNB transition core penalty applicable to 17x17 
STD plants transitioning to VANTAGE 5 fuel can be increased. 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3618.' 91/09/06. JONES,R.C. 
Reactor Systems Branch. 4pp. 59115:344-59115:347. 

9109160194 Summary of 910723 research exchange meeting between NRC & EPRI via 
video teleconference re severe accident research, PRA research,human factors re¬ 
search & matls & reactor structural integrity.Viewgraphs end. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Pre 860720). 91/ 
09/10. TAYLOR,J.M. Ofc of the Executive Director for Operations. 87pp. 59118:081- 
59118:193. 

9109170100 Forwards nonproprietary WCAP-10485-1 & proprietary WCAP-10484-P-A, 
“Spacer Grid Heat Transfer Effects During Reflood.” Proprietary WCAP-10484-P-A 
withheld (ref 10CFR 2.790).Repts copyrighted. 

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3611. 91/08/13. WILSON,V.H. 
Planning, Program & Management Support Branch (Post 870411). 2pp. 59132:076- 
59133:071. 

—9109170103 Requests that proprietary WCAP-10484-P-A, “Spacer Grid Heat Transfer 
Effects During Reflood” be withheld (ref 10CFR 2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-194. 91/08/13. WILSON,V.H. 
Planning. Program & Management Support Branch (Post 870411). 9pp. 59132:078- 
59132:086. 

-9109170107 WCAP-10485-A Nonproprietary “Spacer Grid Heat Transfer Effects 
During Reflood.” 

CHIOU.J.S., HOCHREITER.L.E., YOUNG,M.Y. Westinghouse Electric Corp. 91/03/31. 
400pp. 59132:087-59133:071. 

9109170120 Forwards BWR Owners Group comments on bases for Section 3.3, “Instru¬ 
mentation" of draft NUREG-1433 & NUREG-1434. 

BINZ.R.D. BWR Owners Group. BWROG-91123. 91/08/29. MEYER,D.L Regulatory 
Publications Branch. 750pp. 59122:001-59124:331. 

9109170174 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.11, “Shutdown Coolina Sys" to delete auto-closure interlock surveil¬ 
lance of surveillance requirement 4.7.1 lb,per Generic Ltr 88-17. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
161 -04155-WFC/D. 91/09/09. Document Control Branch (Document Control Desk). 
14pp. 59121:116-59121:236. , 

-9109170180 CEOG 91-008 “Risk Evaluation of Removal of Shutdown Cooling Sys 
Auto-Closure Interlock." 

* C-E Operating Plants Owners Group. 91/01/04. 175pp. 59121:133-59121:236. 

9109170179 Forwards nonproprietary WCAP-13049-A & proprietary WCAP-12330-A, 
“Improved THINC-IV Modeling for PWR Core Design," per NUREG-0390.Proprietary 
WCAP-12330-A withheld (ref 10CFR9.5(4)).Repts copyrighted. 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3617. 91/08/14. JONES,R.C. 
Reactor Systems Branch. 2pp. 59127:145-59127:251. 

-9109170182 Requests that proprietary WCAP-12330-A, “Improved THINC-IV Modeling 
for PWR Core Design" be withheld (ref 10CFR9.5(4)). 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-198. 91/08/13. JONES,R.C. Re¬ 
actor Systems Branch. 11pp. 59127:147-59127:157. 

-9109170186 WCAP-13049-A Nonproprietary “Improved THINC-IV Modeling for PWR 
Core Desion ” 

NOVENDSTERN.E. Westinghouse Electric Corp. 91/09/30. 94pp. 59127:158- 
59127:251. 


9109170231 Documents author participation in 910906 meeting w/util to exchange 
views on issues of mutual interest.Ust of attendees & handouts provided at meeting 

DAVIS,A.B. Region 3 (Post 820201). 91/09/09. STONE,R.H. Bechtel Power Corp. 
25pp. 59110:033-59110:057. 


9109170262 Forwards nonproprietary WCAP-13065 & proprietary WCAP-13064, "JM 
Farley Nuclear Plant Units 1 & 2 Response to NRC Request for Addl Info on Steam 
Generator Flow Area Reduction Due to Combined LOCA & SSE Loads."WCAP-13064 
withheld. 

WOODARD,J.D. Alabama Power Co. 91/09/10. Document Control Branch (Document 
Control Desk). 2pp. 59139:189-59139:244. 


-9109170264 Requests that proprietary WCAP-13064, “JM Farley Nuclear Plant Units 1 
& 2 Response to NRC Request for Addl Info on Steam Generator Flow Area Reduc¬ 
tion Due to Combined LOCA & SSE Loads" be withheld (ref 10CFR2.790(b)(4)). 
DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-203. 91/09/03. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 11pp. 59139:191-59139:201. 

-9109170268 WCAP-13065 Nonproprietary “JM Farley Nuclear Plant Units 1 & 2 Re¬ 
sponse to NRC Request for Addl info on Steam Generator Flow Area Reduction Due 
to Combined LOCA & SSE Loads." 

BECZAK.P.E., SMITH,R.E., MORRISON,R.J. Westinghouse Electric Corp. 91/08/31. 
44pp. 59139:202-59139:244. 

9109170309 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS 
Change 90-01 .incorporating new RCS pressure temp limits based on Reg Guide 
1.99, Rev 2 methodology. 

WILSON,J.L Tennessee Valley Authority. TAC 79901. 91/09/06. Document Control 
Branch (Document Control Desk). 3pp. 59140:011-59140:104. 


-9109170312 WCAP-12970 “Heatup & Cooldown Limit Curves for Normal Operation, 


Sequoyah Unit 1." 

CHICOTS.J.M., RAY.N.K., MEYER,T.A. Westinghouse Electric Corp. 91/06/30. 28pp. 
59140:043-59140:070. 


-9109170313 WCAP-12971 “Heatup & Cooldown Limit Curves for Normal Operation, 
Sequoyah Unit 2." 

CHICOTS.J.M., RAY.N.K., MEYER,T.A. Westinghouse Electric Corp. 91/06/30. 34pp. 
59140:071-59140:104. 


9109170318 Requests that end info,submitted in response to 910507 request for addl 
info re AP600 design be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-210. 91/09/06. HASSELBERG.F. 
Document Control Branch (Document Control Desk). 9pp. 59139:178-59139:188. 


-9109170322 Forwards AP600 containment design info,in response to INEL request 
during 910507 meeting.lnfo withheld (ref 10CFR2.790). 

TRITCH.S.R. Westinghouse Electric Corp. NPP-APSL-91-021. 91/09/10. 

HASSELBERG.F. NRC - No Detailed Affiliation Given. 2pp. 59139:187-59139:188. 

9109180036 Forwards proprietary Topical Rept BAW-10183P, “Fuel Rod Gas Pressure 
Criterion." Enel withheld (ref 10CFR2.790). 

TAYLOR.J.H. Babcock & Wilcox Co. JHT/91-148. 91/08/29. Document Control 
Branch (Document Control Desk). 8pp. 59127:252-59127:259. 

9109180236 Forwards nonproprietary WCAP-12834,Suppl 1 & proprietary WCAP- 
12835,Suppl 1, "Addl Info in Support of Eliminating Pressurizer surge Line Rupture 
From Structural Design Basis for JM Farley Plant..." WCAP-12835,Suppl 1 withheld. 
WOODARD,J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document 
Control Desk). 4pp. 59171:191-59171:221. 

-9109180242 Requests that proprietary WCAP-12835,Suppl 1, “Addl Info in Support of 
Eliminating Pressurizer Surge Line Rupture From Structural Design Basis for JM Farley 
Plant Units 1 & 2" be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-209. 91/09/06. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 9pp. 59171:195-59171:203. 

-9109180246 WCAP-12834 SOI Nonproprietary “Addl Info in Support of Eliminating 
Pressurizer Surge Line Rupture From Structural Design Basis for JM Farley Plant Units 
1 & 2 .” 

WITT.F.J., ADAMONIS.D.C. Westinghouse Electric Corp. 91/09/30. 18pp. 59171:204- 
59171:221. 

9109190096 Forwards Rev 3 to BAW-1808, “J-R Test Procedure for Compact Fracture 
Toughness Specimens." Rev prepared to address acceptability of round compact 
fracture specimens currently being considered by ASTM Committee E-24. 

TAYLOR.J.H. Babcock & Wilcox Operating Plants Owners Group. OG-931. 91/09/10. 
HANNON,J.N. Project Directorate 111-3. 3pp. 59164:108-59164:158. 

-9109190098 BAW-1808 R02 Rev 2 to “J-R Test Procedure for Compact Fracture 
Toughness Specimens." 

WADE.C.S. Babcock & Wilcox Operating Plants Owners Group. WADE.C.S. Babcock 
& Wilcox Co. 91/08/31. 48pp. 59164:111-59164:158. 

9109200016 Forwards preliminary Rev 7 to QA Program Description QAPD-1, “Organi¬ 
zation" for NRC review & comment. 

GUTHRIE,C. Babcock & Wilcox Co. 91/09/12. SPRAUL.J. NRC - No Detailed Affili¬ 
ation Given. 11pp. 59168:344-59168:354. 

9109200167 Forwards audit trip rept re C-E Owner Group pressurizer surge line thermal 
stratification evaluation program to address NRC bulletin 88-011 issues. 

KOKAJKO.L.E. Project Directorate V. IEB-88-011. 91/09/13. RAY.H.B. Southern Cali¬ 
fornia Edison Co. COTTON,G.D. San Diego Gas & Electric Co. 14pp. 59164:019- 
59164:032. 

9109200237 Forwards Non-Proprietary Topical Safety Analysis Rept BAW-10181-00, 
“CONSTAR Dry Storage Cask." 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/91-157. 91/09/17. STURZ.F. Fuel Cycle 
Safety Branch. Ip. 59174:167-59175:273. 

-9109200241 BAW-10181-00 "CONSTAR Dry Storage Cask." 

* Babcock & Wilcox Co. 91/09/17. 225pp. 59174:168-59175:273. 

9109200325 Forwards SE & TER re topical rept BAW-10178P, "Mark-BW Thermal-Hy¬ 
draulic Applications for Trojan Nuclear Plant." Rept acceptable for ref in licensing ap¬ 
plication. 

BEVAN.R.B. Project Directorate V. TAC 77314. 91/09/13. CROSS,J.E. Portland Gen¬ 
eral Electric Co. 3pp. 59157:309-59157:329. 

—9109200328 Safety evaluation re topical rept BAW-10178, “Mark-BW Thermal-Hydrau¬ 
lic Applications." Rept acceptable for ref in licensing application. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 18pp. 
59157:312-59157:329. 

9109230102 Forwards nonproprietary 860609 responses to BWR core heatup code. 
LANGLEY,J.R. Hydrogen Control Owners Group. HGN-089-NP. 91/09/16. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 63pp, 59191:257-59191:318. 

9109230150 “Characterization of Low Level Radwaste for Jan-Mar 1991." 
MCCONNELL.J.W., WINBERG.M.R., NEILSON.R.M. EG&G Idaho, Inc. (subs, of 
EG&G, Inc.). FIN A-6359. 91/03/31. Waste Management Branch (870413-910829). 
16pp. 59191:014-59191:029. 

9109230241 Forwards audit trip rept on audit of C-E Owners Group pressurizer surge 
line thermal stratification evaluation program to address NRC Bulletin 88-011 issues & 
NRC review of CEN-387-P. 

NORRIS,J.A. Project Directorate 11-2. IEB-88-011. 91/09/16. GOLDBERG,J.H. Florida 
Power & Light Co. 21pp. 59191:108-59191:128. 

9109250006 Partial response to FOIA request for records.App B & C records available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147. 

-9109250017 Forwards “BWR Owners Group Assessment of ECCS Pressurization in 
BWRs ” 

PICKENS,T.A. BWR Owners Group. 86/12/10. HELTEMES.C.J. Office for Analysis & 
Evaluation of Operational Data, Director. 3pp. 59236:072-59236:168. 

9109260076 Advises that 910320 submittal entitled WCAP-12788, “RTD Bypass Elimi¬ 
nation Licensing Rept,” will be withheld from public disclosure.per 10CFR2.790 
HOOD.D.S. Project Directorate 11-3. TAC 80082. 91/09/11. DIPIAZZA,R.P. Westing¬ 
house Electric Corp. 4pp. 59209:125-59209:128. 

9109260110 Forwards Westinghouse nonproprietary & proprietary responses to NRC 
questions on WCAP-12766, ‘^Application of WCOBRA/TRAC Best Estimate UPI Model 
to Haddam Neck PWR w/Zircaloy Fuel." Proprietary responses withheld (ref 
10CFR2.790). 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. B13913. 91/09/19. Document Control Branch (Document Control Desk). 4pp. 
59203:220-59203:282. 
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-9109260112 Requests that proprietary responses to NRC questions on WCAF-12766, 
“Application of WCOBRA/TRAC Best Estimate UPI Model to Haddam Neck PWR w/ 
Zircaloy Fuel” be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-211. 91/09/06. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 59pp. 59203:224-59203:282. 

9109260129 Requests temporary 24 h extension of time for performing gross weight 
verification of inner shipping containers,per section 4.7.1.2 of FNMCP. 

CARSON.R.W. Babcock & Wilcox Co. 91-138. 91/09/04. SHERR.T.S. Domestic SG & 
Regional Oversight Branch (Post 881218). Ip. 59209:218-59209:218. 

9109260149 Discusses NRC review of BWR Owners Group topical rept BAW-2127 re 
pressurizer surge line thermal stratification. Concludes that methodology used to 
evaluate & analyze stress & fatigue effects due to thermal stratification acceptable. 
HERNAN.R.W. Project Directorate 1-4. TAC 72174. 91/09/18. BROUGHTON,T.G. 
General Public Utilities Corp. - GPU Service Corp. 17pp. 59209:262-59209:278. 

9109260156 Forwards summary of 910719 meeting w/NUMARC & EPRI re status of 
EPRI motor-operated valve program. 

SULLIVAN.EJ. Mechanical Engineering Branch. 91/09/06. NORBERG.J.A. Mechani¬ 
cal Engineering Branch. Ip. 59256:228-59256:234. 

—9109260160 Forwards points of discussion from 910719 mtg w/NRC & EPRI TAG re 
respective MOV research projects. 

CALLAWAU.R.C. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91 /08/22. SCARBROUGH,T.G. Mechanical Engineering Branch. 
6pp. 59256:229-59256:234. 

9109270037 Invites recipient to attend 911106-07 power reactor operator license exam¬ 
iners/training managers meeting in King of Prussia,PA .to discuss various topics & 
issues re operator licensing function.Preliminary meeting agenda end. 

HODGES.M.W. Region 1 (Post 820201). 91/09/19. GRUEL.B. Battelle Memorial Insti¬ 
tute, Pacific Northwest Laboratory. 4pp. 59216:167-59216:170. 

9109270080 Forwards nonproprietary WCAP-13047 & proprietary WCAP-13046, “As- 
Built Rept for SONGS 1 Thermal Shield Support Replacement Design." Proprietary 
WCAP-13046 withheld (ref 10CFR2.790). 

ROSENBLUM.R.M. Southern California Edison Co. 91/09/20. Document Control 
Branch (Document Control Desk). 4pp. 59235:168-59235:238. 

-9109270082 Requests WCAP-13046, “As-Built Rept for SONGS 1 Thermal Sheild 
Support Replacement Design,” be withheld from public disclosure (ref 
10CFR2.790(b)(4)). 

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-91-205. 91/08/28. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 9pp. 59235:172-59235:181. 

-9109270086 WCAP-13047 Nonproprietary WCAP-13047, “As-Built Rept for SONGS 1 
Thermal Shield Support Replacement Design.” 

GOOSSEN.J.E., KUENZEL.A.J., YU,C. Westinghouse Electric Corp. 91/08/31. 56pp. 
59235:182-59235:238. 

9109300032 Forwards SE re topical rept BAW-10176, “Mark-BW Reload Safety Analysis 
for Trojan." Rept acceptable for ref in licensing application. 

SEVAN,R. Project Directorate V. TAC 77313. 91/09/13. CROSS,J.E. Portland General 
Electric Co. 3pp. 59256:295-59256:329. 

—9109300043 Safety evaluation re topical rept BAW-10176, “Mark-BW Reload Safety 
Analysis for Trojan.” Rept acceptable for ref in licensing application. 

ORR.F. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/13. 
32pp. 59256:298-59256:329. 

9109300094 Releases EPRI repts on seismic evaluation & design of small bore piping to 
NRC public document room. 

BILANIN.W.J. Electric Power Research Institute. 91/09/05. CHAN.T.L. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 3pp. 59257:099-59257:101. 

9109300112 Responds to Suppl 2 to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs.” Table in Rev 3,Addendum 2 to WCAP- 
12245 should be corrected to indicate that one plug replaced w/Alloy 690 plug. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. IEB-89-001. 91/09/20. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 59253:072-59253:073. 

9109300126 Responds to NRC concerns re 910524 application for amend to License 
NPF-87,relocating cycle-specific parameters from Tech Specs to core operating limits 
reptMarked-up pages from Section 6.9.1.6 of WCAP-8200 end. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). TXX-91350. 91/09/23. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 59253:058-59253:061. 

9109300234 Notification of 910919 meeting w/Westinghouse in Rockville, MD to dis¬ 
cuss results of Westinghouse Owners Group evaluation of LOCAs during Mode 4 op¬ 
eration. 

CARUSO,M.A. Reactor Systems Branch. 91/09/13. CARUSO,M.A. Reactor Systems 
Branch. 2pp. 59261:233-59261:234. 

9109300238 Forwards addl copies of proprietary BAW-10181P-00, “Topical SAR ’CON- 
STAR Dry Storage Cask.”’ Rept withheld. 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/91-159. 91/09/18. RADDATZ.M.G. NRC - 
No Detailed Affiliation Given. Ip. 59262:063-59262:063. 

9109300241 Notification of 911008 meeting W/ABB-CE in Rockville,MD to discuss 
channel box abrasion. 

WU.S.L Reactor Systems Branch. 91/09/17. JONES,R.C. Reactor Systems Branch. 
2pp. 59261:235-59261:236. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

8805180062 Responds to 880331 Itr re Section IV 40 of State of CT stds concerning 
discharge of radioactive matls.Std lacked definition of limits for judging harmful effects 
of radioactive matls. 

COMBS,F. Assistant Director for State, Local & Indian Relations. 88/05/10. 
GINGERICH.R. Connecticut State of. 3pp. 59014:197-59014:199. 

8908250189 Comments on low level radwaste.per 890814 meeting hosted by Radioac¬ 
tive Waste Campaign & Connecticut Hazardous Waste Mgt Svc in Danbury,CT.Lists 
recommendations that authorities should take. 

MINOR,J.M. Affiliation Not Assigned. 89/08/17. BANGART.R. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 2pp. 59014:200-59014:201. 


9011070349 Forwards final draft “Generic Site Characterization Plan” & “Connecticut 
Low Level Radwaste Disposal Facility Siting Project QA Plan." 

PELLETIER,C.A. Connecticut Hazardous Waste Management Service. 90/11/06. 
BANGART.R.L NRC - No Detailed Affiliation Given. Ip. 59014:202-59015:013. 

-9011070353 “Generic Site Characterization Plan.” 

* Battelle Memorial Institute. Pacific Northwest Laboratory. 90/10/31. 115pp. 
59014:203-59014:317. 

-9011070357 “Connecticut Low Level Radwaste Disposal Facility Siting Project QA 
Plan." 

KITCHEN,H.G. Battelle Memorial Institute, Pacific Northwest Laboratory. 90/11/30. 
57pp. 59014:318-59015:013. 

9101160076 Forwards Courtland County 910111 Itr to Chairman Carr re SECY-90-318 
on low level radwaste storage & title transfers. Requests that Itr be entered into 
formal record of comments on SECY. 

MONACO,C. Cortland County, NY. 91/01/14. KENNEDY,J. Office of Nuclear Material 
Safety & Safeguards. Ip. 59024:165-59024:170. 

-9101160077 Responds to 901217 comments on NRC policies re high level radwaste & 
low level radwaste mgt & formally comments on SECY-90-318. 

MONACO,C. Cortland County, NY. 91/01/11. CARR.K.M. Commissioners (Post 
750119). 5pp. 59024:166-59024:170. 

9102060048 Comments on subj of storage of radwaste.Ons'ite storage 
recommended.No waste should be considered below regulatory concern. 

* Affiliation Not Assigned. 91 /01 /30. KENNEDY.J. Office of Nuclear Material Safety & 
Safeguards. 3pp. 59024:171-59024:173. 

9104020248 “Connecticut Hazardous Waste Mgt Svc 1990 Annual Rept” W/ 910331 
Itr. 

RYAN.D.L. Connecticut, State of. 90/12/31. 31pp. 59014:019-59014:047. 

9107290180 Forwards Rev 3 to CT-EISP, “Draft Environ Impact Study Plan.Connecticut 
Low Level Radwaste Program.” 

GINGERICH.R.E. Connecticut, State of. 91/07/23. LOHAUS.P. Low-Level Waste Man¬ 
agement Branch (Post 901230). Ip. 59014:158-59014:196. 

-9107290181 Rev 3 to, “Draft Environ Impact Study Plan,Connecticut Low Level Rad¬ 
waste Program.” 

* Battelle Memorial Institute, Pacific Northwest Laboratory. 91/06/30. 37pp. 
59014:159-59014:196. 

9108140180 Forwards draft Rev la to CT-GSP, “Generic Site Characterization Plan.CT 
Low-Level Radwaste Program." 

GINGERICH.R. Connecticut, State of. 91 /08/09. LOHAUS.P. Office of Nuclear Materi¬ 
al Safety & Safeguards. Ip. 59014:048-59014:157. 

-9108140185 Draft Rev la to CT-GSCP, “Generic Site Characterization Plan.CT Low- 
Level Radwaste Program.” 

* Battelle Memorial Institute. 91/06/30. 109pp. 59014:049-59014:157. 

9109300040 Requests assistance re Itr from E Shortridge of Umetco Minerals Corp con¬ 
cerning request for non-controversial amend to feed non-ore source matls for Bland- 
ing UT mill. 

WIRTH.T.E. Senate. 91/07/22. RATHBUN.D. Congressional Affairs. 2pp. 

9109300052 Requests assistance re Itr from EW Shortridge of Umetco Minerals Corp 
concerning 890118 application for amend to feed non-ore source matls through mill at 
Blanding.UT. 

BROWN,H. Senate. 91/06/28. RATHBUN.D.K. Congressional Affairs. 2pp. 

9109030003 Forwards notice of upcoming NRC/DOE technical/programmatic 
meetings,including 910829 meeting w/DOE & NV re QA.NRC/DOE procedural agree¬ 
ment meeting on 910912 & ESF design meeting on 910916-17 & DOE/Westinghouse 
meeting on 910917. 

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/26. NRC - No Detailed Affiliation Given. 4pp. 58979:352- 
58979:355. 

9109030009 Forwards NRC safety evaluation accepting Science Applications Inti Corp 
Technical & Mgt Support Svcs QA Program Descnption Document (QAPD N-QA- 
093),per 910716 submittal of Rev 4 of subj document. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/22. SHELOR.D.E. Energy, Dept. of. 2pp. 58979:346- 
58979:351. 

-9109030013 Safety evaluation accepting 910716 submittal of Rev 4 of Science Appli¬ 
cations Inti Corp Technical & Mgt Support Svcs QA Program Description Document 
(QAPD N-QA-093). 

BUCKLEY,J.T., HOOKS,K. Repository Licensing & Quality Assurance Project Director¬ 
ate (Post 881120). HLWR. 91/08/22. 4pp. 58979:348-58979:351. 

9109030014 Forwards SECY-91-222, “Quarterly Progress Rept on Pre- Licensing Phase 
of DOE Civilian High-Level Radwaste Mgt Program." 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/08/23. 
BAR LETT, J.W. Energy, Dept. of. 2pp. 58980:001-58980:012. 

9109030018 Responds to State of NV input as result of state observation of DOE QA 
audit of LLL in June 1991 .Emphasis will be placed on coordinating audit activities to 
minimize idle time during future audits. 

HORTON,D.G. Enemy, Dept. of. HLWR. 91/08/23. ZIMMERMAN,S.W. Nevada, State 
of. 2pp. 58979:356-58979:357. 

9109030019 Agrees w/comments on NRC Site Characterization Analysis of DOE Site 
Characterization Plan for Yucca Mountain site in NV.in response to 891219 Itr. 
LINEHAMJ.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/21. MILLS,LE. Association of Electric Companies. 2pp. 
59101:001-59101:002. 

9109030028 Forwards document entitled, “Selected NRC Products - High- Level Waste 
Program.” 

GARCIA,A. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/25. NRC - No Detailed Affiliation Given. 38pp. 58980:013- 
58980:050. 
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9109030031 Notification of 910916 technical exchange meeting w/DOE in 
Washington,DC to discuss DOE ESF design control process. 

STABLtIN.K. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/27. HOLONICH.J. Repository Licensing & Quality Assurance 
Project Directorate (Post 881120). 2pp. 58979:358-58979:359. 

9109030050 Discusses low-level radioactive waste disposal facility site selection plan. 
MCWHIRTER.B.H. Connecticut, State of. 90/11/30. O’NEILL,W.A. Connecticut, State 
of. 137pp. 59024:174-59024:311. 

9109030078 Advises that meeting scheduled on 910916 in Rockville,MD to discuss low 
level inspprocedures. 

BANGARt.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/08/26. KNAPP,M.R. Region 1 (Post 820201). STOHR.J.P. Region 2 (Post 
820201). NORELIUS.C.E. Region 3 (Post 820201). 5pp. 58994:218-58994:222. 

9109030082 Discusses two problems noted in Class I Lowman.lD site project interface 
document,submitted on 910815 re classification & radium content of addl contaminat¬ 
ed matl. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/08/23. 

MATTHEWS,M.L Energy, Dept. of. Ip. 58995:259-58995:259. 

9109030106 “Response to Comments on Draft Low-Level Radioactive Waste Disposal 
Facility Site Selection Plan.” 

* Connecticut, State of. 90/11/30. 242pp. 58995:017-58995:257. 

9109030108 Ack receipt of undated Itr requesting info re Yucca Mountain 
Project.Meeting suggested to discuss concerns. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 91/08/20. BAKER.D.P. 
Affiliation Not Assigned. Ip. 58952:301-58952:302. 

—9109030110 Requests most recent GTP rept on waste package reliability & FES on 
transportation of radioactive matl by air & other modes. 

BAKER.D.P. Affiliation Not Assigned. HLWR. 91/09/03. NRC - No Detailed Affiliation 
Given. Ip. 58952:302-58952:302. 

9109030222 Forwards summary of 910129-31 meeting w/DOE in Bethesda.MD re 
Calico Hills Risk/Benefit Analysis & ESF Alternatives Study. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/27. SHELOR.D.E. Energy, Dept. of. 2pp. 58980:069- 
58981:154. 

-9109030228 Summary of 910129-31 meeting w/DOE in Bethesda,MD re Calico Hills 
Risk/Benifit Analysis & ESF Alternatives Study. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). DESELL,L.J. Energy, Dept. of. HLWR. 91/08/15. Repository Licensing & 
Quality Assurance Project Directorate (Post 881120). 400pp. 58980:071-58981:154. 

9109030261 Notification of two-day meeting of Board Panel on Structural Geology & 
Geoengineering in Las Vegas,NV on 910918-19 to address preliminary design of ex¬ 
ploratory studies facility & repository design. 

ALFORD,P.N. Nuclear Waste Technical Review Board. 91/08/26. Ip. 58981:155- 
58981:155. 

9109030264 Notification of two-day meeting of Panel on Transportation & Sys w/DOE in 
Arlington,VA on 910925-26 to discuss transportation issues. 

ALFORD,P.N. Nuclear Waste Technical Review Board. 91/08/26. Ip. 59009:045- 
59009:045. 

9109040357 Notifies that 28 DOE study plans have been transmitted, including 17 top 
priority study plans for Yucca Mountain Site Characterization Project field activities. 
SHELOR.D.E. Energy, Dept. of. HLWR. 91/08/29. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 3p. 59009:046-59009:048. 

9109040412 Forwards “Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-92- 
01 of Los Alamos Natl Lab Los Alamos,NM" from 911001-04. 

HORTON,D.G. Energy, Dept. of. 91 /09/04. HERBST.R.J. Los Alamos National Labo¬ 
ratory. HOOKS,K.R. NRC - No Detailed Affiliation Given. 2pp. 59009:080-59009:085. 

-9109040415 “Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-92-01 of Los 
Alamos Natl Lab, Los Alamos,NM” from 911001- 04. 

POWE.R.E., HORTON,D.G. Energy, Dept of. 91/08/28. 4pp. 59009:082-59009:085. 

9109050230 Notification of 910912 meeting w/DOE in Rockville,MD to discuss pro¬ 
posed revs to DOE/NRC procedural agreements. 

CARLSON,R.D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/08/29. HOLONICH.J.J. Repository Licensing & Quality Assurance 
Project Directorate (Post 881120). 2pp. 59014:001-59014:002. 

9109050253 Forwards Beatty Operational Procedures,(BOP) including BOPs 1-71. 
BOOKER,S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). HP-BN-91-16. 
91/08/28. KENNEDY,J. NRC - No Detailed Affiliation Given. Ip. 59026:001- 
59026:344. 

-9109050257 "Beatty Operational Procedures.” 

* U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 90/07/13. 300pp. 
59026:002-59026:344. 

9109060105 Forwards license application guidance & site decommissioning mgt 
plan,per 910808 meeting.W/o ends. 

PARROTT,J.D. Decommissioning & Regulatory Issues Branch (Post 901230). 91/08/ 
30. BOETTCHER,L. Michigan, State of. Ip. 59034:226-59034:226. 

9109060123 Trip rept of participation at sixth meeting of performance assessment task 
team in Rockville,MD on 910612-13.Topics discussed included,waste classification ra¬ 
tionale paper & benchmark exercise.Meeting minutes & agenda end. 

ROSS.F.W. Low-Level Waste Management Branch (Post 901230). 91/08/29. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 13pp. 
59033:094-59033:106. 

9109060167 Record of 910823 & 28 telcons w/W Hipsher of SEG re decontamination & 
recycling of contaminated nickel produced in conjunction w/testing of classified 
shapes for nuclear weapon components at Oak Ridge. 

WEBER,M. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/08/23. 2pp. 59034:219-59034:220. 


9109060168 Requests extension of comment period re onsite storage & title to low level 
radwaste discussed in SECY-90-318.Since issues of major importance,comment 
period should be extended for 30 days. 

BATES,R.W. Don’t Waste New York. 91/01/31. KENNEDY.J. NRC - No Detailed Af¬ 
filiation Given. Ip. 59034:221-59034:221. 

9109060171 Requests SECY-90-318, "Low Level Radwaste Policy Amends Act, 
Title,Transfer & Possession Provisions.” 

TAMMEMAGI.H.Y. Nuclear Storage Systems, Inc. 91/01/30. KENNEDY.J. Office of 
Nuclear Material Safety & Safeguards. Ip. 59039:322-59039:322. 

9109060192 Requests assistance in field of Bitumen for treatment by stabilization or so¬ 
lidification of low-level radwaste. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/09/03. 
HUBER,G.A. Kentucky, Commonwealth of. 12pp. 59034:207-59034:218. 

9109060201 Endorses extension of on-site storage of low-level radwaste for at least five 
yr period to correct rush to another failed & closed dump,in response to SECY-90-318 
dtd 900912. 

VANDERHOOF.R. People Against Radioactive Dumping. 91/01/31. KENNEDY,J. 
Office of Nuclear Material Safety & Safeguards. Ip. 59053:281-59053:281. 

9109060203 Forwards comments on SECY-90-318, “Recommendations on Title Trans¬ 
fer Provisions of Low-Level Radwaste Policy Amends Act of 1985." 

MILLS,L.E. Edison Electric Institute. 91/01/31. KENNEDY.J. Office of Nuclear Materi¬ 
al Safety & Safeguards. 9pp. 59053:282-59053:290. 

9109090037 Informs that environ rept for Hanford LLW Disposal Facility for 1990 satis¬ 
fies requirements of License Condition 31 (b) of SNM license. 

KENNEDY,J.E. Low-Level Waste Management Branch (Post 901230). 91/08/27. 
PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 2pp. 59053:350- 
59053:351. 

9109090054 Forwards markedup pages of Mixed Waste Mgt Option Plan. Includes 
pages w/comments only.W/o end. 

ORLANDO,D.A. Decommissioning & Regulatory Issues Branch (Post 901230). 91/08/ 
22. OWENS,C.M. EG&G, Inc. Ip. 59041:306-59041:306. 

9109090089 Expresses concern re US Ecology radwaste dump in Ward Valley,19 miles 
from CO River & transportation & storage of radwaste. 

* People Against Radioactive Dumping. 55FR50064. 91/01/18. NRC - No Detailed Af¬ 
filiation Given. Ip. 59053:348-59053:348. 

9109090091 Comments on dump sites in Cortland County,NY & Allegany County. 
MERKLEY.S. Affiliation Not Assigned. 55FR50064. 91/09/09. NRC - No Detailed Af¬ 
filiation Given. Ip. 59053:349-59053:349. 

9109090098 Comments on NRC recommendations (SECY-90-318) re title transfer & 
possession provision of Low-Level Radwaste Policy Amends Act. 

MAYER,J.A. Massachusetts, Commonwealth of. 55FR50064. 91/01/31. CHILK.S.J. 
Office of the Secretary of the Commission. 4pp. 59049:294-59049:297. 

9109090106 Responds to request for comments to 901206 Itr re title transfer & posses¬ 
sion provision of Low-Level Radwaste Policy Amends Act of 1985. 

WOMELDORF.D.J. California. State of. 55FR50064. 91/01/09. GRIEPENTROG.J. 
Nevada, State of. 2pp. 59049:292-59049:293. 

9109090126 Discusses review of first draft of joint guidance on storage of mixed 
waste.States that draft seems like primer on EPA Resource Conservation & Recovery 
Act storage regulations. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/08/23. 
LOWRANCE.S.K. Environmental Protection Agency. 9pp. 59190:344-59190:353. 

9109090137 Forwards requested info re radwaste program,including “Working Draft #3 
of 40CFR191” & NUREG/CR-5737, "Hydrogeolqgic Performance Assessment Analy¬ 
sis of Commercial Low-Level Radwaste Disposal Faciltiy Near West Valley,NY.” 
LINEHAN.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 91/09/04. LEWIS,M. Affiliation Not Assigned. Ip. 59281:013-59281:017. 

-9109300194 Requests Working Draft 3 of 40CFR191 .draft 40CFR191 & draft SECY on 
40CFR191 dtd 910426. 

LEWIS,M. Affiliation Not Assigned. 91/07/04. BERNERO.R.M. Office of Nuclear Mate¬ 
rial Safety & Safeguards. 2pp. 59281:014-59281:015. 

-9109300195 Requests NUREG/CR-5737. 

LEWIS,M. Affiliation Not Assigned. 91/08/06. BERNERO.R. Office of Nuclear Material 
Safety & Safeguards. 2pp. 59281:016-59281:017. 

9109090140 Lists questions as result of recent visit to State of Nebraska to discuss low 
level waste disposal & status of state efforts to develop disposal site for central inter¬ 
state low level radwaste compact region. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/17. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. PARLER.W.C. Office of the General Counsel (Post 
860701). DENTON,H. Office of Governmental & Public Affairs (Post 870413). 4pp. 
59049:196-59049:213. 

-9109090145 Forwards corrected response to Commissioner Curtiss questions re Utah 
plans for licensing low level radwaste disposal site. 

DENTON.H.R. Ctffice of Governmental & Public Affairs (Post 870413). 90/04/11. 
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 59049:199-59049:211. 

-9109090153 Discusses low level waste disposal in State of Nebraska & status of state 
efforts to develop disposal site for central interstate low level radwaste compact 
region.Governor advised by agency as listed. 

CURTISS,J.R. Commissioners (Post 750119). 91/06/04. Commissioners (Post 
750119). 3pp. 59049:212-59049:213. 

9109090237 Forwards rept for QA audit YMP-91-04.Audit conducted by Yucca Mountain 
QA Div at facilities in Las Vegas,NV from 910729-0801. 

HORTON,D.G. Energy, Dept. of. WBS 1.2.9.3. 91/08/29. BULLOCK,R.L. Raytheon 
Service Co. (subs, of Raytheon Co.). 3pp. 59050:225-59050:270. 

-9109090271 "DOE Ofc of Civilian Radwaste Mgt Ofc of QA audit rept of Raytheon 
Svcs Nevada Audit YMP-91-04,910729-0801." 

DANA.S.R., HORTON,D.G. Energy, Dept. of. 91/08/28. 43pp. 59050:228-59050:270. 
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9108090238 Comments on SECY-90-318 re Low-Level Radwaste Policy Amends Act 
concerning title transfer & possession.States that NRC should extend storage beyond 
Jan 1996 for min period of not more than five years for listed reasons. 
VANDERHOOF.MJ., BUTLER,C. People Against Radioactive Dumping. 55FR50064. 
91/01/19. KENNEDY,J. Office of Nuclear Material Safety & Safeguards. 2pp. 
59072:140-59072:141. 

9109090241 Requests that deadline for public comments on SECY-90-318 be extended 
at least 30 days for listed reasons. 

MARSHALL.M. Committee to Bridge the Gap. 55FR50064. 91/01/30. CURTISS,J. 
Commissioners (Post 750119). 2pp. 59049:235-59049:236. 

9109090243 Supports low-level radwaste dump in Cortland County because dump will 
bring badly needed jobs to area. 

BARRONS Affiliation Not Assigned. 55FR50064. 91/01/29. KENNEDY,J. NRC - No 
Detailed Affiliation Given. 2pp. 59049:237-59049:238. 


9109110151 Forwards CNWRA 91-02Q, “Rept on Research Activities for Quarter 
910401-0630.” 

LAT2.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 91/08/08. 
MEARSE.S.D. Division of Contracts & Property Management (Post 890205). Ip. 
59116:136-59116:335. 

-9109110161 CNWRA 91-02Q CNWRA 91-02Q “Rept on Research Activities for Quar¬ 
ter 910401-0630.” 

PATRICK,W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 91/ 
08/31. NRC - No Detailed Affiliation Given. 199pp. 59116:137-59116:335. 

9109110199 Advises that surveillance of Title I work,performed by Raytheon Svcs 
Nevada & Yucca Mountain Site Characterization Project Ofc,rescheduled from 910909 
& 20 to 910918-20. Kickoff meeting will be held on 910918. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/08/30. HOOKS,K.R. NRC - No Detailed 
Affiliation Given. Ip. 59099:180-59099:180. 


9109090249 Comments on title transfer & possession of radwaste.Believes that unavail¬ 
ability of staff requirements memo alone demands extension of comment period. 
LEWIS,M.l. Affiliation Not Assigned. 55FR50064. 90/01/27. KENNEDY,J. Office of 
Nuclear Material Safety & Safeguards. 3pp. 59086:326-59086:328. 

9109100056 Comments on SECY-90-318, “Low Level Radwaste Policy Amends Act 
Title Transfer & Possession Provisions” & 55FR50064, “Recommendations on Title & 
Transfer Provisions of Low Level Radwaste Policy Amends Act of 1985." 
JOHNSRUD.J.H. Environmental Coalition on Nuclear Power. 55FR50064. 91/01/18. 
KENNEDY,J. Office of Nuclear Material Safety & Safeguards. 7pp. 59077:024- 
59077:030. 

9109100058 Responds to 910715 request for update on US Radwaste Mat Status Rept. 
YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/08/30. ISAACS,T.H. Energy, Dept of. Ip. 59095:099-59095:131. 


9109100073 Requests add! info re ESF design & design control in relation to DOE 
“Calico Hills Risk/Benefit Analysis Record of Memo" & “ESF Alternatives Study Rnal 


LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/04. SHELOR.D.E. Energy, Dept. of. 2pp. 59095:214- 


59095:215. 


9109100078 Forwards QA audit plan for USGS NV Test Site & Denver,CO for wk of 
910916-20, describing scope of audit,activities to be audited,applicable 
requirements,proposed audit schedule & audit team members. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/04. SHELOR.D.E. Energy, Dept. of. 2pp. 59095:216- 
59095:242. 


9109110245 Informs that second systematic regulatory analysis (SRA) training will be 
held on 911002-03 at Maryland Natl Bank Bldg.Training mandatory for Div of HLW 
Mgt & required to satisfy SRA database preparation QA requirements. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/05. Repository Licensing & Quality Assurance Project Direc¬ 
torate (Post 881120). 4pp. 59095:293-59095:296. 

9109110262 Forwards revised markup of “Procedural Agreement Between NRC & DOE 
Identifying Guiding Principles for Interface During Site Investigation...” as background 
for 910912 interaction to discuss revs to subj document. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/09. SHELOR.D.E. Energy, Dept of. 26pp. 59095:297- 
59095:322. 

9109110267 Forwards Corrective Action Requests YM-91-078 through YM-91-081 re¬ 
sulting from Yucca Mountain QA Div Audit YMP-91-07 of Sandia.W/o ends. 
HORTON.D.G. Energy, Dept. of. HLWR. 91/09/03. BLEJWAS.T.E. Sandia National 
Laboratories. 2pp. 59095:323-59095:324. 

9109110284 Forwards Project Interface Document 12-S-10 for Lowman.lD U mill tailings 
site.Document relocates upland apron slighly inward to maintain max upland slop of 
3(H):2(V) & revises lower band of gradation for small rock (Type A). 

MATTHEWS,M.L. Energy. Dept. of. 91/09/09. SURMEIER.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 8pp. 59111:236-59111:243. 

9109120065 Discusses difference between contaminated matls cleanup at Riverton,WY 
& Durango,CO sites & other U mill tailings remedial actions project sites. 

MATTHEWS,M.L Energy, Dept. of. 91/09/06. SURMEIER.J. Uranium Recovery 
Branch (Post 901230). 3pp. 59104:056-59104:058. 


9109100123 Forwards Yucca Mountain Project weekly highlights for wks ending 910809 
& 16. 

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 91/09/ 
03. HOLONICH.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 22pp. 59051:155-59051:176. 

9109100150 Advises that CNWRA rept, “Lessons Learned Rept on Implementation of 
PASS V2.0 & PADB," received & satisfactory to complete Milestone 20-3702-032-105. 
HOLONICH.J.J. Division of High-Level Waste Management (Post 870413). HLWR. 91/ 
09/05. ROMINE.T. Center for Nuclear Waste Regulatory Analyses. Ip. 59095:249- 
59095:249. 


9109120066 Forwards project interface document (PID) for Lowman.lD U mill tailings 
site,proposing to change Article 2.1.B.1.d,of Specification 02278.PID will amend article 
to state that tests will be performed on source matl prior to processing. 

MATTHEWS,M.L Energy, Dept. of. 91/09/05. SURMEIER.J.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 3pp. 59104:059-59104:061. 

9109120079 Responds to 910618 Itrs re Memo of Understanding on sharing dam inven¬ 
tory info & Memo of Agreement on support of funding for Interagency Committee on 
Dam Safety. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/08/30. PETERSON,G. 
Federal Emergency Management Agency. Ip. 59104:089-59104:098. 


9109100227 Forwards draft “Post-Cell-Closure Vicinity Property Matl & Mgt Disposal 
Plan.” DOE elected to defer decisionmaking on post-1998 responsibilities until later in 
UMTRAP. 

MATTHEWS,M.L Energy, Dept of. 91/09/03. SURMEIER.J. Uranium Recovery 
Branch (Post 901230). 3pp. 59088:050-59088:148. 

-9109100229 Draft “Post-Cell-Closure Vicinity Property Matl & Mgt Disposal Plan." 

* Energy, Dept of. 91/09/30. 99pp. 59088:053-59088:148. 


-9109120081 MOU between NRC & FEMA re program for updating natl inventory of 
dams. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. PETERSON,G.C. Federal 
Emergency Management Agency. 91/08/30.2pp. 59104:090-59104:091. 

-9109120064 MOA between NRC & FEMA to provide funding for Interagency Commit¬ 
tee on Dam Safety program activities. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. PETERSON,G.C. Federal 
Emergency Management Agency. 91/08/30. 5pp. 59104:092-59104:098. 


9109100341 Forwards vicinity property completion rept DU-144AS,for NRC certification 
concurrence. 

MATTHEWS„M.L Energy, Dept of. 91/08/01. HALLR. Uranium Recovery Field Ofc, 
R4. 2pp. 59068:094-59068:095. 

9109100347 Forwards vicinity property completion rept DU-053S,for NRC certification 
concurrence.W/o end. 

MATTHEWS,M.L Energy, Dept of. 91/08/01. HALLR. Uranium Recovery Field Ofc, 
R4. ip. 59056:327-59056:327. 

9109100349 Forwards vicinity property completion rept DU-144AS for NRC certification 
concurrence.W/o end. 

MATTHEWS,M.L Energy, Dept of. 91/08/01. HALLR. Uranium Recovery Field Ofc, 
R4. Ip. 59049:357-59049:357. 

9109100392 Advises that six proposed sites will be included in next rev to site decom¬ 
missioning mgt plan,per 910807 request 

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/08/30. NORELIUS.C.E. Region 3 (Post 820201). Ip. 59080:353- 
59080:353. 

9109110061 Responds to 910827 memo requesting review & comment on “Safety 
Fundamentals:Safety of Nuclear Installations” by lAEARecommends that document 
state directly that it either includes or excludes waste disposal. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/09/05. JONES,C.G. Operations Branch. 2pp. 59127:103-59127:104. 

9109110069 Trip rept of 910812-15 visit to Las Vegas,NV re NRC observation of DOE 
review of “ESF - South Area Design Studies.” 

AHOLA.M. Center for Nuclear Waste Regulatory Analyses. 91/08/30. Center for Nu- 
clear Waste Regulatory Analyses. 6pp. 59084:321-59084:326. 

9109110077 Advises that 910717 meeting held to discuss disposal of Naturita UMTRA 
tailings at Union Carbide Uravan Mill site. 

GOAD.J.W. Colorado, State of. 91/07/29. MATTHEWS,M. New Mexico, State of. 2pp. 
59068:276-59068:277. 


9109130110 Forwards paper on "Development & Implementation of Div of HLW Mgt 
Proactive Program,” emphasizing Systematic Regulatory Analysis & Iterative Perform¬ 
ance Assessment & how activities prioritize & integrate work in subj program. 
YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/09/03. Division of High-Level Waste Management (Post 870413). 13pp. 
59127:090-59127:102. 

9109130202 Ack receipt of 900906 & 1109 comments on NRC “Interim Position on Dis¬ 
posal of In-Situ Wastes.” Comments considered in producing final position. 
BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/09/04. GILCHRIST,J.E. American Mining Congress. 2pp. 59112:256- 
59112:257. 

9109130204 Ack receipt of 901016 comments on NRC “Interim Position on Disposal of 
In-Situ Wastes." Comments considered in producing end final position. 

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/09/04. PELIZZA.M.S. Uranium Resources, Inc. 2pp. 59113:049- 
59113:050. 

9109130222 Forwards comments on NRC draft staff technical position “Investigations 
to Identify Fault Displacements & Seismic Hazards at Geologic Repository.” 

DEVINE,J.F. Interior, Dept, of. Geological Survey. HLWR. 91/08/22. MEYER.D.L. 
Regulatory Publications Branch. 3pp. 59127:087-59127:089. 

9109160180 Responds to 910701 request for info re NRC program for disposal of U mill 
tailings & closure dates for existing U mill tailings impoundments.Table listing status of 
reclamation for U mills w/o approved reclamation plans end. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/09/03. OGE.M.T. 
Environmental Protection Agency. 8pp. 59108:198-59108:205. 

9109160184 Trip rept of attendance at DOE performance assessment task team 
910827-28 meeting in Idaho Falls,ID.Interface meeting w/DOE planned in Oct in 
Denver,CO.Attendees listed on end. 

THAGGARD.M. Low-Level Waste Management Branch (Post 901230). 91/09/05. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 5pp. 59108:193- 
59108:197. 
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9109160189 Forwards brief description of potential release avenues for decontaminated 
nickel,as background info for NRC steering committee meeting. 

HIPSHER.W.M. Scientific Ecology Group, Inc. 91/09/03. WEBBER,M. NRC - No De¬ 
tailed Affiliation Given. 2pp. 59108:171-59108:172. 

9109160225 Forwards monthly schedules for selected UMTRAP sites, reflecting current 
& future key project activities in areas of sites characterization,NEPA 
compliance,design development,remedial action const,certification & licensing. 

LINDAS,N. Energy, Dept. of. 91/09/07. SURMEIER.J. NRC - No Detailed Affiliation 
Given. 41pp. 59113:313-59113:353. 

9109160279 Ack receipt of comments,dtd 910815 re final draft, “UMTRAP Guidelines 
for Commingled Waste Mgt at Vicinity Properties, Mar 1991" & “Statement of Princi¬ 
ple on Commingled Waste Mgt at Vicinity Properties." Preliminary draft enci. 
MATTHEWS,M.L. Energy, Dept. of. 91/09/09. SURMEIER.J.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 15pp. 59119:131-59119:145. 

9109160306 Informs of intent to comment on EPA proposed drinking water stds.EDO 
6775. 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/09/03. BLAHA.J.L. Assistant for Operations (Post 890205). Ip. 
59119:290-59119:290. 

9109170038 Ack receipt of 900912 comments to former Chairman Carr on end NRC 
“Interim Position on Disposal of In-Situ Wastes." 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/09/04. ALBERTS,D.L. Wyoming Mining Association. 2pp. 59120:072- 
59120:073. 

9109170149 Forwards minutes from 910530 interactions scheduling meeting w/DOE to 
schedule future interactions in area of high-level waste mgt between DOE & NRC 
during June-Nov 1991 time frame. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/09. SHELOR.D.E. Energy, Dept. of. 2pp. 59157:149- 
59157:158. 

-9109170167 Summary of 910530 meeting w/DOE to schedule future interactions in 
area ofhigh-level waste mgt,covering data mgt,waste isolation pilot plan,waste form- 
glass,procedural agreements & exploratory studies facility. 

CARLSON,R.D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). DESELL,L. Energy, Dept. of. HLWR. 91/09/03. Repository Licensing & Qual¬ 
ity Assurance Project Directorate (Post 881120). 8pp. 59157:151-59157:158. 

9109170155 Rev 3 to QA Procedure QAAP 2.9, “QA Program Trend Evaluation & Re¬ 
porting.” 

* Energy, Dept. of. HLWR. 91/08/30. 7pp. 59127:001-59127:007. 

9109170157 Interim Change Notice 4.1 to Rev 4 to “QA Requirements Document." 

* Energy, Dept. of. HLWR. 91/08/09. 5pp. 59127:008-59127:012. 

9109170159 Interim Change Notice 3.1 to Rev 3 to “QA Program Description." 

* Energy, Dept. of. HLWR. 91/08/09. 7pp. 59127:013-59127:019. 

9109170296 Approves 910830 request for extension until 910920 for Corrective Action 
Request YM-91-052 resulting from Yucca Mountain QA Div Audit YMP-91-05 of 
USGS. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/09/10. HAYES,LR. Interior, Dept, of, Ge¬ 
ological Survey. Ip. 59157:148-59157:148. 

9109170310 Ack receipt of 910712 Itr explaining merits of proposed short course in rad- 
waste disposal.Informs that NRC technical staff need not participate in course in near 
future. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/09/05. 
CHAPMAN,N.A. Affiliation Not Assigned. Ip. 59157:159-59157:159. 

9109180150 Forwards Yucca Mountain Project weekly highlights rept for wks of 910823 
& 30. 

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. 91/09/11. 
HOLONICH.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 21pp. 59136:317-59136:337. 

9109180157 Advises that Nuclear Waste Technical Review Board will hold three-day 
meeting in Las Vegas,NV on 911008-10 to discuss issues re potential effects of ther¬ 
mal loading on concept & design of high-level radwaste repository. 

BARNARD,W.D. Nuclear Waste Technical Review Board. HLWR. 91/09/10. 
YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). 2pp. 
59157:160-59157:161. 

9109180164 Submits summary for 1992 Inti Conference on High-Level Radwaste on 
920412-16 in Las Vegas,NV.Copy of Call for Papers as well as outline of session end. 
ANDERSSON.K. Sweden, Govt of. 91/09/11. COPLAN,S. NRC - No Detailed Affili¬ 
ation Given. 6pp. 59157:162-59157:167. 

9109180192 Forwards “Waste Isolation Pilot Plant (WIPP) Five-Yr Site Specific Plan." 
Invites comments on content of WIPP during period 910915-1115. 

HUNTA Energy, Dept of. 91/09/12. Energy, Dept of. 2pp. 59148:314-59149:024. 

-9109180193 “Waste Isolation Pilot Plant Five-Yr Site Specific Plan." 

* Energy, Dept. of. 91/09/30. 69pp. 59148:316-59149:024. 

9109180198 Forwards “DOE Ofc of Civilian Radwaste Mat Ofc of QA Audit Rept of 
Sandia Natl Labs,Audit YMP-91-07" conducted 910819- 23. 

HORTON,D.G. Energy, Dept. of. WBS 1.2.9.3. 91/09/13. BLEJWAS.T.E. Sandia Na¬ 
tional Laboratories. HOOKS,K.R. NRC - No Detailed Affiliation Given. 3pp. 59157:168- 
59157:211. 

-9109180201 "DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept of Sandia Natl 
Labs,Audit YMP-91-07," conducted 910819-23. 

COX.N.D., HIGGINS,T.J., HORTON,D.G. Energy, Dept of. 91/09/12. 41pp. 
59157:171-59157:211. 

9109180228 Expresses displeasure at State of CT handling process of putting proposed 
nuclear waste dump sites in South Windsor & Ellington residential areas & requests 
help by telling State of CT of mistake. 

KASMARZYK.W. Affiliation Not Assigned. 91/09/18. NRC - No Detailed Affiliation 
Given. 2pp. 59157:348-59157:349. 


9109180245 Forwards list of items for DOE to prepare revised pages & transform draft 
completion rept into final certification rept. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/14. MATTHEWS.M. Energy, Dept. 
Of. 4pp. 59134:199-59134:202. 

9109180265 Requests assistance from program mgt,policy development & analysis staff 
in preparing procedure governing how repts from CNWRA handled. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/09/12. BROWN,W.B. Program Management, Policy Development & Analysis Staff 
(Post 870413). Ip. 59157:248-59157:248. 

9109190011 Discusses DOE requests for NRC concurrence on Vicinity Property GR- 
020S/022S completion repiApplication of supplemental stds & certification of vicinity 
property justified. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 91 /08/23. Uranium Recovery Field 
Ofc, R4. 2pp. 59146:005-59146:006. 

9109190037 Provides evaluation of amended response to corrective action request 
(CAR) YM-91-041 resulting from Yucca Mountain QA Division audit 91-03 of Los 
Alamos Natl Lab.Concludes that overall amend determined to be satisfactory. 
HORTON,D.G. Energy, Dept. of. WBS 1.2.9.3. 91/09/10. HERBST.R.J. New Mexico, 
State of. 9pp. 59157:249-59157:257. 

9109190087 Informs that review of completion rept for vicinity property GS-020S/022S 
indicates criteria of 40CFR 192.21(d) & 192.22(a) met for application of supplemental 
stds. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. MATTHEWS,M.L Energy, 
Dept. of. 6pp. 59146:048-59146:049. 

9109190106 Forwards notice of upcoming NRC/DOE technical/programmatic meetings 
on Titan Shipping Cask for NWPA shipments,design of exploratory studies facility & 
potential mod of baseline conceptual repository design & transportation & sys. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/16. Repository Licensing & Quality Assurance Project Direc¬ 
torate (Post 881120). 3pp. 59166:001-59166:003. 

9109190155 Concludes that criteria of 40CFR192.21(c) have been met for application of 
supplemental stds re review of radiological & engineering assessment for vicinity prop¬ 
erty. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/08/30. VIRGONA.J.E. Energy, Dept, 
of. Ip. 59139:082-59139:082. 

9109190193 Forwards Rev 0 to Study Plan 8.3.1.2.2.7, “Hydrochemical Characterization 
of Unsaturated Zone." 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/09/13. UNEHAM.JJ. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 3pp. 59166:004-59166:114. 

-9109190196 Rev 0 to Study Plan 8.3.1.2.2.7, “Hydrochemical Characterization of Un¬ 
saturated Zone.” 

* Interior, Dept, of, Geological Survey. HLWR. 90/07/31. 61pp. 59166:007-59166:114. 

9109190220 Summary of 910606 meeting w/licensees to allow West Valley Nuclear Svc 
to update NRC on progress toward commencement of sludge wash & qualification of 
cement formulation. 

ADAMS,M.T. Low-Level Waste Management Branch (Post 901230). 91/09/17. 
LOHAUS.P. Low-Level Waste Management Branch (Post 901230). 5pp. 59167:014- 
59167:018. 

9109190275 Informs that staff concurs w/DOE in application of supplemental stds for 
vicinity property GJ-90097-CC as described in radiological & engineering assessment. 
MICHAUD,P.W'. Uranium Recovery Field Ofc, R4. 91/08/30. Uranium Recovery Field 
Ofc, R4. 2pp. 59141:269-59141:270. 

9109190284 Responds to 910816 Itr requesting public comment on NRC staff proposal 
for disposal of non-11e.(2) byproduct matl in U mill tailings impoundments.Decides to 
solicit public comment w/announcement to that effect released shortly. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/09/09. 
STANLEY,R. Washington, State of. 3pp. 59167:055-59167:057. 

9109200002 Summary of 910820 meeting w/BNL,VEPCO,JGC Corp,Vance & 
Assoc,EPRI.WasteChem.EEI.US Ecology & NIST re bitumen solidification of low level 
radwaste.Technical position on waste form & list of attendees end. 

TOKAR.M. Low-Level Waste Management Branch (Post 901230). 91/09/10. 
IMAZAKI.K. JGC Corp. KLEIN,W.J. WasteChem Corp. HENDRICKS,L. Nuclear Man¬ 
agement & Resources Council (NUMARC) (formerly Nuclear Utility Manage. 11pp. 
59170:220-59170:230. 

9109200003 Rev 1 to Procedure QAAP 2.1, “Indoctrination & Training." 

* Energy, Dept. of. HLWR. 91/09/10. Ip. 59195:104-59195:104. 

9109200004 Rev 27 to QA Administrative Procedure table of contents. 

* Energy, Dept. of. HLWR. 91/09/20. 2pp. 59195:105-59195:106. 

9109200005 Rev 2 to QA Administrative Procedure QAAP 2.1, "Indoctrination & Train¬ 
ing.” 

BARTLETT,J.W. Energy, Dept. of. HLWR. 91/09/10. 16pp. 59195:107-59195:121. 

9109200006 Discusses review of supplemental stds application for addl area to currently 
approved supplemental stds area at Lowman.ldaho.Criteria of 40CFR1 92.21(b) 
met.Recommends that NRC concur in application of supplemental stds. 

JACOBY,D.L. Uranium Recovery Field Ofc, R4. 91/09/05. Uranium Recovery Field 
Ofc, R4. 7pp. 59168:015-59168:021. 

9109200008 Advises that NRC final concurrence on use of procedure for determining & 
verifying Ra-226 concentrations at locations w/large quantities of cobbly matl contin- 

§ ent on review of revised Procedure RAC-015,per 910906 Itr. 

URMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/09/17. 

MATTHEWS,M.L Energy, Dept. of. 2pp. 59170:231-59170:232. 

9109200019 Submits results of review of revised process control program for US Ecolo¬ 
gy Topical Rept USE-61-002-P, “High Strength Asphalt Soldification Process." Boric 
acid concentrates may be processed that meet boundary conditions of waste stream. 
TOKAR.M. Low-Level Waste Management Branch (Post 901230). 91/09/16. 
WONG.O. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). Ip. 59170:236- 
59170:236. 
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9109200042 Forwards Final Remedial Acton Selection UMTR^^^^^505, 
“Remedial Acton Ran & Site Design for Stabilization of Inactive U Mill Tailings Site at 

£«nch (Post 901230). $p. 59178:036-59182:116. 

QiMMflMO Rna! Remedial Acton Selection Rept UMTRA-DOE/AL-Q50505, Reme- 
~ Acton Plan & Site Design for Stabilization of Inactive U Mil! Tailings Site at Grand 

MEoe^JE^ of. 91/09/30. 1,600pp. 59178:039-59180:174. 

-9109200079 Calculation 6RJ03-07-90-14-14(01 )-00,demonstrating that hazardous con¬ 
stituent present m Grand Junction tailings pore water will be attenuated by Quarter- 
nary aBuvwm & Mancos Shale 

* Jacobs Engineering Group. Inc. 90/09/21. 22pp. 59180.175-59180.196. 

-9109200095 GRJ-01-91-15-02-00 Calculation GRJ- 01 -91-15-15-02-00,determining pro¬ 
posed concentration limits for hazardous constituents \ e5 ® m ® nts w of , i ^^^ con ' 
stteent compounds in groundwater at■ Owjey disposal site in Grand Junction,CO. 

* Jacobs Engineering Group, Irtc. 91/02/01. 21pp. 59180:197-59180.218. 

-9109200092 GRJ-08-90-14-11 Calculation for assessment of alluvial groundwater con¬ 
tamination w/hazardoos constituents at Grand Junction processing site using statisti- 

^U*B., REINERT,S. Jacobs Engineering Group, Inc. 90/08/20. 190pp. 
59180:219-59181 :Q79. 

-9109200101 5-626-01-03 R03 Rev 3 to UMTRA/Grand Junction tailings excavation of 

BO®^d!sE, & LU8!s!a,' SIRCAR.P. MK-Ferguson Co. 90/12/20. 12pp. 

59181:080-59181:091. 

-9109200112 05-626-02-04 R04 Rev 4 to UMTRA/GRJ tailings excavation of off-pile 

BOT^^D,SJE.. & TBSt SIRCAR.P. MK-Ferguson Co. 90/12/20. 11pp. 

59181:092-59181:102. 

-9109200120 05-504-01-02 R02 Rev 2 to UMTRA-Grand Junction erosion protection 

top & side slopes of tafiogs embankment . _ __ 

SIRCAR.P., £^TSFORD,S.E., SIRCAR.P. MK-Ferguson Co. 90/12/20. 37pp. 

59181:103-59181:139. 

-9109200127 05-504-02-01 R01 Rev 1 to UMTRA/Grand Junction permanent site 
drainage off- ole drainage swale. 

LUBSsJh., BOLTA.D. MK-Ferguson Co. 91/06/20. 3pp. 59181:140-59181:142. 

-9109200130 05-504-07-00 R00 Rev 0 to UMTRA/Grand Junction permanent site 
drainage off- pile drainage swale. 

* MK-Ferguson Co. 91/07/22.150pp. 59181:143-59181:284. 

-9109200134 05-504-05-02 R02 Rev 2 to UMTRA-Grand Junction embankment design 

MK-Ferguson Co. 91/04/15. 67pp. 59181:285-59181:351. 

—9109200142 05-670-01-05 R05 Rev 5 to UMTRA-Grand Junction radon barrier thick- 

LUBIS,H., SIRCAR.P. MK-Ferguson Co. 90/12/21.28pp. 59181:352-59182:018. 

-9109200148 05-670-02-03 R03 Rev 3 to UMTRA-Grand Junction radon barrier aver¬ 
age Ra-226 concentrations. 

BQTSFORD.S.E, LUBIS.H., SIRCAR.P. MK-Ferguson Co. 90/12/21. 11pp. 

59182:019-59182:029. 


-9109200156 05-670-06-02 R02 Rev 2 to UMTRA-Grand Junction embankment design 
settlement & cover cracking. 

LUBIS.H., BOTSFORD.S.E., SIRCAR.P. MK-Ferguson Co. 91/01/09. 13pp. 

59182:030-59182:042. 

-9109200161 05-670-07-05 R05 Rev 5 to UMTRA-Grand Junction embankment design 
slope stability. 

LUBIS.H., BQTSFORD.S.E., SIRCAR.P. MK-Ferguson Co. 91/02/06. 66pp. 

59182:043-59182:108. 

-9109200166 05-670-09-02 R02 Rev 2 to UMTRA-Grand Junction embankment cover 
design depth of frost penetration. 

BOTSFCWD.S.E., LUBIS.H., SIRCAR.P. MK-Ferguson Co. 90/11/19. 8pp. 59182:109- 
59182:116. 

9109200121 Relates State of NV comments re DOE QA Audit of Sandia Natl Lab held 
on 910819-23. 

ZIMMERMAN.S.W. Nevada, State of. HLWR. 91/09/09. HOOKS,K. Division of High- 
Level Waste Management (Post 870413). HORTON,D. Energy, Dept of. GERTZ.C. 
Nevada. State of. 3pp. 59195:122-59195:124. 

9109200263 Subnuts results of review of draft (June 1991) staff technical position on 
“Geologic Repository Operations Area Underground Facility Design - Thermal Loads.” 
Document will likely be of little use as guidance to DOE. 

LOUX.R.R. Nevada, State of. HLWR. 91/09/16. UNEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (Post 881120). 7pp. 59195:125-59195:131. 

9109200280 Forwards mylars of orthophoto base maps.W/o end. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 91/09/05. 
STABLEIN.K. NRC - No Detailed Affiliation Given. Ip. 59177:315-59177:315. 

9109200283 Responds to 910723 ftr re clarification of issues on Class III groundwater 
designation of uppermost aquifer at Falls City.TX UMTRAP site.Items discussed 
include,migration of contaminants within Deweesville sandstone. 

MATTHEWS,M.L Energy, Dept of. 91/08/06. LACKER,D.K. Texas, State of. 5pp. 
59177:266-59177:270. 


—9109240133 Rev 0 to Study Plan 8.3.1.9.2.2, “Water Resource Assessment of Yucca 

•^Energy,Dept of. HLWR. 91/06/13. 74pp. 59195:160-59195:232. 

9109250048 Forwards NRC acceptance Itr & SER for Technical 4 Mgt Support Svc QA 

NELSCWJ°H Um GILR^J’^Science'Applications International Corp. (formerly Science 
Applications Inc.L HLWR. 9m»/1 7 . LINEHAN.J. NRC - No Detailed abort Given. 
2pp. 59214:100-59214:109. 

9109250219 Clarifies NRC position on open issue relating to Class III Aquifer designa- 

^IRMEfEFLJJ^llranfum^eMveiy^Brlmch (Post 901230). 91/09/18. MATTHEWS,M. 
Energy, Dept. of. 4pp. 59208:230-59208:244. 

-9109250220 Provides summary review comments on DOE draft remedial action plan 

CO LEM An!n .^Hydrology & Systems Performance Branch (Post 910596 ). 91 
SURMEIER.J. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 11pp. 59208:234-59208:244. 

9109250263 Trip rept of 910912 visit to Columbus,OH to explore possibilities of generat¬ 
ing friction for testing in integrated waste package experiments program. 

SRIDHAR.N., NAIR.P.K., PATRICK,W.C. Center for Nuclear Waste R «Qulatoi 7 Analy¬ 
ses 91/09/12. Center for Nuclear Waste Regulatory Analyses. 7pp. 59208:323- 
59208:329. 

9109260040 Forwards transcript of 910620 public meeting on Apache Leap Tuff Site 
field heater experiment in Rockville.MD. n -,/na/io 

SILBERBERG.M. Waste Management Branch (Post 910830). HLWR. 91/09/12. 
FEDERLINE.M. Hydrology & Systems Performance Branch (Post 910506). 
BALLARD,R. Geology & Engineering Branch (Post 910506). 2pp. 59204.099- 
59204:335. 

-9109260042 Transcript of 910620 public meeting on Apache Leap Tuff Site field 
heater experiment in Rockville,MD.Pp 1-116. Related documentation end. 

* Commissioners (Post 750119). HLWR. 91/06/20. 150pp. 59204:101-59204:335. 

9109260044 Forwards Program Managers Periodic Rept 91-12 for 910803-30. 
STILTENPOLE.B. NRC - No Detailed Affiliation Given. HLWR. 91/09/20. LINEHAN.J. 
Division of High-Level Waste Management (Post 870413). BALLARD, R., 
FEDERLINE.M. NRC - No Detailed Affiliation Given. 2pp. 59252:068-59252:168. 


-9109260048 Forwards PMPR 91-12, “CNWRA Program Managers Periodic Rept on 
Activities of CNWRA” for fiscal reporting period 910803- 30. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
91/09/19. FUNCHES.J.L. Division of High-Level Waste Management (Post 870413). 
Ip. 59252:070-59252:070. 


-9109260053 PMPR 91-12 “CNWRA Program Managers Periodic Rept on Activities of 
CNWRA" for fiscal reporting period 910803-30. 

* Center for Nuclear Waste Regulatory Analyses. FIN D-1035-8. NRC-02-88-005. 91/ 
09/18. NRC - No Detailed Affiliation Given. 99pp. 59252:071-59252:168. 


9109260137 Forwards markup draft synopsis of Symposium on Radwaste Repository Li¬ 
censing prepared by Board on Radwaste Mgt,Natl Research Council.Suggests that 
corrections be added to draft. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/09/18. 
MYERS,P.B. National Research Council. 3pp. 59252:169-59252:199. 


9109260139 Forwards Audit CNWRA 91-1, "Observation Audit Rept for CNWRA,” from 
910723-26. 

HOOKS.K.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/12. MABRlTO.B. Center for Nuclear Waste Regulatory Analy¬ 
ses. 2pp. 59252:200-59252:210. 


-9109260145 CNWRA 91-1 CNWRA 91-1, “Observation Audit Rept for CNWRA,” from 
910723-26. 

HOOKS,K.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/11. 9pp. 59252:202-59252:210. 


9109260140 Advises that refs for appended matl were missing in SEOE field excursion 
guidebook to North-Eastern in Finland on 910913-14 & requests correction be added 
to app. 

HEIKKINEN.E. Saanio & Riekkola. 91/09/19. Saanio & Riekkola. Ip. 59260:338- 


9109260151 Forwards Audit Rept 91-9, “Observation Audit for Ofc of Civilian Radwaste 
Mgt Audit 91-06 SAI/Technical & Mgt Support Svcs.” 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/20. SHELOR.D.E. Energy, Dept. of. 2pp. 59261:114- 
59261:129. 

-9109260156 91-9 Audit Rept 91-9, “Observation Audit for Ofc of Civilian Radwaste 
Mgt Audit 91-06 of SAI/Technical & Mgt Support Svcs.” 

VERMA.T.R., BUCKLEY.J.T., HOOKS.K.R. Repository Licensing & Quality Assurance 
Project Directorate (Post 881120). HLWR. 91/08/22. 14pp. 59261:116-59261:129. 

9109260153 Extends invitation for participation in upcoming Workshop on Earthquakes 
& Tectonics for EPRI HLW performance assessment project on 911114-15. 

SHAW.R.A. Electric Power Research Institute. COPPERSMITH.K. Geomatrix Consult¬ 
ants, Inc. 91/09/18. BERNERO.R. Office of Nuclear Material Safety & Safeguards. 
3pp. 59252:065-59252:067. 

9109260207 Press release re ceremony marking Lowman Mill Site cleanup progress. 

* Energy, Dept of. 91 /09/19. 4pp. 59221:291 -59221:294. 


9109200357 Welcomes NRC suggestion to prepare annotated outline of license applica¬ 
tion for repository & explains plan to implement use of annotated outline. 
BARTLETT.J.W. Energy, Dept of. HLWR. 91/09/12. BERNERO.R. Office of Nuclear 
Material Safety & Safeguards. 2pp. 59195:132-59195:133. 


9109260219 Advises that team from Civil Radwaste Mgt Ofc QA will conduct QA audit & 
implementation during period 911015-18. 

HORTON,D.G. Energy, Dept of. HLWR. 91/09/18. HOOKS,K. NRC - No Detailed Af¬ 
filiation Given. 5pp. 59252:060-59252:064. 


9109240129 Forwards Rev 0 to Study Ran 8.3.1.9.2.2, “Water Resource Assessment of 
Yucca Mountain,NV.” 

SHELOP.D.E. Energy, Dept of. HLWR. 91 /09/20. LINEHAN.J.J. Repository Licensing 
Project Directorate (881013-881119). 2pp. 59195:156-59195:232. 


9109270093 Forwards corrected calculations 05-505-03-01, “Availability & Suitability of 
Matls & 05-505-02-02, “Rock Quality for Erosion Protection.” V 

WATSON,C. Morrison-Knudsen Engineers, Inc. 91/09/20. GILLEN D NRC - No De¬ 
tailed Affiliation Given. 11pp. 59235:283-59236:041. 
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—9109270098 05-505-03-01 R01 “Availability & Suitability of Matts." 

* Morrison-Knudsen Engineers, Inc. 91/02/01. 47pp. 59235:294-59235:341. 

-9109270100 05-505-02-02 R02 "Rock Quality for Erosion Protection.” 

* Morrison-Knudsen Engineers, Inc. 91/08/22. 60pp. 59235:342-59236:041. 

9109270103 Forwards notice of meetings related to high-level waste mat program. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/09/23. NRC - No Detailed Affiliation Given. 2pp. 59252:052- 
59252:053. 

9109270172 Forwards moisture density tests.radon barrier A,B & C for Durango UMTRA 
disposal site.per request. 

SCOUTARIS.M. New Mexico, State of. 91-0757. 91/09/13. JACOBY,D. Uranium Re¬ 
covery Field Ofc, R4. 26pp. 59221:146-59221:171. 

9109300055 Requests info that could impact related characteristics of bituminous matls 
used as binders & barriers & asphalt chemistry. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/09/23. 
KULASH.D.J. National Academy of Sciences. 2pp. 59253:037-59253:038. 

9109300177 Advises that Div of HLW Mgt has no comments in response to 910909 
memo requesting review of draft regulatory guides for implementation of 
10CFR20.Requests inclusion in any future review of 10CFR20. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/09/23. JONES,C.G. Operations Branch. Ip. 59253:067-59253:067. 

9109300188 Rev 1 to Health Physics Procedure RAC-025, “Radon Flux Measurement.” 
W/910911 Itr. 

OLDHAM,J.G., CATE.P.D., HENDERSON,M.W. Chem-Nuclear Environmental Serv¬ 
ices, Inc. MK-F-UMTRA-09. 91/09/11. JACOBY,D. Uranium Recovery Field Ofc, R4. 
10pp. 59247:101-59247:110. 

9109300226 Forwards Project Interface Documents (PIDs) for Lowman.lD U mill tailings 
site.per procedures outlined in Mod 2 of MOU between DOE & NRC,for review & con¬ 
currence. 

MATTHEWS,M.L. Energy, Dept. of. 91/09/25. SURMEIER.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 24pp. 59262:039-59262:062. 


XPORTLIC EXPORT AND IMPORT LICENSES 

9109040214 License for Edlow Inti Co to export 1,053 kg of U-235, containing 28,081 
kg U,enriched to 3.75 w/o max,to South Korea. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/22. 2pp. 58993:005-58993:006. 

9109040237 Requests withdrawal of 910529 export license application. License would 
have authorized exportation of reactor control rod 1 Fukushima to Tokyo.Rods can be 
exported under NRC general license. 

OKAMOTO.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 91/08/16. 
WRIGHT,B. International Programs. Ip. 59009:138-59009:140. 

-9109040241 Discusses NRC views re export licensing controls over control rods. 
PETERSON,M.R. Assistant Director for Export/Import & International Safeguards. 86/ 
03/28. HOBSON,R.L. General Electric Co. Ip. 59009:140-59009:140. 

9109060110 Forwards application for license to export bulk nuclear grade graphite for 
use as electrodes in electrical discharge machining in Finland. 

HAUBER.R.D. International Programs. 91/08/27. THORNE,C.E. State, Dept, of. 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 59015:326-59015:328. 

9109060133 Forwards 910722 Itr from Nissho Iwai American Corp w/request to change 
end user for high enriched U originally exported to Japan for use in Kyoto Univ HFR 
to Kyoto Univ critical assembly & as source material for experimental samples. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/30. THORNE,C.E. State, Dept. of. Ip. 59015:182-59015:188. 

-9109060145 Requests NRC review & approval for Kyoto Univ request to divert 22.002 
kgs U to use in Kyoto Univ critical assembly & 2.398 kgs U to use as source material 
for experimental samples.Revised end use statement & copy of checklist end. 
OGINO.Y. Nissho Iwai American Corp. 91/07/22. HAUBER.R.D. Assistant Director for 
Exports, Security & Safety Cooperation (Post 901104). 6pp. 59015:183-59015:188. 

9109060146 Forwards application for export license to export low enriched U for use as 
reload fuel in Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/27. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 59024:343-59024:347. 

9109060166 Forwards application for license to export SNM in sensing components for 
neutron flux monitoring & control sys to Taiwan. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91 /08/07. HAUBER.R.D. Asst. Director for Inti. 
Security, Exports & Materials Safety (890226-901103). 2pp. 59039:323-59039:325. 

-9109060172 Application for license to export SNM in sensing components for neutron 
flux monitoring & control sys to Taiwan. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. Ip. 59039:325-59039:325. 

9109060174 Forwards 910816 Itr from Mitsui & Co (USA) requesting withdrawal of 
export license application XR-0159. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/30. THORNE,C.E State, Dept. of. Ip. 59015:192-59015:195. 

-9109060181 Requests withdrawal of license application for export of reactor control 
rods to Tokyo. 

OKAMOTO.T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 91/08/16. 
WRIGHT,B. International Programs. 3pp. 59015:193-59015:195. 

9109060190 Application for license to export 136,919 kg heavy water to Canada. 

* Brookhaven National Laboratory. 91/08/12. Ip. 59024:349-59024:349. 

9109090028 Forwards application for export license to export bulk nuclear grade graph¬ 
ite for use as electrodes in electrical discharge machining in Finland. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/27. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 59049:001-59049:003. 


9109090036 Forwards three applications from Gerard Kluyskens Co,Inc for licenses to 
export rare earth polishing matls,primarily cerium oxides to various countries,including 
Korea & Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/27. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. 2pp. 59049:019-59049:030. 

9109090065 Ltr of assurance re export of nuclear matl to Japan. 

* Japan, Govt. of. 91/08/26. State, Dept. of. Ip. 59040:163-59040:163. 

9109090071 Executive Branch position re 910529 Itr on application to export 400,000 kg 
of nuclear grade graphite to United Kingdom.Executive Branch recommends license 
be issued 

STRATFORD,R.J. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/07/17. SHEA.J.R. International Programs. Ip. 59040:164-59040:164. 

9109090108 Forwards application for license for General Atomics to export three refur¬ 
bished TRIGA control rod drive mechanisms to Vienna,Austria.Ltr of assurance re¬ 
quested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91 /08/30. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 59040:175-59040:177. 

—9109090122 Application for license to export three refurbished control rod drive mech¬ 
anisms to be reinstalled in 250 kW TRIGA Mark 2 research reactor in Vienna,Austria. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). IEL-1788. 91/08/19. Ip. 59040:176-59040:176. 

-9109090133 Forwards application for license to export control rod drive mechanisms 
to Austria. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). IEL-1788. 91/08/19. HAUBER.R. Assistant Director for Exports, Security & 
Safety Cooperation (Post 901104). Ip. 59040:177-59040:177. 

9109090124 Application for license to export 93.12% U-235 for use in neutron flux mon¬ 
itoring sys to Sweden. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91 /08/07. 3pp. 59040:294-59040:296. 

9109090129 Application for license to export 93.12% U-235 for use in neutron flux mon¬ 
itoring sys to Canada. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91 /08/07. 3pp. 59040:297-59040:299. 

9109090148 Forwards application for license to export low enriched U to 
Japan.Assistance requested in obtaining necessary assurances from Japan. 
HAUBER.R.D. International Programs. 91/08/27. THORNE.C.E. State, Dept. of. Ip. 
59040:300-59040:302. 

-9109090178 Application for license to export low enriched U to Japan. 
RAVENSCROFT.N. Edlow International Co. KLK-68. 91/08/20. Ip. 59040:301- 
59040:301. 

-9109090183 Forwards application for license to export low enriched U to Japan. 
RAVENSCROFT.N. Edlow International Co. 91/08/21. WRIGHT,B. International Pro¬ 
grams. Ip. 59040:302-59040:302. 

9109090182 Amend 2 to license XR-0135 for GE to export GE BWRs w/design power 
level of 2,894 MWt to Taiwan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). FDF:91-88. 91/08/30. 3pp. 59041:014-59041:016. 

9109090215 Forwards 910813 Itr requesting withdrawal of 910208 request to amend 
export license XSNM-2467. 

HAUBER.R.D. International Programs. 91/08/27. THORNE.C.E. State, Dept. of. Ip. 
59049:072-59049:073. 

-9109090225 Requests withdrawal of amend 2 to export license XSNM-2467. 

OGINO.Y. Nissho Iwai American Corp. GNT91-016. 91/08/13. WRIGHT,B.L. Interna¬ 
tional Programs. Ip. 59049:073-59049:073. 

9109100222 Forwards application for license to export SNM in sensing components for 
neutron flux monitoring & control systems to Republic of Korea. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59094:257-59094:259. 

-9109090116 Application for license to export SNM in sensing components for neutron 
flux monitoring sys to Republic of Korea. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59094:258-59094:259. 

9109100334 Forwards consolidated application for license to export NF monitoring & 
control components to Eastern European countries. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59049:351-59049:353. 

-9109100339 Application for license to export NF monitoring & reactor control sys to 
Hungary. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59049:352-59049:353. 

9109100346 Forwards consolidated application for license to export neutron flux moni¬ 
toring & control components to Eastern European countries & Republic of South 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59049:354-59049:356. 

-9109100351 Application for license to export NF monitoring & control sys to Republic 
of South Africa. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59049:355-59049:356. 

9109100388 Forwards consolidated application for license to export SNM in sensing 
components for NF monitoring & control sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59050:039-59050:041. 

-9109100398 Application for license to export total of 20 fission chambers for use in NF 
monitoring sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59050:040-59050:041. 
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9109100401 Forwards application for itceose to export neutron fksx moritonng & control 
comoonmts to Eastern European countries & Republic of South Africa. . 
SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. ip. 53050:042-59050:044. 

.-§109100407 Application far license to export neutron flux monitoring & reactor control 

sys to Yoocstavta. 

• GammaWics, Inc. 91/08/07. 2pp. 59050:043-59050:044. 

§109100412 Requests ax*mation of agreement for proposed transfer of listed II- 

oMM/07/05. Sweden, Govt. of. Ip. 53056:300-59056:300. 

9109110086 Application for license to export 75.0 kg U.containing 1,508 kg U-235,to 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/08/30. 2pp. 
590^^60-59069:261. 

9109110097 Forwards consolidated application for license to export NF monitoring & 
control compomstaSNM to fission chamber detectors exported under separate li- 


SBUGARS H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59069:021-59069:023. 

-9109110109 Application for license to export NF monitoring & reactor control sys to 

Ronwia. 

SHUGARS.H.G. Gamma-Metrics. Inc. 91/08/07.2pp. 59069:022-59069:023. 

9109110105 license for Transnudear.lnc to export 1.855 kg U-235 contained in 9.35 kg 
U to France. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). TNP 522. 91/08/30. 2pp. 59079:142-59079:143. 

9109110139 Forwards consolidated application for license to export SNM in sensing 
components for NF monitoring & control sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59069:024-59069:026. 

-9109110143 Application for license to export total of 40 fission chambers for use in NF 
monitoring sys to Republic of South Africa. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59069:025-59069:026. 

9109110147 Forwards consolidated application for license to export SNM in sensing 
components for NF monitoring & control sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
yams. Ip. 59069:030-59069:032. 

-§109110149 Application for license to export total of 20 fission chambers for use in NF 
nwortortog sys to Yugoslavia. 

SBUGAJRS.H.G. Gamma-Metrics, Inc. 91/08/07.2pp. 59069:031-59069:032. 

Si 09110159 Responds to 910515 application to export enriched U for use at Technical 
IMv of Amir Kabtr to Iran.Executive branch & NRC deny applications. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/30. LIZAK.P. Reactor Experiments, Inc. Ip. 59079:172-59079:174. 

—9109110186 Reviews proposed exports & concludes that necessary determinations for 
recommendation of approval cannot be made.Recommends that requests for licenses 
be denied. 

STRATFORD,RJ. State, Dept of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/07/16. SHEA^J.R. International Programs. 2pp. 59079:173-59079:174. 

91O9110164 Forwards consolidated application for license to export NF monitoring & 
control components.SNM to fission chamber detectors exported under separate li¬ 
cense. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59069:027-59069:029. 

-9109110178 Application for fcense to export NF monitoring & reactor control sys to 
Union of Soviet Socialist Republics. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07.2pp. 59069:028-59069:029. 

9109110231 Ack receipt of 910808 Itr requesting amend to export license to extend ex¬ 
piration datejncrease quantity of U authorized for export & increase maximum enrich¬ 
ment 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/08/30. THORNE.C.E State, Dept of, Bureau of Oceans & lntl. Environ¬ 
mental & Scientific Affairs. 2pp. 59079:183-59079:186. 

-9109110237 Discusses info provided for use to amending export license for initial core 
loading for two un*ts.W/o end. 

KENNEDY,EH. Combustion Engineering, Inc. LD-91-045. 91/08/08. HAUBERRD 
£?• Security> Ewts & Materials Safety (890226-901103). 2pp. 
59079^1B5”59v79l186« 

9109110232 Forwards application for license to export low-enriched U for use in initial 
core fuel dements & fueled follower control rods for research reactor to Albania.for 
executive branch position. 

HWJBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91 /09/03. THORNE.C.E. State, Dept of, Bureau of Oceans&lnti. Environ¬ 
mental & Scientific Affairs. Ip. 59087:005-59087:007. 

9109110285 Forwards notice of receipt of applications for licenses to export nuclear 
grade graphite blocks for use as permanent side reflectors & plenum blocks to Japan 
* ^ xl pV Bdk V to Canada,for publication in FR. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation fPoet 
gJMgjf/IWO*- TIPTON.EA. 

01 receipt 0f for licenses to export nuclear grade 

graphitebtodts for use as permanent side reflectors & plenum blocks to Japan & 
heavy water for upgrading to Canada. ™ a 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Coooeration /Post 
901104). 91/09/04.2pp. 59070:048-5907^049. W ux>peration (Post 


9109110303 Requests Executive branch views re end application for license to export 
nuclear grade graphite blocks for use as permanent side reflectors & plenum blocks in 


HAUBER R D Assistant Director for Exports, Security & Safety Cooperation (Post 
901104 ) 91/08/30. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ- 


9109120110 Staff requirements memo on SECY-91-258,approving issuance of listed 
export licenses to Penngraph.lnc to export bulk nuclear-grade graphite subj to limita¬ 
tions in annual amounts provided by State Dept. 

CHILK.S.J. Office of the Secretary of the Commission. 91/09/03. SHEA.J.R. Interna¬ 
tional Programs. Ip. 59100:332-59100:333. 

9109120117 Forwards application for license to export SNM in sensing components for 
neutron flux monitoring & control sys,to Japan. UAI _ , , 0 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59087:107-59087:109. 


-9109120123 Application for license to export SNM in sensing components for neutron 
flux monitoring & control sys,to Japan. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59087:108-59087:109. 


9109120130 Advises that Embassy of Japan exchanged listed addl diplomatic notes w/ 
govt of Japan granting assurances for cooperation in connection w/listed export li¬ 
censes. 

* U.S. Embassies. 91/09/04. State, Dept. of. Ip. 59098:346-59098:346. 


9109120131 Forwards application to export SNM in sensing components for NF moni¬ 
toring & control sys to Switzerland. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59079:344-59079:346. 

-9109120135 Application for license to export 3.825 g of U02 in fission chamber sens¬ 
ing components to Switzerland. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59079:345-59079:346. 


9109120141 Requests Executive Branch position on end GA Co application for license 
to export low-enriched U for use in initial core fuel elements,to Morocco. 

HAUBER.R.D. International Programs. 91/09/03. THORNE.C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. 1 p. 59079:347-59079:349. 


9109120168 Requests Executive Branch position on end BNL application for license to 
export 136,919.0 kg of heavy water to Canada. Related info end. 

HAUBER.R.D. International Programs. 91/09/03. THORNE.C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. 2pp. 59079:355- 
59079:357. 


9109120179 Application for license to export SNM for use in neutron flux monitoring sys 
to Czechoslovakia. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 3pp. 59100:339-59100:341. 

9109120185 Forwards application for license to export low enriched U,to Republic of 
Korea. 

HAUBER,R.D. International Programs. 91/08/30. ROONEY,J. Energy, Dept. of. Ip. 
59087:118-59087:120. 


-9109120200 Application for license to export low enriched U,to Republic of Korea. 

* Edlow International Co. 91/08/26. Ip. 59087:119-59087:119. 

-9109120207 Forwards application to export low enriched U to Republic of Korea,for 
consideration.Application fee end. 

FISK.R.H. Edlow International Co. 91/08/26. WRIGHT,B. International Programs. Ip. 
59087:120-59087:120. 


9109120197 Ltr of assurance re application for license to export 9.350 kg U to France. 
* European Communities, Commission of. 91/08/27. ROONEY,J.M. Energy, Dept. of. 
Ip. 59087:041-59087:041. 

9109120213 Forwards application for license to export SNM in sensing components for 
neutron flux monitoring & control sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. Asst. Director for Inti. 
Security, Exports & Materials Safety (890226-901103). Ip. 59121:348-59121:350. 

—9109120227 Application for license to export 700 fission chambers, consisting of 
2,677.5 g U.containing 2,493.0 gm U-235 to Union of Soviet Socialist Republics for 
use in neutron flux monitoring sys. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91 /08/07. 2 pp. 59121:349-59121:350. 

9109120229 Forwards application for license to export SNM in sensing components for 
£®utron flux monitoring & control sys to France,Germany & Belgium. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. International Pro¬ 
grams. Ip. 59105:001-59105:006. 


-9109120221 Application for license to export SNM in sensing components for neutron 
^onitonng & control sys to France,Germany & Belgium. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 5pp. 59105:002-59105:006. 

9109130020 Forwards notice of receipt of application for license to export utilization fa¬ 
cility for publication in FR. 

^ nff , Qi‘?nQm? S ^SV5i^ t ? r * or Ex P° rts - Security & Safety Cooperation (Post 
59093^)18 1/09/04 T PT0N,E,A - Correspondence & Records Branch. Ip. 59093:016- 


uai ibco o n * receipt ot application for license to export utilization facility. 
2viinf\ R, S for Ex P°rts, Security & Safety Cooperation (Post 
901104). 91/09/04. 2pp. 59093:017-59093:018. 

application for license to export neutron flux monitoring & control 
Eastern Euro P® & South Africa. 

lnc - 91/08/07. HAUBER.R.D. Asst. Director for Inti. 
Secunty, Exports & Matenals Safety (890226-901103). Ip. 59107:177-59107:179. 

& STA«d xport neutron flux monitorlnB * con,rol 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2 pp. 59107:178-59107:179. 
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9109130037 Forwards application for license to export SNM in sensing components for 
neutron flux monitoring & control sys to Bulgaria. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. Asst. Director for Inti. 
Security, Exports & Materials Safety (890226-901103). Ip. 59107:222-59107:224. 

->9109130038 Application for license to export 3.825 g U,containing 3.562 g U-235,to 
Bulgaria. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59107:223-59107:224. 

9109130041 Forwards application for license to export neutron flux monitoring & control 
equipment to Bulgaria. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. HAUBER.R.D. Asst. Director for Inti. 
Security, Exports & Materials Safety (890226-901103). Ip. 59107:129-59107:131. 

-9109130042 Application for license to export neutron flux monitoring & RCS to Bulgar¬ 
ia. 

SHUGARS.H.G. Gamma-Metrics, Inc. 91/08/07. 2pp. 59107:130-59107:131. 

9109200186 Informs that Ministry of Industry,Commerce & Tourism of Spain confirmed 
transfer of licensed matl & authorized ultimate consignees to receive & possess matl. 
DE LA CAMARA,M. Spain, Govt. of. 1146. 91/09/03. ROONEY.J.M. Energy, Dept. of. 
Ip. 59156:271-59156:271. 

9109200192 Incoming telegram re request for assurance for nuclear fuel exports under 
US Japan agreement. 

* Japan, Govt. of. 91/08/22. U.S. Embassies. 5pp. 59157:262-59157:266. 

9109200274 Ltr of assurance re export of 146,200 kg U to Germany. 

FLINGOU.C. European Communities, Commission of. 91/09/12. ROONEY,J.M. 
Energy, Dept. of. Ip. 59157:287-59157:287. 

9109200293 Ltr of assurance re transfer of matl to Spain. 

DE LA CAMARA,M. Spain, Govt. of. 91/09/03. ROONEY.J.M. Energy, Dept. of. Ip. 
59157:330-59157:330. 

9109230037 Executive Branch position re Westinghouse application for amend to li¬ 
cense to export 8,000 addl mechanical plugs to Bulgaria for sealing defective nuclear 
steam generator tubes.Recommends that license be amended as requested. 
STOIBER.C.R. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/09/13. SHEA.J.R. NRC - No Detailed Affiliation Given. 2pp. 59191:129- 
59191:133. 

—9109230050 Executive Branch position re Westinghouse application for amend to li¬ 
cense to authorize export of 8,000 addl mechanical plugs to Bulgaria.Recommends 
that license be amended. 

STOIBER.C.R. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/09/12. SHEA.J.R. NRC - No Detailed Affiliation Given. 3pp. 59191:131- 
59191:133. 

9109230059 Executive branch position re whether issuance of export license XCOM- 
1036 meets applicable criteria of Atomic Energy Act of 1954.License recommended. 
STOIBER.C.R. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/09/09. SHEA.J.R. NRC - No Detailed Affiliation Given. 3pp. 59186:338- 
59186:340. 

9109230064 Discusses US embassy exchange w/govt of Japan re export license SNM- 
2595. 

* State, Dept. of. 91/09/05. Japan, Govt. of. Ip. 59191:155-59191:155. 

9109230076 License for Mitsubishi Inti Corp to export 488 kg U-235, containing 11,750 
kg U,enriched to 4.15 w/o max.to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/09/13. 2pp. 59191:151-59191:152. 

9109230080 Ltr of assurance re transfer/export of matl to Spain. 

DE LA CAMARA,M. Spain, Govt. of. 91/09/03. ROONEY.J.M. Energy, Dept. of. Ip. 
59168:333-59168:333. 


9109230139 License for GE to export 104 kg U-235,containing 4,049 kg U, to Japan. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). FDF91-32. 91/09/11. 2pp. 59191:153-59191:154. 

9109230142 License for Gamma-Metrics to export 49.80 g U-235, containing 53.55 g 
U,enriched to 93.12 w/o max.to Sweden. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/09/13. 2pp. 59191:134-59191:135. 

9109230171 License for General Atomics to export three TRIGA research reactor con¬ 
trol rods w/neutron absorber matl enriched in B-10 isotope,to Japan. 

HAUBER.R.D. International Programs. IEL-1690. 91/09/16. Ip. 59187:024-59187:024. 

9109230174 Approved vote w/comment re SECY-91-258 on six proposed NRC licenses 
for export of bulk nuclear grade graphite to France.ltaly,Spain,Portugal & South Korea. 
CURTISS Commissioners (Post 750119). 91/08/23. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 59187:025-59187:025. 

9109230204 License for Edlow Inti Co to export 276 kg U-235,contained in 6,630 kg U 
enriched to 4.15 w/o max.to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). KLK-62. 91/09/11. 2pp. 59191:223-59191:224. 

9109230227 Executive Branch position re General Atomic application for license to 
export 19.2 kg U-235 to Romania.Recommends that license be issued.Fourth supply 
agreement & exchange of notes end. 

THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific Af¬ 
fairs. 91/09/16. SHEA.J.R. NRC - No Detailed Affiliation Given. 13pp. 59191:039- 
59191:051. 


9109240406 Compliments US Embassy & ack receipt of 910820 note 667 & 668 re noti¬ 
fication of intended transfers of items under Agreement for Cooperation between govt 
of Japan & govt of USA. 

* Japan, Govt. of. 91/08/30. * U.S. Embassies. 5pp. 59192:318-59192:322. 

9109250014 Notation vote response sheet approving w/comments SECY-91-258 re six 
proposed NRC licenses for export of bulk nuclear grade graphite to 
France,Italy,Spain,Portugal & South Korea. 

ROGERS,K.C. Commissioners (Post 750119). 91/08/23. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 59201:126-59201:126. 

9109250027 Forwards ltr from Westinghouse dtd 910807 requesting amend to pending 
export license application XCOM1047 to indicate INETEC.in Yugoslavia as intermedi¬ 
ate consignee. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/09/13. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 59201:064-59201:065. 

9109250151 Amend 1 to license for Westinghouse Electric Corp to export 10,000 me¬ 
chanical plugs,to Bulgaria. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/09/16. Ip. 59201:349-59201:349. 

9109250206 Positive notation vote on SECY-91-258 approving six proposed NRC li¬ 
censes for export of bulk nuclear grade graphite to France,Italy,Spain,Portugal & 
South Korea. 

SELIN,I. Commissioners (Post 750119). 91/08/21. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 59202:180-59202:180. 

9109260095 Ltr of assurance re export of licensed matl between Japan & US for peace¬ 
ful uses of nuclear energy. 

EDSON.S.A. Japan, Govt. of. 91/08/30. HART.T. Energy, Dept. of. 5pp. 59226:021- 
59226:025. 
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WASTE MGT 

BEACH,A.B. 

9109130156 

50-298 

V 

ADENSAM.E.G. 

9109130047* 

50-324 

P 

BAKER,J.W. 

9109050190 

50-397 

R 

BEACH,A.B. 

9109130195 

40-8027 


ADENSAM.E.G. 

9109130055* 

50-324 

P 

BAKER,J.W. 

9109110142 

50-397 

s 

BEACH,A.B. 

9109130196 

50-313 

Q 

ADENSAM.E.G. 

9109230033* 

50-324 

P 

BAKER,J.W. 

9109160148 

50-397 

s 

BEACH,A.B. 

9109130210 

50-446 

Q 

ADENSAM.E.G. 

9109300140* 

50-400 

P 

BAKER,J.W. 

9109180251 

50-397 

R 

BEACH,A.B. 

9109130216 

50-285 

Q 

ADERHOLD.H.C. 

9109110153 

50-97 

V 

BAKER,J.W. 

9109200024 

50-397 

F 

BEACH,A.B. 

9109160110 

50-445 

Q 

AGGARWAL.S.K. 

9109160265 

50-272 

P 

BAKER,L.J. 

9109200256* 

CONTRACT 


BEACH,A.B. 

9109160116 

50-482 

Q 

AHOLA.M. 

9109110069 

WASTE MGT 

BAKER,L.J. 

9109270209* 

CONTRACT 


BEACH,A.B. 

9109180009 

50-298 

Q 

AIELLO,R.F. 

9109100149* 

50-424 

V 

BAKER,S.J. 

9109110126 

40-1162 


BEACH,A.B. 

9109180015 

50-313 

P 

AIELLO,R.F. 

9109160002* 

50-416 

V 

BAKER,S.J. 

9109110128 

40-1162 


BEACH,A.B. 

9109180038 

50-482 

Q 

AKRIN.S.J. 

9109090084 

71-684 


BAKER,S.J. 

9109300114 

40-1162 


BEACH,A.B. 

9109190111 

50-298 

F 

ALBERS,L. 

9109200087* 

CONTRACT 


BALDWIN,D. 

9109130123 

FOIA 


BEACH,A.B. 

9109240002 

50-482 

P 

ALBERT, R.J. 

9109300067* 

70-371 


BALDWIN,R.S. 

9109160033* 

50-261 

V 

BEACH,A.B. 

9109240033 

50-445 

Q 

ALBERTIN.L. 

9109050260* 

50-425 

P 

BALMAIN,P.A. 

9109240157* 

50-424 

Q 

BEACH,A.B. 

9109240111 

50-298 

Q 

ALEXANDER,S.D. 

9109060039* 

QA999 


BANGART.R.L. 

9108070188 

70-371 


BEACH,A.B. 

9109240158 

50-482 

Q 

ALEXION.T.W. 

9109090060 

50-313 

Q 

BANGART.R.L. 

9109030078 

WASTE MGT 

BEACH,A.B. 

9109240191 

50-482 

Q 

ALEXION.T.W. 

9109160275 

50-313 

P 

BANGART.R.L. 

9109100392 

WASTE MGT 

BEACH,A.B. 

9109240204 

50-445 

Q 

ALEXION.T.W. 

9109200350 

50-313 

P 

BANGART.R.L. 

9109130202 

WASTE MGT 

BEACH,A.B. 

9109240261 

50-267 

Q 

ALEXION.T.W. 

9109260014 

50-313 

P 

BANGART.R.L. 

9109130204 

WASTE MGT 

BEACH,A.B. 

9109250138 

50-498 

Q 

ALFORD,P.N. 

9109030261 

WASTE MGT 

BANGART.R.L. 

9109160306 

WASTE MGT 

BEACH, A.B. 

9109300005 

50-445 

Q 

ALFORD,P.N. 

9109030264 

WASTE MGT 

BANGART.R.L. 

9109170038 

WASTE MGT 

BEARD,P.M. 

9109040502 

50-302 

P 

AMATO,C.G. 

9109050041* 

50-289 

Q 

BANNING,P.D. 

9109100434* 

50-281 

P 

BEARD,P.M. 

9109240398 

50-302 

P 

AMATO, C.G. 

9109240290* 

50-289 

Q 

BARBER,R.W. 

9109100011 

71-6697 


BEARD,P.M. 

9109260211 

50-302 

Q 

AMATO,C.G. 

9109300050* 

50-277 

Q 

BARBER,R.W. 

9109190105 

71-6642 


BECK.G.J. 

9109030071 

50-277 

P 

ANDERSEN,R.L. 

9109050027 

50-16 

R 

BARBER,R.W. 

9109230113 

71-6642 


BECK.G.J. 

9109030206 

50-277 

F 

ANDERSON, C.J. 

9109060005* 

50-244 

Q 

BARBER,T. 

9109170170 

50-265 

s 

BECK.G.J. 

9109050223 

50-277 

R 

ANDERSON.C.J. 

9109240096* 

50-309 

Q 

BARBER,T. 

9109170243 

50-265 

s 

BECK.G.J. 

9109060021 

50-352 

P 

ANDERSON.C.J. 

9109240306* 

50-334 

Q 

BARCLAY, R.K. 

9109040462* 

50-387 

R 

BECK.G.J. 

9109100322 

50-352 

P 

ANDERSON,G.E. 

9109090219* 

50-443 

1 

BARCLAY.R.K. 

9109040465* 

50-387 

R 

BECK.GJ. 

9109190181 

50-352 

F 

ANDERSON,R.A. 

9109040431 

50-293 

R 

BARKER,A. 

9109200234 

50-254 

S 

BECK.G.J. 

9109250028 

50-277 

F 

ANDERSON,R.A. 

91091,70263 

50-293 

R 

BARKHURST.R.P. 

9109190166 

50-382 

F 

BECKHAM,J.T. 

9109030053 

50-321 

P 

ANDERSON,S.L. 

9109050260* 

50-425 

P 

BARKHURST.R.P. 

9109300080 

50-382 

P 

BECKHAM,J.T. 

9109040457 

50-321 

R 

ANDERSSON.K. 

9109180164 

WASTE MGT 

BARNARD,W.D. 

9109180157 

WASTE MGT 

BECKHAM,J.T. 

9109040480 

50-366 

Q 

ANKER, B. 

9109030111 

CONTRACT 


BARNES,H.E. 

9109040034 

50-400 

R 

BECKHAM,J.T. 

9109090254 

50-321 

S 

ANKER,B. 

9109110076 

CONTRACT 


BARNES,1. 

9109100097* 

50-298 

Q 

BECKHAM,J.T. 

9109130172 

50-321 

S 

ANKER, B. 

9109200248 

CONTRACT 


BARNES,1. 

9109160118* 

50-482 

Q 

BECKHAM,J.T. 

9109170137 

50-366 

P 

ANKER,B. 

9109230105 

CONTRACT 


BARNES,1. 

9109300006* 

50-445 

Q 

BECKHAM,J.T. 

9109240282 

50-321 

s 

ANKER, B. 

9109230212 

CONTRACT 


BARNUM.E.C. 

9109170289 

40-8778 


BECKHAM,J.T. 

9109250093 

50-321 

p 

ANKER,B. 

9109250061 

CONTRACT 


BARON,M.J. 

9109160336 

50-277 

R 

BECKHAM,J.T. 

9109250101 

50-321 

p 

ANKER,B. 

9109250181 

CONTRACT 


BARR.K.P. 

9109160163* 

50-390 

Q 

BECKHAM,J.T. 

9109300272 

50-321 

F 

ANKER,B. 

9109270206 

CONTRACT 


BARR.K.P. 

9109240288* 

50-390 

Q 

BECKJORD.E.S. 

8910190055* 

FOIA 


ARBUCKLE.J.D. 

9109110142 

50-397 

S 

BARR.K.P. 

9109240302* 

50-390 

Q 

BECKJORD.E.S. 

9109090032 

GEN TEC 1 

s 

ARMITAGE.T. 

9109240022* 

CONTRACT 


BARRETT,R. 

8909220078* 

FOIA 


BECKJORD.E.S. 

9109090146 

GEN TEC 1 

s 

ASMUSSEN.K.E. 

9109090122* 

XPORTLIC 


BARRETT,R.J. 

8912190365* 

FOIA 


BECKJORD.E.S. 

9109090169 

GEN TEC 1 

s 

ASMUSSEN.K.E. 

9109090133* 

XPORTLIC 


BARRETT,RJ. 

9001050029* 

FOIA 


BECKJORD.E.S. 

9109110103 

GEN TEC 1 

s 

ASMUSSEN.K.E. 

9109100217 

70-734 


BARRETT, R.J. 

9002230350* 

50-346 

P 

BECKJORD.E.S. 

9109160194 

TOPREP 


AU,M. 

9109230027 

PR 


BARRETT,R.J. 

9109050083* 

50-295 

P 

BECKJORD.E.S. 

9109230046* 

PR 


AU,M. 

9109230106* 

PR 


BARRETT, R.J. 

9109130243* 

50-237 

P 

BECKJORD.E.S. 

9109230143* 

PR 


AU,M. 

9109230195* 

PR 


BARRETT, R.J. 

9109160295* 

50-295 

P 

BECKJORD.E.S. 

9109250020* 

FOIA 


AU FLICK, J.L. 

9109060177* 

50-382 

P 

BARRETT,R.J. 

9109190293* 

50-454 

P 

BECKMAN,J.T. 

9109190146 

50-321 

R 

AULUCK.R. 

9109030149 

50-250 

P 

BARRETT,R.J. 

9109250240* 

50-346 

P 

BECKMAN,J.T. 

9109230153 

50-321 

Q 

AULUCK.R. 

9109050305 

50-250 

P 

BARRETT, R.R. 

9109250226* 

50-346 

P 

BECKMAN,W.L 

9109040369 

50-155 

P 

AULUCK.R. 

9109060073 

50-250 

P 

BARRON, H.B. 

9109110048* 

50-269 

P 

BECKMAN,W.L. 

9109040377 

50-155 

R 

AULUCK.R. 

9109060180 

50-250 

P 

BARRON,H.B. 

9109160037 

50-269 

V 

BECKMAN,W.L 

9109100155 

50-155 

R 

AULUCK.R. 

9109120108 

50-250 

Q 

BARRONS 

9109090243 

WASTE MGT 

BECKMAN,W.L. 

9109100325 

50-155 

R 

AULUCK.R. 

9109120178 

50-250 

P 

BARTLETT,J.W. 

9109200005 

WASTE MGT 

BECKMAN,W.L. 

9109170101 

50-155 

S 

AULUCK.R. 

9109180166 

50-250 

P 

BARTLETT,J.W. 

9109200078* 

COMMISSION 

BECKMAN,W.L. 

9109260037 

50-255 

F 

AUSTIN,M.A. 

9109050022* 

50-20 

Q 

BARTLETT,J.W. 

9109200357 

WASTE MGT 

BECKNER.W.D. 

9109250196* 

50-346 

P 

AUSTIN,M.A. 

9109240025* 

50-57 

Q 

. BARTON.J.J. 

9109040326 

50-219 

S 

BECZAK.P.E. 

9109170268* 

50-348 

P 

AUSTIN,S. 

9109090125 

50-260 

S 

BARTON,J.J. 

9109060186 

50-219 

Q 

BEEDLE.R.E. 

9109050127 

50-286 

R 

AUVE.S.A. 

9109060111 

50-353 

P 

BARTON,J.J. 

9109100003 

50-219 

P 

BEEDLE.R.E. 

9109090080 

50-286 

P 

AVERSA.L. 

9109200202 

50-354 

S 

BARTON,J.J. 

9109100004* 

50-219 

P 

BEEDLE.R.E. 

9109090086* 

50-286 

P 

AXELRAD.M 

9109250165 

70-270 


BARTON,J.J. 

9109100395 

50-219 

R 

BEEDLE.R.E. 

9109100316 

50-333 

P 

AXELRAD.M 

9109250165 

70-270 


BARTON.J.J. 

9109160252 

50-219 

F 

BEEDLE.R.E. 

9109110190 

71-240 


AXELSON.W. 

9109270044* 

50-315 

Q 

BARTON,J.J. 

9109200001 

50-219 

Q 

BEEDLE.R.E. 

9109130107 

50-333 

P 

AYALA,C. 

9109260209 

50-498 

S 

BARTON,J.J. 

9109250149 

50-219 

R 

BEEDLE.R.E. 

9109190108 

50-333 

P 

AZZARELLO.R.G. 

9109190291 

50-382 

S 

BASDEKAS.D.L. 

9109200174 

50-247 

P 

BEEDLE.R.E. 

9109190209 

50-333 

P 

BACHMANN.R.G. 

9109250201 

50-440 

G 

BASILESCO.G. 

9109190283 

50-293 

s 

BEEDLE.R.E. 

9109200335 

50-333 

F 

BACKUS,W.H. 

9109130162 

50-244 

S 

BATES,R.W. 

9109060168 

WASTE MGT 

BEEDLE.R.E. 

9109250169 

50-333 

P 

BACKUS,W.H. 

9109160127 

50-244 

S 

BAUCOM.C.T. 

9109240379 

50-261 

S 

BEEDLE.R.E. 

9109250289 

71-240 


BAER.R. 

9109120086 

REVIEW GR P 

BAUER,J.A. 

9109270031* 

50-269 

1 

BEEDLE.R.E. 

9109260047 

50-333 

P 

BAGCHI.G. 

9109100200 

TOPREP 


BAUER,T.L. 

9109300229 

50-602 

A 

BEER,J.L 

9109100194* 

50-155 

R 
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BEILMAN.T.P. 

9109240338 

50-315 

S 

BLAKE, J.J. 

BEUSIE.GA 

9109100246* 

50-413 

Q 

BLAKE.JJ. 

BEUSLE.GA 

9109160205 

50-269 

S 

BLAKEJ.J. 

BELSSLE.GA 

9109240059* 

50-369 

Q 

BLAKE.JJ. 

BELLA 

9109240399* 

50-286 

F 

BLESSIE.W.J. 

BELLA 

9109240405* 

50-286 

F 

BLIND,AA 

BELLAD. 

9109180043 

50-286 

F 

BLIND,A.A. 

BELLS. 

9109200155* 

CONTRACT 


BLIND.AA 

BELLS. 

9109250043* 

CONTRACT 


BLIND,A.A. 

BELLS.D. 

9109090078 

40-8724 


BLIND,AA 

BELLS.D. 

9109090081 

40-8724 


BLOCK.M.L. 

BENTSEN.L 

9109300260* 

PR 


BLOSSER.J. 

BERATTAJ.P. 

9109160177 

50-220 

R 

BLOSSER.J.D. 

BERATTAJ.P. 

9109160220 

50-220 

Q 

BLOSSER.J.D. 

BERESFORD.CJ. 

9109090224* 

50-443 

1 

BLOSSER.J.D. 

BERG.W.L 

9109040147 

50-409 

S 

BLOSSER.J.D. 

BERG.W.L 

9109100323 

50-409 

R 

BLOSSER.J.D. 

BERG.W.L 

9109260057 

71-25 


bloughar. 

BERGMAN.TA 

9109300215 

50-445 

P 

BLOUGH.A.R. 

BERKOW.H.N. 

9109030157* 

50-250 

P 

BLOUNT,P.F. 

BERKOW.H.N. 

9109050309* 

50-250 

P 

BLUBAUGH.R. 

BERKOW.H.N. 

9109060076* 

50-250 

P 

BLUBAUGH.R.E. 

BERKOW.H.N. 

9109090024* 

50-280 

P 

BLUBAUGH.R.E 

BERKOW.H.N. 

9109090047* 

50-302 

P 

BLUE, L A 

BERKOW.H.N. 

9109170129 

50-335 

P 

BLUHM.P. 

BERKOW.H.N. 

9109170328* 

50-335 

P 

BLUMBERG.N.J. 

BERKOW.H.N. 

9109180205 

50-302 

Q 

BLUMBERG.N.J. 

BERKOW.H.N. 

9109200026* 

50-302 

P 

BOAN.J.W. 

BERUNGER.C.H. 

9109120018 

l&E 


BOBEK.L.M. 

BERNARDJ.A 

9109040401 

50-20 

R 

BOBNAR.W.B. 

BERNERO.R.M. 

9109030014 

WASTE MGT 

BOBO.J.T. 

BERNERO.R.M. 

9109090126 

WASTE MGT 

BOEHNERT.P. 

BERNERO.R.M. 

9109090186 

40-8027 


BOGER.BA 

BERNERO.R.M. 

9109090189* 

40-8027 


BOGER.B.A. 

BERNERO.R.M. 

9109160180 

WASTE MGT 

BOGER.BA 

BERNERO.R.M. 

9109170310 

WASTE MGT 

BOGER.BA 

BERNERO.R.M. 

9109190284 

WASTE MGT 

BOHLKE.W.H. 

BERNERO.R.M. 

9109260137 

WASTE MGT 

BOHLKE.W.H. 

BERNIER.RA 

9109100160* 

50-528 

G 

BOK.J.T. 

BERRY.R.L 

9109160334 

50-29 

R 

BOLDT.G.L. 

BERRY.T.O. 

9109110278 

50-59 

R 

BOLDT.G.L. 

BETTENHAUSEN.L 

9109040089 

50-334 

Q 

BOLDT.G.L 

BETTENHAUSEN.L 

9109040151 

50-213 

P 

BOLDT.G.L 

BETTENHAUSEN.L 

9109090010 

50-352 

V 

BOLDT.G.L 

BETTENHAUSEN.L 

9109110002 

50-293 

Q 

BOLTA.D. 

BETTENHAUSEN.L 

9109170046 

50-333 

Q 

BONSER.B.R. 

BETTENHAUSEN, L 

9109170060 

50-443 

Q 

BONSER.B.R. 

BETTENHAUSEN.L 

9109170063 

50-387 

Q 

BOOKER,S.R. 

BETTENHAUSEN.L 

9109170218 

50-286 

V 

BOOKER, S.R. 

BETTENHAUSEN.L 

9109240030 

50-244 

Q 

BORCHARDT.R.W. 

BETTENHAUSEN.L 

9109240101 

50-271 

Q 

BORCHARDT, R.W. 

BETTENHAUSEN.L 

9109240131 

50-219 

Q 

BOREN.D.L 

BETTENHAUSEN,L 

9109240367 

50-293 

P 

BOREN.D.L. 

BETTENHAUSEN.L 

9109270046 

50-277 

Q 

BORES.R. 

BETTENHAUSEN,L 

9109300001 

50-293 

P 

BORES,R.J. 

BETTfNGERS. 

9109030002* 

50-454 

P 

BORES.R.J. 

BEVAN.R. 

9109300032 

50-344 

P 

BORES,R.J. 

BEVAN.R.B. 

9109050061 

50-344 

P 

BORES,R.J. 

BEVAN.R.B. 

9109200325 

50-344 

P 

BORES.R.J. 

BHARTEEY.B.M. 

9109090062 

QA999 


BORES,R.J. 

BICKEU.H. 

9109250120* 

50-346 

P 

BORES,R.J. 

BICKEU.H. 

9109250120* 

50-346 

P 

BOSNAK.RJ. 

BIDINGER.G.H. 

9109060101 

70-1201 


BOSWELL,G.D. 

BONGER.G.H. 

9109090204 

70-36 


BOTSFORD.S.E. 

BtLANIN,WJ. 

9109300094 

TOPREP 


BOTSFORD.S.E. 

BILGER.SJ. 

9109130009* 

CONTRACT 


BOTSFORD.S.E. 

B*NZ,R.D. 

9109170120 

NUREG 


BOTSFORD.S.E. 

BtRCH,M.L 

9109110048* 

50-269 

P 

BOTSFORD.S.E. 

BIRCH,MJL 

9109110049* 

50-269 

P 

BOTSFORD.S.E. 

BtRCH,M.L 

9109110053* 

50-269 

P 

BOTSFORD.S.E. 

BLACK.S.C. 

9109180247* 

50-458 

P 

BOUCHEY.G.D. 

BLACK,S.C. 

9109230182* 

50-498 

P 

BOURASSA.M.D. 

BLACK.S.C. 

9109230188* 

50-482 

P 

BOWER,F. 

BLACK.S.C. 

9109250268 

50-445 

P 

BOWMAN.G. 

BLACKMAN,H.S. 

9109250124* 

FOIA 


BOYAR.J. 

BLACKMAN.H.S. 

9109250124* 

FOIA 


BOYD.D. 

BLACKMAN.H.S. 

9109250126* 

FOIA 


BOYD.D. 

BLACKMAN ,H.S. 

9109250126* 

FOIA 


BOYD.D. 

BLAHAJ.L 

9109050136 

COMMISSION 

BOYD.D. 

BLAHA.J.L. 

9109090069 

PR 


BOYD.D. 

BLAHA.J.L. 

9109120225 

COMMISSION 

BOYD.D. 

3LAHA.J.L. 

9109130224 

COMMISSION 

BOYD.D. 

BLAHAJ.L 

9109160240 

COMMISSION 

BOYD.D. 

BLAHA.J.L 

9109270164 

COMMISSION 

BOYD.D. 

BLAINJ.M. 

9109090224* 

50-443 

1 

BOYD.D. 

BLAKE,CA 

9109100255 

50-250 

Q 

BOYD.D. 

BLAKE,J. 

9109160175 

50-269 

Q 

BOYD.D. 

BLAKEJJ. 

9109100041* 

50-416 

Q 

BOYD.D. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


9109100065* 

50-250 

Q 

BOYD.D. 

9109160183* 

50-269 

Q 

BOYD.D. 

9109240253* 

50-269 

Q 

BOYD.D. 

9109240301* 

50-269 

Q 

BOYD.D. 

9109040030 

50-285 

S 

BOYD.D. 

9109040343 

50-316 

S 

BOYD.G.J. 

9109160304 

50-316 

R 

BOYD.GJ. 

9109160311 

50-315 

R 

BOYLE,M.L. 

9109190038 

50-315 

S 

BRACKENBUSH.L. 

9109240338 

50-315 

S 

BRADFUTE.J.O. 

9109200265 

50-267 

R 

BRADFUTEJ.O. 

9109050154 

50-483 

F 

BRADFUTE.J.O. 

9109170187 

50-483 

S 

BRADISH.T.R. 

9109180109 

50-483 

S 

BRADISH.T.R. 

9109190141 

50-483 

R 

BRADISH.T.R. 

9109300097 

50-483 

S 

BRADISH.T.R. 

9109300160 

50-483 

S 

BRADISH.T.R. 

9109040036 

50-277 

Q 

BRADISH.T.R. 

9109240003 

50-387 

Q 

BRADLEY,E. 

9109040446* 

50-280 

R 

BRAM.S.B. 

9109300230 

40-3453 


BRAM.S.B. 

9109040230 

40-3453 


BRAM.S.B. 

9109050072 

40-3453 


BRAM.S.B. 

9109060202 

50-395 

R 

BRAM.S.B. 

9109170022* 

50-29 

H 

BRAM.S.B. 

9109240103* 

50-272 

Q 

BRAM.S.B. 

9109270051* 

50-277 

Q 

BRAM.S.B. 

9109250210 

71-723 


BRAM.S.B. 

9109230154 

50-134 

F 

BRAM.S.B. 

9109300160 

50-483 

S 

BRAM.S.B. 

9109260208* 

50-269 

1 

BRAM.S.B. 

9109250232* 

FOIA 


BRAM.S.B. 

9109120133* 

50-315 

F 

BRAM.S.B. 

9109120204* 

50-346 

P 

BRAM.S.B. 

9109230230 

50-482 

Q 

BRAM.S.B. 

9109270168 

50-482 

Q 

BRANCH,M.W. 

9109190258 

50-250 

P 

BREEN J.J. 

9109250259 

50-250 

P 

BRESLAU,B. 

9109090222* 

50-443 

1 

BREY.H.L. 

9109160341 

50-302 

R 

BREY.H.L. 

9109170240 

50-302 

V 

BRIDGEMAN.J. 

9109180261 

71-332 


BRIGGS,L.E. 

9109260028 

50-302 

P 

BRINK,B. 

9109260030* 

50-302 

P 

BRINKMAN,D.S. 

9109200127* 

WASTE MGT 

BRINKMAN, D.S. 

9109100051* 

50-424 

Q 

BRITT,L.F. 

9109240157* 

50-424 

Q 

BROOKMIRE.T.A. 

9109040138 

27-48 


BROOKS,L.D. 

9109050253 

WASTE MGT 

BROUGHTON,T.G. 

9109030167 

REVIEW GR P 

BROUGHTON,T.G. 

9109090074 

50-605 

Q 

BROUGHTON,T.G. 

9109300079* 

PR 


BROUGHTON,T.G. 

9109300252* 

PR 


BROUGHTON,T.G. 

9109040259* 

70-1100 


BROUGHTON,T.G. 

9109050022* 

50-20 

Q 

BROWN,B.W. 

9109090008* 

50-387 

Q 

BROWN,B.W. 

9109240025* 

50-57 

Q 

BROWN.H. 

9109240043 

50-54 

R 

BROWN.J.S. 

9109240079 

70-135 


BROWN,R.F. 

9109270005* 

50-272 

Q 

BROWN.S.W. 

9109300027* 

50-184 

Q 

BROWN.S.W. 

9109250189* 

FOIA 


BRUNET J.R. 

9109030068 

71-611 


BRUNET.J.R. 

9109200101* 

WASTE MGT 

BRYAN,S.E. 

9109200112* 

WASTE MGT 

BUCH.W.H. 

9109200120* 

WASTE MGT 

BUCH.W.H. 

9109200148* 

WASTE MGT 

BUCKLEY,B.C. 

9109200156* 

WASTE MGT 

BUCKLEY,B.C. 

9109200161* 

WASTE MGT 

BUCKLEY,B.C. 

9109200166* 

WASTE MGT 

BUCKLEY.J.T. 

9109240232 

50-397 

Q 

BUCKLEY J.T. 

9109170101 

50-155 

S 

BUDNICK.D.L 

9109110003* 

50-293 

Q 

BUECHEL.R.J. 

9109060124* 

50-5 

P 

BUMGARNER,R.L 

9109230065 

50-237 

S 

BUMGARNER,R.L. 

9109030185 

CONTRACT 


BURDICK,G. 

9109040287 

CONTRACT 


BURDICK,G. 

9109050034 

CONTRACT 


BURDICK,G. 

9109050198 

CONTRACT 


BURDICK,G. 

9109110154 

CONTRACT 


BURDICK,G. 

9109110271 

CONTRACT 


BURDICK,G.R. 

9109120023 

CONTRACT 


BURDICK,G.R. 

9109120115 

CONTRACT 


BURDICK.G.R. 

9109120119 

CONTRACT 


BURDICK,G.R. 

9109130006 

CONTRACT 


BURDICK,G.R. 

9109130127 

CONTRACT 


BURDICK,G.R. 

9109130174 

CONTRACT 


BURDICK,!. 

9109200269 

CONTRACT 


BURGESS,B. 


ACCESSION 

NUMBER 

9109250135 

9109270182 

9109270215 

9109300121 

9109300181 

9109130059* 

9109230127* 

9109110253 

9109090059 

9109090147 

9109170295 

9109300127 

9109160294 

9109180125 

9109190242 

9109190243 

9109240342 

9109300209 

9109250149 

9109040097 

9109050129 

9109050153 

9109100240 

9109100364 

9109110162 

9109130167 

9109160076 

9109160251 

9109170304 

9109230077 

9109230219 

9109250104 

9109300059 

9109300108 

9109300112 

9109240214* 

9109190126 

9109240023* 

9109040050 

9109250281 

9109050266 

9109040100* 

9109030047 

9109060209 

9109230053 

9109050237* 

9109110280* 

9109180113 

9109050119 

9109100318 

9109100319* 

9109160260 

9109180104 

9109250241 

9011130331* 

9011130333* 

9109300052* 

9109040361 

9109120004* 

9109130028 

9109180061 

9109190002 

9109190026 

9109180041* 

9109180113 

9109190216 

9109090020 

9109130170 

9109160321 

9109030013* 

9109260156* 

9109200288 

9109180217* 

9109190229 

9109250078 

9109250148* 

9109250173* 

9109250186* 

9109250228* 

9109250230* 

9109250023* 

9109250041* 

9109250053* 

9109250074* 

9109250082* 

9109250099* 

9109270108* 

9109270064 


SUBJECT 

CATEGORY 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
REVIEW GR P 
REVIEW GR P 
TOPREP 

70- 1257 

50-206 P 

50-206 P 

50-206 P 

50-530 S 

50-529 S 

50-528 S 

50-529 S 

50-530 S 

50-528 S 

50-219 R 

50-247 S 

50-3 R 

50-247 S 

50-3 R 

50-247 V 

50-247 Q 

50-247 S 

50-247 S 

50-247 F 

71- 69 

50-247 R 

50-247 S 

50-247 P 

50-247 P 

50-247 P 

50-247 Q 

50-280 Q 

50-335 R 

50-424 Q 

50-267 I 

50-267 Q 

50-263 Q 

50-334 Q 

50-445 P 

50-410 S 

50-220 P 

50-322 P 

50-281 P 

50-245 F 

50-289 R 

50-289 P 

50-289 P 

50-289 V 

50-289 R 

50-289 P 

50-348 Q 

50-364 Q 

WASTE MGT 
50-325 S 

50-361 V 

50-312 P 

50-322 P 

50-255 F 

50-255 F 

50-316 P 

50-245 F 

50-245 F 

50-280 P 

50-280 P 

50-280 P 

WASTE MGT 
WASTE MGT 
50-409 P 

50-424 P 

50-170 P 

50-170 P 

FOIA 

50-346 P 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-331 P 

FOIA 

50-346 P 

FOIA 

50-483 V 

50-265 S 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BURGESS,B.L. 

9109190066* 

50-237 

Q 

CARIER.P.P. 

9109230082 

50-259 

R 

CHILK.S.J. 

9109260117 

10CFR 


BURGESS,B.L. 

9109240409* 

50-373 

Q 

CARLSON,R.D. 

9109050230 

WASTE MGT 

CHILK.S.J. 

9109260119 

10CFR 


BURGESS,S.D. 

9109160099* 

50-315 

Q 

CARLSON.R.D. 

9109170167* 

WASTE MGT 

CHILK.S.J. 

9109260121 

10CFR 


BURKE,B.A. 

9109050155 

50-416 

S 

CARMODY.J.M. 

9109060025* 

50-352 

P 

CHILK.S.J. 

9109300187 

10CFR 


BURNETT,P.T. 

9109160012* 

50-259 

Q 

CARMODY.J.M. 

9109060026* 

50-352 

P 

CHIOU.J.S. 

9109170107* 

TOPREP 


BURNETT,P.T. 

9109240355* 

50-62 

Q 

CARNS.N.S. 

9109130138 

50-313 

F 

CHISSER.R. 

9109090224* 

50-443 


BURNETT,R.F. 

9109110298 

70-1113 


CARPENTER.C.E. 

9109100424 

50-341 

P 

CHOU,R.C. 

9109100041* 

50-416 

Q 

BURNS,J.J. 

9109230172 

ORG 


CARPENTER,C.E. 

9109200144 

50-341 

P 

CHOU,R.C. 

9109240253* 

50-269 

Q 

BURRIS.S.P. 

9109160078* 

70-143 


CARPENTER,J.H. 

9109250179 

50-424 

G 

CHOULES.N.C. 

9109160099* 

50-315 

Q 

BURSKI.R.F. 

9109040424 

50-382 

P 

CARRIER,P.P. 

9109040309 

50-259 

R 

CHRISTENSEN,H. 

9109100037* 

50-324 

Q 

BURSKI.R.F. 

9109050091 

50-382 

R 

CARROLL,G. 

9109250102 

50-424 

G 

CHRISTENSEN, H. 

9109100072* 

50-261 

Q 

BURSKI.R.F. 

9109050220 

50-382 

P 

CARROLL,G. 

9109250157 

50-424 

G 

CHRISTENSEN,H. 

9109160005 

50-325 

S 

BURSKI.R.F. 

9109090132 

50-382 

P 

CARROLL,J. 

9109240356 

ACRS 


CHRISTENSEN,H. 

9109240392* 

50-400 

Q 

BURSKI.R.F. 

9109110187 

50-382 

P 

CARSON,B.H. 

9109040462* 

50-387 

R 

CHRISTENSEN,J. 

9109050292 

NUREG 


BURSKI.R.F. 

9109170257 

50-382 

R 

CARSON, L.C. 

9109160048* 

50-206 

Q 

CHRISTIANS,R.E. 

9109040147 

50-409 

S 

BURSKI.R.F. 

9109190254 

50-382 

Q 

CARSON,R.W. 

9109040103 

70-27 


CHRISTOFFER.G. 

9109240235* 

50-266 

Q 

BURSKI.R.F. 

9109190286 

50-382 

P 

CARSON,R.W. 

9109040109 

70-27 


CHRZANOWSKI.D. 

9109030001 

50-454 

P 

BUTCHER.E.J. 

8710190083* 

50-272 

P 

CARSON, R.W. 

9109100252 

70-27 


CHRZANOWSKI.D. 

9109110014 

50-454 

P 

BUTCHER,E.J. 

8805120248* 

FOIA 


CARSON, R.W. 

9109100276 

70-27 


CHRZANOWSKI.D. 

9109110017 

50-237 

P 

BUTCHER.E.J. 

8809130207* 

FOIA 


CARSON,R.W. 

9109100396 

70-27 


CHUNG,J.W. 

8907110037* 

50-213 

Q 

BUTCHER.E.J. 

8810070188* 

FOIA 


CARSON,R.W. 

9109200139 

70-27 


CHUNG.J.W. 

8909250210* 

50-213 

P 

BUTCHER.E.J. 

8903230418* 

50-498 

P 

CARSON,R.W. 

9109260129 

TOPREP 


CHURCHILL,S.E. 

9109110079* 

CONTRACT 

BUTCHER.E.J. 

9109240169 

50-192 

Q 

CARSON,R.W. 

9109300231 

70-27 


CIALKOWSKI.M.H. 

9109170005 

50-373 

R 

BUTCHER,R.C. 

9109100223* 

50-250 

Q 

CARTEAUX.P.F. 

9109040343 

50-316 

S 

CILIMBERG.R.L. 

9109040136* 

QA999 


BUTLER,C. 

9109090238 

WASTE MGT 

CARUSO,M.A. 

9109300234 

TOPREP 


CLAFLIN.D.J. 

9109250153* 

50-346 

P 

BUTLER,W.R. 

9109050004 

50-277 

P 

CASE.J.M. 

9109040277 

TOPREP 


CLAFLIN.D.J. 

9109250153* 

50-346 

P 

BUTLER,W.R. 

9109120278 

50-354 

P 

CASHWELL.R.J. 

9109040274 

50-156 

H 

CLAFLIN.D.J. 

9109250168* 

50-346 

P 

BUTLER,W.R. 

9109160025* 

50-354 

P 

CASSIDY,M.D. 

9109030168 

50-245 

S 

CLAFLIN.D.J. 

9109250168* 

50-346 

P 

BUTLER,W.R. 

9109160128* 

50-272 

P 

CASTO.C.A. 

9109100084* 

50-259 

V 

CLARK,A.T. 

9109050048 

40-3392 


BUTLER,W.R. 

9109170320 

50-272 

P 

CASTO.C.A. 

9109100133* 

50-400 

V 

CLARK,R.J. 

9109120262 

50-352 

P 

BUTLER,W.R. 

9109190168 

50-272 

P 

CASTO.C.A. 

9109160058* 

50-269 

V 

CLARK,R.J. 

9109120267* 

50-352 

P 

BUTLER,W.R. 

9109260094* 

50-272 

P 

CATE,P.D. 

9109160337* 

STATE PRO G 

CLAY.E.L. 

9109230164* 

50-259 

Q 

BYKOSKI.L.M. 

9109060107 

40-7455 


CATE,P.D. 

9109300188 

WASTE MGT 

CLAY.G.W. 

9109260208* 

50-269 

| 

CAHILL,W.J. 

9109040420 

50-445 

R 

CATOLA.S.G. 

9109030199 

50-341 

p 

CLAYTON,B. 

9109040082* 

50-341 

Q 

CAHILL,W.J. 

9109050111 

50-445 

Q 

CATTON.I. 

9109250073* 

FOIA 


CLAYTON.B. 

9109040172 

50-255 

Q 

CAHILL,W.J. 

9109100228 

50-445 

Q 

CHAFFEE,A.E. 

9109100376 

50-333 

p 

CLAYTON,B. 

9109100242 

50-341 

Q 

CAHILL. W.J. 

9109110036 

50-445 

Q 

CHAMBERLAIN,D. 

9109160115* 

50-445 

Q 

ClAYTON.B. 

9109170050 

50-341 

Q 

CAHILL, W.J. 

9109120001 

50-445 

P 

CHAMBERS,R.H. 

9109110177 

50-261 

F 

CLAYTON.B. 

9109170073 

50-263 

Q 

CAHILL, W.J. 

9109170307 

50-445 

F 

CHAMBERS,R.H. 

9109170242 

50-261 

R 

CLAYTON.B. 

9109170077* 

50-263 

Q 

CAHILL,W.J. 

9109180130 

50-445 

S 

CHAMBERS,R.H. 

9109170282 

50-261 

S 

CLAYTON.B. 

9109190059 

50-282 

Q 

CAHILL, W.J. 

9109180160 

50-445 

Q 

CHAMBERS,R.H. 

9109240379 

50-261 

S 

CLAYTON.B. 

9109240364 

50-315 

Q 

CAHILL, W.J. 

9109190163 

50-445 

R 

CHAMBERS,R.H. 

9109250071 

50-261 

S 

CLAYTON.B. 

9109240369* 

50-315 

Q 

CAHILL,W.J. 

9109190297 

50-445 

P 

CHAN.P.K. 

9109200134* 

WASTE MGT 

CLAYTON.B. 

9109240385 

50-155 

Q 

CAHILL.W.J. 

9109200240 

50-446 

A 

CHAPIN,D.M. 

9109230216* 

CONTRACT 


CLETCHER.J.W. 

9109300062 

NUREG 


CAHILL.W.J. 

9109200295 

50-446 

S 

CHAPMAN,W.J. 

9109050062 

40-8502 


CLETCHER.J.W. 

9109300085 

NUREG 


CAHILL, W.J. 

9109200302 

50-446 

S 

CHAPMAN,W.J. 

9109050099 

40-8502 


CLEVELAND,R.D. 

9109040341 

50-263 

R 

CAHILL. W.J. 

9109200361 

50-446 

S 

CHAPMAN,W.J. 

9109190047 

40-8502 


CLINE,W. 

9109060015 

l&E 


CAHILL, W.J. 

9109270185 

50-446 

A 

CHAPMAN,W.J. 

9109200045 

40-8502 


CLINE,W. 

9109160134 

70-143 


CAHILL. W.J. 

9109300126 

50-445 

P 

CHAPMAN,WJ. 

9109300233 

40-8502 


CLINE,W.E. 

9109030235 

50-261 

Q 

CAIN.C.L. 

9109110066* 

50-298 

Q 

CHARNOFF.G. 

9109250204 

50-440 

M 

CLINE. W.E. 

9109100028 

50-269 

Q 

CAINE,T.A. 

9109240021* 

50-254 

P 

CHARNOFF.G. 

9109250208 

50-440 

M 

CLINE,W.E. 

9109100077 

50-302 

Q 

CALLAN.L.J. 

9109180048 

40-8027 


CHARNOFF.G. 

9109250208 

50-440 

M 

CLINE,W.E. 

9109100091 

l&E 


CALLAWAU.R.C. 

9109260160* 

REVIEW GR P 

CHASE,G. 

9109050052 

40-8452 


CLINE,W.E. 

9109100268 

50-424 

Q 

CALLAWAY,R.C. 

9109090100* 

REVIEW GR P 

CHASE, G. 

9109100411 

40-8452 


CLINE,W.E. 

9109110171 

50-321 

F 

CALONE.LJ. 

9109060009* 

50-322 

P 

CHAVET.K.A. 

9109170276* 

50-528 

R 

CLINE,W.E. 

9109110173 

50-269 

F 

CALVO.J.A. 

8910310165* 

FOIA 


CHAVET.K.A. 

9109170277* 

50-528 

R 

CLINE,W.E. 

9109110179 

50-395 

Q 

CALVO.J.A. 

8911160163* 

50-382 

P 

CHAVET.K.A. 

9109170278* 

50-528 

R 

CLINE,W.E. 

9109110183 

50-269 

F 

CALVO.J.A. 

8911290217* 

50-324 

P 

CHAWAGA.D. 

9109240440* 

50-289 

Q 

CLINE.W.E. 

9109110251 

70-143 


CALVO.J.A. 

9004160190* 

50-327 

P 

CHECCA.A.R. 

9109170297 

50-456 

S 

CLINE,W.E. 

9109160046 

70-27 


CALVO.J.A. 

9004240311* 

50-424 

P 

CHENG, C.Y. 

9109050173 

ORG 


CLINE,W.E. 

9109160071 

70-143 


CALVO.J.A. 

9007180085* 

50-171 

P 

CHEUNG,L. 

9109060005* 

50-244 

Q 

CLINE.W.E. 

9109160111 

70-27 


CALVO.J.A. 

9011260161* 

50-327 

P 

CHICOTS.J.M. 

9109170312* 

50-327 

P 

CLINE.W.E. 

9109160195 

STATE PRO G 

CALVO.J.A. 

9012050058* 

50-285 

P 

CHICOTS.J.M. 

9109170313* 

50-327 

P 

CLINE.W.E. 

9109190071 

50-269 

Q 

CALVO.J.A. 

9012310121* 

50-305 

P 

CHILK.S.J. 

9109040059 

PR 


CLINE.W.E. 

9109240163 

50-424 

Q 

CALVO.J.A. 

9102220089* 

FOIA 


CHILK.S.J. 

9109040240 

50-289 

S 

CLINE.W.E. 

9109240441 

50-250 

F 

CALVO.J.S. 

9006270104* 

50-327 

P 

CHILK.S.J. 

9109050192 

10CFR 


CLINE.W.E. 

9109300029 

50-416 

Q 

CAMERON,J.L. 

9107160354* 

FOIA 


CHILK.S.J. 

9109060154 

10CFR 


COCKER ILL, A. 

9109240223* 

50-324 

P 

CAMERON,J.L. 

9108020020* 

FOIA 


CHILK.S.J. 

9109090056 

PR 


COHEN,S. 

9109130182 

50-245 

S 

CAMPBELL,K.W. 

9109050056* 

50-275 

P 

CHILK.S.J. 

9109090072 

PR 


COLAPINTO.D.K. 

9109250155* 

50-528 

G 

CAMPBELL,K.W. 

9109050058* 

50-275 

P 

CHILK.S.J. 

9109090075 

PR 


COLAPINTO.D.K. 

9109250155* 

50-528 

G 

CAMPE.K.M. 

9006180372* 

FOIA 


CHILK.S.J. 

9109090079 

PR 


COLBURN,T.G. 

9109200088 

50-315 

Q 

CANIANO.R.J. 

9109060012* 

50-454 

Q 

CHILK.S.J. 

9109090088 

PR 


COLEMAN,A. 

9109130013* 

CONTRACT 


CANIANO.R.J. 

9109270044* 

50-315 

Q 

CHILK.S.J. 

9109100119 

PR 


COLEMAN,D.E. 

9109160318 

50-220 

R 

CANINICO.D.A. 

9109250113* 

FOIA 


CHILK.S.J. 

9109100202 

50-440 

G 

COLEMAN,N. 

9109250220* 

WASTE MGT 

CANT.G. 

9109100298 

l&E 


CHILK.S.J. 

9109120110 

10CFR 


COLEY,J.L. 

9109100065* 

50-250 

Q 

CANT.G. 

9109100308 

l&E 


CHILK.S.J. 

9109120111* 

10CFR 


COLEY,J.L. 

9109240253* 

50-269 

Q 

CANTRELL,F.S. 

9109160147* 

50-395 

Q 

CHILK.S.J. 

9109130113 

10CFR 


COLLINGS.S.P. 

9109300211 

40-8943 


CAPHTON.D.L. 

9109240103* 

50-272 

Q 

CHILK.S.J. 

9109130147 

10CFR 


COLLINS,D.M. 

9109160006 

50-321 

F 

CAPRA,R.A. 

9109030138* 

50-286 

P 

CHILK.S.J. 

9109130149 

10CFR 


COLLINS,D.M. 

9109160021 

70-143 


CAPRA,R.A. 

9109050113 

50-286 

P 

CHILK.S.J. 

9109130212 

10CFR 


COLLINS,D.M. 

9109160095 

50-321 

Q 

CAPRA,RA 

9109130128 

50-317 

P 

CHILK.S.J. 

9109160142 

10CFR 


COLLINS,D.M. 

9109160149 

50-413 

Q 

CAPRA, R.A. 

9109170249* 

50-317 

P 

CHILK.S.J. 

9109170340 

10CFR 


COLLINS,D.M. 

9109240122 

50-324 

Q 

CAPRA,R.A. 

9109180169* 

50-317 

P 

CHILK.S.J. 

9109200349* 

STATE PRO 

G 

COLLINS,D.M. 

9109240267 

50-269 

Q 

CAPRA.R.A. 

9109250012* 

50-317 

P 

CHILK.S.J. 

9109250133 

50-250 

G 

COLLINS,D.M. 

9109240344 

50-269 

Q 

CAPRA, RA 

9109250246 

50-333 

F 

CHILK.S.J. 

9109250176 

70-270 


COLLINS,D.M. 

9109240378 

50-395 

Q 

CAREY,R.R. 

9109110282* 

50-498 

1 

CHILK.S.J. 

9109250178 

40-8907 


COLLI NS,S.J. 

9109040008 

50-482 

P 

CARGILL.E.M. 

9109040504* 

50-458 

R 

CHILK.SJ. 

9109260108 

10CFR 


COLLINS,S.J. 

9109040035 

50-313 

P 

CARIER.P.P. 

9109200278 

50-259 

F 

CHILK.SJ. 

9109260111 

10CFR 


COLLI NS,S.J. 

9109040062 

50-482 

Q 
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COLLI NS,S.J. 

9109040069 

50-482 

Q 

CRAMPTON.S.A. 

9109050164 

CONTRACT 


CUNNINGHAM,R.E. 

9108090210 

50-3 

Q 

COLLI NS.S.J. 

9109040098 

50-267 

V 

CRAMPTON.S.A. 

9109050211 

CONTRACT 


CUNNINGHAM,R.E. 

9109200229 

70-143 


COLLINS, S.J. 

9109040131 

50-313 

Q 

CRAMPTON.S.A. 

9109090273 

CONTRACT 


CURRAN,D. 

9109250059 

50-29 

G 

COLLINS, SJ. 

9109040162 

50-482 

Q 

CRAMPTON.S.A. 

9109100305 

CONTRACT 


CURRAN,D. 

9109250136 

70-3070 


COLLINS,S.J. 

9109040179 

50-482 

Q 

CRAMPTON.S.A. 

9109100410 

CONTRACT 


CURTISS 

9109160074 

COMMISSIO N 

COLLINS,SJ. 

9109040212 

50-267 

P 

CRAMPTON.S.A. 

9109120095 

CONTRACT 


CURTISS 

9109160171 

COMMISSIO N 

COLLINS,S.J. 

9109050005 

50-298 

Q 

CRAMPTON.S.A. 

9109120281 

CONTRACT 


CURTISS 

9109230093 

COMMISSION 

COLLINS,S.J. 

9109100075 

50-313 

Q 

CRAMPTON.S.A. 

9109130012 

CONTRACT 


CURTISS 

9109230174 

COMMISSIO N 

COLLINS,SJ. 

9109100082 

50-298 

Q 

CRAMPTON.S.A. 

9109130189 

CONTRACT 


CURTISS 

9109250005 

COMMISSION 

COLLINS,S.J. 

9109100090 

50-313 

V 

CRAMPTON.S.A. 

9109160241 

CONTRACT 


CURTISS, J.R. 

9109090140 

COMMISSION 

COLLINS,S.J. 

9109110051 

50-298 

Q 

CRAMPTON.S.A. 

9109160257 

CONTRACT 


CURTISS,J.R. 

9109090153* 

COMMISSION 

COLLINS,T. 

9109170041* 

50-29 

P 

CRAMPTON.S.A. 

9109200064 

CONTRACT 


CURTISS,J.R. 

9109130151 

COMMISSION 

COLOMB.M.J. 

9109120138 

50-410 

S 

CRAMPTON.S.A. 

9109200158 

CONTRACT 


CURTISS,J.R. 

9109130152 

COMMISSION 

COMBS,F. 

8805180062 

WASTE MGT 

CRAMPTON.S.A. 

9109200208 

CONTRACT 


CURTISS,J.R. 

9109160209 

COMMISSION 

CONANT.J.F. 

9109300182 

71-6078 


CRAMPTON.S.A. 

9109240015 

CONTRACT 


CURTISS,J.R. 

9109180077* 

50-263 

P 

CONANT.J.F. 

9109300182 

71-6078 


CRAMPTON.S.A. 

9109250044 

CONTRACT 


D’ANGELO,W.R. 

9109170306* 

50-410 

P 

CONANT.J.F. 

9109300281 

70-1100 


CRAMPTON.S.A. 

9109250052 

CONTRACT 


D’ANTONIO.J. 

9109170225* 

50-286 

V 

CONANT.J.F. 

9109300281 

70-1100 


CRAMPTON.S.A. 

9109260002 

CONTRACT 


DABINETT.J. 

9109240223* 

50-324 

P 

CONGEL.FJ. 

8906050099* 

FOIA 


CRANFORD,G.F. 

9109110265 

ORG 


DAHLBERG.K.A. 

9109030091 

50-220 

S 

CONGEL.F.J. 

8907200352* 

FOIA 


CRANFORD,G.F. 

9109130143 

ORG 


DAHLBERG.K.A. 

9109160318 

50-220 

R 

CONGEL.F.J. 

8909250203* 

50-213 

P 

CRANFORD,G.F. 

9109190261 

ORG 


DAMIANO.B. 

9109130082* 

50-388 

P 

CONGEL.FJ. 

8912290130* 

FOIA 


CRANFORD,G.F. 

9109200063 

ORG 


DANA.S.R. 

9109090271* 

WASTE MGT 

CONGEL.F.J. 

9006040154* 

50-346 

P 

CRANFORD,G.F. 

9109300030 

ORG 


DARBY,J.L. 

9109050259 

50-498 

P 

CONNER,J.A. 

9109170109 

70-27 


CRANFORD,G.F. 

9109300033* 

ORG 


DARWEESH.J. 

9109110276* 

50-410 

S 

CONSTABLE,G.L 

9109240269* 

50-267 

Q 

CRANFORD,G.F. 

9109300035* 

ORG 


DATTA.A. 

9109250287* 

70-2941 


CONTE,R. 

9109110003* 

50-293 

Q 

CRANFORD,G.F. 

9109300037* 

ORG 


DATTA.A. 

9109260154* 

70-2917 


CONTE,R.J. 

9109040058 

50-219 

V 

CRAWFORD.A.C. 

9109030130 

50-267 

Y 

DAUGHTERY.L.F. 

9109170251 

50-416 

R 

CONTE.R.J. 

9109090016* 

50-352 

V 

CRAWFORD,A.C. 

9109040476 

50-267 

P 

DAVIN.E.K. 

9109130221 

CONTRACT 


CONTE.R.J. 

9109170055 

50-220 

V 

CRAWFORD,A.C. 

9109040477* 

50-267 

P 

DAVIN.E.K. 

9109250010 

CONTRACT 


CONTE,R.J. 

9109240031 

50-352 

V 

CRAWFORD,A.C. 

9109090141 

50-267 

R 

DAVIS.A.B. 

9107080204* 

FOIA 


CONVERSE, R. 

9109040346 

50-333 

R 

CRAWFORD,A.C. 

9109090187 

50-267 

P 

DAVIS, A.B. 

9108050017* 

FOIA 


CONVERSE,R. 

9109050100 

50-333 

R 

CRAWFORD,A.C. 

9109110144 

50-267 

P 

DAVIS.A.B. 

9109170020 

50-237 

Q 

CONVERSE, R.J. 

9109100330 

50-333 

R 

CRAWFORD,A.C. 

9109170163 

50-267 

Q 

DAVIS,A.B. 

9109170231 

TOPREP 


CONVERSE,R.J. 

9109110019 

50-333 

Q 

CRAWFORD.A.C. 

9109170329 

50-267 

Y 

DAVIS,A.B. 

9109200226 

l&E 


CONVERSE,R.J. 

9109110138 

50-333 

S 

CRAWFORD,S.J. 

9109180046 

50-483 

F 

DAVIS,A.B. 

9109240035 

50-266 

Q 

CONVERSE,R.J. 

9109160203 

50-333 

S 

CREED.J.R. 

9109240235* 

50-266 

Q 

DAVIS,A.B. 

9109240077 

50-263 

Q 

CONVERSE,R.J. 

9109170053* 

50-333 

Q 

CREEL,G.C. 

9109030037 

50-317 

P 

DAVIS,A.B. 

9109240093 

50-461 

P 

CONVERSE,R.J. 

9109190241 

50-333 

Q 

CREEL,G.C. 

9109030131 

50-317 

P 

DAVIS,A.B. 

9109240145 

50-456 

P 

CONVERSE,R.J. 

9109270193 

50-333 

S 

CREEL,G.C. 

9109050213 

50-317 

R 

DAVIS,D. 

9109180208 

FOIA 


CONWAY,J. 

9109110276* 

50-410 

S 

CREEL,G.C. 

9109050222 

50-317 

P 

DAVIS.G.W. 

9109090245 

50-293 

R 

CONWAY,J. 

9109130157 

50-410 

S 

CREEL,G.C. 

9109090188 

50-317 

F 

DAVIS,G.W. 

9109160276 

50-293 

F 

CONWAY.K.C. 

9109030244 

70-135 


CREEL,G.C. 

9109160132 

50-317 

P 

DAVIS.G.W. 

9109170085 

50-293 

S 

CONWAY,W.F. 

9109030180 

50-528 

R 

CREEL.G.C. 

9109160139 

50-317 

P 

DAVIS.G.W. 

9109170209 

50-293 

s 

CONWAY,W.F. 

9109030186 

50-528 

P 

CREEL,G.C. 

9109160211 

50-317 

P 

DAVIS.G.W. 

9109190034 

71-211 


CONWAY,W.F. 

9109040334 

50-528 

R 

CREEL,G.C. 

9109270085 

50-317 

P 

DAVIS.G.W. 

9109190283 

50-293 

s 

CONWAY,W.F. 

9109050007 

50-528 

P 

CREEL,G.C. 

9109270091 

50-317 

P 

DAVIS.G.W. 

9109250062 

50-293 

Q 

CONWAY,W.F. 

9109050107 

50-528 

P 

CRENSHAW,M.L 

9109110283* 

50-410 

S 

DAVIS,J.F. 

9109250248* 

CONTRACT 


CONWAY,W.F. 

9109060158 

50-528 

P 

CRIMMINS.T.M. 

9109030162 

50-354 

Q 

DAVIS,P.R. 

9109270173 

ACRS 


CONWAY,W.F. 

9109130075 

50-528 

F 

CRIMMINS.T.M. 

9109090251 

50-354 

P 

DAVIS,S.E. 

9109200160 

50-387 

S 

CONWAY,W.F. 

9109170174 

50-528 

P 

CRIMMINS.T.M. 

9109110100 

50-272 

P 

DAWSON,E. 

9109190133 

50-341 

R 

CONWAY,W.F. 

9109300183 

71-567 


CRIMMINS.T.M. 

9109300089 

50-272 

P 

DAWSON,M. 

9109180053 

50-255 

F 

CONWAY,W.F. 

9109300251 

50-528 

Q 

CRISCIONE.J.L. 

9109030005 

50-336 

S 

DAWSON.M. 

9109180059 

50-255 

F 

COOKJ. 

9109100330 

50-333 

R 

CRIST,M.L 

9109090261 

50-387 

S 

DE AGAZIO.A.W. 

9109230043 

50-334 

P 

COOPER,P.G. 

9109190007 

40-8781 


CRLENJAK.R. 

9109160023* 

50-280 

Q 

DE LA CAMARA,M. 

9109200186 

XPORTLIC 


COOPER,T.A. 

9109240059* 

50-369 

Q 

CRLENJAK.R. 

9109240023* 

50-424 

Q 

DE LA CAMARA,M. 

9109200293 

XPORTLIC 


COPINGER.D.A. 

9109300062 

NUREG 


CRLENJAK.R.V. 

9109160012* 

50-259 

Q 

DE LA CAMARA,M. 

9109230080 

XPORTLIC 


COPINGER.D.A. 

9109300085 

NUREG 


CRLENJAK.R.V. 

9109240355* 

50-62 

Q 

DECKER.T. 

9109100022 

50-280 

S 

COPPERSMITH,K. 

9109260153 

WASTE MGT 

CROOK,R.D. 

9109250071 

50-261 

S 

DECKER,T. 

9109100120 

50-280 

S 

CORDES.J.F. 

9108090152 

SECY 


CROSS,J.E 

9109170235 

50-344 

S 

DECKER.T. 

9109100283 

50-280 

s 

CORDES.J.F. 

9108090154 

SECY 


CROSS,J.E. 

9109030044 

50-344 

S 

DECKER,T.R. 

9109160166* 

50-259 

Q 

CORDES.J.F. 

9108200008 

SECY 


CROSS,J.E. 

9109040335 

50-344 

V 

DECKER,T.R. 

9109240346* 

50-269 

Q 

CORDES.J.F. 

9108270108 

SECY 


CROSS,J.E. 

9109050098 

50-344 

V 

DECKER,T.R. 

9109240381* 

50-395 

Q 

CORREIA,R. 

8909250210* 

50-213 

P 

CROSS,J.E. 

9109050252 

50-344 

R 

DEDDENS.J.C. 

9109180139 

50-458 

P 

CORREIA,R.P. 

9109300249 

REVIEW GR P 

CROSS,J.E. 

9109050314 

50-344 

Q 

DEDDENS.J.C. 

9109300132 

50-458 

Q 

COSTNER,R.A. 

9109260168 

ACRS 


CROSS,J.E. 

9109060008 

50-344 

P 

DEFAYETTE.R.W. 

9109040082* 

50-341 

Q 

COSTNER,R.A. 

9109260172 

ACRS 


CROSS,J.E. 

9109100153 

50-344 

K 

DEFAYETTE.R.W. 

9109170079* 

50-263 

Q 

COTTEN.P. 

9109060057 

40-8724 


CROSS,J.E. 

9109110289 

50-344 

R 

DEKOK.D. 

9109130228 

50-219 

P 

COTTEN.P. 

9109300053 

40-8724 


CROSS,J.E. 

9109170025 

50-344 

1 

DELEZENSKI.J. 

9109160313 

50-312 

R 

COTTEN.P.R. 

9109240435 

70-36 


CROSS,J.E. 

9109250192 

50-344 

S 

DELLA GRECA.A. 

9109240096* 

50-309 

Q 

COTTLE,W.T. 

9109040492 

50-416 

F 

CROSS,J.E. 

9109260063 

50-344 

Q 

DELLA RATTA.A. 

9109270124* 

50-322 

Q 

COTTLE,W.T. 

9109050143 

50-416 

R 

CROSS,J.E. 

9109260075 

50-344 

P 

DELMEDICO.J. 

9109030153 

l&E 


COTTLE.W.T. 

9109050150 

50-416 

S 

CROSS,J.E. 

9109300122 

50-344 

P 

DELMEDICO.J. 

9109230114 

l&E 


COTTLE,W.T. 

9109050155 

50-416 

S 

CRUTCHFIELD,D. 

9109040463 

50-605 

A 

DEMBEK.S. 

9109160024 

50-354 

P 

COTTLE.W.T. 

9109050158 

50-416 

S 

CRUTCHFIELD,D. 

9109090031 

PROJ 


DEMBEK.S. 

9109200140 

50-354 

Q 

COTTLE.W.T. 

9109050248 

50-416 

P 

CRUTCHFIELD,D. 

9109180070* 

50-322 

P 

DEMBEK.S. 

9109250258 

50-354 

Q 

COTTLE.W.T. 

9109110157 

50-416 

P 

CRUTCHFIELD,D. 

9109200082 

50-605 

A 

DEMBEK.S. 

9109250262 

50-354 

F 

COTTLE.W.T. 

9109130187 

50-416 

s 

CRUTCHFIELD,D. 

9109230044 

52-2 


DEMBEK.S. 

9109300193 

50-354 

P 

COTTLE,W.T. 

9109160242* 

50-416 

V 

CUCURA.J. 

9109120112 

CONTRACT 


DEMBEK.T. 

9109180113 

50-245 

F 

COTTLE.W.T. 

9109170251 

50-416 

R 

CUNNINGHAM,L.J. 

9005150319 

ORG 


DENNIN.E.P. 

9109060025* 

50-352 

P 

COTTLE.W.T. 

9109180097 

50-416 

Q 

CUNNINGHAM,LJ. 

9102080055 

ORG 


DENNIN.E.P. 

9109060026* 

50-352 

P 

COTTLE.W.T. 

9109180268 

50-416 

P 

CUNNINGHAM,L.J. 

9103200215 

ORG 


DENTON,H.R. 

9011060206 

SECY 


COTTLE.W.T. 

9109190005 

50-416 

P 

CUNNINGHAM,LJ. 

9106050125 

l&E 


DENTON.H.R. 

9106060327 

SECY 


COWGILL.C.J. 

9109040037 

50-247 

Q 

CUNNINGHAM,L.J. 

9106070290 

ORG 


DENTON.H.R. 

9108160014 

SECY 


COWGILL.C.J. 

9109240088 

50-333 

Q 

CUNNINGHAM, LJ. 

9108080105 

ORG 


DENTON.H.R. 

9109090145* 

COMMISSION 

COX.N.D. 

9109180201* 

WASTE MGT 

CUNNINGHAM, L.J. 

9109250170 

50-321 

Q 

DENTON,R.E. 

9109050234 

50-317 

S 

CRAFT, F.R. 

9109180196 

40-8903 


CUNNINGHAM,L.J. 

9109250209 

ORG 


DENTON,R.E. 

9109090049 

50-317 

S 

CRAFT, R.F. 

9109180204 

40-8903 


CUNNINGHAM,LJ. 

9109260141 

50-237 

P 

DENTON,R.E. 

9109100389 

50-317 

s 

CRAMPTON.S.A 

9109110221 

CONTRACT 

CUNNINGHAM,LL 

9102150069 

REGGD 


DENTON,R.E. 

9109170332 

50-317 

R 
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FIELDS,J. 

9109250161 

CONTRACT 

FIELDS,J.S. 

9109060027 

50-387 

R 

FIELDS.J.S. 

9109060028* 

50-387 

R 

FIES.C.L 

9109160148 

50-397 

S 

FiLUON.PJ, 

9109100272* 

50-250 

Q 

FINKELA 

9109270051* 

50-277 

Q 

FINKELA.E. 

9109240103* 

50-272 

Q 

F1RUT.J.F. 

9109040389 

50-410 

S 

FIRUT.J.F. 

9109120138 

50-410 

S 

FIRUT.J.F. 

9109130157 

50-410 

s 

FIRLIT.J.F. 

9109170244 

50-220 

s 

FIRUT.J.F. 

9109180087 

50-410 

p 

F1ROT.J.F. 

9109180153 

50-220 

p 

F1RLST.J.F. 

9109190244 

50-410 

s 

FIRSCH.D.F. 

9109170017 

50-344 

V 

FISH.T.H. 

9109090016* 

50-352 

V 

FISHER.W.L 

FlStCARO.JJ. 

9109190064 

9109030156 

l&E 

50-313 

V 

FtSICARO.JJ. 

9109040046* 

50-313 

p 

FISICARO.JJ. 

9109100241 

50-368 

p 

FISfCARQJJ. 

9109100336 

50-313 

R 

RSICARO.JJ. 

9109110043 

50-313 

R 

FISICARO.JJ. 

9109170135 

50-313 

F 

FIStGAROJJ. 

9109200215 

50-368 

V 

FISICAROJ.J. 

9109200354 

50-368 

R 

FJSICAROJ.J. 

9109230032 

50-313 

R 

FISfCARQJJ. 

9109300156 

50-368 

Q 


FITZPATRICK,E. 

FITZPATRICK.E. 

fuzpatrick,e 

FITZPATRICK,E. 

FITZPATRICK^. 

FITZFATRICK.E. 

F1TZPATRICK.E 

FiTZPATRtCK,E. 

FLEMING.J. 

FLEMINGJ.A. 

FLEMING.T. 

FLINGOU.C. 

FLOREK.DJ. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FLOYD.S.D. 

FONKEN.GJ. 

FORD.C.A. 

FORD.E.W. 

FORD.E.W. 

FORREST.B.N. 

FOSSEY.F.G. 

FOSTERJ. 

FOURHIER.R.D. 

FOX.B.M. 

FRAENKEL.R. 

FRAENKEL.R. 

FRAHM.R. 

FRAHM.R. 

FRALEY.R.F. 

FRALEY.R.F. 

FRALEYJR.F. 

FRALEY.R.F. 

FRALEY.R.F. 

FRALEY.R.F. 

FRALEY.R.F. 

FRALEY.R.F. 

FRALEY.R.F. 

FRANKLIN.L 

FREDRICKSON.P. 

FREDRICKSON,P. 

FREDRICKSON.P. 

FREEMAN,R. 

FREY.R.C. 

FRIZZLE.C.D. 

FROEBE.H. 

FRYEJ.H. 

FRYE.J.H. 

FULLER.LL 

FULVIO.AA 

FULVIO.AA 

FULVIO.AA 

FULVIO.AA 

FULV10.AA 

FULVIO.AA 


9109120207* XPORTLIC 
9109040176 50-315 


9109090269 

9109100025 

9109100025 

9109100094 

9109100094 

9109170305 

9109180062 

9109300118* 

9109300100* 

9109050292 

9109200274 

9109110003* 

9109040261 

9109040386 

9109160091 

9109160186 

9109160238 

9109160315 

9109200188 

9109240221 

9109300232 

9109110280* 

9109170089 

9109200122 

9109120080 

9109300157 

9109270044* 

9109060124* 

9109090216* 

9109050105 

9109050105 

9109030102 

9109090199 

9109130236* 

9109230181* 

9109270056 

9109270062 

9109270066 

9109270067* 

9109270068 

9109270073* 

9109270077* 

9109060015 

9109100063* 

9109160004 

9109240214* 

9109130218* 

9109050225* 

9109180127 

9109300150 

9109100183 

9109100239 

9109240143 

9109030190 

9109030203 

9109030207 

9109030215 

9109100230 

9109130199 


71-377 
50-315 
50-315 
50-315 
50-315 
50-315 
50-315 
50-293 
50-293 
NUREG 
XPORTLIC 
50-293 
50-261 
50-261 
50-261 
71-345 
50-261 
50-324 
50-324 
50-324 
50-602 
50-281 
50-344 
50-344 
50-423 
40-8084 
50-315 
50-5 
50-443 
PRM 
PRM 
TOPREP 
TOPREP 
50-219 
PR 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

i&E 

50-338 

50-281 

50-280 

PR 

CONTRACT 
50-309 P 


50-269 

50-348 

50-348 

50-387 

50-278 

50-277 

50-277 

50-277 

50-277 

50-277 


GADDIE.K. 

GAINTY.C.A. 

GAINTY.C.A. 

GALLAHER.B. 

GALLO,R.M. 

GALLO,R.M. 

GALLO,R.M. 

GALLO,R.M. 

GALLO,R.M. 

GAL YEAN,W.J. 

GALYEAN.W.J. 

GALYEAN.W.J. 

GALYEAN.W.J. 

GALYEAN.W.J. 

GALYEAN.W.J. 

GALYEAN.W.J. 

GAMBERONI.M. 

GARCIA.A. 

GARCIA, P.J. 

GARCIA.P.J. 

GARCIA,P.J. 

GARCIA,P.J. 

GARCIA.P.J. 

GARCIA.P.J. 

GARNER,L.W. 

GARRITY.J.G. 

GARRITY.J.H. 

GARRITY.J.H. 

GARRITY.J.H. 

GARRITY.J.H. 

GARRITY.J.H. 

GARRITY.J.H. 

GARRITY.J.H. 

GATES,W.G. 

GATES.W.G. 

GATES,W.G. 

GATES.W.G. 

GATES,W.G. 

GATES.W.G. 

GATES,W.G. 

GATES.W.G. 

GATES.W.G. 

GATES,W.G. 

GATES.W.G. 

GATES.W.G. 

GATES.W.G. 

GATES,W.G. 

GATES.W.G. 

GATES.W.G. 

GATES.W.G. 

GATES.W.G. 

GATES.W.G. 

GATES.W.G. 

GAUTAM.A.S. 

GEKLER.W.C. 

GEKLER.W.C. 

GEKLER.W.C. 

GEKLER.W.C. 

GERTMAN.D.I. 

GIARDINA.R.J. 

GIARDINA.R.J. 

GIBSON,A.F. 

GIBSON,A.F. 

GIBSON,A.F. 

GIBSON.A.F. 

GIBSONAF. 

GIBSON.J. 

GILDENHORN.A.J. 

GILDENHORNAJ. 

GILLETT.T.C. 

GILLETT.T.C. 

GILLETT.W.T. 

GILLETT.W.T. 

GILLS,R.J. 

GILRAY.J. 

GILRAY.J.W. 

GILRAY.J.W. 

GILVERT.G.D. 

GINGERICH.R. 

GINGERICH.R.E. 

GLEASONAM. 

GLENN.J. 

GLOERSEN.W.B. 

GOAD.J.W. 

GODKNECHT.M. 

GOLDBERG,J.H. 

GOLDBERG,J.H. 

GOLDBERG.J.R. 


ACCESSION 

NUMBER 

9109260037 

9109160099* 

9109170121’ 

9109200092’ 

9109030140 

9109040496 

9109090158 

9109120054 

9109130191 

9109250009* 

9109250047* 

9109250047* 

9109250096* 

9109250096* 

9109250224* 

9109250224* 

9109160269 

9109030028 

9109090007* 

91Q9170Q13* 

9109190015 

9109190140 

9109200011 

9109200021 

9109100072* 

9109100408 

9109100344 

9109230141 

9109250162 

9109260093 

9109260215 

9109300227 

9109300236 

9104300403 

9109030118 

9109030250 

9109040030 

9109050176 

9109090179 

9109090233 

9109100294 

9109100358 

9109110125 

9109160143 

9109160299 

9109170002 

9109240389 

9109250057 

9109260055 

9109260101 

9109260122 

9109300022 

9109300024* 

9109040298* 

9109050313 

9109110127 

9109130155 

9109230048 

9109250126* 

8806030242* 

9002260221* 

9109100281 

9109100309 

9109160009 

9109160057 

9109160082 

9109170254* 

9109040304 

9109120268 

9109060006* 

9109060009* 

9109160304 

9109160311 

9109110184* 

9109250048 

9109100123 

9109180150 

9109040460* 

9108140180 

9107290180 

9109170033* 

9109100352* 

9109160031* 

9109110077 

9109040326 

9109100270 

9109170074 

9109090194- 


SUBJECT 
CATEGORY 

50-255 F 
50-315 Q 

50-295 Q 

WASTE MGT 
REVIEW GR P 
50-313 P 

50-223 V 

50-20 V 

PR 
FOIA 
FOIA 
FOIA 

50-346 P 

50-346 P 

FOIA 
FOIA 

50-341 P 

WASTE MGT 
40-6659 
40-6622 
40-8902 
40-8902 
40-8905 
40-8903 
50-261 Q 

50-390 S 

50-390 A 

50-390 A 

50-390 Q 

50-390 S 

50-390 A 

50-390 A 

50-390 A 

50-285 F 

71-256 

50-285 R 

50-285 S 

50-285 H 

50-285 R 

50-285 P 

50-285 P 

50-285 I 

50-285 H 

50-285 F 

50-285 R 

50-285 R 

50-285 S 

50-285 S 

50-285 F 

50-285 P 

50-285 R 

50-285 P 

50-285 P 

50-321 Q 

40-8027 
40-8027 
40-8027 
40-8027 
FOIA 

50-341 P 

FOIA 

50-348 Q 

50-280 P 

50-250 P 

50-324 P 

50-269 P 

50-336 R 

CONTRACT 
CONTRACT 
50-322 P 

50-322 P 

50-316 R 

50-315 R 

CONTRACT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-369 F 

WASTE MGT 
WASTE MGT 
50-344 | 

50-322 H 

70-143 
WASTE MGT 
50-219 S 

50-335 P 

50-250 Q 

40-8027 


AUTHOR 


GOLLA.J.A. 

GOODEN.A. 

GOODNEY.D. 

GOODWIN 

GOODWIN 

GOOSSEN.J.E. 

GORE.B.F. 

GORE.B.F. 

GORTON.S. 

GOSCH.D.F. 

GOSCH.D.J. 

GOWDY.G.M. 

GRABOWSKI.R.B. 

GRADY,M. 

GRADY.M. 

GRAMM,R.A. 

GRAMM,R.A. 

GRAMM,R.A. 

GRASS.C. 

GRAVES.H.L. 

GRAVES,R. 

GRAY.E. 

GRAY.E.H. 

GRAY.E.H. 

GRAY.J.R. 

GREAVES.R. 

GREEN,L.C. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREENMAN.E.G. 

GREGER.L.R, 

GREGER.L.R. 

GREGER.L.R. 

GREGER.L.R. 

GREGER.L.R. 

GREGER.L.R. 

GREGER.LR. 

GREGER.L.R. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGER.LR. 

GREGG,R.J. 

GREGG, R.J. 

GREGORY,E. 

GRIDLEY.R.L. 

GRIFFIN,W.R. 

GRIFFING.E.P. 

GRIFFING.E.P. 

GRIFFING.E.P. 

GRIFFING.E.P. 

GRIFFING.E.P. 

GRIMES,C.l. 

GRIMES.C.I. 

GRIMES,C.l. 

GRIMES.C.I. 

GRIMES.C.I. 

GRIMES.C.I. 

GRIMM,J.P. 

GRIMM,J.P. 

GRIMM,J.P. 

GRIMM,J.P. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 

GRIMSLEY.D.H. 


ACCESSION 

NUMBER 


8909250210* 

9109240137’ 

9109170244 

9109270154’ 

9109270155’ 

9109270086’ 

9109050280 

9109050285 

9109270165* 

9109250097 

9109250081 

9109060202 

9109040154 

9109110138 

9109160203 

9109200353* 

9109230238* 

9109270174* 

9109180161 

9109130080 

9109100363 

9109170054* 

9109240065* 

9109240363* 

9109100247 

9109300184 

9109250193 

9109040054 

9109040057 

9109040070 

9109040158 

9109040185 

9109060042 

9109170047 

9109190052 

9109240028 

9109240105 

9109270004 

9109270007 

9109270030 

9109040024 

9109040043 

9109060007 

9109060045 

9109060182 

9109060183 

9109110038 

9109160093 

9109170016 

9109170028 

9109180003 

9109230001 

9109230010 

9109240220 

9109240309 

9109270008 

9109270034 

9109130207 

9109190240 

9109060205 

9109050216 

9109240109 

9109100115 

9109110306 

9109190199 

9109190205 

9109250267 

9105070313* 

9108290136 

9109060128 

9109100372 

9109160094 

9109250088 

9109170013* 

9109170205* 

9109190042 

9109190233 

9109130093 

9109130134 

9109130136 

9109130183 

9109130201 

9109130230 

9109180022 

9109180156 

9109180165 

9109180182 

9109180235 


SUBJECT 
CATEGORY 

50-213 P 
50-324 Q 

50-220 S 

71-5450 
71-5450 
50-206 P 

50-272 Q 

50-483 Q 

50-344 U 

50-333 G 

50-333 G 

50-395 R 

70- 3070 

50-333 S 

50-333 S 

50-313 P 

50-482 Q 

50-482 Q 

71- 620 

ORG 
40-8027 
50-334 Q 

50-333 Q 

50-277 Q 

40-8989 
70-27 
70-270 

50-237 P 

50-282 P 

50-341 Q 

50-454 P 

50-10 P 

50-346 p 

50-186 Q 

50-266 P 

50-461 p 

50-263 p 

50-341 p 

50-255 Q 

50-440 Q 

50-263 F 

50-331 Q 

50-454 Q 

50-254 F 

50-346 F 

50-305 F 

50-341 F 

50-254 Q 
50-315 Q 
50-341 Q 
50-255 Q 
50-346 Q 
50-263 F 

50-266 Q 
50-483 Q 
50-461 Q 
50-315 Q 
70-371 
70-371 
ORG 

50-344 F 

50-293 F 

REVIEW GR P 

REVIEW GR P 

REVIEW GR P 

REVIEW GR P 

REVIEW GR P 

50-416 P 

TOPREP 

ORG 

ORG 

TOPREP 

REVIEW GR P 

40-6622 

40-8768 

40-8943 

40-8768 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-219 P 

50-282 P 

FOIA 

FOIA 

FOIA 

FOIA 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

GRIMSLEY.D.H. 

9109190041 

FOIA 


HALL.R.E. 

9109200032* 

40-8502 


HAUGHNEY.C.J. 

9109260120 

71-371 


GRIMSLEY.D.H. 

9109190086 

50-244 

T 

HALL.R.E. 

9109200033* 

40-3453 


HAVERKAMP.D. 

9109040029 

50-286 

Q 

GRIMSLEY.D.H. 

9109250006 

50-331 

P 

HALL.R.E. 

9109200034 

40-1162 


HAVERKAMP.D. 

9109240300 

50-410 

S 

GROBE.J.A. 

9107050236* 

FOIA 


HALL.R.E. 

9109200047 

40-8964 


HAVER KAMP.D.R. 

9109040011 

50-220 

Q 

GROBE.J.A. 

9109180144 

40-8724 


HALL.R.E. 

9109200065 

40-8768 


HAVER KAMP.D.R. 

9109240047 

50-410 

P 

GRCX)MS,J. 

9109170242 

50-261 

R 

HALL.R.E. 

9109200081* 

40-8768 


HAVER KAMP.D.R. 

9109240095* 

50-333 

Q 

GROSS.N.R. 

9109120076* 

CONTRACT 


HALL.R.E. 

9109200086 

40-8903 


HAWKINS,E.F. 

9109230028 

40-8502 


GROSSI.R.J. 

9109090209* 

50-443 

1 

HALL.R.E. 

9109200100 

40-8943 


HAYDEN.R. 

9109040387 

50-298 

F 

GUSTAVE,R.P. 

9109250221* 

FOIA 


HALL.R.E. 

9109200103* 

40-8943 


HAYES,K.R. 

9109230032 

50-313 

R 

GUTHRIE,C. 

9109200016 

TOPREP 


HALL.R.E. 

9109200118 

40-8786 


HEBDON.F.J. 

9109090040* 

50-327 

P 

GUTTERMAN.A.H. 

9109100116 

50-528 

G 

HALL.R.E. 

9109200128* 

40-8786 


HEBDON.F.J. 

9109090048* 

50-327 

P 

GUTTERMAN.A.H. 

9109100116 

50-528 

G 

HALL.R.E. 

9109230071 

40-4492 


HEBDON.F.J. 

9109090150 

50-259 

P 

GUTTERMAN.A.H. 

9109100121 

50-528 

G 

HALL.R.E. 

9109230083* 

40-4492 


HEBDON.F.J. 

9109090156* 

50-259 

P 

GUTTERMAN.A.H. 

9109100121 

50-528 

G 

HALL.R.M. 

9109250125 

40-8907 


HEBDON.F.J. 

9109120151 

50-259 

P 

GUTTERMAN.A.H. 

9109250045 

50-528 

G 

HALL.R.M. 

9109250125 

40-8907 


HEBDON.F.J. 

9109130163* 

50-327 

P 

GUTTERMAN.A.H. 

9109250045 

50-528 

G 

HALL.S.L. 

9109130077 

50-309 

R 

HEBDON.F.J. 

9109160329 

50-259 

P 

GUTTERMAN.A.H. 

9109250147 

50-528 

G 

HALMAN.E.L 

9109230072* 

PR 


HEDGECOCK.P.D. 

9109100126* 

REVIEW GR P 

GUTTERMAN.A.H. 

9109250155* 

50-528 

G 

HALTIWANGER.J. 

9109160308 

50-395 

R 

HEGRAT.H.L. 

9109040039 

50-440 

S 

GUTTERMAN.A.H. 

9109250155* 

50-528 

G 

HAMANN.R. 

9109170291 

50-254 

S 

HEGRAT.H.L. 

9109160324 

50-440 

R 

GWYNN.T.P. 

9109240191 

50-482 

Q 

HAMMER,S. 

9109300075 

50-263 

S 

HEGRAT.H.L. 

9109170202 

50-440 

S 

HAAG.R.C. 

9109160147* 

50-395 

Q 

HAMP.S. 

9109160328 

STATE PRO G 

HEHL.C.W. 

9109030101 

50-336 

P 

HAERTJENS.B.L 

9109030244 

70-135 


HAMPTON,J.W. 

9109040165 

50-413 

S 

HEHL.C.W. 

9109030196 

50-336 

P 

HAERTJENS.B.L. 

9109040482 

70-135 


HAMPTON,J.W. 

9109060196 

50-413 

S 

HEHL.C.W. 

9109090025 

50-336 

P 

HAFFER.E.A. 

9109050186 

50-443 

P 

HAMPTON,J.W. 

9109090267 

50-414 

S 

HEHL.C.W. 

9109090195 

50-336 

P 

HAFFER.E.A. 

9109110175 

50-443 

P 

HAMPTON,J.W. 

9109110049* 

50-269 

P 

HEHL.C.W. 

9109130240 

50-336 

P 

HAFFER.E.A. 

9109170292 

50-443 

1 

HAMPTON,J.W. 

9109300245 

50-413 

S 

HEHL.C.W. 

9109160133 

50-336 

P 

HAFFER.E.A. 

9109300253 

50-443 

1 

HAMPTON,J.W. 

9109300262 

50-413 

S 

HEHL.C.W. 

9109160137 

50-336 

P 

HAFFER.E.A. 

9109300263 

50-443 

T 

HAMRICK,J.S. 

9109190078 

40-8681 


HEHL.C.W. 

9109170056 

50-245 

Q 

HAGAN,J. 

9109050036 

50-354 

R 

HANAN.N.A. 

9109250194* 

50-346 

P 

HEHL.C.W. 

9109170131 

50-423 

Q 

HAGAN,J.J. 

9109040133 

50-354 

S 

HANDLOVITS.S.M. 

9109120091 

50-255 

R 

HEHL.C.W. 

9109240277 

50-247 

P 

HAGAN,J.J. 

9109050162 

50-354 

S 

HANEY.L.N. 

9109060177* 

50-382 

P 

HEHL.C.W. 

9109260159 

50-336 

P 

HAGAN,J.J. 

9109200202 

50-354 

S 

HANNON,J.N. 

9109090068* 

50-483 

P 

HEHL.C.W. 

9109270074 

50-317 

P 

HAGER,J. 

9109100194* 

50-155 

R 

HANNON,J.N. 

9109250158 

50-346 

P 

HEIKKINEN.E. 

9109260140 

WASTE MGT 

HAGEY.H. 

9109040494 

CONTRACT 


HANSON,D.J. 

9109250096* 

50-346 

P 

HELTEMES.C.J. 

9109230097* 

PR 


HAGUE,R.L. 

9109040168* 

50-305 

Q 

HARDGROVE.T.W. 

9109100387 

40-2259 


HELTEMES.C.J. 

9109230115* 

PR 


HAGUE,R.L. 

9109180054* 

50-305 

Q 

HARDGROVE.T.W. 

9109110035 

40-2259 


HENDERSON,M.W. 

9109300188 

WASTE MGT 

HAGUE,R.L 
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JORDAN, LA. 
JORDAN, L.A. 
JORDAN,M.J. 
JORGENSEN.B.L. 
JORGENSEN,B.L 
JORGENSEN.B.L 
JOSEPH,V. 
JOSEPH,V.R. 
JOUSTRA.J. 
JOYCE,T.C. 
JOYCE.T.P. 
JOYCE,T.P. 
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JOYNER,J.H. 
JOYNER,J.H. 
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JOYNER,J.H. 
JOYNER,J.H. 
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JOYNER,J.H. 
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JOYNER.J.H. 
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JOYNER,J.H. 
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JOYNER,J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER.J.H. 
JOYNER,J.H. 
JOYNER,J.H. 
JOYNER.J.H. 
JOYNER.J.H. 
JOYNER,J.H. 
JOYNER,J.H. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9109130125 

9109130180* 

9109090026 

9109040053 

9109060191 

9109130104* 

9109230056 

9005290054* 

9109160202 

9109110239* 

9109100056 

9109260054 

9109260054 

9109300261* 

9109100325 

9109160326* 

9109160327* 

9109240346* 

9109090197 

9109180186* 

9109200327 

9109180027* 

9003190385* 

9011010271* 

9109160313 

9109300011 

8907270194* 

9109200271 

9109200277 

9109200314 

9109040221* 

9109040178* 

9109190070* 

9109240374* 

9109270060 

9109040450 

9109240233 

9109170260 

9109040192 

9109160303 

9109160307 

9109040073 

9109040092 

9109040142 

9109040181 

9109050019 

9109050032 

9109050038 

9109090005 

9109090017 

9109160117 

9109170051 

9109170068 

9109170125 

9109170154 

9109170169 

9109170189 

9109170192 

9109170194 

9109170196 

9109170199 

9109170210 

9109170212 

9109170217 

9109170219 

9109170221 

9109170226 

9109230003 

9109230012 

9109230014 

9109240001 

9109240009 

9109240020 

9109240026 

9109240142 

9109240200 

9109240286 

9109240325 

9109240417 

9109240432 

9109240442 

9109260221 

9109270003 

9109270053 

9109270120 

9109300023 

9109300038 

9109300048 


FOIA 

CONTRACT 

l&E 

50-443 

50-244 

50-89 

50-237 

50-271 

50-397 

50-397 

WASTE MGT 
PRM 

PRM 

PR 

50-155 
50-334 
50-334 
50-269 
50-317 
CONTRACT 
40-8724 
50-382 
50-346 
50-346 
50-312 
50-482 
PR 

50-237 
50-10 
50-10 
50-341 
50-255 
50-282 
50-315 
50-423 
50-423 
l&E 

50-275 
50-295 
50-304 
50-295 
50-244 
50-247 
50-286 
50-317 
50-20 
50-387 
50-289 
50-387 
50-277 
50-334 
50-220 
50-219 
50-272 
50-387 
70-135 
50-317 
50-443 
50-309 
50-272 
50-334 
50-277 
50-317 
50-54 
50-317 
50-317 
50-309 
50-219 
50-245 
50-333 
50-244 
50-309 
50-57 
50-57 
50-54 
50-245 
50-289 
70-1100 
50-271 
50-289 
50-220 
50-244 
50-272 
50-354 
50-322 
50-184 
50-320 
50-277 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

JOYNER,J.H. 

9109300060 

70-371 


KINNEY,P. 

9109050152 

CONTRACT 


LABARGE.D.E. 

9109230078 

50-327 

Q 

JUDAY.R.A. 

9109100404 

40-6659 


KINNEY.P. 

9109050178 

CONTRACT 


LABARGE.D.E. 

9109260012 

50-327 

F 

JUDAY.R.A. 

9109200046 

40-6659 


KINNEY,P. 

9109100403 

CONTRACT 


LABARGE.D.E. 

9109260128 

50-327 

Q 

JULIAN,CA 

9109100039 

50-416 

Q 

KINNEY.P. 

9109200163 

CONTRACT 


LABRUNA.S. 

9109030159 

50-272 

R 

JULIAN,C.A. 

9109100059 

50-250 

Q 

KINNEY.P. 

9109200216 

CONTRACT 


LABRUNA.S. 

9109030161 

50-354 

E 

JULIAN.C.A. 

9109100135 

50-250 

Q 

KINNEY.P. 

9109200221 

CONTRACT 


LABRUNA.S. 

9109050031 

50-272 

R 

J U LI AN,C A. 

9109160175 

50-269 

Q 

KINNEY.P. 

9109250243 

CONTRACT 


LABRUNA.S. 

9109090094 

50-272 

R 

J U LI AN ,CA 

9109240238 

50-269 

Q 

KINNEY.P. 

9109270197 

CONTRACT 


LABRUNA.S. 

9109090107 

50-354 

R 

JULIAN,C.A. 

9109240295 

50-269 

Q 

KINSEY,W.H. 

9109040495 

50-498 

P 

LABRUNA.S. 

9109160270 

50-354 

p 

JULIAN,E.L. 

9109250115 

70-270 


KINSEY,W.H. 

9109050014 

50-498 

P 

LABRUNA.S. 

9109160273 

50-354 

p 

JUMP.WJ. 

9109030239 

50-498 

P 

KINSEY,W.H. 

9109050242 

50-498 

P 

LABRUNA.S. 

9109180120 

50-272 

p 

JUMP.W.J. 

9109040433 

50-498 

R 

KINSLEY,W.H. 

9109050090 

50-498 

Q 

LACEY,L. 

9109170204 

40-8027 


JUMP.WJ. 

9109050324 

50-498 

F 

KINTNER.L.L. 

9109060068 

50-416 

P 

LACEY,L.R. 

9109030087 

40-8027 


JUMP.WJ. 

9109100203 

50-498 

Q 

KINTNER.L.L 

9109090012 

50-416 

P 

LACEY.LR. 

9109050226 

40-8027 


JUMP.WJ. 

9109100354 

50-498 

F 

KIRSCH.D. 

9109160152 

50-344 

Q 

LACEY.L.R. 

9109130117 

40-8027 


JUMP.WJ. 

9109110277 

50-498 

1 

KIRSCH.D.F. 

9109230018 

50-344 

Q 

LACEY.LR. 

9109170290 

40-8027 


JUMP.WJ. 

9109120071 

50-498 

F 

KIRSCH.D.F. 

9109300008 

50-361 

V 

LACEY.LR. 

9109200214 

40-8027 


JUMP.WJ. 

9109170250 

50-498 

R 

KITCHEN,H.G. 

9011070357* 

WASTE MGT 

LAGOMARSINO.R. 

9109300107* 

COMMISSION 

JUMP ,W.J. 

9109250231 

50-498 

F 

KLIMBERG.S.B. 

9109060003 

50-322 

P 

LAINAS.G.C. 

8803140369* 

50-424 

p 

JUMP.WJ. 

9109260209 

50-498 

S 

KLLONA.L.A. 

9109170257 

50-382 

R 

LAINAS.G.C. 

9004260014* 

50-424 

p 

JUMP.WJ. 

9109300115 

50-498 

F 

KNAPP,M.R. 

9109040229 

70-1100 


LAINAS.G.C. 

9101170258* 

50-338 

p 

JUMP.W.L. 

9109040488 

50-498 

R 

KNAPP,M.R. 

9109160015 

50-272 

F 

LAINAS.G.C. 

9109260092 

50-261 

p 

KALMAN.G. 

9109200281 

50-206 

P 

KNAPP,M.R. 

9109160019 

50-213 

F 

LAMBRIGHT.J.A. 

9109050259 

50-498 

p 

KALMAN.G. 

9109300152 

50-206 

P 

KNAPP,M.R. 

9109160022 

50-29 

F 

LAMBROS.D.A. 

9109250054 

50-346 

M 

KALTHOFF.B.H. 

9109260088* 

71-6581 


KNAPP,M.R. 

9109160050 

50-293 

F 

LAMBROS.S. 

9109200271 

50-237 

F 

KAMMERER.C. 

9109200279 

STATE PRO G 

KNAPP,M.R. 

9109160051 

50-247 

F 

LAMBROS.S. 

9109200277 

50-10 

F 

KANE.G.E. 

9109050235 

50-338 

S 

KNAPP,M.R. 

9109160062 

50-443 

F 

LAMBROS.S. 

9109200314 

fiO-IO 

P 

KANE.G.E. 

9109180241 

50-338 

S 

KNAPP,M.R. 

9109160105 

50-309 

F 

LAMPERT.A. 

9109190253* 

CONTRACT 

KANE.G.E. 

9109180267 

50-339 

S 

KNAPP,M.R. 

9109160120 

50-286 

F 

LANCE.R. 

9109040079* 

50-244 

Q 

KANE.G.E. 

9109270121 

50-339 

S 

KNAPP,M.R. 

9109240294 

50-219 

Q 

LANDIS,K.D. 

9109100223* 

50-250 

Q 

KANJORSKI.P.E. 

9109270041* 

STATE PRO G 

KNIESER.G.W. 

9109110218 

QA999 


LANGAN.J.A. 

9109130171 

50-423 

s 

KANSLER.M.R. 

9109060144 

50-281 

S 

KNIGHT,R.S. 

9109040281 

50-325 

S 

LANGLEYJ.R. 

9109230102 

TOPREP 


KANSLER.M.R. 

9109120238 

50-280 

S 

KNIGHT,R.S. 

9109300091 

50-324 

S 

LANKSBURY.R.D. 

9109240395* 

50-440 

Q 

KANSLER.M.R. 

9109120241 

50-280 

S 

KNOP.R.C. 

9109040150 

50-266 

Q 

LANNING.W. 

9109200091 

50-286 

p 

KANSLER.M.R. 

9109190269 

50-281 

s 

KNOP.R.C. 

9109040159 

50-305 

Q 

LANNING.W. 

9109200095 

50-333 

P 

KANSLER.M.R. 

9109190295 

50-280 

s 

KNOP.R.C. 

9109040163* 

50-305 

Q 

LANNING.W. 

9109200097 

50-352 

p 

KANSLER.M.R. 

9109240322 

50-280 

s 

KNOP.R.C. 

9109180050 

50-305 

Q 

LANNING.W. 

9109200099 

50-277 

p 

KANSLER.M.R. 

9109270190 

50-280 

s 

KNOP.R.C. 

9109230035 

50-331 

Q 

LANNING.W. 

9109200105 

50-354 

p 

KAPLAN,H. 

9109170054* 

50-334 

Q 

KNOP.R.C. 

9109240390 

50-440 

Q 

LANNING.W. 

9109200113 

50-271 

p 

KASMARZYK.W. 

9109180228 

WASTE MGT 

KNOP.R.C. 

9109270087 

50-483 

Q 

LANNING.W. 

9109200114 

50-29 

p 

KASUGA.R. 

9109170095 

50-213 

S 

KNOX-DAVIN.E. 

9109110200 

CONTRACT 


LANNING.W. 

9109200117 

50-219 

p 

KASUN.O.J. 

9109120165* 

70-27 


KNOX-DAVIN.E. 

9109130044 

CONTRACT 


LANNING.W. 

9109200133 

50-322 

P 

KAWATA.M. 

9109180158 

FOIA 


KNOX-DAVIN.E. 

9109200299 

CONTRACT 


LANNING.W. 

9109200138 

50-220 

p 

KAY.D.C. 

9109040420 

50-445 

R 

KNOX-DAVIN.E. 

9109230103 

CONTRACT 


LANNING.W. 

9109200143 

50-245 

p 

KEEGAN,E.M. 

9109090263 

70-36 


KNOX-DAVIN.E. 

9109250039 

CONTRACT 


LANNING.W. 

9109200149 

50-387 

p 

KEIMIG.R.R. 

9109170057* 

50-220 

Q 

KNOX-DAVIN.E. 

9109250190 

CONTRACT 


LANNING.W. 

9109200153 

50-309 

p 

KEIMIG.R.R. 

9109270124* 

50-322 

Q 

KNOX-DAVIN.E. 

9109260146 

CONTRACT 


LANNING.W. 

9109200157 

50-317 

P 

KEIMIG.R.R. 

9109300067* 

70-371 


KOCHER.C.W. 

9109100002 

50-274 

S 

LANNING.W. 

9109200165 

50-293 

P 

KEISER.H.W. 

9109040083 

50-387 

F 

KOCHER.C.W. 

9109100154 

50-274 

S 

LANNING.W. 

9109200172 

50-213 

p 

KEISER.H.W. 

9109040404 

50-387 

F 

KOFRON.K.L. 

9109050064 

50-456 

S 

LANNING.W. 

9109200195 

50-334 

P 

KEISER.H.W. 

9109040437 

50-387 

P 

KOFRON.K.L. 

9109050166 

50-457 

S 

LANNING.W. 

9109200204 

50-244 

P 

KEISER.H.W. 

9109040461 

50-387 

R 

KOFRON.K.L. 

9109160317 

50-456 

R 

LANNING.W.D. 

9109170062 

50-247 

Q 

KEISER.H.W. 

9109040472 

50-387 

R 

KOH.B. 

9109180146* 

40-8724 


LANNING.W.D. 

9109170115 

50-334 

Q 

KEISER.H.W. 

9109090128 

50-387 

R 

KOHN.M.D. 

9109100432* 

50-445 

P 

LANNING.W.D. 

9109200182 

50-247 

P 

KEISER.H.W. 

9109100220 

50-387 

P 

KOKAJKO.L.E. 

9109200167 

50-361 

Q 

LANNING.W.D. 

9109200189 

50-443 

P 

KEISER.H.W. 

9109110007 

50-387 

Q 

KOKAJKO.L.E. 

9109200176 

50-361 

P 

LANNING.W.D. 

9109200201 

50-272 

P 

KEISER.H.W. 

9109120266 

50-387 

P 

KOKAJKO.L.E. 

9109230222 

50-361 

Q 

LAROE.C.B. 

9109100434* 

50-281 

P 

KEISER.H.W. 

9109170317 

50-387 

Q 

KOKAJKO.L.E. 

9109300175 

50-361 

P 

LATZ.J.E. 

9109110151 

WASTR MGT 

KEISER.H.W. 

9109190083 

50-387 

K 

KOMOSKY.G.E. 

9109240327 

50-336 

S 

LATZ.J.E. 

9109260048* 

WASTE MGT 

KEISER.H.W. 

9109190085* 

50-387 

K 

KONWINSKI.G.R. 

9109180252 

40-8027 


LAWSON,S. 

9109040144 

50-237 

s 

KEISER.H.W. 

9109240143 

50-387 

R 

KONWINSKI.G.R. 

9109190093 

40-8904 


LAWYER,LL. 

9109100114* 

50-416 

V 

KEISER.H.W. 

9109260039 

50-387 

F 

KONWINSKI.G.R. 

9109190256 

40-4492 


LAWYER,L.L. 

9109100149* 

50-424 

V 

KEISER.H.W. 

9109300147 

50-387 

F 

KONWINSKI.G.R. 

9109200014 

40-8027 


LAWYER,L.L. 

9109100174* 

50-395 

V 

KELLY,D.L. 

9109060177* 

50-382 

P 

KOPP.L.I. 

9109060204 

TOPREP 


LAWYER,L.L 

9109160002* 

50-416 

V 

KELLY,E.l. 

9109200311* 

CONTRACT 


KOVACH,T.J. 

9109040026 

50-454 

Q 

LAWYER,L.L. 

9109160033* 

50-261 

V 

KELLY,E.M. 

9109240094* 

50-336 

Q 

KOVACH,T.J. 

9109040312 

50-295 

Q 

LAWYER,L.L. 

9109160054* 

50-395 

V 

KELLY,L. 

9109160316 

50-286 

R 

KOVACH,T.J. 

9109110012 

50-254 

Q 

LAWYER,L.L. 

9109160068 

50-348 

V 

KENNEALLY.R.M. 

9109260127 

ORG 


KOVACH,T.J. 

9109170116 

50-295 

Q 

LAWYER,L.L. 

9109240017 

50-424 

Q 

KENNEDY,D.G. 

9109300113* 

50-293 

P 

KOVACH,T.J. 

9109180263 

50-254 

Q 

LAWYER,LL. 

9109240058* 

50-327 

V 

KENNEDY,E.H. 

9109110237* 

XPORTLIC 


KOVACH,T.J. 

9109230231 

50-373 

Q 

LAYFIELD.R.L. 

9109160236* 

40-7604 


KENNEDY,J.E. 

9109090030 

27-48 


KOVACH,T.J. 

9109240155* 

50-456 

P 

LAZARUS,W.J. 

9109050041* 

50-289 

Q 

KENNEDY.J.E. 

9109090037 

WASTE MGT 

KREH.J.L. 

9109160155* 

50-413 

Q 

LAZARUS,W.J. 

9109240290* 

50-289 

Q 

KENNEDY,J.E. 

9109160167 

27-48 


KRIEGER.R.W. 

9109100314 

50-361 

S 

LAZARUS,W.J. 

9109300050* 

50-277 

Q 

KENNEDY.J.E. 

9109190201 

27-48 


KRIEGER.R.W. 

9109110185 

50-206 

P 

LAZO.R.M. 

9109100254 

50-440 

G 

KENNEY,P. 

9109120014 

CONTRACT 


KRIEGER.R.W. 

9109120003 

50-361 

V 

LAZO.R.M. 

9109250037 

50-271 

G 

KENSICKI.S.F. 

9109050138 

50-440 

R 

KRIEGER.R.W. 

9109120172 

50-206 

V 

LE.N.B. 

9109130032 

50-324 

P 

KENT.A.P. 

9109170250 

50-498 

R 

KRIEGER.R.W. 

9109170185 

50-206 

s 

LE.N.B. 

9109250055 

50-324 

P 

KENYON,T.J. 

9109040282 

PROJ 


KRIEGER.R.W. 

9109200211 

50-206 

s 

LE.N.B. 

9109250079* 

50-324 

P 

KERNES.E.A. 

9109100326 

50-298 

R 

KUENZEL.AJ. 

9109270086* 

50-206 

p 

LEBARON.L.E. 

9109030169 

50-213 

S 

KERR.W. 

9109240315 

ACRS 


KUO.P.T. 

9109100350 

ORG 


LEDERMAN.M.G. 

9109260222 

40-8724 


KERRIGAN,J.E. 

9109030070 

40-8820 


KUZO.G.B. 

9109100013* 

70-27 


LEE.B. 

9109060199* 

COMMISSION 

KERRIGAN.J.E. 

9109030076* 

40-8820 


KUZO.G.B. 

9109100297* 

50-250 

Q 

LEE.B. 

9109130003 

PR 


KEUTER.D.R. 

9109130205 

50-312 

P 

KUZO.G.B. 

9109160031* 

70-143 


LEE.F.R. 

9109190039 

FOIA 


KIDD.T.L. 

9109200170* 

CONTRACT 


KWIATKOWSKI.D. 

9108160094* 

50-334 

F 

LEGAN.P. 

9109110287* 

50-498 

1 

KING.E.B. 

9109170057* 

50-220 

Q 

KWIATKOWSKI.D. 

9109170134* 

50-272 

F 

LEGENDRE,A.L 

9109100390 

50-443 

s 

KING.T.L. 

9109250247 

REVIEW GR P 

KWOK.K.S. 

9109040401 

50-20 

R 

LEITCH.G.M. 

9109060111 

50-353 

p 

KINGHT.R.S. 

9109110181 

50-325 

S 

LABARGE.D.E. 

9109090038 

50-327 

P 

LEITCH.G.M. 

9109060137 

50-352 

R 

KINNEMAN.J.D. 

9012040212 

40-772 


LABARGE.D.E. 

9109130160 

50-327 

P 

LEITCH.G.M. 

9109060151 

50-352 

R 
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AUTHOR 
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NUMBER 
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NUMBER 

CATEGORY 

LEITCH.G.M. 

9109110191 

50-353 

Q 

LONG.W.O. 

9109110197 

50-315 F 

LEITCH.G.M. 

9109130132 

50-352 

R 

LONG.W.O. 

9109120007 

50-263 F 

LENAHAN.J.J. 

9109160183* 

50-269 

Q 

LONG.W.O. 

9109230193 

50-315 F 

LENROD.K. 

9109260032 

50-255 

F 

LQPEZ-GOLDBERG 

9109270017* 

50-272 C 

LEONARD,G. 

9109050018 

PT21 


LOSEK-SHORT.C. 

9109170234 

50-254 F 

LEONARD,J.D. 

9109030112 

50-322 

R 

LOUCKS.LE. 

9109180108* 

50-269 F 

LEONARD.J.D. 

9109050229 

50-322 

P 

LOUIE.R. 

9109040097 

50-247 £ 

LEONARDJ.D. 

9109160104 

50-322 

F 

LOUIE.R. 

9109130167 

50-247 £ 

LEONARD,J.D. 

9109180266 

50-322 

P 

LOU IE,R. 

9109160076 

50-247 £ 

LEPINE.C.W. 

9109170306* 

50-410 

P 

LOUX.R.FL 

9109200263 

WASTE MGT 

LEROY,P.G. 

9109030137 

70-3070 


LOVE.D.S. 

9109030247* 

50-498 F 

LEROY,P.G. 

9109260194 

70-3070 


LUBIS.H. 

9109200101* 

WASTE MGT 

LESSER.M.S. 

9109100063* 

50-338 

Q 

LUBIS.H. 

9109200112* 

WASTE MGT 

LESTER.K.S. 

9109030036 

70-1201 


LUBIS.H. 

9109200127* 

WASTE MGT 

LESTER, K.S. 

9109100262 

70-1201 


LUBIS.H. 

9109200142* 

WASTE MGT 

LEVINE.J.M. 

9109030007 

50-529 

S 

LUBIS.H. 

9109200148* 

WASTE MGT 

LEVINEJ.M. 

9109110005 

50-530 

S 

LUBIS.H. 

9109200156* 

WASTE MGT 

LEVINEJ.M. 

9109160294 

50-530 

S 

LUBIS.H. 

9109200161* 

WASTE MGT 

LEVINE,J.M. 

9109170273 

50-528 

R 

LUBIS.H. 

9109200166* 

WASTE MGT 

LEVINE,J.M. 

9109180125 

50-529 

S 

LURIE,A 

9109050109 

PRM 

LEVINE.J.M. 

9109190242 

50-528 

S 

LURIE,A 

9109050109 

PRM 

LEVINE.J.M. 

9109190243 

50-529 

S 

LUTHIGER.P. 

9109090193 

40-8905 

LEVINE,J.M. 

9109240342 

50-530 

s 

LUTHIGER.P. 

9109100269 

40-8905 

LEVINEJ.M. 

9109250050 

50-528 

s 

LUTHIGER.P. 

9109110248 

40-8905 

LEVINE.J.M. 

9109300209 

50-528 

s 

LUTHIGER.P. 

9109200015 

40-8905 

LEVINE,W.F. 

9109100312 

50-528 

Q 

LYASH.J. 

9109240081 

50-277 £ 

LEWIS,M. 

9109300194* 

WASTE 1 

MGT 

LYNCH.J.P. 

9109180176 

FOIA 

LEWIS.M. 

9109300195* 

WASTE MGT 

LYNCH.M.D. 

9109050006 

50-483 F 

LEWIS.M.I. 

9109090249 

WASTE MGT 

LYNCH,M.D. 

9109090057 

50-483 F 

LEWIS,S.R. 

9109130059* 

REVIEW GR P 

LYNCH.M.D. 

9109120196 

50-483 F 

LEWIS,S.R. 

9109230127* 

REVIEW GR P 

LYNCH.M.D. 

9109230190 

50-483 F 

LIEBERMANJ. 

9109030153 

l&E 


LYNCH.M.D. 

9109230199* 

50-483 F 

LIEBERMAN.J. 

9109100298 

i&E 


LYONS.J. 

9109120274 

50-29 F 

LIEBERMAN.J. 

9109100308 

l&E 


LYONS.P.J. 

9109040254 

40-299 

LIEBERMAN.J. 

9109230063* 

PR 


LYONS,P.J. 

9109300102 

40-299 

LIEBERMANJ. 

9109230114 

l&E 


LYSTER.M.D. 

9109030220 

50-440 F 

UEBERMAN.J. 

9109240213 

50-259 

Q 

LYSTER.M.D. 

9109040039 

50-440 £ 

LINDAS.N. 

9109160225 

WASTE MGT 

LYSTER.M.D. 

9109050138 

50-440 F 

LINDBERGH,B.E. 

9109050157 

PROJ 


LYSTER.M.D. 

9109110132 

50-440 F 

LINDSAY,E 

9109130177 

50-245 

S 

LYSTER.M.D. 

9109160324 

50-440 F 

LINDSAY,EJ. 

9109250067 

50-245 

s 

LYSTER.M.D. 

9109170202 

50-440 £ 

LINEHAMJ.J. 

9109030019 

WASTE MGT 

LYSTER.M.D. 

9109260049 

50-440 1 

UNEHAN.J. 

9109090137 

WASTE MGT 

LYSTER.M.D. 

9109270176 

50-440 1 

LINEHAN.J.J. 

9109030003 

WASTE MGT 

MACAU LAY, J. 

9109050292 

NUREG 

LINEHAN.J.J. 

9109030009 

WASTE MGT 

MACDONALD.C.E. 

9109100015* 

71-231 

UNEHAN.J.J. 

9109030222 

WASTE MGT 

MACDONALD.C.E. 

9109030144 

71-9786 

LINEHAN.J.J. 

9109100073 

WASTE MGT 

MACDONALD.C.E. 

9109030146* 

71-9786 

LINEHAN.J.J. 

9109100078 

WASTE MGT 

MACDONALD.C.E. 

9109040006 

71-9234 

UNEHAN.JJ. 

9109110245 

WASTE MGT 

MACDONALD.C.E. 

9109040007 

71-9032 

LINEHAN.J.J. 

9109110262 

WASTE MGT 

MACDONALD.C.E. 

9109040475 

70-754 

UNEHAN.JJ. 

9109170149 

WASTE MGT 

MACDONALD.C.E. 

9109050361 

71-19 

LINEHAN.J.J. 

9109190106 

WASTE MGT 

MACDONALD.C.E. 

9109050362* 

71-19 

UNEHAN.J.J. 

9109260151 

WASTE MGT 

MACDONALD.C.E. 

9109060099 

71-5926 

UNEHAN.JJ. 

9109270103 

WASTE MGT 

MACDONALD.C.E. 

9109060100* 

71-5926 

UNVILLEJ. 

9109300039 

50-293 

Q 

MACDONALD.C.E. 

9109060108 

71-9 

LINVILLEJ.C. 

9109040113 

50-244 

Q 

MACDONALD.C.E. 

9109090172 

71-122 

LINVILLE.J.C. 

9109050106 

50-271 

Q 

MACDONALD.C.E. 

9109090174 

71-347 

LINVILLEJ.C. 

9109170066 

50-29 

Q 

MACDONALD.C.E. 

9109100012 

71-231 

UNVILLE.J.C. 

9109240060 

50-309 

Q 

MACDONALD.C.E. 

9109100064 

71-5059 

LINVILLE.J.T. 

9109040349* 

50-443 

R 

MACDONALD.C.E. 

9109100068* 

71-5059 

LIPEROTE.N. 

9109030120 

71-601 


MACDONALD.C.E. 

9109100172 

71-485 

LITTLE.W.S. 

9109240070* 

50-327 

Q 

MACDONALD.C.E. 

9109100176* 

71-485 

LLOYD, H. 

9109040328 

50-387 

s 

MACDONALD.C.E. 

9109100179 

71-378 

LO.R.H. 

9109090151 

50-261 

Q 

MACDONALD.C.E. 

9109100182* 

71-378 

LOBEL.R. 

9109040060* 

50-247 

Q 

MACDONALD.C.E. 

9109100184 

71-56 

LOFY.RA. 

9109180187* 

FOIA 


MACDONALD,C.E. 

9109100188* 

71-56 

LOFY.R.A 

9109180199* 

FOIA 


MACDONALD.C.E. 

9109110072 

71-647 

LOFY.RA. 

9109180224* 

FOIA 


MACDONALD.C.E. 

9109110156 

71-5914 

LOHAUS.P.H. 

9109060192 

WASTE MGT 

MACDONALD.C.E. 

9109110165 

71-9015 

LOHAUS.P.H. 

9109090034 

27-48 


MACDONALD.C.E. 

9109110168 

71-9216 

LOHAUS.P.H. 

9109190184 

27-48 


MACDONALD.C.E. 

9109160287 

71-5805 

LOHAUS.P.H. 

9109190234 

27-48 


MACDONALD.C.E. 

9109160288* 

71-5805 

LOHAUS.P.H. 

9109200164 

27-48 


MACDONALD,C.E. 

9109160290 

71-9151 

LOHAUS.P.H. 

9109200175 

27-48 


MACDONALD,aE. 

9109160291* 

71-9151 

LOHAUS.P.H. 

9109200180 

27-48 


MACDONALD.C.E. 

9109180076 

71-413 

LOHAUS.P.H. 

9109300055 

WASTE MGT 

MACDONALD.C.E. 

9109180080 

71-136 

LOHAUS.P.H. 

9109300078 

27-48 


MACDONALD.C.E. 

9109180083 

71-419 

LOHAUS.P.H. 

9109300084 

27-48 


MACDONALD.C.E. 

9109180096 

71-377 

LOHAUS.P.H. 

9109300087 

27-48 


MACDONALD.C.E. 

9109180098 

71-4888 

LOHAUS.P.H. 

9109300095 

27-48 


MACDONALD.C.E. 

9109180103* 

71-377 

LOHAUS.P.H. 

9109300099 

27-48 


MACDONALD.C.E. 

9109180122 

71-69 

LOIS.E. 

9109250184* 

50-346 

P 

MACDONALD.C.E. 

9109180123* 

71-69 

LONG.R.L 

9109040356 

50-320 

p 

MACDONALD, C.E. 

9109180128 

71-725 

LONG.R.L 

9109060116 

50-320 

P 

MACDONALD.C.E. 

9109180129* 

71-725 

LONG.R.L 

9109100307 

50-320 

R 

MACDONALD.C.E. 

9109180134 

71-266 

LONG.R.L 

9109250068 

50-219 

P 

MACDONALD.C.E. 

9109180137* 

71-266 

LONG.W.O. 

9109060208 

50-315 

P 

MACDONALD.C.E. 

9109190014 

71-609 

LONG.W.O. 

9109100384 

50-315 

P 

MACDONALD.C.E. 

9109190016* 

71-609 


AUTHOR 


MACDONALD,C.E. 

MACDONALD.C.E. 

MACDONALD,C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD,C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD,P.E. 

MACE.M.H. 

MACE.M.H. 

MACE.M.H. 

MACE.M.H. 

MADEDA.T.J. 

MADSEN.G.J. 

MADSEN,G.J. 

MAEKITA.M. 

MALODY.C.W. 

MANAHAN.M.P. 

MANI.K.V. 

MANI.V. 

MANN.D. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MANN.R. 

MARCEAU.T.E. 

MARCUS,C.S. 

MARET.G.A. 

MARET.G.A. 

MARGI.R.D. 

MARGUL1ES.M.B. 

MARION,A. 

MARKT.D.I. 


accession 

NUMBER 

9109190017 

9109190018* 

9109190019 

9109190020* 

9109190022 

9109190023* 

9109190110 

9109190122 

9109190124* 

9109190215 

9109200258 

9109200261 

9109200264 

9109200266 

9109200267 

9109200304 

9109200306* 

9109200315 

9109200317* 

9109200319 

9109200321 

9109200323 

9109230052 

9109230055* 

9109230060 

9109230061* 

9109230086 

9109230087* 

9109230090 

9109230092* 

9109240281* 

9109240408 

9109240412* 

9109250214 

9109250215* 

9109250217 

9109250218* 

9109260106 

9109260107 

9109260125 

9109260163 

9109260169 

9109260178 

9109300056 

9109300057* 

9109300219 

9109300221* 

9109300223 

9109300224* 

9109300264 

9109300266* 

9109200287* 

9109120072* 

9109120076* 

9109120271* 

9109190253* 

9109240235* 

9109040445 

9109100342 

9109110086 

9109230197 

9109120248* 

9109190102 

9109200244* 

9109270061* 

9109030077 

9109090279 

9109180181 

9109200200 

9109230234 

9109240448 

9109250022 

9109250077 

9109250130 

9109260010 

9109270194 

9109270211 

9109300013 

9109300046 

9109300051 

9109180173 

9109260062 

9109040086 

9109040225 

9109120072* 

9109100140 

9109060164 

9109030249 


SUBJECT 

CATEGORY 

71-611 

71-611 

71-526 

71-526 

71-275 

71-275 

71-9001 

71-5926 

71-5926 

71-600 

71-461 

71-470 

71-554 

71-617 

71-615 

71-520 

71-520 

71-726 

71-726 

71-6717 

71-9242 

71-5362 

71-723 

71-723 

71-378 

71-378 

71-6697 

71-6697 

71-9153 

71-9153 

71-9001 

71-211 

71-211 

71-332 

71-332 

71-516 

71-516 

71-9010 

71-9225 

71-9216 

71-4986 

71-684 

71-719 

71-25 

71-25 

71-240 

71-240 

71-331 

71-331 

71-256 

71-256 

50-247 P 

50-289 P 

CONTRACT 
CONTRACT 
CONTRACT 
50-266 Q 

50-353 S 

50-352 S 

XPORTLIC 

70- 1257 

50-220 P 

71- 331 

50-446 A 

50-354 Q 

CONTRACT 

50-245 Q 

CONTRACT 

CONTRACT 

50-335 Q 

50-206 Q 

50-250 Q 

50-327 Q 

CONTRACT 

50-368 Q 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

40-1162 

PR 

50-29 S 

50-29 S 

50-289 P 

50-322 G 

REVIEW GR P 
50-29 F 
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AUTHOR ACCESSION SUBJECT AUTHOR 



NUMBER 

CATEGORY 


MARRIOTT,P.W. 

9109030097 

PROJ 

MATTIA.M.J. 

MARRIOTT.P.W. 

9109050199 

50-605 H 

MATTIA.MJ. 

MARRIOTT,P.W. 

9109300070 

50-605 A 

MATTIA.M.J. 

MARSH,L.B. 

9109100427* 

50-341 P 

MATTIA.M.J. 

MARSH,L.B. 

9109120129 

50-315 F 

MATTIA.M.J. 

MARSH, L.B. 

9109200152* 

50-341 P 

MATTIA.M.J. 

MARSHALL.B.M. 

9109240241 

50-281 S 

MATTIA.MJ. 

MARSHALL.M. 

9109090241 

WASTE MGT 

MATTIA.MJ. 

MARSHALL.W. 

9109030040 

50-302 F 

MATTIA.M.J. 

MARSHALL.W. 

9109230167 

50-302 F 

MATTIA.M.J. 

MARTIN,J.B. 

9109040013 

50-344 F 

MATTIA.MJ. 

MARTIN.J.B. 

9109040016 

50-528 F 

MATTIA.M.J. 

MARTIN,J.B. 

9109270106 

50-275 Q 

MATTIA.M.J. 

MARTIN,R. 

9109190173 

50-369 P 

MATTIA.MJ. 

MARTIN.R. 

9109190247 

50-369 P 

MATTIA.MJ. 

MARTIN,R. 

9109250279 

50-269 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109040003 

l&E 

MATTIA.M.J. 

MARTIN,R.D. 

9109040171 

50-382 Q 

MATTIA.M.J. 

MARTIN.R.D. 

9109040220 

l&E 

MATTIA.MJ. 

MARTIN.R.D. 

9109100303 

50-482 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109110041 

50-498 P 

MATTIA.MJ. 

MARTIN.R.D. 

9109180002 

50-298 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109180006 

50-267 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109180013 

50-313 P 

MATTIA.MJ. 

MARTIN.R.D. 

9109180017 

50-482 P 

MATTIA.MJ. 

MARTIN.R.D. 

9109180018 

50-445 P 

MATTIA,M.J. 

MARTIN.R.D. 

9109180021 

50-458 P 

MATTIA,M.J. 

MARTIN.R.D. 

9109180023 

50-285 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109180024 

50-382 P 

MATTIA.M.J. 

MARTIN.R.D. 

9109180035 

50-498 P 

MATTSON,R.J. 

MARTIN.R.D. 

9109250129* 

40-8907 

MATTSON,R.J. 

MARTIN.R.D. 

9109250131* 

40-8907 

MATULA.T.O. 

MARTIN,R.E 

9109030058 

50-413 P 

MAXWELL,D.C. 

MARTIN,R.E. 

9109260130 

50-413 P 

MAYER,J.A. 

MARTIN,R.E. 

9109260138* 

50-413 P 

MCALPINE.EJ. 

MARTIN,T.T. 

9109100438 

50-410 Q 

MCBREARTY.R.A. 

MARTIN,T.T. 

9109170193 

50-410 P 

MCCABE,B.C. 

MARTIN,T.T. 

9109230025 

50-443 Q 

MCCABE,E.C. 

MARTIN,T.T. 

9109240321 

50-410 Q 

MCCABE,E.C. 

MARTIN,T.T. 

9109250013 

50-410 P 

MCCABE,E.C. 

MARTIN,T.T. 

9109270063 

50-247 Q 

MCCABE,E.C. 

MARUDAS.D. 

9109190187 

71-607 

MCCABE,E.C. 

MARWICK.P. 

9109090240* 

50-443 1 

MCCABE,E.C. 

MASCIATONIO.A. 

9109120021 

50-263 P 

MCCANDLESS.RJ. 

MASNYK.O.M. 

9109100085* 

50-302 Q 

MCCANN,R.J. 

MASNYK.O.M. 

9109300034* 

50-416 Q 

MCCLUSKEY.J.P. 

MASSEY,J.V. 

9109300164 

72-1007 

MCCONNELL,J.W. 

MATHIASEN.T.A. 

9109250043* 

CONTRACT 

MCCONNELL.T.L. 

MATTHEWS,,M.L. 

9109100341 

WASTE MGT 

MCCONNELL,T.L 

MATTHEWS,D.B. 

9109030061* 

50-413 P 

MCCONNELL,T.L. 

MATTHEWS,D.B. 

9109060095* 

50-269 P 

MCCONNELL.T.L. 

MATTHEWS,D.B. 

9109120055* 

50-321 P 

MCCONNELL.T.L. 

MATTHEWS,D.B. 

9109120250* 

50-269 P 

MCCOOL.S. 

MATTHEWS,D.B. 

9109130053* 

50-321 P 

MCCOOL.S. 

MATTHEWS,D.B. 

9109190278* 

50-369 P 

MCCORMICK.M.H. 

MATTHEWS,D.B. 

9109200054 

50-269 P 

MCCORMICK.M.J. 

MATTHEWS,D.B. 

9109230020 

50-369 P 

MCCORMICK,M.J. 

MATTHEWS,D.B. 

9109270202* 

50-269 P 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109100227 

WASTE MGT 

MCCOY,C.K. 

MATTHEWS,M.L. 

9109100347 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109100349 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109110284 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L 

9109120065 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109120066 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109160279 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L 

9109200042 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L 

9109200283 

WASTE MGT 

MCCOY.C.K. 

MATTHEWS,M.L. 

9109300226 

WASTE MGT 

MCCOY.C.K. 

MATTIA.M.H. 

9109120120* 

CONTRACT 

MCCOY,C.K. 

MATTIA.M.J. 

9109030122* 

CONTRACT 

MCCOY.C.K. 

MATTIA.M.J. 

9109030189* 

CONTRACT 

MCCOY.C.K. 

MATTIA.M.J. 

9109040289* 

CONTRACT 

MCCOY,C.K. 

MATTIA.M.J. 

9109040317* 

CONTRACT 

MCCOY.C.K. 

MATTIA.M.J. 

9109050043* 

CONTRACT 

MCCOY,C.K. 

MATTIA.M.J. 

9109050161* 

CONTRACT 

MCCRACKEN,D. 

MATTIA.M.J. 

9109050188* 

CONTRACT 

MCCREE.V.M. 

MATTIA.M.J. 

9109050202* 

CONTRACT 

MCCREE.V.M. 

MATTIA.M.J. 

9109100421* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109110090* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109110170* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109110184* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109110205* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.MJ. 

9109110281* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109120016* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109120026* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109120124* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109120272* 

CONTRACT 

MCCUBBIN.S. 

MATTIA.M.J. 

9109130009* 

CONTRACT 

MCCUBBIN.S. 
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9109130045* 

CONTRACT 

MCDADE.J.M. 

9109300269* 

PR 


9109130137* 

CONTRACT 

MCDONALD.C.E. 

9109030171 

71-331 


9109130180* 

CONTRACT 

MCDONALD,D.G. 

9109130008 

50-317 

P 

9109130234* 

CONTRACT 

MCDONALD,D.G. 

9109130214 

50-317 

P 

9109200191* 

CONTRACT 

MCDONALD.D.G. 

9109130225 

50-317 

Q 

9109200219* 

CONTRACT 

MCDONALD,D.G. 

9109160154 

50-317 

P 

9109200225* 

CONTRACT 

MCDONALD.D.G. 

9109170247 

50-317 

P 

9109200256* 

CONTRACT 

MCDONALD.D.G. 

9109180168 

50-317 

P 

9109200273* 

CONTRACT 

MCDONALD.D.G. 

9109200052 

50-317 

P 

9109200311* 

CONTRACT 

MCDONALD.D.G. 

9109250007 

50-317 

P 

9109230111* 

CONTRACT 

MCDOW.J. 

9109250137 

40-8989 


9109230112* 

CONTRACT- 

MCFARLAND.J.T. 

9109200190* 

50-322 

U 

9109230216* 

CONTRACT 

MCGAHA.J.R. 

9109050243 

50-313 

R 

9109230223* 

CONTRACT 

MCGAUGHY.R.W. 

9109050042 

50-331 

P 

9109230233* 

CONTRACT 

MCGOUGH.M. 

9109240405* 

50-286 

F 

9109250026* 

CONTRACT 

MCGRANERY.J.P. 

9109250185 

50-322 

G 

9109250072* 

CONTRACT 

MCGRANERY.J.P. 

9109250188* 

50-322 

G 

9109250150* 

CONTRACT 

MCGRANERY.J.P. 

9109250188* 

50-322 

G 

9109250177* 

CONTRACT 

MCGUIRE.D. 

9109100035* 

50-259 

Q 

9109250191* 

CONTRACT- 

MCGUIRE.D.R. 

9109100030* 

50-269 

Q 

9109250197* 

CONTRACT 

MCGUIRE.D.R. 

9109100085* 

50-302 

Q 

9109250248* 

CONTRACT 

MCGUIRE.D.R. 

9109100271* 

50-424 

Q 

9109260157* 

CONTRACT 

MCGUIRE.D.R. 

9109110182* 

50-395 

Q 

9109270184* 

CONTRACT 

MCGUIRE.D.R. 

9109160053* 

70-27 


9109270201* 

CONTRACT- 

MCGUIRE.D.R. 

9109190080* 

50-269 

Q 

9109270209* 

CONTRACT 

MCGUIRE.D.R. 

9109230164* 

50-259 

Q 

9109270217* 

CONTRACT 

MCGUIRE.D.R. 

9109240172* 

50-424 

Q 

9109300138* 

CONTRACT 

MCGUIRE.D.R. 

9109300034* 

50-416 

Q 

9109300185* 

CONTRACT- 

MCGUIRE.D.R. 

9109300077* 

50-327 

Q 

9109200256* 

CONTRACT 

MCKENZIE,P.C. 

9109200084* 

CONTRACT 


9109270209* 

CONTRACT- 

MCKEON.R. 

9109050027 

50-16 

R 

9109100015* 

71 -231 

MCKIBBEN.J.C. 

9109040106 

50-186 

R 

9109170001 

50-10 R 

MCKIBBEN.J.C. 

9109100359 

50-186 

S 

9109090098 

WASTE MGT 

MCKIBBEN.J.C. 

9109300167 

50-186 

F 

9109160078* 

70-143 

MCLAUGHLIN,R.L. 

9109160341 

50-302 

R 

9109240363* 

50-277 Q 

MCORMICK.M.J. 

9109200346 

50-410 

R 

9109130010* 

50-317 P 

MCWHIRTER.B.H. 

9109030050 

STATE PRO G 

9109040118* 

50-244 Q 

MEACHAM.J.M. 

9109100326 

50-298 

R 

9109050106 

50-271 Q 

MECK.K. 

9109130132 

50-352 

R 

9109170090 

50-309 P 

MECREDY.R. 

9109040345 

50-244 

P 

9109170099* 

50-309 P 

MECREDY.R.C. 

9109130162 

50-244 

S 

9109240067* 

50-309 Q 

MECREDY.R.C. 

9109160088 

50-244 

S 

9109240229 

50-309 P 

MECREDY.R.C. 

9109160127 

50-244 

S 

9109030105* 

PROJ 

MECREDY.R.C. 

9109190225 

50-244 

P 

9109190141 

50-483 R 

MECREDY.R.C. 

9109200168 

50-244 

R 

9109110131 

ORG 

MECREDY.R.C. 

9109240150 

50-244 

R 

9109230150 

TOPREP 

MECREDY.R.C. 

9109250235 

50-244 

S 

9109040321 

50-369 S 

MECREDY.R.C. 

9109270180 

50-244 

P 

9109100367 

50-370 S 

MEDFORD,M.O. 

9109110220 

50-259 

Q 

9109100370 

50-369 S 

MEDOFF.J. 

9109240065* 

50-333 

Q 

9109110053* 

50-269 P 

MEEHAN, B. 

9109050267 

CONTRACT 


9109170294 

50-370 S 

MEEHAN,B. 

9109130027 

CONTRACT 


9109200212 

71-725 

MEEHAN,B. 

9109200305 

CONTRACT- 


9109200217* 

71-725 

MEEHAN, B. 

9109240022* 

CONTRACT 


9109030091 

50-220 S 

MEEHAN,B. 

9109250236 

CONTRACT- 


9109090104* 

50-410 R 

MEEHAN,B. 

9109260026 

CONTRACT 


9109090105* 

50-410 R 

MEEHAN,B. 

9109260079 

CONTRACT 


9109030023 

50-424 P 

MEEHAN, B. 

9109300096 

CONTRACT- 


9109030116 

50-424 R 

MEG.W.R. 

9109270217* 

CONTRACT 


9109040355 

50-424 R 

MEIBURG.A.S. 

9109160256 

40-8084 


9109050245 

50-424 P 

MELLEN.L. 

9109160023* 

50-280 

Q 

9109050258 

50-425 P 

MELVIN,W. 

9109300248 

50-443 

T 

9109100199 

50-425 S 

MENDENHALLK.G. 

9109300155 

71-6786 


9109100219 

50-424 Q 

MENDONCA.M.M. 

9109030253 

50-320 

W 

9109110129 

50-424 P 

MENDONCA.M.M. 

9109180086* 

50-322 

P 

9109160309 

50-424 R 

MENNINGJ.E. 

9109100063* 

50-338 

Q 

9109170271 

50-424 Q 

MERKLEY.S. 

9109090091 

WASTE MGT 

9109170284 

50-424 Q 

MERSCHOFF.E.W. 

9109100036 

50-424 

Q 

9109180214 

50-424 P 

MERSCHOFF.E.W. 

9109100043 

50-348 

P 

9109250167 

50-425 S 

MERSCHOFF.E.W. 

9109100044* 

50-424 

Q 

9109260041 

50-424 P 

MERSCHOFF.E.W. 

9109100105 

50-416 

P 

9109300148 

50-425 P 

MERSCHOFF.E.W. 

9109100233 

50-413 

Q 

9109300151 

50-424 Q 

MERSCHOFF.E.W. 

9109100293 

50-302 

P 

9109300173 

71-9096 

MERSCHOFF.E.W. 

9109160066 

50-424 

Q 

9109240430 

50-213 S 

MERSCHOFF.E.W. 

9109160083* 

50-424 

Q 

9109110116 

PROJ 

MERSCHOFF.E.W. 

9109240034 

50-324 

P 

9109170308 

50-605 A 

MERSCHOFF.E.W. 

9109240042 

50-369 

Q 

9109030277 

50-206 P 

MERSCHOFF.E.W. 

9109240050* 

50-369 

Q 

9109040394 

CONTRACT 

MERSCHOFF.E.W. 

9109240206 

50-280 

Q 

9109050025 

CONTRACT 

MERSCHOFF.E.W. 

9109240445 

50-348 

P 

9109050215 

50-443 P 

METCALF.M.K. 

9109100208 

50-443 

G 

9109100433 

CONTRACT 

METER.J.J. 

9109100207 

50-388 

S 

9109110228 

CONTRACT 

MEYER.D.L 

9109160228* 

PR 


9109110256 

CONTRACT- 

MEYER.D.L 

9109230041* 

PR 


9109120128 

CONTRACT 

MEYER.G. 

9109170064* 

50-245 

Q 

9109120132* 

CONTRACT 

MEYER.G.A. 

9109110214 

71-609 


9109250080 

CONTRACT 

MEYER.O. 

9109050126* 

50-275 

S 

9109260019 

50-206 P 

MEYER.O. 

9109050126* 

50-275 

S 
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MEYER,0. 

9109180027* 

50-382 

S 

MORGAN,H.E. 

MEYER,T.A. 

9109170312* 

50-327 

P 

MORGAN,H.E. 

MEYER,T.A. 

9109170313* 

50-327 

P 

MORRILL,P. 

MEYER,WA 

9109040106 

50-186 

R 

MORRILL,PJ. 

MICHALK.B. 

9109170123 

50-344 

S 

MORRILL, V.W. 

MICHAUD,P.W. 

9109170013* 

40-6622 


MORRISON.M. 

MICHAUD,P.W. 

9109190011 

WASTE MGT 

MORRISON.R.J. 

MICHAUD,P.W. 

9109190091 

40-8584 


MORTIMER,W.H. 

MICHAUD,P.W. 

9109190264 

40-8584 


MORTIMER,W.H. 

MICHAUD,P.W. 

9109190275 

WASTE MGT 

MORTIMER,W.H. 

MICHAUD.P.W. 

9109200017 

40-4492 


MOSER,S.W. 

MICHAUD,P.W. 

9109200069 

40-8584 


MOSER.S.W. 

MICHAUD.P.W. 

9109230101* 

40-4492 


MOSS.J.W. 

MICHELSON.C. 

9109240343 

ACRS 


MOULTON,J.P. 

MILANO,P.D. 

9109130067 

50-29 

P 

MOZAFARI.B. 

MILANO.P.D. 

9109160249 

50-29 

P 

MOZAFARI.B. 

MILANO,P.D. 

9109200027 

50-29 

P 

MOZAFARI.B.L 

MILHOAN.J. 

9109160027 

50-327 

Q 

MROCAKA.E.J. 

MILHOAN.J.L 

9109100190 

50-416 

P 

MROCZKA.E.J. 

MILLER,C.L 

9101220078 

PROJ 


MROCZKA.EJ. 

MILLER,C.L. 

9109160343 

50-605 

A 

MROCZKA.EJ. 

MILLER, C.L. 

9109300225 

50-605 

A 

MROCZKA.E.J. 

MILLER.D. 

9109110099 

50-302 

Q 

MROCZKA.E.J. 

MILLER,D.B. 

9109040407 

50-277 

Q 

MROCZKA.E.J. 

MILLER,D.B. 

9109040427 

50-277 

R 

MROCZKA.EJ. 

MILLER,D.B. 

9109040507 

50-277 

R 

MROCZKA.E.J. 

MILLER.D.B. 

9109100315 

50-277 

V 

MROCZKA.EJ. 

MILLER,D.B. 

9109120220 

50-277 

Q 

MROCZKA.E.J. 

MILLER.D.B. 

9109160336 

50-277 

R 

MROCZKA.E.J. 

MILLER,H.J. 

9109040052 

50-331 

P 

MROCZKA.EJ. 

MILLER,H.J. 

9109040208 

50-341 

V 

MROCZKA.EJ. 

MILLER,H.J. 

9109240055 

50-254 

Q 

MROCZKA.EJ. 

MILLER.H.J. 

9109270065 

50-346 

P 

MROCZKA.EJ. 

MILLER.H.J. 

9109270079 

50-440 

Q 

MROCZKA.EJ. 

MILLER, LF. 

9109170019* 

50-344 

V 

MROCZKA.EJ. 

MILLER.LF. 

9109270112 

50-528 

P 

MROCZKA.EJ. 

MILLER.L.F. 

9109300010* 

50-361 

V 

MROCZKA.E.J. 

MILLER,M. 

9109060097 

70-820 


MROCZKA.EJ. 

MILLER,W.H. 

9109240208 

50-414 

s 

MROCZKA.E.J. 

MILLER.W.H. 

9109240319 

50-414 

S 

MROCZKA.E.J. 

MILLER-CORBETT 

9109180116 

40-8857 


MROCZKA.E.J. 

MILLER-CORBETT 

9109190188 

40-8857 


MROCZKA.EJ. 

MILLS.L.E. 

9109060203 

WASTE MGT 

MROCZKA.EJ. 

MILSTEIN.R. 

9109120165* 

70-27 


MROCZKA.E.J. 

MILTENBERGER.S. 

9109030163 

50-354 

p 

MROCZKA.EJ. 

MILTENBERGER.S. 

9109040350 

50-272 

s 

MROCZKA.E.J. 

MILTENBERGER.S. 

9109190032 

50-272 

S 

MROCZKA.EJ. 

MINARICK.J.W. 

9109300062 

NUREG 


MROCZKA.EJ. 

MINARICK.J.W. 

9109300085 

NUREG 


MROCZKA.EJ. 

MINECK.D.L 

9109030210 

50-331 

Q 

MROCZKA.EJ. 

MINECK.D.L 

9109040044 

50-331 

P 

MROCZKA.EJ. 

MINECK.D.L 

9109060189 

50-331 

Q 

MROCZKA.EJ. 

MINECK.D.L 

9109060200 

50-331 

P 

MROCZKA.EJ. 

MINECK.D.L. 

9109110074 

50-331 

P 

MROCZKA.EJ. 

MINECK.D.L. 

9109110081 

50-331 

P 

MROCZKA.EJ. 

MINECK.D.L 

9109200025 

50-331 

F 

MUNRO.W. 

MINNERS.W. 

9109250083* 

FOIA 


MURDOCK,E.S. 

MINNERS.W. 

9109250106* 

50-346 

P 

MURLEY.T.E. 

MINOR,J.M. 

8908250189 

WASTE MGT 

MURLEY.T.E. 

MIRAGLIA.FJ. 

8904130019* 

FOIA 


MURLEY.T.E. 

MISERENDINO.G. 

9109040332 

50-263 

R 

MURLEY.T.E. 

MITCHELL,M.W. 

9109170096* 

50-186 

Q 

MURLEY.T.E. 

MITCHELL,M.W. 

9109270105* 

50-186 

Q 

MURLEY.T.E. 

MIZE.J. 

9109170316* 

50-269 

P 

MURLEY.T.E. 

MLADEN.C. 

9109160314 

50-338 

R 

MURLEY.T.E. 

MLYNAREK.M.G. 

9109120091 

50-255 

R 

MURLEY.T.E. 

MODES,M.C. 

9109040064* 

50-334 

Q 

MURLEY.T.E. 

MOELLER,D.W. 

9109100108 

ADVCM 


MURLEY.T.E. 

MOFFITT.N.E. 

9109050285 

50-483 

Q 

MURLEY.T.E. 

MONACO,C. 

9101160076 

WASTE MGT 

MURLEY.T.E. 

MONACO,C. 

9101160077* 

WASTE MGT 

MURLEY.T.E. 

MONSALVE-JONES 

9109260182 

40-8724 


MURLEY.T.E. 

MOONEY,G. 

9109090275 

40-8502 


MURLEY.T.E. 

MOONEY,G. 

9109110222 

40-8502 


MURLEY.T.E. 

MOONEY,G. 

9109200055 

40-8502 


MURPHY,D. 

MOORE,D.R. 

9109300179 

50-395 

F 

MURPHY,G.A. 

MOORMAN,J.H. 

9109100084* 

50-259 

V 

MURPHY,G.A. 

MORALES,E.M. 

9109100328 

40-8907 


MURPHY,J.P. 

MOREHOUSE,H.G. 

9109160259* 

CONTRACT 

MURPHY,J.P. 

MOREY,D.N. 

9109050104 

50-348 

S 

MURPHY.J.P. 

MOREY,D.N. 

9109050135 

50-364 

S 

MURPHY,S. 

MOREY,D.N. 

9109050246 

50-348 

F 

MURPHY,W.P. 

MOREY.D.N. 

9109160302 

50-348 

R 

MURPHY,W.P. 

MOREY,D.N. 

9109160342 

50-364 

R 

MURPHY, W.P. 

MOREY,D.N. 

9109170128 

50-348 

S 

MURRAY,B. 

MOREY.D.N. 

9109200228 

50-348 

S 

MURRAY,B. 

MORGAN,A.C. 

9109040492 

50-416 

F 

MURRAY,B. 

MORGAN,H.E. 

9109100314 

50-361 

S 

MURRAY,B. 
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9109110225 

50-206 

P 

MURRAY,B. 

9109130220* 

50-285 

Q 

9109110226* 

50-206 

P 

MURRAY.B. 

9109180011* 

50-298 

Q 

9109270069 

50-275 

S 

MURRAY,B. 

9109240180* 

50-192 

Q 

9109110243* 

50-275 

Q 

MURRAY.B. 

9109240194* 

50-482 

Q 

9109130064 

40-8698 


MURTHA.J.P. 

9109200184* 

70-135 


9109200072* 

CONTRACT 


MUSELER.W.J. 

9109030046 

50-438 

A 

9109170268* 

50-348 

P 

MUSELER.W.J. 

9109030055 

50-438 

A 

9109050093 

40-8964 


MUSELER.W.J. 

9109050204 

50-438 

A 

9109110230 

40-8964 


MUSELER.WJ. 

9109060188 

50-438 

A 

9109300244 

40-8964 


MUSSER.R.A. 

9109160043* 

50-321 

Q 

9109170220* 

50-413 

R 

NAIR.P.K. 

9109250263 

WASTE MGT 

9109170269* 

50-369 

R 

NAKATA.G.Y. 

9109130036* 

CONTRACT 


9109040317* 

CONTRACT 


NARDONE.P. 

9109170246 

50-443 

R 

9109200199 

50-312 

P 

NAUMAN.D.A. 

9109030148 

50-259 

P 

9109130029 

50-324 

P 

NAUMAN.D.A. 

9109180026 

50-390 

A 

9109230031 

50-324 

P 

NEAL.T.P. 

9109100194* 

50-155 

R 

9109300136 

50-400 

P 

NEGRON,M.A. 

9109190136 

50-280 

R 

9109260086 

71-. 


NEILSON.R.M. 

9109230150 

TOPREP 


9109040099 

50-213 

P 

NEJFELT.H. 

9109260083* 

CONTRACT 


9109040099 

50-213 

P 

NELSON.J.H. 

9109250048 

WASTE MGT 

9109040099 

50-213 

P 

NERON.G. 

9109170255* 

50-336 

R 

9109040380 

50-213 

P 

NETTLES, K.W. 

9109060202 

50-395 

R 

9109040380 

50-213 

P 

NEWBERRY,S. 

9109180111 

PT21 


9109040396 

50-245 

P 

NEWMAN,H.J. 

9109060049 

27-48 


9109040396 

50-245 

P 

NEWMAN,HJ. 

9109180221 

27-48 


9109040441 

50-213 

P 

NICHOLS,B.W. 

9109130186 

50-423 

S 

9109040441 

50-213 

P 

NICHOLS,S.E. 

9109040270 

50-309 

P 

9109040441 

50-213 

P 

NICHOLS,S.E. 

9109040509 

50-309 

P 

9109040474 

50-423 

Q 

NICHOLS,S.E. 
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50-254 

P 

9109200023 

50-302 

P 

SPENCER.J.W. 

9109300091 

50-324 

S 

STOLZ.J.F. 

9109030211 

50-412 

Q 

9109060207* 

PR 


SPENCER,J.W. 

9109300145 

50-325 

S 

STOLZ.J.F. 

9109060153* 

50-213 

P 

9109170021 

40-8948 


SPENCER,M.S. 

9109130194 

FOIA 


STOLZ.J.F. 

9109090011* 

50-423 

P 

9109060012* 

50-454 

Q 

SPESSARD.R.L. 

9109200230 

50-344 

F 

STOLZ.J.F. 

9109120190* 

50-219 

P 

9109050064 

50-456 

S 

SPESSARD.R.L 

9109200233 

50-321 

F 

STOLZ.J.F. 

9109160298* 

50-219 

P 

9109270184* 

CONTRACT 


SPESSARD.R.L. 

9109300103 

50-289 

P 

STOLZ.J.F. 

9109200109* 

50-219 

P 

9109250244* 

50-289 

P 

SPIVAK.J. 

9109230077 

50-247 

R 

STOLZ.J.F. 

9109200292 

50-289 

P 

9109100048 

50-338 

Q 

SPOERRY.D.E. 

9109260066 

50-344 

F 

STOLZ.J.F. 

9109230047* 

50-334 

P 

9109100055* 

50-338 

Q 

SRIDHAR.N. 

9109250263 

WASTE MGT 

STOLZ.J.F. 

9109260126* 

50-219 

P 

9109100213 

50-250 

Q 

ST LAURENT,N.N. 

9109040086 

50-29 

S 

STOLZ.J.F. 

9109300168* 

50-423 

P 

9109100370 

50-369 

S 

ST LAURENT,N.N. 

9109040225 

50-29 

S 

STOLZ.J.F. 

9109300201* 

50-219 

P 

9109040321 

50-369 

S 

STABLEIN.K. 

9109030031 

WASTE MGT 

STONE,B.J. 

9109190133 

50-341 

R 

9109100367 

50-370 

S 

STAB LEIN,K. 

9109030228* 

WASTE MGT 

STONE.J.C. 

9109160126 

50-272 

P 

9109170294 

50-370 

S 

STANLEY,H.G. 

9109040328 

50-387 

S 

STONE,J.C. 

9109250266 

50-272 

Q 

9109200101* 

WASTE MGT 

STANLEY,H.G. 

9109040364 

50-387 

S 

STONE,J.C. 

9109260089 

50-272 

P 

9109200112* 

WASTE MGT 

STANLEY,H.G. 

9109090261 

50-387 

S 

STONE.R.H. 

9109160108 

QA999 


9109200120* 

WASTE MGT 

STANLEY,H.G. 

9109100207 

50-388 

S 

STORZ.L.F. 

9109050333 

50-346 

R 

9109200142* 

WASTE MGT 

STANLEY,H.G. 

9109200160 

50-387 

S 

STORZ.L.F. 

9109170248 

50-346 

R 

9109200148* 

WASTE MGT 

STANSBERRY,W. 

9109110182* 

50-395 

Q 

STRACK.R.A. 

9109030178 

71-9098 


9109200156* 

WASTE MGT 

STANSBERRY,W.W. 

9109190080* 

50-269 

Q 

STRANSKY.R. 

9109040250 

50-333 

P 

9109200161* 

WASTE MGT 

STARKEY,R. 

9109240023* 

50-424 

Q 

STRANSKY.R. 

9109120182 

50-387 

P 

9109200166* 

WASTE MGT 

STARKEY,R.B. 

9109270114 

50-325 

P 

STRANSKY.R. 

9109120218 

50-155 

P 

9109180142* 

50-361 

P 

STARKEY,R.D. 

9109100051* 

50-424 

Q 

STRANSKY.R. 

9109130237 

50-155 

S 

9109100051* 

50-424 

Q 

STARKEY,R.D. 

9109240157* 

50-424 

Q 

STRANSKY.R. 

9109170341 

50-155 

P 

9109240157* 

50-424 

Q 

STATSMY.K.L. 

9109110224* 

CONTRACT 

STRATFORD.R.J. 

9109090071 

XPORTLIC 


9109160043* 

50-321 

Q 

STAUFFER,G. 

9109050159 

50-454 

S 

STRATFORD,R.J. 

9109110186* 

XPORTLIC 


9109160267 

50-237 

S 

STAUTER.J.C. 

9109200194 

70-925 


STREETER,J.F. 

9109180030* 

50-316 

P 

9109040384 

50-395 

S 

STEINHARDT.C.R. 

9109100313 

50-305 

P 

STROBL.H. 

9109060114 

70-1257 


9109050029 

50-395 

P 

STEINKE.R.N. 

9109090213 

50-250 

R 

STROMBERG.H.M. 

9109100015* 

71-231 


9109090242 

50-395 

S 

STEPHENSON,J.D. 

9109030035* 

50-302 

R 

STRUCKMEYER.R. 

9109090008* 

50-387 

Q 

9109090277 

50-395 

S 

STERNBERG,S. 

9109130085 

FOIA 


STRUCKMEYER.R. 

9109240037 

50-322 

P 

9109100245 

50-395 

P 

STETZ.J.P. 

9109030169 

50-213 

S 

STURZ.F.C. 

9109250111 

50-267 

Y 

9109160308 

50-395 

R 

STETZ.J.P. 

9109030245 

50-213 

S 

SUDNAK.P. 

9109050154 

50-483 

F 

9109180082 

50-395 

S 

STETZ.J.P. 

9109160332 

50-213 

R 

SULLIVAN, D.E. 

9109030122* 

CONTRACT 

9109270134 

50-395 

s 

STETZ.J.P. 

9109170095 

50-213 

S 

SULLIVAN,E.J. 

9109260158 

REVIEW GR P 

9109300170 

50-395 

s 

STETZ.J.P. 

9109240430 

50-213 

S 

SUMMERS.R. 

9109170064* 

50-245 

Q 

9109040114 

50-255 

p 

STEVENS,G.L. 

9109240021* 

50-254 

P 

SUMMERS, R.J. 

9109040014* 

50-220 

Q 

9109040188 

50-255 

s 

STEVENS,J.R. 

9109090212* 

50-443 

1 

SUNDSMO.T.B. 

9109170019* 

50-344 

V 

9109040197 

50-255 

R 

STEWART,J.M. 

9109110048* 

50-269 

P 

SURMEIER.J.J. 

9109030082 

WASTE MGT 

9109050218 

50-155 

R 

STEWART.J.M. 

9109110049* 

50-269 

P 

SURMEIER.J.J. 

9109200008 

WASTE MGT 

9109050320 

50-255 

Q 

STEWART,J.M. 

9109110053* 

50-269 

P 

SURMEIER.J.J. 

9109250219 

WASTE MGT 

9109100261 

50-255 

P 

STEWART,W.L. 

9109030017 

50-280 

P 

SYLVIA.B.R. 

9109110272 

50-410 

S 

9109110064 

50-255 

K 

STEWART.W.L. 

9109030042 

50-338 

R 

SYLVIA.B.R. 

9109120235 

50-220 

P 

9109130154 

50-255 

S 

STEWART.W.L. 

9109030080 

50-280 

F 

SYLVIA.B.R. 

9109160243 

50-410 

S 

9109190009 

50-255 

P 

STEWART.W.L 

9109030113 

50-280 

R 

SYNAR.M. 

9109270163* 

COMMISSION 
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9109050259 

50-498 

P 

THAGGARD.M. 

9109160184 

WASTE MGT 

TUCKMAN.M.S. 

9109190013 

50-369 

F 

SYZMANSKI.T.L 

9109090161* 

50-223 

V 

THARP, J.W. 

9109040470 

40-1650 


TUCKMAN.M.S. 

9109190274 

50-369 

Q 

TAM.P.S. 

9109040265 

50-390 

A 

THATCHER,G. 

9109190163 

50-445 

R 

TUCKMAN.M.S. 

9109190292 

50-369 

P 

TAM.P.S. 

9109050089 

50-390 

A 

THAYER,J.K. 

9109300139 

50-29 

Q 

TUCKMAN.M.S. 

9109200098 

50-413 

P 

TAM.P.S. 

9109110070 

50-390 

A 

THEARLING.G. 

9109300145 

50-325 

S 

TUCKMAN.M.S. 

9109200312 

50-369 

Q 

TAM.P.S. 

9109160263 

50-390 

A 

THOMAS,C.O. 

9004110155* 

50-346 

P 

TUCKMAN.M.S. 

9109200316 

50-369 

P 

TAM.P.S. 

9109180162 

50-390 

A 

THOMAS,L. 

9109300092* 

ORG 


TUCKMAN.M.S. 

9109200352 

50-369 

P 

TAM.P.S. 

9109200246 

50-390 

A 

THOMAS,W.D. 

9109120005 

QA999 


TUCKMAN.M.S. 

9109230110 

50-413 

S 

TAM.P.S. 

9109200336 

50-390 

A 

THOMASSON.N. 

9109250019* 

FOIA 


TUCKMAN.M.S. 

9109240351 

50-269 

P 

TAM.P.S. 

9109250018 

50-390 

A 

THOMASSON.N. 

9109250234* 

FOIA 


TUCKMAN.M.S. 

9109260043 

50-369 

F 

TAM.P.S. 

9109300190 

50-390 

Q 

THOMPSON,C.M. 

9109040327 

50-528 

P 

TUCKMAN.M.S. 

9109260205 

50-269 

l 

TAMMEMAGI.H.Y. 

9109060171 

WASTE MGT 

THOMPSON,C.M. 

9109060136 

50-529 

P 

TURK.S.E. 

9109100171 

50-346 

M 

TARPEY.L.M. 

9109040500* 

CONTRACT 


THOMPSON,D. 

9109100035* 

50-259 

Q 

TURK.S.E. 

9109250076 

50-346 

M 

TAYLOR,D. 

9109270051* 

50-277 

Q 

THOMPSON,D. 

9109240172* 

50-424 

Q 

TURK.S.E. 

9109250109 

70-3070 


TAYLOR,J.H. 

9109060175 

72-1006 


THOMPSON.D.H. 

9109160053* 

70-27 


UDY.A.C. 

9108290137* 

50-390 

A 

TAYLOR,J.H. 

9109180036 

TOPREP 


THOMPSON,H.L. 

9109230217 

40-8989 


ULLRICH,B. 

9109270213 

40-772 


TAYLOR,J.H. 

9109190096 

TOPREP 


THOMPSON.H.L. 

9109240164 

40-2678 


ULMER,F.J. 

9109160320 

50-344 

R 

TAYLOR,J.H. 

9109200237 

72-1006 


THOMPSON,H.L. 

9109240175* 

40-2678 


UMBEL,D. 

9109120069 

50-289 

P 

TAYLOR,J.H. 

9109260091* 

50-346 

P 

THOMPSON,R.R. 

9109120209 

50-327 

S 

UMBEL.D. 

9109190251 

CONTRACT 


TAYLOR,J.H. 

9109300238 

72-1006 


THOMSON,F.X. 

9109180206 

50-272 

K 

VAN HORN.R.A. 

9109090218 

40-8681 


TAYLOR, J.M. 

9002260254* 

FOIA 


THORNE, C.E. 

9109230227 

XPORTLIC 


VAN HORN.R.A. 

9109120020 

40-8681 


TAYLOR,J.M. 

9102080312* 

ORG 


THULL.T.S. 

9109240401 

50-245 

S 

VAN HORN.R.A. 

9109270135 

40-8681 


TAYLOR,J.M. 

9107150283 

SECY 


TIERNEY,R.A. 

9109170245 

50-250 

R 

VANDENBURGH.C. 

9109060039* 

QA999 


TAYLOR,J.M. 

9107230239 

SECY 


TILLMAN.A. 

9109100030* 

50-269 

Q 

VANDERHOOF.M.J. 

9109090238 

WASTE MGT 

TAYLOR,J.M. 

9107250078 

SECY 


TILLMAN,A. 

9109300077* 

50-327 

Q 

VANDERHOOF.R. 

9109060201 

WASTE MGT 

TAYLOR,J.M. 

9107300253 

COMMISSIO N 

TINGEN.S.G. 

9109240214* 

50-280 

Q 

VANDOORN.P.K. 

9109240059* 

50-369 

Q 

TAYLOR,J.M. 

9108070273 

SECY 


TIPPS.S.B. 

9109090254 

50-321 

S 

VARGA,S.A. 

9109040295 

50-321 

Q 

TAYLOR,J.M. 

9108090151 

SECY 


TIPPS.S.B. 

9109130172 

50-321 

S 

VARGA,S.A. 

9109050288 

50-321 

P 

TAYLOR,J.M. 

9108120378 

SECY 


TIPPS.S.B. 

9109240282 

50-321 

S 

VARGA,S.A. 

9109050311* 

50-213 

P 

TAYLOR,J.M. 

9108120382 

SECY 


TOBIN.W.J. 

9109100271* 

50-424 

Q 

VARGA,S.A. 

9109120252 

50-348 

P 

TAYLOR,J.M. 

9108140196 

SECY 


TOKAR.M. 

9109200002 

WASTE MGT 

VARGA,S.A. 

9109160165 

50-277 

P 

TAYLOR,J.M. 

9108140316 

SECY 


TOKAR.M. 

9109200019 

WASTE MGT 

VARGA,S.A. 

9109250257* 

50-333 

F 

TAYLOR,J.M. 

9108160028 

SECY 


TOLER,W.R. 

9109110071 

50-324 

S 

VARGA,S.A. 

9109270059 

50-333 

P 

TAYLOR,J.M. 

9108160088 

SECY 


TOLER,W.R. 

9109260116 

50-324 

S 

VASQUEZ.G.M. 

9109300026 

40-8027 


TAYLOR,J.M. 

9108260053 

SECY 


TOMLINSON,E.B. 

9107250249* 

FOIA 


VAUGHN.G.E. 

9109030236 

50-400 

P 

TAYLOR, J.M. 

9108280039 

SECY 


TOMLINSON, E.S. 

9109170306* 

50-410 

P 

VAUGHN, G.E. 

9109040266 

50-324 

P 

TAYLOR,J.M. 

9109030205 

SECY 


TOMLINSON,E.S. 

9109190244 

50-410 

S 

VAUGHN.G.E. 

9109190024 

50-400 

V 

TAYLOR, J.M. 

9109040071 

PR 


TORTI.H.J. 

9109050181 

QA999 


VAUGHN.G.E. 

9109240376 

50-400 

V 

TAYLOR,J.M. 

9109050070 

50-302 

P 

TOWNSEND,J. 

9109100374* 

50-275 

F 

VAUGHN.G.E. 

9109260069 

50-324 

Y 

TAYLOR,J.M. 

9109060147 

50-313 

H 

TOWNSEND,J.D. 

9109170260 

50-275 

R 

VAUGHN,R.E. 

9109130209 

70-1100 


TAYLOR,J.M. 

9109090019 

SECY 


TRAMMELL,C.M. 

9109250282 

50-528 

P 

VAUGHN,R.E. 

9109130209 

70-1100 


TAYLOR,J.M. 

9109090051 

PR 


TRAN.H. 

9109130203 

50-331 

S 

VAUGHT,M.B. 

9109180108* 

50-269 

P 

TAYLOR,J.M. 

9109090053 

PR 


TRAN.H. 

9109160331 

50-331 

R 

VERMA.T.R. 

9109260156* 

WASTE MGT 

TAYLOR,J.M. 

9109090063 

PR 


TRAPP,J.M. 

9109170122* 

50-334 

Q 

VERNETSON.W.G. 

9109300028 

50-83 

F 

TAYLOR.J.M. 

9109100128 

PR 


TRAVERSO.D. 

9109260049 

50-440 

F 

VERRELU.D.M. 

9109060014 

50-324 

Q 

TAYLOR,J.M. 

9109100134 

PR 


TREMBLAY,L.A. 

9109040367 

50-271 

R 

VERRELLI.D.M. 

9109060016* 

50-324 

Q 

TAYLOR.J.M. 

9109120079 

WASTE MGT 

TRITCH.S.R. 

9109160092 

TOPREP 


VERRELU.D.M. 

9109100034 

50-324 

Q 

TAYLOR.J.M. 

9109120081* 

WASTE MGT 

TRITCH.S.R. 

9109160114 

TOPREP 


VERRELLI.D.M. 

9109100060 

50-261 

Q 

TAYLOR.J.M. 

9109120084* 

WASTE MGT 

TRITCH.S.R. 

9109170100 

TOPREP 


VERRELLI.D.M. 

9109100067* 

50-261 

Q 

TAYLOR.J.M. 

9109120113 

50-410 

P 

TRITCH.S.R. 

9109170179 

TOPREP 


VERRELU.D.M. 

9109160141 

50-395 

Q 

TAYLOR,J.M. 

9109120175 

50-295 

H 

TRITCH.S.R. 

9109170322* 

TOPREP 


VERRELLI.D.M. 

9109160145 

50-324 

Q 

TAYLOR.J.M. 

9109190252 

40-8724 


TRITCH.S.R. 

9109250087 

QA999 


VERRELLI.D.M. 

9109240370 

50-400 

Q 

TAYLOR,J.M. 

9109200036 

PR 


TROCINE.L. 

9109100223* 

50-250 

Q 

VERRELLI.D.M. 

9109240383* 

50-400 

Q 

TAYLOR,J.M. 

9109200224 

40-8027 


TROTTIER.E. 

9109300146 

50-309 

S 

VERRILLl.M. 

9109190010 

50-400 

S 

TAYLOR.J.M. 

9109270137 

PR 


TROTTIER.E.H. 

9109180174 

50-309 

Q 

VINCI,D.W. 

9109110152 

50-382 

S 

TAYLOR.J.M. 

9109270157 

50-344 

U 

TROTTIER.E.H. 

9109230008 

50-309 

P 

VIRGILIO.M.J. 

9109090042 

50-206 

P 

TAYLOR,J.M. 

9109270158 

PR 


TSCHAKERT.F.J. 

9109040192 

50-295 

S 

VISSING.G.S. 

9109130040 

50-336 

Q 

TAYLOR.J.M. 

9109270166* 

50-344 

U 

TUCKMAN.M.S. 

9109030038 

50-269 

P 

VITKUS.T.J. 

9109110235 

40-7604 


TAYLOR,J.M. 

9109300042 

PR 


TUCKMAN.M.S. 

9109030254 

50-269 

R 

VITKUS.T.J. 

9109300174 

40-7604 


TAYLOR,J.M. 

9109300058 

PR 


TUCKMAN.M.S. 

9109040173 

50-413 

Q 

VITTUM.S.L. 

9109180095 

50-206 

R 

TAYLOR, J.M. 

9109300066 

ORG 


TUCKMAN.M.S. 

9109040228 

50-413 

S 

VO.T.V. 

9109050280 

50-272 

Q 

TAYLOR.J.M. 

9109300074 

PR 


TUCKMAN.M.S. 

9109040390 

50-269 

R 

VO.T.V. 

9109050285 

50-483 

Q 

TAYLOR.J.M. 

9109300076 

PR 


TUCKMAN.M.S. 

9109040448 

50-369 

F 

VOENTINE.B. 

9109160255 

70-3070 


TAYLOR.J.M. 

9109300083 

PR 


TUCKMAN.M.S. 

9109060035 

50-269 

P 

VOGT.J.F. 

9109250269 

71-4888 


TAYLOR,J.M. 

9109300123 

PR 


TUCKMAN.M.S. 

9109090155 

71-266 


VOLKOFF.J. 

9109050234 

50-317 

S 

TAYLOR.J.M. 

9109300128 

PR 


TUCKMAN.M.S. 

9109090239 

50-269 

P 

VOLKOFF.J. 

9109090049 

50-317 

S 

TAYLOR. J.M. 

9109300162 

50-282 

U 

TUCKMAN.M.S. 

9109100008 

50-269 

P 

VON ROSENBERG 

9109110287* 

50-498 

1 

TAYLOR.J.M. 

9109300246 

PR 


TUCKMAN.M.S. 

9109100168 

50-369 

F 

VONDRA.C.A. 

9109030022 

50-272 

S 

TAYLOR.J.M. 

9109300257 

PR 


TUCKMAN.M.S. 

9109100177 

50-269 

F 

VONDRA.C.A. 

9109050228 

50-272 

s 

TAYLOR.J.M. 

9109300258 

PR 


TUCKMAN.M.S. 

9109100191 

50-369 

F 

VONDRA.C.A. 

9109100337 

50-272 

s 

TAYLOR.J.M. 

9109300267 

PR 


TUCKMAN.M.S. 

9109100198 

50-413 

F 

VONDRA.C.A. 

9109100385 

50-272 

s 

TEDROW.J. 

9109240392* 

50-400 

Q 

TUCKMAN.M.S. 

9109100237 

50-413 

Q 

VONDRA.C.A. 

9109190250 

50-272 

s 

TEMPLET,P.H. 

9109100129 

70-3070 


TUCKMAN.M.S. 

9109100249 

50-413 

P 

VONDRA.C.A. 

9109190272 

50-311 

s 

TEREK,E. 

9109050260* 

50-425 

P 

TUCKMAN.M.S. 

9109100264 

50-369 

P 

VONDRA.C.A. 

9109300250 

50-311 

s 

TERRY,C.D. 

9109030004 

50-220 

P 

TUCKMAN.M.S. 

9109110039 

50-369 

R 

VONDRA.C.A. 

9109300259 

50-272 

s 

TERRY, C.D. 

9109040454 

50-220 

R 

TUCKMAN.M.S. 

9109110045 

50-269 

P 

VORSE.J.Y. 

9109180057* 

50-321 

p 

TERRY, C.D. 

9109090102 

50-410 

R 

TUCKMAN.M.S. 

9109110054 

50-413 

R 

VOTH.M.H. 

9109040255 

50-5 

p 

TERRY,C.D. 

9109100020 

50-220 

P 

TUCKMAN.M.S. 

9109110088 

50-369 

P 

VOTH.M.H. 

9109090184 

50-5 

p 

TERRY,C.D. 

9109170303 

50-410 

P 

TUCKMAN.M.S. 

9109110238 

50-269 

F 

WADE.C.S. 

9109190098* 

TOPREP 


TERRY,C.D. 

9109180143 

50-410 

P 

TUCKMAN.M.S. 

9109170211 

50-413 

R 

WADE.C.S. 

9109190098* 

TOPREP 


TERRY,C.D. 

9109190230 

50-410 

Q 

TUCKMAN.M.S. 

9109170266 

50-369 

R 

WAGNER.E.J. 

9109230013 

50-293 

R 

TERRY,C.D. 

9109300159 

50-220 

Q 

TUCKMAN.M.S. 

9109170314 

50-269 

P 

WALKER, H.A. 

9109160099* 

50-315 

Q 

TESTA, E.D. 

9109100297* 

50-250 

Q 

TUCKMAN.M.S. 

9109170319 

50-269 

R 

WALKER,J.T. 

9109270153 

QA999 


THADANI.M.C. 

9109030278 

50-438 

A 

TUCKMAN.M.S. 

9109170333 

50-269 

P 

WALKER,R.D. 

9109180160 

50-445 

Q 

THADANI.M.C. 

9109040257 

50-438 

A 

TUCKMAN.M.S. 

9109180088 

50-269 

P 

WALKER,R.D. 

9109190163 

50-445 

R 

THADANI.M.C. 

9109100440 

50-438 

A 

TUCKMAN.M.S. 

9109180117 

50-269 

F 

WALKER,R.D. 

9109190297 

50-445 

P 

THADANI.M.C. 

9109110312 

50-438 

F 

TUCKMAN.M.S. 

9109180141 

50-269 

P 

WALKER,W.C. 

9109050160 

50-285 

P 

THADANI.M.C. 

9109160098 

50-438 

A 

TUCKMAN.M.S. 

9109180172 

50-369 

Q 

WALKER,W.C. 

9109100375 

50-285 

P 
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WALKER,W.C. 

9109120237 

50-285 

P 

WIENS, L. A. 

9109050046 

50-269 

P 

WINGER,M.A. 

9109160327* 

50-334 

R 

WALLACE, E.G. 

9109030032 

50-259 

R 

WIENS.LA. 

9109060090 

50-269 

P 

WIRTH.T.E. 

9109300040* 

WASTE MGT 

WALLACE.E.G. 

9109030227 

50-259 

R 

WIENS,L.A. 

9109120233 

50-269 

P 

WISEMAN,G.R. 

9109060018* 

50-324 

Q 

WALLACE.E.G. 

9109040398 

71-9015 


WIENS,LA. 

9109130119 

50-269 

Q 

WITHEE.C.J. 

9109190289 

71-9239 


WALLACE,E.G. 

9109160250 

70-1966 


WIENS,L.A. 

9109270178 

50-269 

P 

WITHERS,B.D. 

9109030184 

50-482 

Q 

WALLACE.E.G. 

9109260186 

50-259 

P 

WIGGINS,E.J. 

9109040500* 

CONTRACT 


WITHERS,B.D. 

9109040080 

50-482 

Q 

WALLACE,E.G. 

9109260192 

50-259 

P 

WIGGINS,E.J. 

9109260017* 

CONTRACT 


WITHERS,B.D. 

9109100263 

50-482 

H 

WALLACEJ.E. 

9109090134 

50-260 

S 

WIGGINTON.D.L. 

9109060169 

50-382 

P 

WITT.F.J. 

9109180246* 

50-348 

P 

WALLIN,G.A. 

9109130129 

50-271 

R 

WIGGINTON.D.L. 

9109130043 

50-382 

Q 

WOLFE.S.J. 

9109250179 

50-424 

G 

WALSH,B. 

9109050259 

50-498 

P 

WIGGINTON.J. 

8907170156 

50-387 

P 

WOMACK,L.F. 

9109040368 

50-275 

F 

WALT.T.D. 

9109030044 

50-344 

S 

WILCOX,J.D. 

9109230238* 

50-482 

Q 

WOMACK,L.F. 

9109050264 

50-275 

R 

WALT.T.D. 

9109060008 

50-344 

P 

WILCOX,J.D. 

9109270174* 

50-482 

Q 

WOMACK,L.F. 

9109100324 

50-133 

R 

WALT.T.D. 

9109110289 

50-344 

R 

WILCZEK.S.W. 

9109300015 

50-220 

F 

WOMACK.L.F. 

9109100360 

50-275 

F 

WALT.T.D. 

9109230019* 

50-344 

Q 

WILLIAMS,F.J. 

9109030125 

50-286 

P 

WOMACK,L.F. 

9109120264 

50-275 

F 

WALT.T.D. 

9109260078* 

50-344 

P 

WILLIAMS, F.J. 

9109050055 

50-247 

P 

WOMACK.L.F. 

9109160272 

50-275 

F 

WALT.T.D. 

9109300122 

50-344 

P 

WILLI AMS,F.J. 

9109060104 

50-286 

P 

WOMACK,L.F. 

9109260100 

50-275 

F 

WALTON,G.A. 

9109160163* 

50-390 

Q 

WILLIAMS,F.J. 

9109090092 

50-247 

Q 

WOMELDORF.D.J. 

9109090106 

WASTE MGT 

WALTON,G.A. 

9109240288* 

50-390 

Q 

WILLI AMS, J.F. 

9109100356 

50-259 

P 

WONG.H. 

9109090003* 

50-528 

Q 

WALTON,G.A. 

9109240302* 

50-390 

Q 

WILLIAMS,J.F. 

9109130227 

50-259 

P 

WONG.H. 

9109240106 

50-528 

S 

WANG.A.B. 

9109050308 

50-213 

P 

WILLIAMS, J.F. 

9109130229 

50-259 

P 

WONG.H.J. 

9109120162* 

50-528 

Q 

WANG.A.B. 

9109060149 

50-213 

P 

WILUAMS.J.F. 

9109160122 

50-259 

P 

WOOD.A.R. 

9109040420 

50-445 

R 

WARD.D. 

9109240320 

ACRS 


WILLI AMS,L. 

9109260033 

50-261 

F 

WOOD.R.S. 

9109200289 

50-267 

1 

WARD.D. 

9109240334 

ACRS 


WJLLIAMS.M.G. 

9109030183* 

50-482 

R 

WOODARD,C.H. 

9109240306* 

50-334 

Q 

WARD.D. 

9109240347 

ACRS 


WILLIAMS,M.G. 

9109030273 

50-482 

S 

WOODARD,J.D. 

9109030136 

50-348 

R 

WARD.D.A. 

9109160075 

ACRS 


WILLIAMS,M.G. 

9109040075 

50-482 

S 

WOODARD,J.D. 

9109030257 

50-348 

R 

WARD.D.A. 

9109160079 

ACRS 


WILLIAMS.M.G. 

9109160340 

50-482 

R 

WOODARD,J.D. 

9109050104 

50-348 

S 

WARD.D. A. 

9109160085 

ACRS 


WILLIAMS,M.G. 

9109250056 

50-482 

S 

WOODARD,J.D. 

9109050135 

50-364 

S 

WARD.D.A. 

9109300016 

ACRS 


WILLI AMS,O.G. 

9109130062 

FOIA 


WOODARD,J.D. 

9109110163 

50-348 

s 

WARD.D.A. 

9109300017 

ACRS 


WILLIAMS,O.G. 

9109190072 

50-244 

s 

WOODARD,J.D. 

9109160302 

50-348 

R 

WARD.D.A. 

9109300018 

50-206 

O 

WILLIAMS,R.A. 

9109170220* 

50-413 

R 

WOODARD,J.D. 

9109160342 

50-364 

R 

WARD.D.A. 

9109300020 

ACRS 


WILLIAMS.R.A. 

9109170269* 

50-369 

R 

WOODARD,J.D. 

9109170128 

50-348 

S 

WARD.D.C. 

9109090007* 

40-6659 


WILLIAMS,R.A. 

9109170323* 

50-269 

R 

WOODARD,J.D. 

9109170262 

50-348 

P 

WARD.D.C. 

9109170013* 

40-6622 


WILLIS.C.A. 

9109050244 

REGGD 


WOODARD,J.D. 

9109170287 

50-348 

P 

WARD.D.C. 

9109170216* 

40-8914 


WILLYARD.D. 

9109040483* 

50-366 

Q 

WOODARD,J.D. 

9109180236 

50-348 

P 

WARD.D.C. 

9109190012 

40-8943 


WILSON.B.A 

9109160140 

50-390 

A 

WOODARD,J.D. 

9109200228 

50-348 

S 

WARD.D.C. 

9109190029 

40-8943 


WILSON,B.A. 

9109100033 

50-259 

Q 

WOODLAN.D.R. 

9109170307 

50-445 

F 

WARD.D.C. 

9109200057 

40-3453 


WILSON,B.A. 

9109100076 

50-259 

V 

WOODLAN.D.R. 

9109180132 

50-446 

S 

WAREMBOURG.D.W. 

9109200069 

50-267 

P 

WILSON.B.A. 

9109100081 

50-327 

V 

WOODRUFF,R.L. 

9109100110 

STATE PRO G 

WAREMBOURG.D.W. 

9109200265 

50-267 

R 

WILSON.B.A. 

9109160007 

50-259 

Q 

WOOTTEN.M.J. 

9109100143* 

50-338 

P 

WAR FIELD,D.C. 

9109300228 

71-9216 


WILSON,B.A. 

9109160029 

50-327 

Q 

WORMAN.G.W. 

9109100327 

40-8584 


WASCOM.R. 

9109030069 

70-3070 


WILSON,B.A. 

9109160039 

50-327 

Q 

WRIGHT,F.N. 

9109160041* 

50-327 

Q 

WASCOM.R. 

9109190101 

70-3070 


WILSON,B.A. 

9109160065 

50-390 

Q 

WRIGHT,G.C. 

9109040033 

50-461 

P 

WASTLER.S.L 

9109090257 

40-8989 


WILSON,B.A. 

9109160100 

50-327 

Q 

WRIGHT,G.C. 

9109060020 

50-341 

V 

WATSON,C. 

9109270093 

WASTE MGT 

WILSON,B.A. 

9109160153 

50-259 

Q 

WRIGHT,G.C. 

9109100142 

50-315 

V 

WATSON,L. 

9109060018* 

50-324 

Q 

WILSON, B.A. 

9109160160 

50-390 

Q 

WRIGHT,G.C. 

9109100265 

50-295 

V 

WATSON,R.A. 

9109180147 

50-325 

P 

WILSON,B.A. 

9109230156 

50-259 

Q 

WRIGHT,G.C. 

9109160087 

50-483 

P 

WATSON,R.A. 

9109200048 

50-261 

P 

WILSON,B.A. 

9109240046 

50-327 

V 

WRIGHT,G.C. 

9109270070 

50-346 

P 

WATSON.R.A. 

9109240330 

50-261 

P 

WILSON.B.A. 

9109240062 

50-438 

A 

WRIGHT,G.C. 

9109270095 

50-483 

V 

WATSON,R.A. 

9109270141 

50-261 

P 

WILSON.B.A. 

9109240064 

50-327 

Q 

WU.F.H. 

9109200134* 

WASTE MGT 

WEBBER, K. 

9109180250 

40-8971 


WILSON.B.A. 

9109240273 

50-390 

Q 

WU.S.L. 

9109300241 

TOPREP 


WEBBER, R.B. 

9109260006 

CONTRACT 


WILSON,B.A. 

9109240280* 

50-390 

Q 

WUNDER.G.F. 

9109060089 

50-395 

p 

WEBER,M. 

9109060167 

WASTE MGT 

WILSON,B.A. 

9109240297 

50-390 

Q 

WYLIE,C. 

9109240328 

50-260 

p 

WEHRY.R.R. 

9109040364 

50-387 

S 

WILSON.B.A. 

9109300072 

50-327 

Q 

WYLIE,C. 

9109240353 

ACRS 


WEISS,S.H. 

9001090044* 

50-20 

Q 

WILSON,B.K. 

9109250193 

70-270 


WYLIE,C. 

9109250122 

ACRS 


WELLS, D.W. 

9109050043* 

CONTRACT 

WILSON.B.K. 

9109250193 

70-270 


YANDELL.L.A. 

9109050016* 

40-8027 


WELLS,R.D. 

9109180104 

50-289 

R 

WILSON.B.K. 

9109250193 

70-270 


YEAZEL.J.A. 

9109300282 

PROJ 


WENZINGER.E.C. 

9109030259 

50-219 

Q 

WILSON.B.K. 

9109250193 

70-270 


YORK,J.W. 

9109240214* 

50-280 

Q 

WENZINGER.E.C. 

9109090033 

50-245 

Q 

WILSON.D.L. 

9109030198 

50-331 

R 

YOUNG,M.A. 

9109100209 

50-443 

G 

WENZINGER.E.C. 

9109230007 

50-245 

Q 

WILSON,D.L. 

9109130203 

50-331 

S 

YOUNG,M.Y. 

9109170107* 

TOPREP 


WENZINGER.E.C. 

9109240084 

50-336 

Q 

WILSON.D.L. 

9109160331 

50-331 

R 

YOUNG,W. 

9109200009 

40-7604 


WENZINGER.E.C. 

9109240116 

50-289 

Q 

WILSON,E.P. 

9109100389 

50-317 

S 

YOUNGBLOOD,B.J. 

9109100058 

WASTE MGT 

WENZINGER.E.C. 

9109240216 

50-334 

Q 

WILSON,G.E. 

9109250021* 

FOIA 


YOUNGBLOOD,B.J. 

9109110061 

WASTE MGT 

WERMIEL.J.S. 

9011080004* 

50-346 

P 

WILSON, G.E. 

9109250021* 

FOIA 


YOUNGBLOOD,B.J. 

9109130110 

WASTE MGT 

WERT.L.D. 

9109160043* 

50-321 

Q 

WILSON,J.H. 

9109110067 

PROJ 


YOUNGBLOOD.B.J. 

9109180265 

WASTE MGT 

WESSMAN.R.H. 

9004230291* 

50-271 

P 

WILSON,J.H. 

9109110155 

PROJ 


YOUNGBLOOD,B.J. 

9109300177 

WASTE MGT 

WEST.K.S. 

9109250277* 

FOIA 


WILSON,J.H. 

9109230214 

PROJ 


YU,C. 

9109270086* 

50-206 

P 

WESTERMAN.T.F. 

9109130198* 

50-313 

Q 

WILSON,J.H. 

9109250004 

PROJ 


YUHAS.G.P. 

9104170027* 

l&E 


WESTON,J.W. 

9109110278 

50-59 

R 

WILSON,J.L. 

9109030026 

50-327 

S 

YUHAS.G.P. 

9109160018 

50-206 

Q 

WESTRA.C. 

9109050292 

NUREG 


WILSON,J.L. 

9109030240 

50-327 

P 

YUHAS.G.P. 

9109160048* 

50-206 

Q 

WEYENBERG.T.G. 

9109270210 

50-317 

P 

WILSON,J.L 

9109040076 

50-327 

R 

ZABIELSKI.V. 

9109230039 

50-354 

R 

WHALEN,R. 

9109230095 

50-10 

F 

WILSON,J.L. 

9109050296 

50-327 

P 

ZAGRZEBSKI.R. 

9109050166 

50-457 

S 

WHARTON,M.A. 

9109180142* 

50-361 

P 

WILSON,J.L. 

9109050343 

50-327 

P 

ZAHIRIEH.S. 

9109270201* 

CONTRACT 

WHEADON.W.C. 

9109050277 

71-9001 


WILSON,J.L 

9109060017 

50-327 

P 

ZEILER.J. 

9109100246* 

50-413 

Q 

WHEELER,T.A. 

9109050259 

50-498 

P 

WILSON,J.L 

9109100193 

50-327 

P 

ZERINGUE.O.J. 

9109090125 

50-260 

S 

WHITAKER,D.E. 

9109050128 

PR 


WILSON,J.L 

9109100251 

50-327 

F 

ZERINGUE.O.J. 

9109090134 

50-260 

S 

WHITAKER,D.E. 

9109050128 

PR 


WILSON,J.L. 

9109100353 

50-327 

S 

ZERINGUE.O.J. 

9109100320 

50-259 

Q 

WHITE.J. 

9109240004* 

50-387 

Q 

WILSON,J.L. 

9109120209 

50-327 

S 

ZERINGUE.O.J. 

9109240391 

50-260 

S 

WHITE,J.R. 

9109030282 

50-354 

Q 

WILSON,J.L. 

9109170309 

50-327 

p 

ZERINGUE.O.J. 

9109240394 

50-259 

P 

WHITE,J.R. 

9109030290 

50-354 

Q 

WILSON,J.L. 

9109180262 

50-327 

Q 

ZERINGUE.O.J. 

9109250127 

50-259 

F 

WHITE,J.R. 

9109030292 

50-387 

P 

WILSON,J.L. 

9109200222 

50-327 

Q 

ZERINGUE.O.J. 

9109300093 

50-259 

P 

WHITE,J.R. 

9109030295 

50-272 

F 

WILSON,J.L. 

9109200252 

50-327 

R 

ZIEGLER,R.S. 

9109110242 

40-8902 


WHITNEY, M. 

9109050153 

50-247 

S 

WILSON,J.L 

9109260097 

50-327 

Q 

ZIEGLER, R.S. 

9109180118 

40-8902 


WHITT,M.S. 

9109200354 

50-368 

R 

WILSON,J.L. 

9109260113 

50-327 

P 

ZIEGLER,R.S. 

9109190117 

40-8902 


WHITTIER.G.D. 

9109190008 

50-309 

Q 

WILSON,R.E. 

9109090119* 

70-27 


ZIEGLER.R.S. 

9109180238 

40-8902 


WICHERS.D.L 

9109260183 

40-8964 


WILSON,R.E. 

9109190194* 

70-143 


ZIELINSKI,K. 

9109120068 

50-255 

F 

WICHERS.D.L 

9109300116 

40-8964 


WINBERG.M.R. 

9109230150 

TOPREP 


ZIELINSKI,K. 

9109190002 

50-255 

F 

WIDELL.R.C. 

9109030029 

50-302 

R 

WINGER,G.L. 

9109200213* 

CONTRACT 

ZIELINSKI,K. 

9109190026 

50-255 

F 

WIDMAN.R. 

9109130022* 

CONTRACT 

WINGER,M.A. 

9109160326* 

50-334 

R 

ZIELINSKI,K. 

9109250252 

50-255 

F 
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ZIELINSKI,K. 
ZIELINSKI,K. 
ZIELINSKI.K. 

9109250256 

9109260031 

9109260032 

50-255 F 

50-255 F 

50-255 F 

ZIMMERMAN,R.P. 
ZIMMERMAN,R.P. 
ZIMMERMAN,R.P. 

9109030176 

9109040021 

9109090001 

50-275 Q 

50-361 V 

50-528 Q 

ZIMMERMAN,R.P. 
ZIMMERMAN,S.W. 
ZOBLER.M.L. 

9109270054 

9109200121 

9109250142 

50-275 P 

WASTE MGT 
50-333 G 




CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-232 P. 
The docket subject categories are defined in Appen¬ 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac¬ 
cession number in this index indicates that the docu¬ 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu¬ 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


ABB Impel! Corp. (formerly Impel! Corp.) 
AMAX, Inc. 

ASEA Brown Boveri, Inc. 


AST A, Inc. 

AT&T Information Systems 
Accu-Tech Evaluation Services, Inc. 

Alabama Power Co. 


Allied-Signal Aerospace Co. 

Alvarado Hosp. Medical Center, San Diego 

CA 

American Electric Power Co., Inc. 


American Nuclear Corp. 
Amersham Corp. 


Anchor/Darling Valve Co. (subs, of 
Anchor/Darling Industries, Inc.) 

Applied Management Systems, Inc. 
Appling County, GA 
Arix Corp. 

Arizona Public Service Co. (formerly 
Arizona Nuclear Power Project) 


9109040125* 

50-295 

P 

9109030070 

40-8820 


9109030076* 

40-8820 


9109120070 

70-36 


9109130206 

70-36 


9109130209 

70-1100 


9109200244* 

50-446 

A 

9109250113* 

FOIA 


9109300182 

71-6078 


9109300281 

70-1100 


9109040095* 

50-387 

F 

9109130180* 

CONTRACT 


9109250150* 

CONTRACT 


9109190164 

71-728 


9109190169* 

71-728 


9109030136 

50-348 

R 

9109030257 

50-348 

R 

9109030257 

50-348 

R 

9109050104 

50-348 

S 

9109050135 

50-364 

S 

9109050246 

50-348 

F 

9109050246 

50-348 

F 

9109100112 

50-348 

F 

9109100112 

50-348 

F 

9109110101 

50-348 

F 

9109110101 

50-348 

F 

9109110163 

50-348 

S 

9109110163 

50-348 

S 

9109160302 

50-348 

R 

9109160342 

50-364 

R 

9109170128 

50-348 

S 

9109170262 

50-348 

P 

9109170287 

50-348 

P 

9109170287 

50-348 

P 

9109180236 

50-348 

P 

9109180236 

50-348 

P 

9109200228 

50-348 

S 

9109250283 

50-348 

F 

9012040214* 

40-772 


9109050109 

PRM 


9109040176 

50-315 

R 

9109040176 

50-315 

R 

9109100025 

50-315 

R 

9109100025 

50-315 

R 

9109100094 

50-315 

Q 

9109100094 

50-315 

Q 

9109050082 

40-4492 


9109300161 

40-4492 


9109190075 

71-9035 


9109190076* 

71-9035 


9109190079 

71-9028 


9109190081* 

71-9028 


9109190090 

71-9027 


9109190092* 

71-9027 


9109190180 

71-9029 


9109190182* 

71-9029 


9109270167 

71-370 


9109110218 

QA999 


9109200225* 

CONTRACT 


9109130013* 

CONTRACT 


9109060040 

40-299 


9109130030 

40-8698 


9109030007 

50-529 

S 

9109030180 

50-528 

R 

9109030186 

50-528 

P 


Arizona, Univ. of, Tucson, AZ 

Armed Forces Radiobiological Research 
Institute 

Aspen Systems Corp. 


9109030186 

9109030186 

9109030187* 

9109030187* 

9109030187* 

9109040334 

9109050007 

9109050007 

9109050007 

9109050009* 

9109050009* 

9109050009* 

9109050107 

9109050107 

9109050107 

9109050120* 

9109050120* 

9109050120* 

9109060158 

9109060158 

9109060158 

9109100116 

9109100116 

9109100116 

9109100121 

9109100121 

9109100121 

9109100160* 

9109100160* 

9109100160* 

9109100312 

9109110005 

9109130075 

9109130075 

9109130075 

9109130076* 

9109130076* 

9109130076* 

9109160294 

9109170174 

9109170174 

9109170174 

9109170176* 

9109170176* 

9109170176* 

9109170273 

9109170276* 

9109170276* 

9109170276* 

9109170277* 

9109170278* 

9109180125 

9109190242 

9109190243 

9109240342 

9109250045 

9109250045 

9109250045 

9109250050 

9109250155* 

9109250155* 

9109300183 

9109300209 

9109300251 

9109160281 

9109100144 

9109190253* 


50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-530 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-530 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

50-529 

50-528 

50-529 

50-530 

50-528 

50-528 

50-528 

50-528 

50-528 

50-528 

71-567 

50-528 

50-528 

50-113 

50-170 

CONTRACT 


P 

P 

P 

P 

P 

R 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 
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234 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

Atlantic Richfield Co. (ARCO) 

Atlas Corp. 

Atomic Energy of Canada, Ltd. 

Automatic Switch Co 
B&W Fuel Co. 

BP Chemicals International 
BWR Owners Group 

Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 

Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109110209 

40-8902 


9109110242 

40-8902 


9109180118 

40-8902 


9109180131* 

40-8902 


9109180238 

40-8902 


9109190117 

40-8902 


9109190128* 

40-8902 


9109040230 

40-3453 


9109050072 

40-3453 


9109300230 

40-3453 


9108290048 

50-5 

P 

9109060124* 

50-5 

P 

9109190212 

QA999 


9109030036 

70-1201 


9109100262 

70-1201 


9109040491 

40-7604 


9109040493* 

40-7604 


9109160227 

40-7604 


9109100200 

TOPREP 


9109170120 

NUREG 


9109250017* 

FOIA 


9109030244 

70-135 


9109030246* 

70-135 


9109040103 

70-27 


9109040109 

70-27 


9109040482 

70-135 


9109040486* 

70-135 


9109060175 

72-1006 


9109100252 

70-27 


9109100276 

70-27 


9109100282* 

70-27 


9109100289* 

70-27 


9109100396 

70-27 


9109170109 

70-27 


9109180036 

TOPREP 


9109190098* 

TOPREP 


9109200016 

TOPREP 


9109200139 

70-27 


9109200237 

72-1006 


9109200241* 

72-1006 


9109260091* 

50-346 

P 

9109260129 

TOPREP 


9109300231 

70-27 


9109300238 

72-1006 


9109190096 

TOPREP 


9109190098* 

TOPREP 


9109030037 

50-317 

P 

9109030037 

50-317 

P 

9109030043* 

50-317 

P 

9109030043* 

50-317 

P 

9109030131 

50-317 

P 

9109030131 

50-317 

P 

9109030134* 

50-317 

P 

9109030134* 

50-317 

P 

9109050177 

50-317 

F 

9109050177 

50-317 

F 

9109050182 

50-317 

F 

9109050182 

50-317 

F 

9109050213 

50-317 

R 

9109050213 

50-317 

R 

9109050217* 

50-317 

R 

9109050222 

50-317 

P 

9109050222 

50-317 

P 

9109050224* 

50-317 

P 

9109050224* 

50-317 

P 

9109050234 

50-317 

S 

9109090049 

50-317 

S 

9109090188 

50-317 

F 

9109090188 

50-317 

F 

9109100389 

50-317 

S 

9109110189 

50-317 

F 

9109110193 

50-317 

F 

9109110193 

50-317 

F 

9109110196 

50-317 

F 

9109110196 

50-317 

F 

9109110198 

50-317 

F 

9109110198 

50-317 

F 

9109160132 

50-317 

P 

9109160132 

50-317 

P 

9109160139 

50-317 

P 

9109160211 

50-317 

P 

9109160211 

50-317 

P 

9109160213* 

50-317 

P 

9109160213* 

50-317 

P 

9109170332 

50-317 

R 

9109190170 

50-317 

F 

9109190170 

50-317 

F 

9109190183 

50-317 

F 


AUTHOR AFFILIATION 


Bartech, Inc. 

Basin Services, Inc. 

Battelle Human Affairs Research Centers 
Battelle Memorial Institute 


Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Bear Creek Uranium Co. 


Bechtel Power Corp. 

Berthold Systems, Inc. 

Bishop, Cook, Purcell & Reynolds 


Boston College, Chestnut Hill, MA 
Boston Edison Co. 


Brattleboro, VT 
Brook Park, OH 

Brookhaven National Laboratory 


C-E Operating Plants Owners Group 
CDS Information Services, Inc. 
CEXEC, Inc. 

Cable News Network, Inc. 

California, State of 
California, Univ. of, Irvine, CA 
California, Univ. of, Los Angeles, CA 
California, Univ. of, Santa Barbara, CA 
Canspec Testing, Inc. 


Carolina Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109190183 

50-317 

9109190189 

50-317 

9109190189 

50-317 

9109250092 

50-317 

9109250092 

50-317 

9109250132 

50-317 

9109250132 

50-317 

9109250159 

50-317 

9109250159 

50-317 

9109250207 

50-317 

9109250207 

50-317 

9109250213 

50-317 

9109250213 

50-317 

9109250223 

50-317 

9109250223 

50-317 

9109270085 

50-317 

9109270091 

50-317 

9109300265 

50-317 

9109300265 

50-317 

9109110224* 

CONTRACT 

9109250210 

71-723 

9109050292 

NUREG 

9109230233* 

CONTRACT 

9108140185* 

WASTE MGT 

9109120248* 

50-220 

9011070353* 

WASTE MGT 

9011070357* 

WASTE MGT 

9107290181* 

WASTE MGT 

9109050280 

50-272 

9109050285 

50-483 

9109050292 

NUREG 

9109090059 

70-1257 

9109180220* 

FOIA 

9109050052 

40-8452 

9109100411 

40-8452 

9109160108 

QA999 

9109260051 

PRM 

9109040416* 

ORG 

9109040444* 

ORG 

9109200084* 

CONTRACT 

9109040431 

50-293 

9109090245 

50-293 

9109160276 

50-293 

9109170085 

50-293 

9109170209 

50-293 

9109170263 

50-293 

9109190034 

71-211 

9109190283 

50-293 

9109230013 

50-293 

9109250062 

50-293 

9109200072* 

CONTRACT 

9109250054 

50-346 

9109060190 

XPORTLIC 

9109200285 

NUREG 

9109200291* 

NUREG 

9109170180* 

50-528 

9109260074* 

CONTRACT 

9109040317* 

CONTRACT 

9109190027 

FOIA 

9109090106 

WASTE MGT 

9109100419* 

CONTRACT 

9109260062 

PR 

9109040289* 

CONTRACT 

9109200212 

71-725 

9109200217* 

71-725 

9109030236 

50-400 

9109030238* 

50-400 

9109040034 

50-400 

9109040261 

50-261 

9109040266 

50-324 

9109040266 

50-324 

9109040281 

50-325 

9109040361 

50-325 

9109040386 

50-261 

9109040386 

50-261 

9109040386 

50-261 

9109110071 

50-324 

9109110135 

50-324 

9109110177 

50-261 

9109110181 

50-325 

9109160038* 

50-261 

9109160091 

50-261 

9109160091 

50-261 

9109160186 

71-345 

9109160238 

50-261 

9109160238 

50-261 

9109160315 

50-324 

9109170242 

50-261 
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CORPORATE SOURCE INDEX 235 


AUTHOR AFFILIATION 


Carrier Corp. 

Cedar Rapids, IA 

Center for Nuclear Waste Regulatory 
Analyses 


Centerior Energy 


Central Electricity Generating Board 
Exploration (America), Inc. (CEGB 
Central Power & Light Co. 

Cerac, Inc. 

Chem-Nuclear Environmental Services, Inc 
Chem-Nucfear Systems, Inc. 

Chemetron Corp. 


Chubu Electric Power Company, Inc. 
&Schem, Inc. 

Citizens for Fair Utility Regulation 
Cleveland Electric Illuminating Co. 


Clinton, IL 
Colorado, State of 

Columbia Univ., New York, NY 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9109170282 

50-261 

S 

9109180147 

50-325 

P 

9109180194 

50-324 

R 

9109180207* 

50-324 

R 

9109180210* 

50-324 

R 

9109180213* 

50-324 

R 

9109180216* 

50-324 

R 

9109180219* 

50-324 

R 

9109180222* 

50-324 

R 

9109180229* 

50-324 

R 

9109180237* 

50-324 

R 

9109190010 

50-400 

S 

9109190024 

50-400 

V 

9109190119 

50-400 

R 

9109200048 

50-261 

P 

9109200050* 

50-261 

P 

9109200188 

50-324 

P 

9109240221 

50-324 

P 

9109240221 

50-324 

P 

9109240223* 

50-324 

P 

9109240330 

50-261 

P 

9109240331* 

50-261 

P 

9109240376 

50-400 

V 

9109240379 

50-261 

S 

9109240382 

50-261 

V 

9109250071 

50-261 

S 

9109250174 

50-261 

Q 

9109250261 

50-400 

F 

9109260033 

50-261 

F 

9109260069 

50-324 

Y 

9109260069 

50-324 

Y 

9109260116 

50-324 

S 

9109260184 

50-324 

Q 

9109270114 

50-325 

P 

9109270133* 

50-325 

P 

9109270141 

50-261 

P 

9109270145* 

50-261 

P 

9109300091 

50-324 

S 

9109300145 

50-325 

S 

9109030120 

71-601 


9109240022* 

CONTRACT 


9109110069 

WASTE MGT 


9109110151 

WASTE MGT 


9109110161* 

WASTE MGT 


9109250263 

WASTE MGT 


9109260048* 

WASTE MGT 


9109260053* 

WASTE MGT 


9109030090 

50-346 

P 

9109030220 

50-440 

R 

9109040039 

50-440 

S 

9109040247 

50-346 

P 

9109040248* 

50-346 

P 

9109040251* 

50-346 

P 

9109100109 

50-346 

R 

9109100267 

50-346 

P 

9109110001 

50-346 

Q 

9109110132 

50-440 

P 

9109160324 

50-440 

R 

9109170202 

50-440 

S 

9109180097 

50-416 

Q 

9109180264 

50-346 

P 

9109190245 

50-346 

V 

9109260049 

50-440 

F 

9109260087 

50-346 

P 

9109260143 

50-346 

P 

9109270176 

50-440 

P 

9109190007 

40-8781 


9109110282* 

50-498 

1 

9109260024 

40-8805 


9109300188 

WASTE MGT 


9109060013 

72-1000 


9109160337* 

STATE PRO 

G 

9109180146* 

40-8724 


9109180149* 

40-8724 


9109260222 

40-8724 


9109180167* 

FOIA 


9109030178 

71-9098 


9109030047 

50-445 

P 

9109050138 

50-440 

R 

9109110133* 

50-440 

P 

9109250128 

50-440 

G 

9109250205 

50-346 

M 

9109090278* 

CONTRACT 


9109110077 

WASTE MGT 


9109270189 

STATE PRO 

G 

9109030129* 

CONTRACT 



AUTHOR AFFILIATION 


ComData, Inc. 

Combustion Engineering, Inc. 


Committee to Bridge the Gap 
Common Cause Magazine, Washington, 
Commonwealth Edison Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9109230111* 

CONTRACT 

9109110237* 

XPORTLIC 

9109120070 

70-36 

9109130209 

70-1100 

9109300182 

71-6078 

9109300281 

70-1100 

9109090241 

WASTE MGT 

9109130123 

FOIA 

9109030001 

50-454 

9109030001 

50-454 

9109030002* 

50-454 

9109030010 

50-249 

9109030121 

50-254 

9109030128* 

50-254 

9109030165 

50-237 

9109030179 

50-254 

9109030179 

50-254 

9109030268 

50-254 

9109030268 

50-254 

9109040026 

50-454 

9109040026 

50-454 

9109040093 

50-373 

9109040123 

50-295 

9109040144 

50-237 

9109040192 

50-295 

9109040193 

50-295 

9109040312 

50-295 

9109040312 

50-295 

9109050044 

50-237 

9109050044 

50-237 

9109050044 

50-237 

9109050064 

50-456 

9109050095* 

50-254 

9109050151 

50-10 

9109050151 

50-10 

9109050151 

50-10 

9109050159 

50-454 

9109050166 

50-457 

9109060048 

50-254 

9109060048 

50-254 

9109060053* 

50-254 

9109060053* 

50-254 

9109100393 

50-237 

9109110012 

50-254 

9109110012 

50-254 

9109110014 

50-454 

9109110014 

50-454 

9109110017 

50-237 

9109110017 

50-237 

9109110017 

50-237 

9109110089 

50-237 

9109120064 

50-295 

9109120064 

50-295 

9109160084 

50-237 

9109160084 

50-237 

9109160261 

50-373 

9109160267 

50-237 

9109160268 

50-237 

9109160303 

50-304 

9109160305* 

50-304 

9109160307 

50-295 

9109160317 

50-456 

9109170001 

50-10 

9109170005 

50-373 

9109170094 

50-454 

9109170104 

50-295 

9109170104 

50-295 

9109170105 

50-374 

9109170116 

50-295 

9109170170 

50-265 

9109170223 

50-237 

9109170233 

50-254 

9109170234 

50-254 

9109170236 

50-10 

9109170237* 

50-10 

9109170237* 

50-10 

9109170243 

50-265 

9109170291 

50-254 

9109170297 

50-456 

9109170298* 

50-456 

9109170299* 

50-456 

9109180263 

50-254 

9109180263 

50-254 

9109190001 

50-237 

9109190227 

50-265 

9109190263 

50-249 

9109200040 

50-454 

9109200234 

50-254 

9109200271 

50-237 
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236 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Commonwealth Energy System 

Computer Aided Training Co. 

Congress (Joint & Rotating Committees, 
etc.) 

Connecticut Hazardous Waste Management 
Service 

Connecticut Yankee Atomic Power Co. 


Connecticut, State of 


Consolidated Edison Co. of New York, Inc 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9109200271 

50-237 

F 

9109200277 

50-10 

F 

9109200277 

50-10 

F 

9109200277 

50-10 

F 

9109200294 

50-254 

P 

9109200314 

50-10 

F 

9109200314 

50-10 

F 

9109200314 

50-10 

F 

9109200320 

50-10 

F 

9109200320 

50-10 

F 

9109200320 

50-10 

F 

9109200324 

50-10 

F 

9109200324 

50-10 

F 

9109200324 

50-10 

F 

9109200326 

50-10 

F 

9109200326 

50-10 

F 

9109200326 

50-10 

F 

9109230056 

50-237 

S 

9109230065 

50-237 

S 

9109230095 

50-10 

F 

9109230095 

50-10 

F 

9109230095 

50-10 

F 

9109230121 

50-373 

P 

9109230121 

50-373 

P 

9109230124* 

50-373 

P 

9109230124* 

50-373 

P 

9109230134 

50-295 

P 

9109230159 

50-254 

P 

9109230159 

50-254 

P 

9109230163* 

50-254 

P 

9109230163* 

50-254 

P 

9109230205 

50-254 

P 

9109230231 

50-373 

Q 

9109240021* 

50-254 

P 

9109240155* 

50-456 

P 

9109240159 

50-454 

R 

9109240249 

50-373 

F 

9109260031 

50-255 

F 

9109260032 

50-255 

F 

9109260035 

50-255 

F 

9109260037 

50-255 

F 

9109260045 

50-254 

F 

9109260045 

50-254 

F 

9109270151 

50-265 

P 

9109300212 

50-454 

P 

9109300216 

50-254 

P 

9109300216 

50-254 

P 

9109300218* 

50-254 

P 

9109300218* 

50-254 

P 

9109090219* 

50-443 

1 

9109120126* 

CONTRACT 


9109270041* 

STATE PRO 

G 

9011070349 

WASTE MGT 


9109030169 

50-213 

S 

9109030245 

50-213 

S 

9109040002 

50-213 

F 

9109040099 

50-213 

P 

9109040380 

50-213 

P 

9109040385* 

50-213 

P 

9109040441 

50-213 

P 

9109050092 

50-213 

R 

9109110078 

50-213 

P 

9109160106 

50-213 

V 

9109160109* 

50-213 

V 

9109160172 

50-213 

Q 

9109160239 

50-213 

Q 

9109170095 

50-213 

S 

9109230155 

50-213 

P 

9109240430 

50-213 

S 

9109260065 

50-213 

H 

9109260110 

50-213 

P 

9104020248 

STATE PRO 

G 

9107290180 

WASTE MGT 


9108140180 

WASTE MGT 


9109030050 

STATE PRO 

G 

9109030106 

WASTE MGT 


9109040097 

50-247 

S 

9109040409 

50-247 

S 

9109050129 

50-3 

R 

9109050153 

50-247 

S 

9109100240 

50-3 

R 

9109100364 

50-247 

V 

9109110162 

50-247 

Q 

9109130167 

50-247 

S 

9109160076 

50-247 

S 

9109160251 

50-247 

F 

9109170304 

71-69 



AUTHOR AFFILIATION 


Consumers Power Co. 


Continental Airlines, Inc. 


Cornell Univ., Ithaca, NY 
Cortest Columbus, Inc. 

Cortland County, NY 

Cotter Corp. 

Crowell & Morina 
DD Enterprises, Inc. T/A Beltway 
Transportation Service 
Dairyiand Power Cooperative 


Dames & Moore 


Data Computer Corp. of America 

Data General Corp. 

Davis Quality Engineering, Inc. 

Defense, Dept of, Defense Nuclear Agenc 


Detroit Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109230077 

50-247 

9109230219 

50-247 

9109250104 

50-247 

9109300059 

50-247 

9109300108 

50-247 

9109300112 

50-247 

9109040114 

50-255 

9109040188 

50-255 

9109040197 

50-255 

9109040199* 

50-255 

9109040369 

50-155 

9109040377 

50-155 

9109050141 

50-255 

9109050171 

50-255 

9109050172 

50-255 

9109050180 

50-255 

9109050185 

50-255 

9109050187 

50-255 

9109050193 

50-255 

9109050206 

50-255 

9109050209 

50-255 

9109050218 

50-155 

9109050219 

50-255 

9109050320 

50-255 

9109100155 

50-155 

9109100159* 

50-155 

9109100161* 

50-155 

9109100166* 

50-155 

9109100170* 

50-155 

9109100175* 

50-155 

9109100178* 

50-155 

9109100181* 

50-155 

9109100187* 

50-155 

9109100189* 

50-155 

9109100192* 

50-155 

9109100194* 

50-155 

9109100197* 

50-155 

9109100261 

50-255 

9109100325 

50-155 

9109110064 

50-255 

9109110073* 

50-255 

9109110123 

50-255 

9109120068 

50-255 

9109120091 

50-255 

9109130101 

50-255 

9109130154 

50-255 

9109170101 

50-155 

9109180053 

50-255 

9109180056 

50-255 

9109180059 

50-255 

9109180066 

50-255 

9109190002 

50-255 

9109190009 

50-255 

9109190026 

50-255 

9109190028 

50-255 

9109190031 

50-255 

9109250252 

50-255 

9109250256 

50-255 

9109110212 

71-727 

9109110213* 

71-727 

9109110153 

50-97 

9109100435* 

CONTRACT 

9101160076 

WASTE MGT 

9101160077* 

WASTE MGT 

9109110131 

ORG 

9109250125 

40-8907 

9109250248* 

CONTRACT 

9109040147 

50-409 

9109100323 

50-409 

9109200288 

50-409 

9109260057 

71-25 

9109050056* 

50-275 

9109050058* 

50-275 

9109190172 

40-8724 

9109190176* 

40-8724 

9109260182 

40-8724 

9109110281* 

CONTRACT 

9109130009* 

CONTRACT 

9109260017* 

CONTRACT 

9109050128 

PR 

9109190229 

50-170 

9109190232* 

50-170 

9109250078 

50-170 

9109030199 

50-341 

9109040066 

50-341 

9109040068 

50-341 

9109040314 

50-341 

9109050027 

50-16 
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AUTHOR AFFILIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9109050094 

50-341 

R 


9109170227* 

50-413 


R 

9109050097* 

50-341 

R 


9109170266 

50-369 


R 

9109090167 

71-526 



9109170266 

50-369 


R 

9109130231 

50-341 

S 


9109170269* 

50-369 


R 

9109170080 

50-341 

Q 


9109170274* 

50-369 


R 

9109180138 

50-341 

S 


9109170294 

50-370 


S 

9109190133 

50-341 

R 


9109170314 

50-269 


P 

9109190237 

50-341 

Q 


9109170315* 

50-260 


P 

Don’t Waste New York 9109060168 

WASTE MGT 



9109170316* 

50-260 


P 

Dow Chemical Co. 9109100002 

50-274 

S 


9109170319 

50-269 


R 

Dow, Lohnes & Albertson 9109250185 

50-322 

Q 


9109170323* 

50-269 


R 

9109250188* 

50-322 

Q 


9109170326* 

50-280 


R 

Duke Power Co. 9109030038 

50-269 

P 


9109170333 

50-269 


P 

9109030254 

50-269 

R 


9109170334* 

50817 


R 

9109030254 

50-269 

R 


9109170337* 

50817 


R 

9109030254 

50-269 

R 


9109180088 

50-269 


P 

9109030254 

50-269 

R 


9109180088 

50-269 


P 

9109030254 

50-269 

R 


9109180108* 

50-269 


P 

9109040165 

50-413 

S 


9109180117 

50-269 


F 

9109040173 

50-413 

Q 


9109180141 

50269 


P 

9109040173 

50-413 

Q 


9109180172 

50869 


Q 

9109040228 

50-413 

S 


9109160172 

50869 


O 

9109040321 

50-369 

S 


9109180172 

50869 


Q 

9109040390 

50-269 

R 


9109180172 

50869 


O 

9109040448 

50-369 

F 


9109190013 

50-369 


F 

9109040460* 

50-369 

F 


9109190013 

50860 


F 

9109060035 

50-269 

P 


9109190274 

50869 


Q 

9109060035 

50-269 

P 


91091190274 

50869 


Q 

9109060035 

50-269 

P 


9109190292 

50869 


P 

9109060035 

50-269 

P 


9109190292 

50869 


P 

9109060035 

50-269 

P 


9109200098 

50-413 


P 

9109060035 

50-269 

P 


9109200312 

50869 


Q 

9109060035 

50-269 

P 


9109200312 

50869 


Q 

9109060196 

50-413 

S 


9109200316 

50869 


P 

9109090155 

71-266 



9109200318* 

50869 


P 

9109090239 

50-269 

P 


9109200352 

50869 


P 

9109090267 

50-414 

S 


9109200352 

50869 


P 

9109100008 

50-269 

P 


9109230110 

50413 


S 

9109100168 

50-369 

F 


9109240351 

50-269 


P 

9109100168 

50-369 

F 


9109260043 

50869 


F 

9109100177 

50-269 

F 


9109260043 

50869 


F 

9109100177 

50-269 

F 


9109260205 

50-269 


1 

9109100177 

50-269 

F 


9109260205 

50269 


1 

9109100177 

50-269 

F 


9109260205 

50269 


I 

9109100177 

50-269 

F 


9109260205 

50269 


1 

9109100191 

50-369 

F 


9109300150 

50-269 


P 

9109100191 

50-369 

F 


9109300245 

50-413 


S 

9109100198 

50-413 

F 


9109300262 

50413 


S 

9109100198 

50-413 

F 


9109300271 

71-0159 



9109100237 

50-413 

Q 

Duncan, Allen A Talmage (formerly Duncan 

9109250054 

50846 


M 

9109100243* 

50-413 

Q 

Allen & Mitchell) 





9109100249 

50-413 

P 

Duquesne Light Co. 

9109040428 

50834 


R 

91Q9100249 

50-413 

P 


9109050146 

50834 


Q 

9109100264 

50-369 

P 


9109090097 

71-275 



9109100367 

50-370 

S 


9109100231 

50834 


S 

9109100370 

50-369 

S 


9109110010 

50834 


S 

9109110039 

50-369 

R 


9109110021 

50-334 


s 

9109110045 

50-269 

P 


9109110025* 

50834 


s 

9109110045 

50-269 

P 


9109160244 

50831 


s 

9109110045 

50-269 

P 


9109160244 

50834 


s 

9109110045 

50-269 

P 


9109160246* 

50834 


s 

9109110045 

50-269 

P 


9109160247* 

50834 


s 

9109110045 

50-269 

P 


9109160247* 

50834 


s 

9109110045 

50-269 

P 


9109160325 

50834 


R 

9109110048* 

50-269 

P 


9109160326* 

56834 


R 

9109110049* 

50-269 

P 


9109160327* 

50834 


R 

9109110053* 

50-269 

P 


9109260066 

50-344 


F 

9109110054 

50-413 

R 


9109260077 

50834 


P 

9109110088 

50-369 

P 

EG&G Idaho, Inc. (subs, of EG&G, Inc.) 

9011130331* 

50-340 


Q 

9109110238 

50-269 

F 


9011130333* 

50864 


Q 

9109110238 

50-269 

F 


9108290137* 

50890 


A 

9109110238 

50-269 

F 


9109050126* 

50875 


S 

9109110238 

50-269 

F 


9109060177* 

50882 


P 

9109110238 

50-269 

F 


9109180027* 

59882 


S 

9109110238 

50-269 

F 


9189230156 

TDPREP 



9109110238 

50-269 

F 


9109250021* 

FOIA 



9109110258* 

50-269 

F 


9109250047* 

FOIA 



9109110258* 

50-269 

F 


9109250096* 

50846 


P 

9109110258* 

50-269 

F 


9100250120* 

50846 


P 

9109110258* 

50-269 

F 


9109250124* 

FOIA 



9109110258* 

50-269 

F 


9109250126* 

FOIA 



9109110258* 

50-269 

F 


9109250153* 

50846 


P 

9109110258* 

50-269 

F 


9109250168* 

50846 


P 

9109160037 

50-269 

V 


9109250224* 

FOIA 



9109160037 

50-269 

V 

ENSR Consulting^ Ehgineeringi (formerly 

3109230089* 

407102 



9109160037 

50-269. 

V 

ERBfy 





9109170211 

50-4131 

R 

Eastern Utilities; Associates 

9109090212* 

50443 


1 

9109170211 

50413 

R 

Ebasco Servicesi lnc (subs. aftEhserdi 

9012040215* 

40-772 



9109170220* 

50413 

R 

Owp;) 
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AUTHOR AFFILIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9012040216* 

40-772 



9109110152 

50-382 

9109050161* 

CONTRACT 



9109110157 

50-416 

Edison Electric Institute 9109060203 

WASTE MGT 



9109110187 

50-382 

Edlow International Co. 9109090178* 

XPORTLIC 



9109130138 

50-313 

9109090183* 

XPORTUC 



9109130187 

50-416 

9109120200* 

XPORTLIC 



9109160242* 

50-416 

9109120207* 

XPORTUC 



9109170135 

50-313 

Electric Power Research Institute 9109100145* 

REVIEW GR 

P 


9109170251 

50-416 

9109100151* 

REVIEW GR 

P 


9109170257 

50-382 

9109130137* 

CONTRACT 



9109180145 

50-382 

9109260153 

WASTE MGT 



9109180151 

50-382 

9109300094 

TOPREP 



9109180268 

50-416 

Energy, Dept of 9109030016 

WASTE MGT 



9109180269* 

50-416 

9109030228* 

WASTE MGT 



9109190005 

50-416 

9109040357 

WASTE MGT 



9109190006* 

50-416 

9109040412 

WASTE MGT 



9109190166 

50-382 

9109040415* 

WASTE MGT 



9109190174* 

50-382 

9109090237 

WASTE MGT 



9109190254 

50-382 

9109090271* 

WASTE MGT 



9109190286 

50-382 

9109100011 

71-6697 



9109190291 

50-382 

9109100227 

WASTE MGT 



9109200215 

50-368 

9109100229* 

WASTE MGT 



9109200268 

50-382 

9109100341 

WASTE MGT 



9109200300 

50-416 

9109100347 

WASTE MGT 



9109200354 

50-368 

9109100349 

WASTE MGT 



9109230032 

50-313 

9109100412 

XPORTLIC 



9109270191 

50-382 

9109110199 

WASTE MGT 



9109300080 

50-382 

9109110267 

WASTE MGT 



9109300081* 

50-382 

9109110284 

WASTE MGT 



9109300156 

50-368 

9109120065 

WASTE MGT 


EnviroSystems, Inc. 

9109100300* 

70-143 

9109120066 

WASTE MGT 


Environmental Coalition on Nuclear Power 

9109100056 

WASTE MGT 

9109160225 

WASTE MGT 



9109260054 

PRM 

9109160279 

WASTE MGT 


Environmental Protection Agency 

9109160256 

40-8084 

9109170155 

WASTE MGT 



9109170021 

40-8948 

9109170157 

WASTE MGT 



9109300184 

70-27 

9109170159 

WASTE MGT 


Eugene Water & Electric Board 

9109170031* 

50-344 

9109170167* 

WASTE MGT 


European Communities, Commission of 

9109120197 

XPORTLIC 

9109170296 

WASTE MGT 



9109200274 

XPORTLIC 

9109180192 

WASTE MGT 


Exxon Corp. 

9109160347 

40-8102 

9109180193* 

WASTE MGT 



9109190160 

40-8102 

9109180198 

WASTE MGT 


Facilities Management Co., Inc., Lanham, 

9109270184* 

CONTRACT 

9109180201* 

WASTE MGT 


MD 



9109190037 

WASTE MGT 


Fansteel Metals (subs, of Fansteel, Inc. 

9109060126 

40-7580 

9109190105 

71-6642 


Federal Emergency Management Agency 

9108090140* 

50-272 

9109190193 

WASTE MGT 



9108160094* 

50-334 

9109200003 

WASTE MGT 



9108160099* 

50-334 

9109200004 

WASTE MGT 



9109090022* 

50-277 

9109200005 

WASTE MGT 



9109120081* 

WASTE MGT 

9109200042 

WASTE MGT 



9109120084* 

WASTE MGT 

9109200060* 

WASTE MGT 



9109170134* 

50-272 

9109200078* 

COMMISSIO 

N 


9109180112 

50-254 

9109200283 

WASTE MGT 


Federal Energy Regulatory Commission 

9109090240* 

50-443 

9109200357 

WASTE MGT 


Ferret Exploration Co. of Nebraska, Inc. 

9109300211 

40-8943 

9109230113 

71-6642 


Florida Power & Light Co. 

9109030103 

50-335 

9109240129 

WASTE MGT 



9109030103 

50-335 

9109240133* 

WASTE MGT 



9109030117* 

50-335 

9109260096 

PROJ 



9109040362 

50-335 

9109260207 

WASTE MGT 



9109040362 

50-335 

9109260219 

WASTE MGT 



9109040485 

50-335 

9109300180 

PROJ 



9109050085 

50-250 

9109300226 

WASTE MGT 



9109090213 

50-250 

Energy, Dept of, Idaho Operations Offic 9109300282 

PROJ 



9109090213 

50-250 

Entergy Operations, Inc. 9109030008 

50-416 

P 


9109100250 

50-250 

9109030156 

50-313 

V 


9109100250 

50-250 

9109040046* 

50-313 

P 


9109100270 

50-335 

9109040424 

50-382 

P 


9109100345 

50-250 

9109040492 

50-416 

F 


9109110288 

50-250 

9109050091 

50-382 

R 


9109110288 

50-250 

9109050096* 

50-382 

R 


9109110291* 

50-250 

9109050143 

50-416 

R 


9109110291* 

50-250 

9109050150 

50-416 

S 


9109110293* 

50-250 

9109050155 

50-416 

S 


9109110293* 

50-250 

9109050158 

50-416 

S 


9109160073 

50-251 

9109050220 

50-382 

P 


9109170074 

50-250 

9109050243 

50-313 

R 


9109170245 

50-250 

9109050243 

50-313 

R 


9109190126 

50-335 

9109050243 

50-313 

R 


9109190258 

50-250 

9109050248 

50-416 

P 


9109240318 

50-250 

9109060032 

50-313 

F 


9109250259 

50-250 

9109060034 

50-382 

S 


9109250259 

50-250 

9109090132 

50-382 

P 


9109250265* 

50-250 

9109090136* 

50-382 

P 


9109250265* 

50-250 

9109100241 

50-368 

P 


9109300197 

50-250 

9109100244* 

50-368 

P 

Florida Power Corp. (subs, of Florida 

9109030029 

50-302 

9109100336 

50-313 

R 

Progress Corp.) 



9109100336 

50-313 

R 


9109030035* 

50-302 

9109100338* 

50-313 

R 


9109030040 

50-302 

9109100340* 

50-313 

R 


9109040502 

50-302 

9109110043 

50-313 

R 


9109160341 

50-302 
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AUTHOR AFFILIATION 


Florida, Univ. of, Gainesville, FL 
Foster Wheeler Constructors, Inc. 


GAP Instrument Corp. 

GTE Spacenet Corp. 

GTE Telecommunications, Inc. 

Gamma-Metrics, Inc. 


General Atomics (formerly GA Technologie 
s, Inc./General Atomic Co.) 


General Electric Co. 


General Public Utilities Corp. - GPU 
Service Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9109170240 

50-302 

V 

9109180261 

71-332 


9109230167 

50-302 

F 

9109240398 

50-302 

P 

9109260028 

50-302 

P 

9109260030* 

50-302 

P 

9109260211 

50-302 

Q 

9109300028 

50-83 

F 

9109090084 

71-684 


9109090112* 

71-684 


9109090117* 

71-684 


9109090121* 

71-684 


9109050181 

QA999 


9109110229* 

CONTRACT 


9109050202* 

CONTRACT 


9109060166 

XPORTLIC 


9109060172* 

XPORTLIC 


9109090116* 

XPORTLIC 


9109090124 

XPORTLIC 


9109090129 

XPORTLIC 


9109100222 

XPORTLIC 


9109100334 

XPORTLIC 


9109100339* 

XPORTLIC 


9109100346 

XPORTLIC 


9109100351* 

XPORTLIC 


9109100388 

XPORTLIC 


9109100398* 

XPORTLIC 


9109100401 

XPORTLIC 


9109100407* 

XPORTLIC 


9109110097 

XPORTLIC 


9109110108* 

XPORTLIC 


9109110139 

XPORTLIC 


9109110143* 

XPORTLIC 


9109110147 

XPORTLIC 


9109110149* 

XPORTLIC 


9109110164 

XPORTLIC 


9109110178* 

XPORTLIC 


9109120117 

XPORTLIC 


9109120123* 

XPORTLIC 


9109120131 

XPORTLIC 


9109120135* 

XPORTLIC 


9109120179 

XPORTLIC 


9109120213 

XPORTLIC 


9109120221* 

XPORTLIC 


9109120227* 

XPORTLIC 


9109120229 

XPORTLIC 


9109130034 

XPORTLIC 


9109130035* 

XPORTLIC 


9109130037 

XPORTLIC 


9109130038* 

XPORTLIC 


9109130041 

XPORTLIC 


9109130042* 

XPORTLIC 


9109090122* 

XPORTLIC 


9109090133* 

XPORTLIC 


9109100217 

70-734 


9109100218* 

70-734 


9109030097 

PROJ 


9109030105* 

PROJ 


9109040277 

TOPREP 


9109050199 

50-605 

H 

9109100118 

50-605 

A 

9109100169 

50-605 

A 

9109100256* 

70-27 


9109110283* 

50-410 

S 

9109230116* 

CONTRACT 


9109260212 

71-5450 


9109270154* 

71-5450 


9109270155* 

71-5450 


9109300070 

50-605 

A 

9109300071* 

50-605 

A 

9109040326 

50-219 

S 

9109040356 

50-320 

P 

9109050119 

50-289 

R 

9109050121* 

50-289 

R 

9109050123* 

50-289 

R 

9109050125* 

50-289 

R 

9109060116 

50-320 

P 

9109060117* 

50-320 

P 

9109060186 

50-219 

Q 

9109100003 

50-219 

P 

9109100004* 

50-219 

P 

9109100307 

50-320 

R 

9109100310* 

50-320 

R 

9109100311* 

50-320 

R 

9109100318 

50-289 

P 

9109100319* 

ainoinnapi* 

50-289 

P 

p 


Geomatrix Consultants, Inc. 
Georgia Power Co. 


Georgia, State of 

Georgians Against Nuclear Energy 

Gosch, D.J. 


Government Marketing Services, Inc. 

Green, Hennings & Henry 
Gulf States Utilities Co. 


Harmon, Curran, Gallagher & Spielberg 
(formerly Harmon, Curran & Tousley) 

Hartsville, SC 

Hemer & Co. 

Hobbit Engineering, Inc. 

Holtec International 


9109100395 

50-219 

9109160252 

50-219 

9109160260 

50-289 

9109180104 

50-289 

9109200001 

50-219 

9109250068 

50-219 

9109250149 

50-219 

9109250241 

50-289 

9109260153 

WASTE MGT 

9109030023 

50-424 

9109030023 

50-424 

9109030053 

50-321 

9109030116 

50-424 

9109030116 

50-424 

9109040355 

50-424 

9109040457 

50-321 

9109040480 

50-366 

9109040483* 

50-366 

9109050245 

50-424 

9109050245 

50-424 

9109050258 

50-425 

9109090254 

50-321 

9109100199 

50-425 

9109100219 

50-424 

9109100219 

50-424 

9109100235 

50-424 

9109100235 

50-424 

9109110129 

50-424 

9109110129 

50-424 

9109130172 

50-321 

9109160309 

50-424 

9109170137 

50-366 

9109170141* 

50-366 

9109170271 

50-424 

9109170284 

50-424 

9109170284 

50-424 

9109180214 

50-424 

9109180214 

50-424 

9109190146 

50-321 

9109230153 

50-321 

9109230153 

50-321 

9109240282 

50-321 

9109250093 

50-321 

9109250093 

50-321 

9109250101 

50-321 

9109250101 

50-321 

9109250167 

50-425 

9109260041 

50-424 

9109260041 

50-424 

9109300119 

50-424 

9109300119 

50-424 

9109300148 

50-425 

9109300151 

50-424 

9109300151 

50-424 

9109300173 

71-9096 

9109300272 

50-321 

9109130085 

FOIA 

9109250102 

50-424 

9109250157 

50-424 

9109250081 

50-333 

9109250097 

50-333 

9109110184* 

CONTRACT 

9109110205* 

CONTRACT 

9109250193 

70-270 

9109030012 

50-458 

9109040501 

50-458 

9109040504* 

50-458 

9109040505* 

50-458 

9109050145 

50-458 

9109050203 

50-458 

9109050236 

50-458 

9109050238* 

50-458 

9109090268 

50-458 

9109100414 

50-458 

9109110034 

50-458 

9109130094 

50-458 

9109180139 

50-458 

9109230170 

50-458 

9109260147 

50-458 

9109300106 

50-458 

9109300132 

50-458 

9109250059 

50-29 

9109250136 

70-3070 

9109200213* 

CONTRACT 

9109200311* 

CONTRACT 

9012040220* 

40-772 

9109170040 

PT21 


ainai7nn4q* dtoi 
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AUTHOR AFFILIATION 

Homestifce Mining Co. 

Hourihar^ P. 

House of Rep. 


House of Rep, Energy & Commerce 
House of Rep, Government Operations 
Houston Lighting & Power Co. 


Howard Univ„ Washington, DC 
Hudson Light*Power Dept 
Hydrogen Control Owners Group 
l-NET, Inc. 

ITI-MOVATS 

Idaho National Engineering Laboratory 


Illinois Bett Telephone Co. 
liRnois Power Co. 


Indian River Community College, Ft 
Pierce, FL 

Indiana Michigan Power Co. (formerly 


ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORY 


CATEGORY 


0109250244* 

50-289 

P 

9109180177 

40-8903 


9109180196 

40-8903 


9109180204 

40-8903 


9109270203 

40-8903 


9109250155* 

50-528 

G 

9109200041* 

PR 


9109200184* 

70-135 


9109270160* 

PR 


9109300086* 

PR 


9109300092* 

ORG 


0109300107* 

COMMISSIO 

N 

9109300129* 

PR 


9109300163* 

50-282 

U 

9109300269* 

PR 


9109180159* 

COMMISSIO 

N 

9109270163* 

COMMISSIO 

N 

9109030158 

50-498 

Q 

9109030239 

50-498 

P 

9109030239 

50-498 

P 

9109040433 

50-498 

R 

9109040488 

50-498 

R 

9109040488 

50-498 

R 

9109040495 

50-498 

P 

9109040495 

50-498 

P 

9109040497* 

50-498 

P 

9109040497* 

50-498 

P 

9109040506 

50-498 

Q 

9109050014 

50-498 

P 

9109050014 

50-498 

P 

9109050017* 

50-498 

P 

9109050017* 

50-498 

P 

9109050090 

50-498 

Q 

9109050090 

50-498 

Q 

9109050242 

50-498 

P 

9109050242 

50-498 

P 

9109050250* 

50-498 

P 

9109050250* 

50-498 

P 

9109050324 

50-498 

F 

9109050324 

50-498 

F 

9109050334* 

50-498 

F 

9109050334* 

50-498 

F 

9109050348* 

50-498 

F 

9109050348* 

50-498 

F 

9109100203 

50-498 

Q 

9109100354 

50-498 

F 

9109100354 

50-498 

F 

9109110277 

50-498 

| 

9109110277 

50-498 

1 

9109110290* 

50-498 

1 

9109120071 

50-498 

F 

9109170250 

50-498 

R 

9109250231 

50-498 

F 

9109260209 

50-498 

S 

9109300115 

50-498 

F 

9109230112* 

CONTRACT 


9109090228* 

50-443 

I 

9109230102 

TOPREP 


9109050043* 

CONTRACT 


9109090058 

QA999 


9109950126* 

50-275 

S 

9109090197 

50-317 

Q 

9109100015* 

71-231 


9109180027* 

50-382 

S 

9109200287* 

50-247 

P 

9109250009* 

FOIA 


9109250021* 

FOIA 


9109250047* 

FOIA 


9109250096* 

50-346 

P 

9109250120* 

50-346 

P 

9109250124* 

FOIA 


9100250126* 

FOIA 


9100250153* 

50-346 

P 

9109250188* 

50-346 

P 

9109250224* 

FOIA 


9100130045* 

CONTRACT 


9109160310 

9MH 

R 

9109170117 

50-461 

P 

9109170130* 

50-481 

P 

9109170228? 

5Gr46T 

P 

9109170230* 

50-481 

P 

9109230070 

50*61 

S 

9109250222 

504B1 

F 

9109280071 

5048? 

P 

9109300199 

50-461 

P 

9109300200* 

50-481 

P 

9109130022* 

CXXWRACT 


9109040343 

50-316 

S 


Indiana & Michigan Electric Co.) 


Industrial NDT Co. 

Information Access 
Inspection Services & Testing, Inc. 
(formerly Inspection Services & 
Institute for Circadium Physiology 
Interior, Dept of, Bureau of Land 

Management 

Interior, Dept, of, Bureau of Mines 
Interior, Dept of, Geological Survey 


International Commission on Radiological 
Protection 

Iowa Electric Light & Power Co. 


Iowa State Unlv. , Ames, IA 

J.C. Computer Services, Inc. (formerly 

J.C. Services) 

JRA Associates 


Jacobs Engineering Group, Inc. 


Japan, Govt of 


Kail Consulting, Ltd. 

Kennecott Corp. 

Kerr-McGee Corp. 

Kohn, Kohn & Cotapinto. PJ&’ (formerly 
Kohn & Associates) 

Leonard Designs/Anprog 
Long Island Lighting Co. 


9109050233 

50-315 

9109050240 

50-315 

9109090269 

71-377 

9109100025 

50-315 

9109100025 

50-315 

9109100026* 

50-315 

9109100029* 

50-315 

9109100094 

50-315 

9109100094 

50-315 

9109110295 

50-315 

9109110295 

50-315 

9109110299 

50-315 

9109110299 

50-315 

9109110301 

50-315 

9109110301 

50-315 

9109110302 

50-315 

9109110302 

50-315 

9109110304 

50-315 

9109110304 

50-315 

9109110305 

50-315 

9109110305 

50-315 

9109120063 

50-315 

9109120063 

50-315 

9109160304 

50-316 

9109160311 

50-315 

9109170305 

50-315 

9109180062 

50-315 

9109180062 

50-315 

9109180068* 

50-315 

9109180068* 

50-315 

9109190036 

50-315 

9109190177 

50-315 

9109240338 

50-315 

9109030068 

71-611 

9109190039 

FOIA 

9109180161 

71-620 

9109110079* 

CONTRACT 

9109050093 

40-8964 

9109110230 

40-8964 

9109040154 

70-3070 

9109050057 

50-274 

9109100154 

50-274 

9109130222 

WASTE MGT 

9109170049 

PR 

9109190196* 

WASTE MGT 

9109260104 

50-274 

9109120099* 

CONTRACT 

9109250060* 

CONTRACT 

9109030198 

50-331 

9109030210 

50-331 

9109040044 

50-331 

9109040045* 

50-331 

9109050042 

50-331 

9109060189 

50-331 

9109060200 

50-331 

9109110074 

50-331 

9109110075* 

50-33H 

9109110081 

50-331 

9109110083* 

50-331 

9109130203 

50-331 

91 OH 60331 

50-331 

9109200025 

50-331 

9109040081 

50-116 

9109270201* 

CONTRACT 

9109130062 

FOIA 

9109190072 

50-244 

9109200079* 

WASTE MGT 

9109200085* 

WASTE MGT 

9109200092* 

WASTE MGT 

9109090085 

XPORTLIC 

9109180158 

FOIA 

9109200192 

XPOfOTlG 

9109240406 

XPORTLIC 

9109260095 

XPORTLIC 

9109170283 

40-1162? 

91 OH 80178 

40-8904 

9109200102 

40-8904 

9109200194 

70-925 

9109100432* 

50-445 

9109050018 

mi 

9109030112 

50^522 

9109030124* 

50-322 

9109030127* 

50322 


(rarer 00 u.u.u.u.u. u_u_u.u.u. u.u.u.u.cc a: a. a. a. a. a.cnu.c/) Oco a. aroa. aaQaa a. a. a. to a: u-u. c o a. rrcccr 
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AUTHOR AFFILIATION 


Louisiana Energy Services 


Louisiana Power & Light Co. 


Louisiana, State of 


MITRE Corp. 
MK-Ferguson Co. 


MRR Associates. Inc. 

Maine Yankee Atomic Power Co. 


Maine. State of 
MaMnckrodt, Inc. 

Marin General Hosp., San Rafael, CA 

Martin Marietta Energy Systems, Inc. 
Massachusetts Institute of Technology, 
Cambridge, MA 

Massachusetts, Commonwealth of 


Memphis State Univ., Memphis, TN 
Merex, Inc. 

Mid-Missouri Nuclear Weapons Freeze, Inc 
Middletown, CT 

Minerals Exploration Co. (subs, of Union 
Oil Co. of California) 


Missouri Coalition for the Environment 
Missouri, Univ. of. Columbia. MO 


Missouri, Univ. of, RoUa, MO 
Mitsubishi International Corp. (subs, of 
Mitsubishi Com.) 

Mitsui & Co(USA), Inc. (subs, of Mitsu 
& Co.. Ltd.) 


Molycorp, Inc. (subs, of Union Oil of 
California) 

Monroe County, Ml 

Morgan State Univ., Baltimore, MD 


Morrison-Knudsen Co., Inc. 
Morrisort-Knudsen Engineers, Inc. 


NUS Corp. 

NUTECHEngineers, Inc. 
National Academy of Sciences 


National Council on Radiation Protection 
& Measurements 
Navy, Dept of 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


SUBJECT 

CATEGORY 


9109050229 

50-322 

P 

9109050232* 

50-322 

P 

9109050237* 

50-322 

P 

9109060003 

50-322 

P 

9109060006* 

50-322 

P 

9109060009* 

50-322 

P 

9109160104 

50-322 

F 

9109160266 

50-322 

P 

9109250188* 

50-322 

G 

9109030137 

70-3070 


9109260194 

70-3070 


9109260200* 

70-3070 


9109050112* 

50-382 

R 

9109050116* 

50-382 

R 

9109050117* 

50-382 

R 

9109030069 

70-3070 


9109100129 

70-3070 


9109190101 

70-3070 


9109200155* 

CONTRACT 


9109200101* 

WASTE MGT 


9109200.112* 

WASTE MGT 


9109200120* 

WASTE MGT 


9109200127* 

WASTE MGT 


9109200130* 

WASTE MGT 


9109200134* 

WASTE MGT 


9109200142* 

WASTE MGT 


9109200146* 

WASTE MGT 


9109200156* 

WASTE MGT 


59109200161* 

WASTE MGT 


0109200166* 

'.WASTE MGT 


9109230216* 

CONTRACT 


9109040270 

'50-309 

P 

9109040509 

50-309 

P 

9109090227 

50-309 

R 

9*00100317 

59-309 

Q 

9109110172 

50-309 

Q 

9109130077 

50309 

R 

9109180127 

50809 

P 

9109190008 

50-309 

Q 

9109230213 

50-309 

Q 

9100240348 

50-309 

F 

9109200355* 

STATE PRO 

G 

9109300117 

50-309 

P 

9109090244 

40-6561 


9109050105 

PRM 


9109160336* 

50-259 

P 

9109030054 

50-20 

P 

9109040401 

£0-20 

R 

9109090068 

WASTE MGT 


9109300113* 

60393 

P 

9109130069* 

CONTRACT 


9109030296* 

CONTRACT 


9109240447* 

CONTRACT 


9109250193 

70-270 


9109160248* 

CONTRACT 


9109050133 

40-8584 


9109050137 

40*8584 


9109050251 

40-8584 


9109110060 

40-8564 


9109250193 

70-270 


9109100359 

50-186 

S 

9109250165 

70-270 


9109300167 

50-186 

■F 

9109040106 

50-186 

R 

9109110086 

XPORTLIC 


9109040237 

XPORTUC 


9109060181* 

XPORTLIC 


9109170289 

40-8778 


9109260016* 

CONTRACT 


9109250026* 

CONTRACT 


9109250034* 

CONTRACT 


9109190187 

71-607 


9109190190* 

71-607 


9109270093 

WASTE MGT 


9109270098* 

WASTE MGT 


9109270100* 

WASTE MGT 


9109100201* 

50-280 

P 

9109100126* 

REVIEW GR 

P 

9109130234* 

CONTRACT 


9109250197* 

CONTRACT 


9109270217* 

CONTRACT 


9109300155 

71-6786 


9109300228 

71-9216 



NealR. Gross & Co., Inc. 
Nebraska Public Power District 


Nevada, State of 

Nevada, Univ. of, Reno, NV 
New England Electric System 
New Hampshire, State of 


NewMexico. State of 

New Orleans Public Sendee Co. 
New York.State of 
Newman & Holtzinger 


Negara Mohawk Power Corp. 


Nissho Iwai American Corp. 


Normandeau Associates, Inc. 

North Carolina Electric Membership Corp. 
North Carolina Municipal Power Agencies 
North Carolina State Univ., Raleigh, NC 
Northeast Nuclear Energy Co. (subs, of 

Northeast Utilities) 


9109120076* 

CONTRACT 

9109040387 

50-298 

9109040392 

50-298 

9109180326 

50-298 

91Q919Q152* 

50-298 

9109200121 

WASTE MGT 

9109200263 

WASTE MGT 

9109160259* 

CONTRACT 

9109090222* 

50-443 

9109090131 

•50-443 

910910Q253 

80-443 

9109160262 

STATE PRO 

9109170288 

80-443 

9109300248 

50-443 

9109270172 

WASTE MGT 

9109050117* 

50-382 

9109200190* 

80-322 

9109100116 

50-528 

9109100116 

50828 

9109100116 

50-528 

9109100121 

50828 

9109250045 

50528 

9109250045 

50828 

9109250045 

50-528 

9109250147 

50828 

9109250147 

50-528 

9109250147 

50-528 

9109250155* 

50828 

9109250155* 

50-528 

9109250155* 

50-528 

9109250165 

70-270 

9109030004 

50-220 

9109030091 

50,220 

9109040389 

50410 

9109040454 

50220 

9109040455* 

50220 

9109040456* 

50220 

9109040458* 

50220 

9109090102 

50410 

9109090104* 

50410 

9109090105* 

50410 

9109100020 

50220 

9109110272 

50-410 

9109110276* 

50-410 

9109120136 

50-410 

9109120235 

50220 

9109130157 

50410 

9109160177 

50220 

9109160220 

50220 

9109160243 

50-410 

9109160318 

50220 

9109170244 

50220 

9109170303 

50410 

9109170306* 

50410 

9109180067 

50410 

9109180143 

50410 

9109180153 

50220 

9109180153 

50220 

9109190230 

50410 

9109190244 

50410 

9109200346 

50410 

9109300015 

50220 

9109300159 

50220 

9109060145* 

XPORTLIC 

9109090225* 

XPORTLIC 

9109050028* 

CONTRACT 

9109270020* 

50269 

9109260208* 

50269 

9109190102 

71-331 

9109030005 

50836 

9109030168 

50245 

9109040099 

50213 

9109040396 

50245 

0109040441 

50213 

,9109040441 

50213 

9109040450 

50-423 

9189040474 

50423 

91Q9040487 

50-336 

9109100402 

50-336 

9 IO 9 II 0 OO 8 

50245 

0199119000 

50245 

9109110Q08 

50245 

9100110009* 

50245 

9109120080 

50-423 

9109130086 

50-423 

9109130098 

50245 

9109130171 

50423 

9109130177 

50245 


U.tC{EU. CL OOhh (E3OO0 00000 00000 (LCOCOflC flCOCOCflCflC (ECLCOCO0) Q.0(EOi(O E CO CL CL Q. IL(L(LO0) (EULQ —— CO CO CL CL CL CL 0)0090) (E(E(E(E0) (£00)09 
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AUTHOR AFFILIATION 


Northeast Utilities 


Northeast Utilities Service Co. (subs, o 
Northeast Utilities) 

Northern States Power Co. 


Nuclear Energy Services, Inc. 
Nuclear Fuel Services. Inc. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9109130182 

50-245 

S 

9109130186 

50-423 

S 

9109170092 

50-245 

Q 

9109170222 

50-423 

P 

9109170253 

50-336 

R 

9109170254* 

50-336 

R 

9109170255* 

50-336 

R 

9109170256 

50-245 

R 

9109180113 

50-245 

F 

9109180175 

50-245 

P 

9109190216 

50-245 

F 

9109230151 

50-245 

P 

9109230155 

50-213 

P 

9109230155 

50-213 

P 

9109240327 

50-336 

S 

9109240401 

50-245 

S 

9109250067 

50-245 

s 

9109260065 

50-213 

H 

9109260086 

71-. 


9109270060 

50-423 

S 

9109030005 

50-336 

S 

9109030168 

50-245 

S 

9109040099 

50-213 

P 

9109040380 

50-213 

P 

9109040396 

50-245 

P 

9109040450 

50-423 

s 

9109040487 

50-336 

s 

9109050092 

50-213 

R 

9109090216* 

50-443 

1 

9109100402 

50-336 

s 

9109110008 

50-245 

R 

9109110078 

50-213 

P 

9109110300 

50-213 

P 

9109130086 

50-423 

R 

9109130098 

50-245 

Q 

9109130171 

50-423 

S 

9109130177 

50-245 

S 

9109130182 

50-245 

S 

9109130186 

50-423 

S 

9109160106 

50-213 

V 

9109160172 

50-213 

Q 

9109160239 

50-213 

Q 

9109170092 

50-245 

Q 

9109170253 

50-336 

R 

9109170256 

50-245 

R 

9109180175 

50-245 

P 

9109230155 

50-213 

P 

9109240327 

50-336 

S 

9109240401 

50-245 

S 

9109260065 

50-213 

H 

9109260086 

71.***** 


9109260110 

50-213 

P 

9109270060 

50-423 

S 

9109040441 

50-213 

P 

9108300164 

50-282 

P 

9109040332 

50-263 

R 

9109040332 

50-263 

R 

9109040332 

50-263 

R 

9109040341 

50-263 

R 

9109040341 

50-263 

R 

9109040341 

50-263 

R 

9109040442 

50-263 

P 

9109050118 

50-282 

R 

9109050130 

50-263 

R 

9109050266 

50-263 

Q 

9109050286 

50-263 

R 

9109050307 

50-282 

F 

9109060031 

50-263 

F 

9109090177 

50-263 

Q 

9109100266 

50-263 

P 

9109110110 

50-263 

F 

9109110110 

50-263 

F 

9109110110 

50-263 

F 

9109110118* 

50-263 

F 

9109110118* 

50-263 

F 

9109110118* 

50-263 

F 

9109120122 

50-263 

R 

9109160322 

50-282 

R 

9109190003 

50-282 

P 

9109190004* 

50-282 

P 

9109190255 

50-282 

S 

9109190260 

50-263 

s 

9109250085 

50-282 

F 

9109250090 

50-263 

P 

9109300075 

50-263 

S 

9109040219* 

50-443 

R 

9109050021 

70-143 


9109050336 

70-143 



AUTHOR AFFILIATION 


Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Mana 


Nuclear Storage Systems, Inc. 

Nuclear Utility Backfitting & Reform 

Group 

Nuclear Waste Technical Review Board 
Oak Ridge Associated Universities 


Oak Ridge National Laboratory 

Ohio Citizens for Responsible Energy 

Ohio Edison Co. 

Ohio, State of 

Oklahoma, Univ. of, Norman, OK 
Omaha Public Power District 


Omaha, NE 
PARAMETER, Inc. 


PLG, Inc. (formerly Pickard, Lowe & 
Garrick, Inc.) 

PacifiCorp (formerly Pacific Power & 
Light) 

Pacific Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

9109100285 70-143 

9109100296* 70-143 

9109160339 70-143 

9109250038 70-143 

9109060164 REVIEW GR P 


9109060199* COMMISSIO N 
9109090100* REVIEW GR P 

9109100115 REVIEW GR P 

9109110306 REVIEW GR P 

9109130003 PR 

9109130057 REVIEW GR P 

9109190199 REVIEW GR P 

9109190205 REVIEW GR P 

9109230117 REVIEW GR P 

9109250267 REVIEW GR P 

9109250270* REVIEW GR P 

9109260160* REVIEW GR P 

9109060171 WASTE MGT 

9109040395 ORG 


9109030261 

WASTE MGT 

9109030264 

WASTE MGT 

9109180157 

WASTE MGT 

9109060057 

40-8724 

9109110235 

40-7604 

9109240435 

70-36 

9109240436* 

70-36 

9109300053 

40-8724 

9109300174 

40-7604 

9109050256 

NUREG 

9109130082* 

50-388 

9109160338* 

50-259 

9109300062 

NUREG 

9109300085 

NUREG 

9109100212* 

50-440 

9109100216* 

50-440 

9109250208 

50-440 

9109200327 

40-8724 

9109040397* 

CONTRACT 

9104300403 

50-285 

9109030118 

71-256 

9109030250 

50-285 

9109030251* 

50-285 

9109040030 

50-285 

9109050176 

50-285 

9109090179 

50-285 

9109090233 

50-285 

9109090236* 

50-285 

9109100294 

50-285 

9109100358 

50-285 

9109100382* 

50-285 

9109110125 

50-285 

9109160143 

50-285 

9109160299 

50-285 

9109170002 

50-285 

9109170004* 

50-285 

9109240389 

50-285 

9109250057 

50-285 

9109260055 

50-285 

9109260101 

50-285 

9109260101 

50-285 

9109260122 

50-285 

9109260123* 

50-285 

9109300022 

50-285 

9109300024* 

50-285 

9109300025* 

50-285 

9109050175* 

CONTRACT 

9109180187* 

FOIA 

9109180199* 

FOIA 

9109180224* 

FOIA 

9109180231* 

FOIA 

9109200087* 

CONTRACT 

9109200187* 

CONTRACT 

9109050313 

40-8027 

9109110127 

40-8027 

9109130155 

40-8027 

9109230048 

40-8027 

9109170033* 

50-344 

9109040368 

50-275 

9109040368 

50-275 

9109040376* 

50-275 

9109040376* 

50-275 

9109040452 

50-344 

9109050088 

50-275 

9109050139 

50-275 

9109050139 

50-275 
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AUTHOR AFFILIATION 


Pacific Nuclear Systems, Inc. 

Parma General Hosp., Parma, OH 
Pathfinder Mines Corp. 


Pennsylvania Power & Light Co. 


Pennsylvania State Univ., University 
Park, PA 

Pennsylvania, Commonwealth of 
People Against Radioactive Dumping 

Petrotomics Co. (formerly Getty/Petrotom 
icsCo.) 

Philadelphia Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109050142 

50-275 

Q 

9109050142 

50-275 

Q 

9109050264 

50-275 

R 

9109050270* 

50-275 

R 

9109050274* 

50-275 

R 

9109050274* 

50-275 

R 

9109060029 

50-275 

P 

9109060030* 

50-275 

P 

9109100324 

50-133 

R 

9109100360 

50-275 

F 

9109100374* 

50-275 

F 

9109120264 

50-275 

F 

9109120264 

50-275 

F 

9109120265* 

50-275 

F 

9109120265* 

50-275 

F 

9109160272 

50-275 

F 

9109160272 

50-275 

F 

9109160277* 

50-275 

F 

9109160277* 

50-275 

F 

9109170215 

50-275 

S 

9109170260 

50-275 

R 

9109240361 

50-275 

S 

9109250143 

50-323 

S 

9109260100 

50-275 

F 

9109270195 

50-275 

S 

9109050277 

71-9001 


9109050279* 

71-9001 


9109200007 

PRM 


9109100387 

40-2259 


9109110035 

40-2259 


9109110037* 

40-2259 


9109110119 

40-6622 


9109160196 

40-2259 


9109300105 

40-6622 


9109300109 

40-6622 


9109300153 

40-2259 


9109040083 

50-387 

F 

9109040083 

50-387 

F 

9109040328 

50-387 

S 

9109040364 

50-387 

S 

9109040404 

50-387 

F 

9109040404 

50-387 

F 

9109040437 

50-387 

P 

9109040437 

50-387 

P 

9109040438* 

50-387 

P 

9109040461 

50-387 

R 

9109040461 

50-387 

R 

9109040462* 

50-387 

R 

9109040465* 

50-387 

R 

9109040485* 

50-387 

R 

9109040472 

50-387 

R 

9109040472 

50-387 

R 

9109060027 

50-387 

R 

9109060028* 

50-387 

R 

9109090128 

50-387 

R 

9109090128 

50-387 

R 

9109090261 

50-387 

S 

9109100207 

50-388 

S 

9109100220 

50-387 

P 

9109100220 

50-387 

P 

9109100226* 

50-387 

P 

9109100226* 

50-387 

P 

9109110007 

50-387 

Q 

9109110007 

50-387 

Q 

9109120266 

50-387 

P 

9109170317 

50-387 

Q 

9109190083 

50-387 

K 

9109190083 

50-387 

K 

9109190085* 

50-387 

K 

9109190085* 

50-387 

K 

9109200160 

50-387 

S 

9109240143 

50-387 

R 

9109260039 

50-387 

F 

9109300147 

50-387 

F 

9109040255 

50-5 

P 

9109090184 

50-5 

P 

9109120072* 

50-289 

P 

9109050035* 

50-387 

Q 

9109060201 

WASTE MGT 


9109090089 

WASTE MGT 


9109090238 

WASTE MGT 


9109100404 

40-6659 


9109200046 

40-6659 


9109030071 

50-277 

P 

9109030071 

50-277 

P 

9109030071 

50-277 

P 

9109030190 

50-278 

S 


AUTHOR AFFILIATION 


Physicians for Social Responsibility 
Piedmont Municipal Power Agency 
Piping Supplies, Inc. 

Plain Dealer, Cleveland, OH 

Plateau Resources, Ltd. 

Plymouth, MA 

Portland General Electric Co. 


Power Authority of the State of New York 
(New York Power Authority) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109030203 

50-277 

9109030206 

50-277 

9109030206 

50-277 

9109030207 

50-277 

9109030215 

50-277 

9109040407 

50-277 

9109040427 

50-277 

9109040427 

50-277 

9109040428* 

50-277 

9109040429* 

50-277 

9109040445 

50-353 

9109040498 

50-352 

9109040498 

50-352 

9109040507 

50-277 

9109040507 

50-277 

9109040508* 

50-277 

9109050223 

50-277 

9109050223 

50-277 

9109060021 

50-352 

9109060021 

50-352 

9109060023* 

50-352 

9109060023* 

50-352 

9109060025* 

50-352 

9109060026* 

50-352 

9109060111 

50-353 

9109060137 

50-352 

9109060151 

50-352 

9109060151 

50-352 

9109060152* 

50-352 

9109060152* 

50-352 

9109100230 

50-277 

9109100315 

50-277 

9109100322 

50-352 

9109100342 

50-352 

9109110191 

50-353 

9109110195* 

50-353 

9109120220 

50-277 

9109130132 

50-352 

9109130199 

50-277 

9109160336 

50-277 

9109190181 

50-352 

9109250028 

50-277 

9109250028 

50-277 

9109250033* 

50-277 

9109250033* 

50-277 

9109250272 

50-353 

9109250193 

70-270 

9109270031* 

50-269 

9109270153 

QA999 

9109180208 

FOIA 

9109130064 

40-8698 

9109240109 

50-293 

9109030044 

50-344 

9109040335 

50-344 

9109050098 

50-344 

9109050216 

50-344 

9109050252 

50-344 

9109050314 

50-344 

9109060008 

50-344 

9109060010* 

50-344 

9109100153 

50-344 

9109100215 

50-344 

9109100357 

50-344 

9109110289 

50-344 

9109160320 

50-344 

9109170025 

50-344 

9109170029* 

50-344 

9109170089 

50-344 

9109170123 

50-344 

9109170148 

50-344 

9109170235 

50-344 

9109200122 

50-344 

9109230019* 

50-344 

9109230169 

50-344 

9109250192 

50-344 

9109260034 

50-344 

9109260063 

50-344 

9109260075 

50-344 

9109260078* 

50-344 

9109260081* 

50-344 

9109300122 

50-344 

9109040302 

50-286 

9109040346 

50-333 

9109040348* 

50-333 

9109050100 

50-333 

9109050127 

50-286 

9109090080 

50-286 

9109090086* 

50-286 
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AUTHOR AFFNJOTON 


Power Resources, Inc. (formerly Sparfciin 
.City Nuclear Corp.) 


Press Intelligence, Inc. 
Professional Analysis, Inc. 

Public Service Co. of Colorado 


Public Service Co. of Mew Hampshire 


Public Service Electric & Gas Co. of New 
Jersey 


ACCESSION 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


9108090093* 

50-286 

P 

8108100316 

50-333 

P 

9109100330 

50-333 

R 

9109110019 

50-333 

Q 

9109110138 

50-333 

S 

9109110190 

71-240 


9109110268 

50-333 

F 

9109130107 

50-333 

P 

9109160203 

50-333 

S 

9109160285 

50-286 

Q 

9109160316 

50-286 

R 

9109170053* 

50-333 

Q 

9109180043 

50-286 

F 

9109190108 

50-333 

P 

9109190209 

50-333 

P 

9109190213* 

50-333 

P 

9109190241 

50-333 

Q 

9109200335 

50-333 

F 

9109240399* 

50-286 

F 

9109240405* 

50-266 

F 

9109240410* 

50-286 

F 

9109250169 

50-333 

P 

9109250289 

71-240 


9109260047 

50-333 

P 

9109300172 

50-286 

Q 

9109100238 

40-8857 


9109110085 

40-8857 


9109110166 

40-8857 


9109110180* 

40-8857 


9109180188 

40-8857 


9109180215 

40-8857 


9109180256 

40-8857 


9109190165 

40-6857 


9109190231 

40-8857 


9109200093 

40-8857 


9109300124 

40-8857 


9109300255 

40-8857 


9109180186* 

CONTRACT 


9109300062 

NUREG 


9109300085 

NUREG 


9109030130 

50-267 

Y 

9109030130 

50-267 

Y 

9109030133* 

50-267 

Y 

9109030133* 

50-267 

Y 

9109040050 

50-267 

, 

9109040476 

50-267 

P 

9109040477* 

50-267 

P 

9109040478* 

50-267 

P 

9109090141 

50-267 

R 

9109090187 

50-267 

P 

9109110144 

50-267 

P 

9109170163 

50-267 

Q 

9109170329 

50-267 

Y 

9109200069 

50-267 

P 

9109200265 

50-267 

R 

9109250281 

50-267 

Q 

9109030052 

50-443 

J 

9109040216 

50-443 

R 

9109040333 

50-443 

R 

9109040338* 

50-443 

R 

9109040344* 

50-443 

R 

9109040349* 

50-443 

R 

9109090206 

50-443 

1 

9109100304 

50-443 

P 

9109100329 

50-443 

P 

9109100331 

50-443 

P 

9109100332 

50-443 

P 

9109100335 

50-443 

V 

9109100365 

50-443 

Q 

9109100371 

50-443 

P 

9109100373* 

50-443 

P 

9109100378* 

50-443 

P 

9109100390 

50-443 

S 

9109110210 

50-443 

Q 

9109110217 

50-443 

Q 

9109170246 

50-443 

R 

9109200220 

50-443 

P 

9109250070 

50-443 


9109250229 

50-443 

Cj 

9109260058 

50-443 

P 

9109270193 

50-333 

S 

91<O9$0Q154 

50-443 

S 

9169900166 

50-443 

P 

9108990022 

50-272 

S 

9109030159 

50-272 

R 

9109030159 

$0-272 

R 

9109030169 

$0-272 

R 


Pulau Electronics Corp. 
Quivira Mining Co. 


Radioactive Waste Management Associates 
Readmore, Inc. 


Resolution Dynamics, Inc. 
Rio Algom Mining Corp. 


Rochester Gas & Electric Corp. 


Rochester, NY 
Royal Bank of Canada 
SCIENTECH, Inc. 


SOHIO Western Mining Co. 

Saanio & Riekkola 

Sacramento Municipal Utility District 


Safety & Reliability Optimization 

Services, Inc. 

Sap Antonio, TX 

Sandia National Laboratories 


9109030161 

50-354 

9109030162 

50-354 

9109030163 

50-354 

9109040133 

50-354 

9109040350 

50-272 

9109040350 

50-272 

9109050031 

50-272 

9109050036 

50-354 

9109050162 

50-354 

9109050167* 

50-354 

9109050228 

50-272 

9109090094 

50-272 

9109090107 

50-354 

9109090251 

50-354 

9109100337 

50-272 

9109100385 

50-272 

9109110100 

50-272 

9109110100 

50-272 

9109160270 

50-354 

9109160271* 

50-354 

9109160273 

50-354 

9109160274* 

50-354 

9109180120 

50-272 

9109160120 

50-272 

9109180124* 

50-272 

9109180124* 

50-272 

9109160206 

50-272 

9109160206 

50-272 

9109160211* 

50-272 

9109190032 

50-272 

9109190032 

50-272 

9109190250 

50-272 

9109190272 

50-311 

9109200202 

50-354 

9109200259 

50-272 

9109200270 

50-311 

9109230039 

50-354 

9109260103* 

50-275 

9109260103* 

50-275 

9109300089 

50-272 

9109300250 

50-311 

9109300259 

50-272 

9109130036* 

CONTRACT 

9109090193 

40-8905 

9109100269 

40-8905 

9109110248 

40-8905 

9109200015 

40-8905 

9109160152 

FOIA 

9109250043* 

CONTRACT 

9109260157* 

CONTRACT 

9109250191* 

CONTRACT 

9109260183 

40-8964 

9109300116 

40-8964 

9109300157 

40-8084 

9109040345 

50-244 

9109130162 

50-244 

9109160088 

50-244 

9109160127 

50-244 

9109190225 

50-244 

9109200168 

50-244 

9109200169* 

50-244 

9109200173* 

50-244 

9109200177* 

50-244 

9109240150 

50-244 

9109250235 

50-244 

9109260036 

50-244 

9109270180 

50-244 

9109130192* 

CONTRACT 

9109100394 

40-8102 

9109200256* 

CONTRACT 

9109270209* 

CONTRACT 

9109110211 

40-8904 

9109260140 

WASTE MGT 

9109030041 

50-312 

9109040320 

50-312 

9109050147 

50-312 

9109050149 

50-312 

9109110065 

50-312 

9109110093 

50-312 

9109130205 

50-312 

9109160313 

50-312 

9109170007 

50-312 

9109170110 

50-312 

9109250225 

50-312 

9109130059* 

REVIEW GR 

9109230127* 

REVIEW GR 

9109110287* 

50-498 

9109050259 

50-498 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Science & Engineering Associates, Inc. 

9109050259 

50-498 

P 


9109040209* 

50-361 

9109180176 

FOIA 



9109040211* 

50-361 


9109180239* 

FOIA 



9109040211* 

50-361 

Science Applications International Corp. 
(formerly Science Applications. Inc.) 

9104260170* 

50-263 

P 


9109040318 

50-361 





9109060055 

50-206 


9108160273* 

50-298 

P 


9109060055 

50-206 


9109040500* 

CONTRACT 



9109060055 

50-206 


9109050269* 

CONTRACT 



9109060187 

50-206 


9109130137* 

CONTRACT 



9109090103 

50-206 


9109200308* 

CONTRACT 



9109090115 

50-206 


9109250048 

WASTE MGT 



9109100021 

50-361 


9109250239* 

CONTRACT 



9109100021 

50-361 


9109260027* 

CONTRACT 



9109100100 

50-206 


9109300062 

NUREG 



9109100100 

50-206 


9109300085 

NUREG 



9109100100 

50-206 


9109300098* 

CONTRACT 



9109100257 

50-206 

Scientific Analysis, Inc. 

9109130011 

40-8584 



9109100314 

50-361 

Scientific Ecology Group, Inc. 

9109160189 

WASTE MGT 



9109110185 

50-206 

Scientific Measurement Systems, Inc. 

9109110214 

71-609 



9109110225 

50-206 

9109110216* 

71-609 



9109110226* 

50-206 

Seacoast Anti-Pollution League 

9109100208 

50-443 

G 


9109110227* 

50-206 

Senate 

9109060156* 

50-313 

H 


9109120003 

50-361 

9109060207* 

PR 



9109120003 

50-361 


9109100352* 

50-322 

H 


9109120004* 

50-361 


9109270140* 

PR 



9109120172 

50-206 


9109270165* 

50-344 

U 


9109170185 

50-206 


9109300040* 

WASTE MGT 



9109180095 

50-206 


9109300045* 

PR 



9109180101 

50-361 


9109300052* 

WASTE MGT 



9109180135 

50-361 


9109300079* 

PR 



9109180140* 

50-361 


9109300252* 

PR 



9109180142* 

50-361 


9109300260* 

PR 



9109180179 

50-361 


9109300261* 

PR 



9109190218 

50-206 

Sequoyah Fuels Corp. 

9109030087 

40-8027 



9109190219* 

50-206 

9109050226 

40-8027 



9109190221* 

50-206 


9109100363 

40-8027 



9109200211 

50-206 


9109130117 

40-8027 



9109270078 

50-362 


9109130118* 

40-8027 



9109270080 

50-206 


9109130120* 

40-8027 



9109270116 

50-206 


9109130122* 

40-8027 



9109270122 

50-361 


9109170204 

40-8027 



9109270122 

50-361 


9109170290 

40-8027 



9109270131 

50-206 


9109200214 

40-8027 



9109270136* 

50-206 

Shaw, Pittman, Potts & Trowbridge 

9109130111 

50-441 

A 


9109300176 

50-206 

9109130194 

FOIA 



9109300178* 

50-206 


9109250128 

50-440 

G 

Spain, Govt, of 

9109200186 

XPORTLIC 


9109250204 

50-440 

M 

9109200293 

XPORTLIC 


9109250208 

50-440 

M 


9109230080 

XPORTLIC 

Sheehan, Phinney, Bass & Green, P.A. 

9109050186 

50-443 

P 

Spectrum Technologies, Inc. 

Squire, Sanders & Dempsey 

9109090062 

QA999 

9109110175 

50-443 

P 

9109250205 

50-346 


9109170292 

50-443 

1 

Stanford Univ., Stanford, CA 

9109260181 

50-275 


9109300253 

50-443 

1 

State, Dept, of 

9109230064 

XPORTLIC 


9109300263 

50-443 

T 

State, Dept, of, Bureau of Oceans & Inti 

9109090071 

XPORTLIC 

Shieldalloy Metallurgical Corp. 

Siemens Corp. 

9109230081 

9109060114 

40-7102 

70-1257 


Environmental & Scientific Affairs 

9109110186* 

XPORTLIC 

Siemens Nuclear Power Corp. 

9109230197 

70-1257 



9109230037 

XPORTLIC 

9109260084 

71-6581 



9109230050* 

XPORTLIC 


9109260088* 

71-6581 



9109230059 

XPORTLIC 

Sierra Nuclear, Inc. 

9109300164 

72-1007 



9109230227 

XPORTLIC 

Simulation, Systems & Services Technolog 

9109130208* 

CONTRACT 


Statistics, Inc. 

9109250177* 

CONTRACT 

ies Co. 




Stone & Webster Engineering Corp. 

9109040095* 

50-387 

Small Business Administration 

9109120272* 

CONTRACT 


9109050163 

QA999 

9109130009* 

CONTRACT 



9109300061* 

50-247 


9109200256* 

CONTRACT 


Structural Integrity Associates 

Sulzer Bingham Pumps, Inc. 

9109100137* 

REVIEW GR 


9109250177* 

CONTRACT 


9109120005 

QA999 


9109270184* 

CONTRACT 


Surveys Unlimited Research Associates, 

9109030141* 

70-3070 


9109270201* 

CONTRACT 


Inc. 


WASTE MGT 


9109270209* 

CONTRACT 


Sweden, Govt of 

9109180164 

Sonalysts, Inc. 

9109180203* 

FOIA 


Swidler & Berlin 

9109170014 

40-3392 

9109230067* 

CONTRACT 


Taunton Municipal Lighting Plant 

9109090224* 

50-443 

South Carolina Electric & Gas Co. 

9109040384 

9109050029 

50-395 

50-395 

S 

P 

Teledyne Energy Systems 

Tennessee Valley Authority 

9109250269 

9109030026 

71-4888 

50-327 


9109050030* 

50-395 

P 

9109030026 

50-327 


9109060202 

50-395 

R 


9109030032 

50-259 


9109090242 

50-395 

S 


9109030032 

50-259 


9109090277 

50-395 

S 


9109030032 

50-259 


9109100245 

50-395 

P 


9109030046 

50-438 


9109100248* 

50-395 

P 


9109030055 

50-438 


9109160308 

50-395 

R 


9109030148 

50-259 


9109180082 

50-395 

S 


9109030148 

50-259 


9109270134 

50-395 

S 


9109030166* 

50-259 


9109300170 

50-395 

s 


9109030227 

50-259 


9109300179 

50-395 

F 


9109030240 

50-327 

Southern California Edison Co. 

9109030192 

9109030192 

50-206 

50-206 

R 

R 


9109030240 

9109030241* 

50-327 

50-327 


9109030194* 

50-206 

R 


9109030241* 

50-327 


9109040204 

50-361 

P 


9109040076 

50-327 


9109040204 

50-361 

P 


9109040309 

50-259 


9109040209* 

50-361 

P 


9109040398 

71-9015 
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246 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Tennessee, State of 

Texas A&M Univ., College Station, TX 

Texas Utilities Electric Co. (TU 

Electric) 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9109050204 

50-438 

A 

9109050296 

50-327 

P 

9109050296 

50-327 

P 

9109050343 

50-327 

P 

9109050343 

50-327 

P 

9109050351* 

50-327 

P 

9109050351* 

50-327 

P 

9109060017 

50-327 

P 

9109060017 

50-327 

P 

9109060019* 

50-327 

P 

9109060019* 

50-327 

P 

9109060188 

50-438 

A 

9109090125 

50-260 

S 

9109090134 

50-260 

S 

9109100193 

50-327 

P 

9109100193 

50-327 

P 

9109100251 

50-327 

F 

9109100251 

50-327 

F 

9109100320 

50-259 

Q 

9109100344 

50-390 

A 

9109100353 

50-327 

S 

9109100353 

50-327 

s 

9109100408 

50-390 

s 

9109110220 

50-259 

Q 

9109120209 

50-327 

S 

9109160250 

70-1966 


9109170309 

50-327 

P 

9109170309 

50-327 

P 

9109170311* 

50-327 

P 

9109170311* 

50-327 

P 

9109180026 

50-390 

A 

9109180028* 

50-390 

A 

9109180262 

50-327 

Q 

9109200222 

50-327 

Q 

9109200252 

50-327 

R 

9109200278 

50-259 

F 

9109230082 

50-259 

R 

9109230141 

50-390 

A 

9109240391 

50-260 

S 

9109240394 

50-259 

P 

9109240394 

50-259 

P 

9109240394 

50-259 

P 

9109240400* 

50-259 

P 

9109240400* 

50-259 

P 

9109240400* 

50-259 

P 

9109250127 

50-259 

F 

9109250162 

50-390 

Q 

9109250162 

50-390 

Q 

9109260093 

50-390 

S 

9109260097 

50-327 

Q 

9109260097 

50-327 

Q 

9109260113 

50-327 

P 

9109260113 

50-327 

P 

9109260114* 

50-327 

P 

9109260114* 

50-327 

P 

9109260186 

50-259 

P 

9109260186 

50-259 

P 

9109260186 

50-259 

P 

9109260192 

50-259 

P 

9109260215 

50-390 

A 

9109260215 

50-390 

A 

9109270043 

50-259 

R 

9109270043 

50-259 

R 

9109270043 

50-259 

R 

9109300093 

50-259 

P 

9109300093 

50-259 

P 

9109300093 

50-259 

P 

9109300227 

50-390 

A 

9109300227 

50-390 

A 

9109300236 

50-390 

A 

9109300236 

50-390 

A 

9109200043 

70-143 


9109110278 

50-59 

R 

9109040420 

50-445 

R 

9109050111 

50-445 

Q 

9109100228 

50-445 

Q 

9109110036 

50445 

Q 

9109110036 

50-445 

Q 

9109120001 

50-445 

P 

9109170307 

50-445 

F 

9109180130 

50-445 

S 

9109180132 

50-446 

S 

9109180160 

50-445 

Q 

9109190163 

50-445 

R 

9109190297 

50-445 

P 

9109200240 

50-446 

A 

9109200295 

50-446 

S 

9109200302 

50-446 

S 


AUTHOR AFFILIATION 


Texas, Univ. of, Austin, TX 


Thames Valley State Technical College, 
Norwich, CT 
Toledo Edison Co. 


Toledo, Univ. of, Toledo. OH 
Total Minerals Corp. 


Tracer Technologies, Inc. 

Treasury, Dept of 
Tri-State Motor Transit Co. 
Tuskegee Institute, Tuskegee, AL 

U.S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.) 


U.S. Embassies 
U.S. Energy Corp. 

UMETCO Minerals Corp. (subs, of Union 
Carbide Corp.) 


Ulmer & Berne 


Union 76 Minerals Exploration Co. 
Union Electric Co. 


Union Oil Co. of California (dba Unocal) 
United Illuminating Co. 

United Kingdom, Govt, of 

United Nuclear Corp. (subs, of UNC, Inc. 


Vermont Yankee Nuclear Power Corp. 


Virginia Power (Virginia Electric & Powe 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109200361 50-446 

9109270185 50-446 

9109300126 50-445 

9109300229 50-602 

9109300232 50-602 

9109200170* CONTRACT 

9109050333 50-346 

9109170248 50-346 

9109250205 50-346 

9109250046* CONTRACT 
9109050062 40-8502 

9109050099 40-8502 

9109190047 40-8502 

9109200045 40-8502 

9109300233 40-8502 

9109260083* CONTRACT 
9109120116* CONTRACT 
9109110027 70-1739 

9109200348* CONTRACT 

9109040138 27-48 

9109050205 27-48 

9109050207 27-48 

9109050210 27-48 

9109050212 27-48 

9109050253 WASTE MGT 

9109050257* WASTE MGT 

9109060044 27-48 

9109060049 27-48 

9109060140 27-48 

9109090095 27-48 

9109110082 27-48 

9109130175 FOIA 

9109130185* FOIA 

9109180202 27-48 

9109180221 27-48 

9109120130 XPORTLIC 
9109180250 40-8971 

9109040254 40-299 


9109090218 40-8681 

9109120020 40-8681 

9109190078 40-8681 

9109270135 40-8681 

9109270138* 40-8681 

9109300082 40-8681 

9109300102 40-299 

9109090078 40-8724 

9109090081 40-8724 

9109090229 40-8584 

9109100327 40-8584 

9109040260 50-483 

9109040352 50-483 

9109050154 50-483 

9109050284 50-483 

9109090165 50-483 

9109100210 50-483 

9109110150 50-483 

9109120214 50-483 

9109160121 71-520 

9109170136 50-483 

9109170187 50-483 

9109180046 50-483 

9109180109 50-483 

9109190141 50-483 

9109260056 50-483 

9109260098 50-483 

9109300097 50-483 

9109300160 50-483 

9109180180 40-8584 

9109090209* 50-443 

9109130125 FOIA 

9109100328 40-8907 

9109130207 70-371 

9109190240 70-371 

9109250125 40-8907 

9109040243 50-271 

9109040367 50-271 

9109040370* 50-271 

9109040372* 50-271 

9109130129 50-271 

9109160266 50-271 

9109240107* 50-271 

9109260046 50-271 

50-280 P 


9109030017 

9109030017 

9109030042 


50-280 

50-338 


P 

R 
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CORPORATE SOURCE INDEX 247 


AUTHOR AFFILIATION 


Vistron Corp. 


Washington Public Power Supply System 


Washington, State of 


West Valley Agricultural Protection 
Council, Inc. 

West Valley Nuclear Services Co., Inc. 
Western Nuclear, Inc. (subs, of Phelps 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109030042 

50-338 

R 

9109030045* 

50-338 

R 

9109030048* 

50-338 

R 

9109030080 

50-280 

F 

9109030080 

50-280 

F 

9109030113 

50-280 

R 

9109030113 

50-280 

R 

9109030113 

50-280 

R 

9109030262 

50-280 

P 

9109040379 

50-338 

P 

9109040379 

50-338 

P 

9109040382* 

50-338 

P 

9109040382* 

50-338 

P 

9109040446* 

50-280 

R 

9109040446* 

50-280 

R 

9109040469 

50-280 

R 

9109040469 

50-280 

R 

9109040469 

50-280 

R 

9109040484* 

50-280 

R 

9109040484* 

50-280 

R 

9109040484* 

50-280 

R 

9109040503 

50-338 

V 

9109050235 

50-338 

S 

9109060144 

50-281 

S 

9109090246 

50-338 

Q 

9109090256 

50-280 

Q 

9109090256 

50-280 

Q 

9109100132 

50-338 

P 

9109100195 

50-280 

P 

9109100195 

50-280 

P 

9109100423 

50-281 

P 

9109100434* 

50-281 

P 

9109110029 

50-281 

P 

9109110115 

50-281 

Q 

9109110120* 

50-281 

Q 

9109110201 

50-280 

Q 

9109110275 

50-281 

P 

9109110280* 

50-281 

P 

9109120238 

50-280 

S 

9109120241 

50-280 

S 

9109130161 

50-338 

F 

9109160034 

50-339 

Q 

9109160314 

50-338 

R 

9109170261 

50-280 

Q 

9109170261 

50-280 

Q 

9109170261 

50-280 

Q 

9109170261 

50-280 

Q 

9109170265 

50-280 

P 

9109170265 

50-280 

P 

9109170267 

50-338 

Q 

9109170267 

50-338 

Q 

9109180241 

50-338 

S 

9109180267 

50-339 

S 

9109190136 

50-280 

R 

9109190223 

50-281 

S 

9109190269 

50-281 

S 

9109190295 

50-280 

S 

9109200231 

50-338 

P 

9109200333 

50-280 

F 

9109240241 

50-281 

S 

9109240322 

50-280 

S 

9109250064 

50-338 

P 

9109270121 

50-339 

S 

9109270190 

50-280 

S 

9109270198 

50-280 

P 

9109270200* 

50-280 

P 

9109300144 

71-194 


9109160230* 

40-7604 


9109160233* 

40-7604 


9109160237* 

40-7604 


9109030024 

71-485 


9109050190 

50-397 

R 

9109110142 

50-397 

S 

9109130133 

50-397 

F 

9109130135 

50-397 

F 

9109160148 

50-397 

S 

9109180154 

50-397 

V 

9109180251 

50-397 

R 

9109200024 

50-397 

F 

9109230022* 

50-397 

F 

9109240232 

50-397 

Q 

9109260131 

50-397 

P 

9109260175 

50-397 

P 

9109190235 

27-48 


9109190236 

27-48 


9109250155* 

50-528 

G 

9109050157 

PROJ 


9109110126 

40-1162 



AUTHOR AFFILIATION 


Dodge Corp.) 


Westinghouse Electric Corp. 


Whiting Corp. 
Wilmington, IL 
Wilson, B.K. 
Winston & Strawn 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin, Univ. of, Madison, Wl 
Wolf Creek Nuclear Operating Corp. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9109110128 

40-1162 


9109300114 

40-1162 


9109030243* 

50-498 

P 

9109030247* 

50-498 

P 

9109040294* 

CONTRACT 


9109050080* 

50-305 

P 

9109050260* 

50-425 

P 

9109100139* 

50-338 

P 

9109100143* 

50-338 

P 

9109100406 

TOPREP 


9109110137* 

50-424 

P 

9109160092 

TOPREP 


9109160096* 

TOPREP 


9109160114 

TOPREP 


9109170100 

TOPREP 


9109170103* 

TOPREP 


9109170107* 

TOPREP 


9109170179 

TOPREP 


9109170182* 

TOPREP 


9109170186* 

TOPREP 


9109170264* 

50-348 

P 

9109170268* 

50-348 

P 

9109170312* 

50-327 

P 

9109170313* 

50-327 

P 

9109170318 

TOPREP 


9109170322* 

TOPREP 


9109180217* 

50-424 

P 

9109180242* 

50-348 

P 

9109180246* 

50-348 

P 

9109200022 

70-1151 


9109200255 

71-5450 


9109240255 

71-5450 


9109240260* 

71-5450 


9109240265* 

71-5450 


9109250069* 

FOIA 


9109250087 

QA999 


9109260112* 

50-213 

P 

9109270082* 

50-206 

P 

9109270086* 

50-206 

P 

9109300171 

71-5450 


9109270210 

50-317 

P 

9109050225* 

CONTRACT 


9109250193 

70-270 


9109040395 

ORG 


9109090055 

PR 


9109030006 

50-266 

Q 

9109030006 

50-266 

Q 

9109030059 

50-266 

R 

9109030064* 

50-266 

R 

9109030217 

50-266 

P 

9109030217 

50-266 

P 

9109040479 

50-266 

Q 

9109050168 

50-266 

S 

9109100258 

50-266 

P 

9109110055 

50-266 

Q 

9109130073 

50-266 

R 

9109160296 

50-266 

F 

9109190222 

50-266 

Q 

9109190222 

50-266 

Q 

9109200296 

50-266 

P 

9109200296 

50-266 

P 

9109200303* 

50-266 

P 

9109200303* 

50-266 

P 

9109200330 

50-266 

S 

9109230051 

50-266 

S 

9109030126 

50-305 

F 

9109050011 

50-305 

F 

9109050075 

50-305 

P 

9109100313 

50-305 

P 

9109110084 

50-305 

S 

9109130081 

50-305 

R 

9109170145 

50-305 

F 

9109240217 

50-305 

P 

9109300002 

50-305 

R 

9109300004* 

50-305 

R 

9109040274 

50-156 

H 

9106100307 

50-482 

F 

9106100310* 

50-482 

F 

9107160333 

50-482 

F 

9107160338* 

50-482 

F 

9109030181 

50-482 

R 

9109030183* 

50-482 

R 

9109030184 

50-482 

Q 

9109030188* 

50-482 

R 

9109030273 

50-482 

S 

9109040075 

50-482 

S 

9109040080 

50-482 

Q 

9109050231 

50-482 

P 



248 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Worcester Polytechnic Institute, 

Worcester, MA 
Wyman-Gordon Co. 

Wyoming, State of 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9109050239* 

50-482 

P 

9109100263 

50-482 

H 

9109120085 

50-482 

F 

9109160340 

50-482 

R 

9109170146 

50-482 

P 

9109170152* 

50-482 

P 

9109170161 

50-482 

P 

9109170172* 

50-482 

P 

9109190257 

50-482 

V 

9109190282 

50-482 

P 

9109190287 

50-482 

S 

9109240005* 

50-482 

P 

9109250056 

50-482 

S 

9109250286 

50-482 

P 

9109230154 

50-134 

F 

9109040470 

40-1650 


9109090275 

40-8502 


9109100382 

40-4492 



AUTHOR AFFILIATION 


Yankee Atomic Electric Co. 


Zonar Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9109110050 

40-8857 

9109110222 

40-8502 

9109180173 

40-1162 

9109200055 

40-8502 

9109300244 

40-8964 

9109030249 

50-29 

9109030255 

50-29 

9109030267 

50-271 

9109040086 

50-29 

9109040225 

50-29 

9109050194 

50-271 

9109100204 

50-29 

9109110031 

50-29 

9109160332 

50-213 

9109160334 

50-29 

9109170165 

50-29 

9109200227 

50-271 

9109260060 

50-29 

9109300139 

50-29 

9109030122* 

CONTRACT 


Otthtj jjjjtiOti coco-naJm 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-233 P. 
The docket subject categories are defined in Appen¬ 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

1 SUB¬ 


OTHER REPORT 


NUMBER 

JECT 

CATE¬ 

GORY 


NUMBER 

0218-SQ-0030 R00 

9109200244* 

50-446 

A 


05-504-01-02 R02 

9109200120* 

WASTE MGT 



05-504-02-01 R01 

9109200127* 

WASTE MGT 



05-504-05-02 R02 

9109200134* 

WASTE MGT 



05-504-07-00 R00 

9109200130* 

WASTE MGT 



05-505-02-02 R02 

9109270100* 

WASTE MGT 



05-505-03-01 R01 

9109270098* 

WASTE MGT 



05-626-02-04 R04 

9109200112* 

WASTE MGT 



05-670-01-05 R05 

9109200142* 

WASTE MGT 



05-670-02-03 R03 

9109200148* 

WASTE MGT 



05-670-06-02 R02 

9109200156* 

WASTE MGT 



05-670-07-05 R05 

9109200161* 

WASTE MGT 



05-670-09-02 R02 

9109200166* 

WASTE MGT 



5-626-01-03 R03 

9109200101* 

WASTE MGT 



90-01 R01 

9109250270* 

REVIEW GR 

P 


91-9 

9109260156* 

WASTE MGT 


HLWR 

BAW-10181-00 

9109200241* 

72-1006 



BAW-1808 R02 

9109190098* 

TOPREP 



CEOG 91-000 

9109170180* 

50-528 

P 


CNWRA 91-020 

9109110161* 

WASTE MGT 



CNWRA 91-1 

9109260145* 

WASTE MGT 


HLWR 

DC-3608 

9109300178* 

50-206 

P 


E4C-017 R00 

9109180140* 

50-361 

P 


EA-FC-90-062 R02 

9109090236* 

50-285 

P 


EGG-2650 DRFT 

9109060177* 

50-382 

P 

FIN B-5699 

EGG-HFRU-9476 

9109050126* 

50-275 

S 


EGG-HFRU-9823 

9109180027* 

50-382 

S 


EGG-MS-8943 

9011130331* 

50-348 

Q 


EGG-MS-8944 

9011130333* 

50-364 

Q 


EGG-NTA-9563 

9108290137* 

50-390 

A 

TAC 77551 

EPR-23-100 

9109100126* 

REVIEW GR 

P 


EPRI NP-4242 

9109100151* 

REVIEW GR 

P 


EPRI NP-4947-SR 

9109100145* 

REVIEW GR 

P 


GRJ-01 -91 -15-02-00 

9109200085* 

WASTE MGT 



GRJ-08-90-14-11 

9109200092* 

WASTE MGT 



M-73-116R01 

9109180142* 

50-361 

P 


NE-850 ROO 

9109110280* 

50-281 

P 


NE-852 ROO 

9109100434* 

50-281 

P 


NEDG-31909 

9109030105* 

PROJ 



NMEL-90001 

9109120248* 

50-220 

P 


NUREG-0020 VI5 

9109050304 

NUREG 



NUREG-0540 VI3 N06 

9109050321 

NUREG 



NUREG-0750 V33 N05 

9109050275 

NUREG 



NUREG-0936 V10 N02 

9109050327 

NUREG 



NUREG-0940 V10 N02 

9109050330 

NUREG 



NUREG-0980 V02 N01 

9109100333 

NUREG 



NUREG-1272 VOS N02 

9109050303 

NUREG 



NUREG-1429 DRFT FC 

9109300073 

NUREG 



NUREG-1437 VT DBF FC 

9109300088 

NUREG 



NUREG-1437 V2 DRF FC 

9109300090 

NUREG 



NUREG-1440 DRFT FC 

9109300064 

NUREG 



NUREG/BR-0018 R07 

9109050265 

NUREG 



NUREG/CR-2000 VTO N7 

9109050256 

NUREG 


ORNL/NSIC-200 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac¬ 
cession number in this index indicates that the docu¬ 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu¬ 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

1 SUB¬ 


OTHER REPORT 


NUMBER 

JECT 

CATE¬ 

GORY 


NUMBER 

NUREG/CR-4674 VI3 

9109300062 

NUREG 


ORNL/NOAC-232 

NUREG/CR-4674 V14 

9109300085 

NUREG 


ORNL/NOAC-232 

NUREG/CR-5606 

9109050259 

50-498 

P 

SAND90-1970 

NUREG/CR-5758 V01 

9109050292 

NUREG 


PNL-7736 

NUREG/CR-5761 

9109050280 

50-272 

Q 

PNL-7518 

NUREG/CR-5783 

9109050285 

50-483 

Q 

PNL-7725 

PECO-COLR-L1R3 R01 

9109060025* 

50-352 

P 


PECO-COLR-L2R1 R01 

9109060026* 

50-352 

P 


PMPR 91-12 

9109260053* 

WASTE MGT 


NRC-02-88-005 

SAIC-91/6656 

9104260170* 

50-263 

P 

TAC 68569 

SAIC-91/6663 

9108160273* 

50-298 

P 

TAC 68534 

SASR 89-02 DRFT R02 

9109240021* 

50-254 

P 


SEA-EE-194 R04 

9109040095* 

50-387 

F 


SECY-90-367 

9011060206 

SECY 



SECY-91-158 

9106060327 

SECY 



SECY-91-205 

9107150283 

SECY 



SECY-91-206 

9107230239 

SECY 



SECY-91-215 

9107260114 

SECY 



SECY-91-219 

9107250078 

SECY 



SECY-91-224 

9108070273 

SECY 



SECY-91-236 

9108090151 

SECY 



SECY-91-237 

9108090154 

SECY 



SECY-91-238 

9108090152 

SECY 



SECY-91-240 

9108120378 

SECY 



SECY-91-242 

9108120382 

SECY 



SECY-91-244 

9108140196 

SECY 



SECY-91-245 

9108140316 

SECY 



SECY-91-247 

9109090019 

SECY 



SECY-91-249 

9108200008 

SECY 



SECY-91 -250 

9108160088 

SECY 



SECY-91-251 

9108160014 

SECY 



SECY-91-252 

9108160028 

SECY 



SECY-91-256 

9109160240 

COMMISSIO 

N 


SECY-91-258 

9108260292 

SECY 



SECY-91-263 

9108260053 

SECY 



SECY-91-264 

9108270108 

SECY 



SECY-91-268 

9108280039 

SECY 



SECY-91-272 

9109030205 

SECY 



SECY-91-277 

9109050136 

COMMISSIO 

N 


SECY-91-280 

9109120225 

COMMISSIO 

N 


SECY-91-286 

9109130224 

COMMISSIO 

N 


SECY-91-298 

9109270164 

COMMISSIO 

N 


SIR-87-016 DRFT 

9109100137* 

REVIEW GR 

P 


WCAP-10485-A 

9109170107* 

TOPREP 



WCAP-11476 R03 

9109050080* 

50-305 

P 


WCAP-12834 SOI 

9109180246* 

50-348 

P 


WCAP-12970 

9109170312* 

50-327 

P 


WCAP-12971 

9109170313* 

50-327 

P 


WCAP-13005 

9109030247* 

50-498 

P 


WCAP-13007 

9109050260* 

50-425 

P 


WCAP-13035 

9109100143* 

50-338 

P 

SG-91-08-028 

WCAP-13047 

9109270086* 

50-206 

P 


WCAP-13049-A 

9109170186* 

TOPREP 



WCAP-13065 

9109170268* 

50-348 

P 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index¬ 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin¬ 
cipal document,the date issued,and the category en¬ 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen¬ 
dix A. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


8705070259 

9109180022 

91/09/06 

50-461 

P 

8710190083 

9109130071 

91/06/27 

50-272 

P 

8801040464 

9109130071 

91/06/27 

50-341 

P 

8803140369 

9109130071 

91/06/27 

50-424 

P 

8805120248 

9109130071 

91/06/27 

FOIA 


8806030242 

9109130071 

91/06/27 

50-341 

P 

8808240012 

9109130071 

91/06/27 

FOIA 


8809130207 

9109130071 

91/06/27 

FOIA 


8810070188 

9109130071 

91/06/27 

FOIA 


8903230418 

9109130071 

91/06/27 

50-498 

P 

8904130019 

9109250006 

91/04/19 

FOIA 


8906050099 

9109250006 

91/04/19 

FOIA 


8906160074 

9109250006 

91/04/19 

FOIA 


8906190103 

9109250006 

91/04/19 

FOIA 


8906290293 

9109250006 

91/04/19 

FOIA 


8907070303 

9109250006 

91/04/19 

FOIA 


8907110037 

9109250006 

91/04/19 

50-213 

Q 

8907120107 

9109130191 

91/09/03 

PR 


8907200352 

9109250006 

91/04/19 

FOIA 


8907270194 

9109130191 

91/09/03 

PR 


8908070226 

9109250006 

91/04/19 

FOIA 


8909180015 

9109130071 

91/06/27 

50-369 

P 

8909220078 

9109250006 

91/04/19 

FOIA 


8909250203 

9109250006 

91/04/19 

50-213 

P 

8909250210 

9109250006 

91/04/19 

50-213 

P 

8910190055 

9109250006 

91/04/19 

FOIA 


8910310165 

9109130071 

91/06/27 

FOIA 


8911160163 

9109130071 

91/06/27 

50-382 

P 

8911290217 

9109130071 

91/06/27 

50-324 

P 

8911300157 

9109050019 

91/08/21 

50-20 

Q 

8912190365 

9109250006 

91/04/19 

FOIA 


8912290130 

9109250006 

91/04/19 

FOIA 


9001030265 

9109130071 

91/06/27 

50-443 

P 

9001050029 

9109250006 

91/04/19 

FOIA 


9001090044 

9109050019 

91/06/21 

50-20 

Q 

9002230350 

9109250006 

91/04/19 

50-346 

P 

9002260221 

9109130071 

91/06/27 

FOIA 


9002260254 

9109250006 

91/04/19 

FOIA 


9003190385 

9109250006 

91/04/19 

50-346 

P 

9004020104 

9109130071 

91/06/27 

50-424 

P 

9004110155 

9109250006 

91/04/19 

50-346 

P 

9004160190 

9109130071 

91/06/27 

50-327 

P 

9004160193 

9109130071 

91/06/27 

50-271 

P 

9004230291 

9109130071 

91/06/27 

50-271 

P 

9004240311 

9109130071 

91/06/27 

50-424 

P 

9004260014 

9109180022 

91/09/06 

50-424 

P 

9005290046 

9109130071 

91/06/27 

50-271 

P 

9005290046 

9109130071 

91/06/27 

50-271 

P 

9005290054 

9109130071 

91/06/27 

50-271 

P 

9006040154 

9109250006 

91/04/19 

50-346 

P 

9006040158 

9109250006 

91/04/19 

50-346 

P 

9006180372 

9109250006 

91/04/19 

FOIA 


9006270104 

9109130071 

91/06/27 

50-327 

P 

9007180085 

9109130071 

91/06/27 

50-171 

P 

9011010271 

9109250006 

91/04/19 

50-346 

P 

9011070353 

9011070349 

90/11/06 

WASTE MGT 


9011070357 

9011070349 

90/11/06 

WASTE MGT 


9011080004 

9109250006 

91/04/19 

50-346 

P 

9011130331 

9109130092 

91/08/28 

50-348 

Q 

9011130333 

9109120257 

91/08/29 

50-364 

Q 

9011260161 

9109130071 

91/06/27 

50-327 

P 

9012040214 

9012040212 

90/11/26 

40-772 


9012040215 

9012040212 

90/11/26 

40-772 


9012040216 

9012040212 

90/11/26 

40-772 


9012040220 

9012040212 

90/11/26 

40-772 


9012050058 

9109130071 

91/06/27 

50-285 

P 

9012310121 

9109130071 

91/06/27 

50-305 

P 

9101110264 

9109130071 

91/06/27 

FOIA 


9101160077 

9101160076 

91/01/14 

WASTE MGT 


9101170258 

9109130071 

91/06/27 

50-338 

P 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


9102080312 

9102080055 

91/01/31 

ORG 


9102220089 

9109130071 

91/06/27 

FOIA 


9103220382 

9109130071 

91/06/27 

FOIA 


9104110128 

9109180022 

91/09/06 

FOIA 


9104170027 

9106050125 

91/05/15 

l&E 


9104260170 

9109120007 

91/08/22 

50-263 

P 

9105010096 

9109130071 

91/06/27 

FOIA 


9105070313 

9109130071 

91/06/27 

50-416 

P 

9105080223 

9109180022 

91/09/06 

FOIA 


9106100310 

9106100307 

91/06/04 

50-482 

F 

9107050236 

9109180235 

91/09/04 

FOIA 


9107080204 

9109180235 

91/09/04 

FOIA 


9107160338 

9107160333 

91/07/09 

50-482 

F 

9107160345 

9109180235 

91/09/04 

FOIA 


9107160354 

9109180235 

91/09/04 

FOIA 


9107250249 

9109130071 

91/06/27 

FOIA 


9107290181 

9107290180 

91/07/23 

WASTE MGT 


9108020018 

9109180235 

91/09/04 

FOIA 


9108020020 

9109180235 

91/09/04 

FOIA 


9108050017 

9109180235 

91/09/04 

FOIA 


9108090140 

9109170125 

91/08/30 

50-272 

F 

9108140185 

9108140180 

91/08/09 

WASTE MGT 


9108160094 

9109160117 

91/08/30 

50-334 

F 

9108160099 

9109160117 

91/08/30 

50-334 

F 

9108160273 

9109120100 

91/08/22 

50-298 

P 

9108290137 

9109050089 

91/08/26 

50-390 

A 

9109030002 

9109030001 

91/08/27 

50-454 

P 

9109030013 

9109030009 

91/08/22 

WASTE MGT 


9109030035 

9109030029 

91/08/23 

50-302 

R 

9109030043 

9109030037 

91/08/27 

50-317 

P 

9109030045 

9109030042 

91/08/23 

50-338 

R 

9109030048 

9109030042 

91/08/23 

50-338 

R 

9109030061 

9109030058 

91/08/23 

50-413 

P 

9109030063 

9109030058 

91/08/23 

50-413 

P 

9109030064 

9109030059 

91/08/23 

50-266 

R 

9109030076 

9109030070 

91/08/16 

40-8820 


9109030084 

9109030077 

91/08/23 

CONTRACT 


9109030105 

9109030097 

91/08/27 

PROJ 


9109030110 

9109030108 

91/08/20 

WASTE MGT 


9109030117 

9109030103 

91/08/26 

50-335 

V 

9109030122 

9109030111 

91/08/19 

CONTRACT 


9109030124 

9109030112 

91/08/29 

50-322 

R 

9109030127 

9109030112 

91/08/29 

50-322 

R 

9109030128 

9109030121 

91/07/25 

50-254 

R 

9109030129 

9109030114 

91/08/29 

CONTRACT 


9109030133 

9109030130 

91/08/26 

50-267 

Y 

9109030134 

9109030131 

91/08/27 

50-317 

P 

9109030138 

9109030125 

91/08/28 

50-266 

P 

9109030141 

9109030137 

91/08/14 

70-3070 


9109030142 

9109030125 

91/08/28 

50-266 

P 

9109030146 

9109030144 

91/08/27 

71-9786 


9109030157 

9109030149 

91/08/26 

50-250 

P 

9109030160 

9109030149 

91/08/26 

50-250 

P 

9109030166 

9109030032 

91/08/27 

50-259 

R 

9109030172 

9109030170 

91/08/26 

50-498 

P 

9109030174 

9109030170 

91/08/26 

50-498 

P 

9109030177 

9109030173 

91/08/26 

50-498 

P 

9109030182 

9109030173 

91/08/26 

50-498 

P 

9109030183 

9109030181 

91/08/27 

50-482 

R 

9109030187 

9109030186 

91/08/21 

50-528 

P 

9109030188 

9109030181 

91/08/27 

50-482 

R 

9109030189 

9109030185 

91/08/09 

CONTRACT 


9109030194 

9109030192 

91/08/29 

50-206 

R 

9109030225 

9109030211 

91/08/22 

50-412 

Q 

9109030228 

9109030222 

91/08/27 

WASTE MGT 


9109030238 

9109030236 

91/08/26 

50-400 

P 

9109030241 

9109030240 

91/08/23 

50-327 

P 

9109030242 

9109030232 

91/08/23 

50-219 

P 

9109030243 

9109030239 

91/08/26 

50-496 

P 

9109030246 

9109030244 

91/08/12 

70-135 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

9109030247 

9109030239 

9109030251 

9109030250 

9109030263 

9109030259 

9109030281 

9109030278 

9109030283 

9109030277 

9109030287 

9109030264 

9109030289 

9109030264 

9109030291 

9109030286 

9109030298 

9109030296 

9109040014 

9109040011 

9109040045 

9109040044 

9109040046 

9109040035 

9109040047 

9109040023 

9109040060 

9109040037 

9109040063 

9109040062 

9109040064 

9109040023 

9109040067 

9109040036 

9109040077 

9109040069 

9109040079 

9109040073 

9109040082 

9109040070 

9109040095 

9109040083 

9109040100 

9109040089 

9109040117 

9109040092 

9109040118 

9109040113 

9109040125 

9109040123 

9109040136 

9109040132 

9109040163 

9109040159 

9109040164 

9109040150 

9109040168 

9109040159 

9109040169 

9109040162 

9109040177 

9109040162 

9109040178 

9109040172 

9109040194 

9109040179 

9109040199 

9109040197 

9109040202 

9109040179 

9109040209 

9109040204 

9109040211 

9109040204 

9109040219 

9109040216 

9109040221 

9109040208 

9109040241 

9109040237 

9109040248 

9109040247 

9109040251 

9109040247 

9109040259 

9109040229 

9109040289 

9109040287 

9109040294 

9109040292 

9109040298 

9109040295 

9109040317 

9109040304 

9109040338 

9109040333 

9109040344 

9109040333 

9109040348 

9109040346 

9109040349 

9109040333 

9109040358 

9109040354 

9109040370 

9109040367 

9109040372 

9109040367 

9109040376 

9109040368 

9109040382 

9109040379 

9109040385 

9109040380 

9109040397 

9109040394 

9109040399 

9109040391 

9109040414 

9109040405 

9109040415 

9109040412 

9109040416 

9109040395 

9109040428 

9109040427 

9109040429 

9109040427 

9109040438 

9109040437 

9109040444 

9109040395 

9109040448 

9109040469 

9109040447 

9109040443 

9109040455 

9109040454 

9109040456 

9109040454 

9109040458 

9109040454 

9109040460 

9109040448 

9109040462 

9109040461 

9109040465 

9109040461 

9109040466 

9109040453 

9109040477 

9109040476 

9109040478 

9109040476 

9109040483 

9109040480 

9109040484 

9109040469 

9109040486 

9109040482 

9109040493 

9109040491 

9109040497 

9109040495 

9109040500 

9109040494 

9109040504 

9109040501 

9109040505 

9109040501 

9109040508 

9109040507 

9109050008 

9109050005 

9109050009 

9109050007 

9109050010 

9109050006 

9109050013 

9109050012 

9109050016 

9109050012 

9109050017 

9109050014 

9109050022 

9109050019 

9109050028 

9109050025 

9109050030 

9109050029 

9109050035 

9109050032 

9109050041 

9109050038 

9109050043 

9109050034 

9109050047 

9109050045 

9109050056 

9109050051 

9109050058 

9109050051 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


91/08/26 

50-498 

P 

91/08/26 

50-285 

R 

91/08/23 

50-219 

Q 

91/08/23 

50-438 

A 

91/08/12 

50-206 

P 

91/08/22 

50-482 

P 

91/06/22 

50-482 

P 

91/08/20 

CONTRACT 


91/08/26 

CONTRACT 


91/08/26 

50-220 

Q 

91/08/30 

50-331 

P 

91/08/27 

50-313 

P 

91/08/M 

50-334 

Q 

91/08/23 

50-247 

Q 

91/08/28 

50-482 

Q 

91/08/26 

50-334 

Q 

91 /08/M 

50-277 

Q 

91/08/29 

50-482 

Q 

91/08/23 

50-244 

Q 

91/08/M 

50-341 

Q 

91/08/29 

50-387 

F 

91/08/M 

50-334 

Q 

91/08/M 

50-247 

Q 

91/08/27 

50-244 

Q 

91/08/28 

50-295 

P 

91/08/29 

QA999 


91/08/M 

50-305 

Q 

91/08/29 

50-266 

Q 

91/08/M 

50-305 

Q 

91/08/M 

50-482 

Q 

91/08/M 

50-482 

Q 

91/08/27 

50-255 

Q 

91/08/28 

50-482 

Q 

91/08/29 

50-255 

R 

91/08/M 

50-482 

Q 

91/08/30 

50-361 

P 

91/08/30 

50-361 

P 

91/08/30 

50-443 

R 

91/08/30 

50-341 

V 

91/08/16 

XPORTUC 


91/08/29 

50-346 

P 

91/08/29 

50-346 

P 

91/08/M 

70-1100 


91/08/27 

CONTRACT 


91/08/27 

CONTRACT 


91/08/22 

50-321 

Q 

91/08/23 

CONTRACT 


91/08/29 

50-443 

R 

91/08/29 

50-443 

R 

91/08/30 

50-333 

R 

91/08/29 

50-443 

R 

91/08/15 

50-285 

V 

91/08/29 

50-271 

R 

91/08/29 

50-271 

R 

91/08/08 

50-275 

F 

91/08/29 

50-338 

P 

91/08/30 

50-213 

P 

91/09/01 

CONTRACT 


91/08/21 

50-443 

P 

91/08/23 

50-395 

P 

91/09/04 

WASTE MGT 


90/10/09 

ORG 


91/08/29 

50-277 

R 

91/08/29 

50-277 

R 

91/08/29 

50-387 

P 

90/10/09 

ORG 


91/08/29 

50-280 

R 

91/08/21 

50-275 

P 

91/08/29 

50-220 

R 

91/08/29 

50-220 

R 

91/08/29 

50-220 

R 

91/08/14 

50-369 

F 

91/08/29 

50-387 

R 

91/08/29 

50-387 

R 

91/08/M 

50-390 

Q 

91/08/30 

50-267 

P 

91/08/30 

50-267 

P 

91/08/30 

50-366 

Q 

91/08/29 

50-280 

R 

91/08/30 

70-135 


91/08/30 

40-7604 


91/08/30 

50-498 

P 

91/08/M 

CONTRACT 


91/08/29 

50-458 

R 

91/08/29 

50-458 

R 

91/08/29 

50-277 

R 

91/08/27 

50-298 

Q 

91/08/M 

50-528 

P 

91/08/23 

50-483 

P 

91/08/M 

40-8027 


91/08/M 

40-8027 


91/08/30 

50-498 

P 

91/08/21 

50-20 

Q 

91/08/21 

CONTRACT 


91/08/M 

50-395 

P 

91/08/20 

50-387 

Q 

91/08/21 

50-289 

Q 

91/07/20 

CONTRACT 


91/08/23 

50424 

P 

91/08/21 

50-275 

P 

91/08/21 

50-275 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

9109050079 

9109050073 

9109050080 

9109050075 

9109050081 

9109050073 

9109050083 

9109050074 

9109050067 

9109050074 

9109050095 

9109030121 

9109050096 

9109050091 

9109050097 

9109050094 

9109050110 

9109050106 

9109050112 

9109050091 

9109050116 

9109050091 

9109050117 

9109050091 

9109050120 

9109050107 

9109050121 

9109050119 

9109050123 

9109050119 

9109050125 

9109050119 

9109050126 

9109050102 

9109050161 

9109050152 

9109050167 

9109050036 

9109050175 

9109050164 

9109050188 

9109050178 

9109050191 

9109050184 

9109050202 

9109050198 

9109050217 

9109050213 

9109050224 

9109050222 

9109050225 

9109050211 

9109050227 

9109050215 

9109050232 

9109050229 

9109050237 

9109050229 

9109050238 

9109050236 

9109050239 

9109050231 

9109050250 

9109050242 

9109050257 

9109050253 

9109050260 

9109050258 

9109050269 

9109050267 

9109050270 

9109050264 

9109050274 

9109050264 

9109050279 

9109050277 

9109050309 

9109050305 

9109050311 

9109050308 

9109050312 

9109050305 

9109050316 

9109050308 

9109050334 

9109050324 

9109050339 

9109050335 

9109050348 

9109050324 

9109050351 

9109050343 

9109050362 

9109050361 

9109060002 

9109060001 

9109060004 

9109060001 

9109060005 

9109060001 

9109060006 

9109060003 

9109060009 

9109060003 

9109060010 

9109060008 

9109060012 

9109060007 

9109060016 

9109060014 

9109060018 

9109060014 

9109060019 

9109060017 

9109060023 

9109060021 

9109060025 

9109060021 

9109060026 

9109060021 

9109060028 

9109060027 

9109060030 

9109060029 

9109060036 

9109060033 

9109060039 

9109060033 

9109060053 

9109060048 

9109060076 

9109060073 

9109060078 

9109060073 

9109060083 

9109060068 

9109060084 

9109060082 

9109060087 

9109060082 

9109060092 

9109060068 

9109060095 

9109060090 

9109060096 

9109060090 

9109060098 

9109060097 

9109060100 

9109060099 

9109060117 

9109060116 

9109060124 

9106290048 

9109060127 

9109060121 

9109060130 

9109060121 

9109060132 

9109060113 

9109060139 

9109060136 

9109060141 

9109060136 

9109060145 

9109060133 

9109060152 

9109060151 

9109060153 

9109060149 

9109060156 

9109060147 

9109060172 

9109060166 

9109060177 

9109060169 

9109060181 

9109060174 

9109060193 

9109050049 

9109060194 

9109060191 

9109060195 

9109060191 

9109060199 

9109060198 

9109060207 

9109060206 

9109090003 

9109090001 

9109090007 

9109090006 

9109090008 

9109090005 

9109090011 

9109090009 

9109090013 

9109090009 

9109090015 

9109090012 

9109090016 

9109090010 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

91/08/20 

50-458 

91/08/30 

50-305 

91/08/20 

50-458 

91 /08/M 

50-295 

91/08/M 

50-295 

91/07/25 

50-254 

91/08/M 

50-382 

91/08/30 

50-341 

91/08/22 

50-271 

91/08/M 

50-382 

91/08/M 

50-382 

91/08/M 

50-382 

91/08/M 

50-528 

91/08/M 

50-289 

91/08/M 

50-289 

91/08/M 

50-289 

91/08/M 

50-275 

91/08/27 

CONTRACT 

91/08/22 

50-354 

91/08/21 

CONTRACT 

91/08/27 

CONTRACT 

91 /08/M 

50-369 

91/09/01 

CONTRACT 

91/08/30 

50-317 

91/08/30 

50-317 

91/08/22 

CONTRACT 

91/08/19 

50-443 

91/08/M 

50-322 

91/08/M 

50-322 

91/08/M 

50-458 

91/08/30 

50-482 

91/08/M 

50-498 

91/08/28 

WASTE MGT 

91/08/M 

50-425 

91/08/28 

CONTRACT 

91/08/M 

50-275 

91/08/M 

50-275 

91/08/30 

71-9001 

91/08/M 

50-250 

91 /08/M 

50-213 

91/08/M 

50-250 

91/08/M 

50-213 

91/08/30 

50-498 

91/08/M 

50-259 

91/08/30 

50-498 

91/08/27 

50-327 

91/09/04 

71-19 

91/08/21 

50-244 

91/08/21 

50-244 

91/08/21 

50-244 

91/08/M 

50-322 

91/08/M 

50-322 

91/08/M 

50-344 

91/08/M 

50-454 

91/08/30 

50-324 

91/08/30 

50-324 

91/08/28 

50-327 

91/08/27 

50-352 

91/08/27 

50-352 

91/08/27 

50-352 

91/08/M 

50-387 

91/08/M 

50-275 

91/09/04 

QA999 

91/09/04 

QA999 

91/08/M 

50-254 

91/08/26 

50-250 

91/08/26 

50-250 

91/08/M 

50-416 

91/08/27 

50-443 

91/08/27 

50-443 

91 /08/M 

50-416 

91/08/21 

50-269 

91/08/21 

50-269 

91/08/M 

70-820 

91/09/03 

71-5926 

91/08/M 

50-320 

91/08/16 

50-5 

91/08/22 

50-482 

91/08/22 

50-482 

91/08/21 

50-348 

91/08/27 

50-529 

91/08/27 

50-529 

91/08/30 

XPORTUC 

91/08/M 

50-352 

91/08/M 

50-213 

91/08/22 

50-313 

91/08/07 

XPORTUC 

91/08/15 

50-382 

91/08/30 

XPORTUC 

91/08/21 

50-277 

91/08/28 

50-244 

91/08/M 

50-244 

91/08/22 

COMMISSIO 

91/08/22 

PR 

91/08/21 

50-528 

91/09/03 

40-6859 

91/08/30 

50-387 

91/09/03 

50-423 

91/09/03 

50-423 

91/08/M 

50-416 

91 /08/M 

50-352 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9109090018 

9109090022 

9109090024 

9109090027 

9109090040 

9109090043 

9109090047 

9109090048 

9109090050 

9109090064 

9109090068 

9109090085 

9109090066 

9109090093 

9109090100 

9109090101 

9109090104 

9109090105 

9109090112 

9109090114 

9109090116 

9109090117 

9109090119 

9109090121 

9109090122 

9109090123 

9109090133 

9109090136 

9109090145 

9109090153 

9109090156 

9109090160 

9109090161 

9109090178 

9109090183 

9109090189 

9109090194 

9109090209 

9109090212 

9109090216 

9109090219 

9109090222 

9109090224 

9109090225 

9109090228 

9109090236 

9109090240 

9109090271 

9109090278 

9109090280 

9109100004 

9109100005 

9109100013 

9109100015 

9109100017 

9109100026 

9109100029 

9109100030 

9109100035 

9109100037 

9109100041 

9109100044 

9109100051 

9109100055 

9109100063 

9109100065 

9109100067 

9109100068 

9109100072 

9109100083 

9109100084 

9109100085 

9109100097 

9109100099 

9109100114 

9109100126 

9109100133 

9109100137 

9109100139 

9109100143 

9109100145 

9109100149 

9109100151 

9109100159 

9109100160 

9109100161 

9109100162 

9109100166 

9109100167 

9109100170 

9109100174 

9109100175 

9109100176 

9109100178 

9109100181 

9109100182 

9109100187 

9109100188 

9109100189 

9109100192 

9109100194 


PRINCIPAL 

DOCUMENT 


9109090012 

9109090017 

9109090020 

9109090020 

9109090038 

9109090038 

9109090028 

9109090038 

9109090028 

9109090060 

9109090057 

9109090082 

9109090080 

9109090080 

9109090090 

9109090092 

9109090102 

9109090102 

9109090084 

9109090113 

9109100222 

9109090084 

9109090113 

9109090084 

9109090108 

9109090113 

9109090108 

9109090132 

9109090140 

9109090140 

9109090150 

9109090150 

9109090158 

9109090148 

9109090148 

9109090186 

9109090186 

9109090206 

9109090206 

9109090206 

9109090206 

9109090206 

9109090206 

9109090215 

9109090206 

9109090233 

9109090206 

9109090237 

9109090273 

9109090279 

9109100003 

9109100001 

9109100001 

9109100012 

9109100012 

9109100025 

9109100025 

9109100028 

9109100033 

9109100034 

9109100039 

9109100036 

9109100036 

9109100048 

9109100048 

9109100059 

9109100060 

9109100064 

9109100060 

9109100075 

9109100076 

9109100077 

9109100082 

9109100090 

9109100107 

9109100115 

9109100125 

9109100115 

9109100132 

9109100132 

9109100115 

9109100141 

9109100115 

9109100155 

9109100121 

9109100155 

9109100135 

9109100155 

9109100152 

9109100155 

9109100148 

9109100155 

9109100172 

9109100155 

9109100155 

9109100179 

9109100155 

9109100184 

9109100155 

9109100155 

9109100155 


DATE 

ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


91/08/26 
91/08/30 
91/09/02 
91/09/02 
91/08/22 
91/08/22 
91/08/27 
91/08/22 
91/08/27 
91/08/26 
91/08/28 
91/08/22 
91/08/30 
91/08/30 
91/08/23 
91/08/27 
91/08/29 
91/08/29 
91/09/04 
91/09/04 
91/08/07 
91/09/04 
91/09/04 
91/09/04 
91/08/30 
91/09/04 
91/08/30 
91/09/03 
91/06/17 
91/06/17 
91/08/23 
91/08/23 
91/08/29 
91/08/27 
91/08/27 
91/08/27 
91/08/27 
91/08/30 
91/08/30 
91/08/30 
91/08/30 
91/08/30 
91/08/30 
91/08/27 
91/08/30 
91/09/03 
91/08/30 
91/08/29 
91/08/26 
91/08/23 
91/08/29 
91/08/15 
91/08/15 
91/09/04 
91/09/04 
91/08/30 
91/08/30 
91/08/08 
91/08/29 
91/08/12 
91/08/26 
91/08/09 
91/08/09 
91/08/16 
91/08/16 
91/08/22 
91/08/23 
91/09/03 
91/08/23 
91/08/29 
91/08/16 
91/08/27 
91/09/03 
91/09/03 
91/08/19 
91/09/06 
91/08/12 
91/09/06 
91/08/30 
91/08/30 
91/09/06 
91/08/14 
91/09/06 
91/08/30 
91/08/28 
91/08/30 
91/08/29 
91/08/30 
91/08/16 
91/08/30 
91/08/15 
91/08/30 
91/09/06 
91/08/30 
91/08/30 
91/09/06 
91/08/30 
91/09/06 
91/08/30 
91/08/30 
91/08/30 


50-416 

50-277 

50-280 

50-280 

50-327 

50-327 

50-302 

50-327 

50-302 

50-313 

50-483 

QA999 

50-286 

50-286 

REVIEW GR 

50-247 

50-410 

50-410 

71-684 

70- 27 
XPORTLIC 

71- 684 

70- 27 

71- 684 
XPORTLIC 
70-27 
XPORTLIC 
50-382 
COMMISSIO 
COMMISSIO 
50-259 
50-259 
50-223 
XPORTLIC 
XPORTLIC 
40-8027 
40-8027 
50-443 
50-443 
50-443 
50-443 
50-443 
50-443 
XPORTLIC 
50-443 
50-285 
50-443 
WASTE MGT 
CONTRACT 
50-245 
50-219 
70-27 

70- 27 

71- 231 
71-231 
50-315 
50-315 
50-269 
50-259 
50-324 
50-416 
50-424 
50-424 
50-338 
50-338 
50-250 
50-261 
71-5059 
50-261 
50-313 
50-259 
50-302 
50-298 
50-313 
50-416 
REVIEW GR 
50-400 
REVIEW GR 
50-338 
50-338 
REVIEW GR 
50-424 
REVIEW GR 
50-155 
50-528 
50-155 
50-250 
50-155 
50-250 
50-155 
50-395 
50-155 
71-485 
50-155 
50-155 
71-378 
50-155 
71-56 
50-155 
50-155 
50-155 


R 

R 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

V 
Q 
Q 

V 

V 
P 

V 
P 
P 
P 
P 

V 
P 
R 
G 
R 
Q 
R 
Q 
R 

V 
R 

R 

R 


R 

R 

R 


9109100197 

9109100201 

9109100212 

9109100216 

9109100218 

9109100223 

9109100226 

9109100229 

9109100243 

9109100244 

9109100246 

9109100248 

9109100256 

9109100271 

9109100272 

9109100282 

9109100289 

9109100296 

9109100297 

9109100300 

9109100301 

9109100310 

9109100311 

9109100319 

9109100321 

9109100338 

9109100339 

9109100340 

9109100351 

9109100352 

9109100362 

9109100373 

9109100374 

9109100378 

9109100383 

9109100398 

9109100407 

9109100419 

9109100421 

9109100427 

9109100429 

9109100430 

9109100432 

9109100434 

9109100435 

9109100442 

9109110003 

9109110009 

9109110025 

9109110026 

9109110037 

9109110048 

9109110049 

9109110053 

9109110059 

9109110066 

9109110073 

9109110075 

9109110079 

9109110083 

9109110090 

9109110106 

9109110108 

9109110118 

9109110120 

9109110133 

9109110137 

9109110143 

9109110149 

9109110161 

9109110170 

9109110178 

9109110180 

9109110182 

9109110184 

9109110186 

9109110195 

9109110205 

9109110213 

9109110216 

9109110224 

9109110226 

9109110227 

9109110229 

9109110237 

9109110239 

9109110243 

9109110250 

9109110255 

9109110257 

9109110258 

9109110260 

9109110261 

9109110264 

9109110276 

9109110280 

9109110281 

9109110282 

9109110283 

9109110287 

9109110290 


9109100155 

9109100195 

9109100202 

9109100202 

9109100217 

9109100213 

9109100220 

9109100227 

9109100237 

9109100241 

9109100233 

9109100245 

9109100252 

9109100268 

9109100255 

9109100276 

9109100276 

9109100285 

9109100152 

9109100285 

9109100292 

9109100307 

9109100307 

9109100318 

9109100318 

9109100336 

9109100334 

9109100336 

9109100346 

9109100348 

9109100358 

9109100371 

9109100360 

9109100371 

9109100380 

9109100388 

9109100401 

9109100410 

9109100403 

9109100424 

9109100424 

9109100425 

9109100425 

9109100423 

9109100433 

9109100440 

9109110002 

9109110008 

9109110021 

9109110018 

9109110035 

9109110045 

9109110045 

9109110045 

9109110051 

9109110051 

9109110064 

9109110074 

9109100305 

9109110081 

9109110076 

9109110103 

9109110097 

9109110110 

9109110115 

9109110132 

9109110129 

9109110139 

9109110147 

9109110151 

9109110154 

9109110164 

9109110166 

9109110179 

9109110174 

9109110159 

9109110191 

9109110200 

9109110212 

9109110214 

9109110221 

9109110225 

9109110225 

9109110228 

9109110231 

9109110236 

9109110240 

9109110246 

9109110254 

9109110254 

9109110238 

9109110259 

9109110259 

9109110256 

9109110272 

9109110275 

9109110271 

9109110277 

9109110272 

9109110277 

9109110277 


91/08/30 
91/08/30 
91/08/27 
91/08/27 
91/08/29 
91/08/16 
91/09/04 
91/09/03 
91/08/29 
91/08/30 
91/08/16 
91/09/03 
91/08/01 
91/08/23 
91/08/30 
91/06/28 
91/06/28 
91/07/15 
91/08/16 
91/07/15 
91/08/30 
91/08/29 
91/08/29 
91/09/05 
91/09/05 
91/08/29 
91/08/07 
91/08/29 
91/08/07 
91/08/29 
91/09/04 
91/09/04 
91/08/20 
91/09/04 
91/08/23 
91/08/07 
91/08/07 
91/08/29 
91/08/28 
91/08/28 
91/08/28 
91/08/28 
91/08/28 
91/09/05 
91/08/27 
91/08/29 
91/08/28 
91/08/30 
91/09/06 
91/08/26 
91/08/12 
91/08/29 
91/08/29 
91/08/29 
91/09/04 
91/09/04 
91/08/30 
91/08/30 
91/08/28 
91/08/30 
91/08/28 
91/08/13 
91/08/07 
91/08/29 
91/09/05 
91/09/06 
91/09/04 
91/08/07 
91/08/07 
91/08/08 
91/09/06 
91/08/07 
91/06/26 
91/09/06 
91/08/22 
91/08/30 
91/09/05 
91/09/06 
91/09/04 
91/09/03 
91/08/19 
91/09/09 
91/09/09 
91/09/09 
91/08/30 
91/08/26 
91/08/22 
91/09/03 
91/08/26 
91/08/26 
91/08/20 
91/08/20 
91/08/20 
91/09/09 
91/09/10 
91/09/05 
91/09/06 
91/09/05 
91/09/10 
91/09/05 
91/09/05 


50-155 
50-280 
50-440 
50-440 
70-734 
50-250 
50-387 
WASTE MGT 
50-413 
50-368 
50-413 
50-395 
70-27 
50-424 
50-250 
70-27 
70-27 
70-143 
50-250 
70-143 
50-2 
50-320 
50-320 
50-289 
50-289 
50-313 
XPORTLIC 
50-313 I 

XPORTLIC 
50-322 I 

50-285 
50-443 
50-275 
50-443 
CONTRACT 
XPORTLIC 
XPORTLIC 
CONTRACT 
CONTRACT 
50-341 
50-341 
50-445 
50-445 
50-281 
CONTRACT 
50-438 
50-293 
50-245 
50-334 
CONTRACT 
40-2259 
50-269 
50-269 
50-269 
50-298 
50-298 
50-255 
50-331 
CONTRACT 
50-331 
CONTRACT 
GEN TEC I 
XPORTLIC 
50-263 
50-281 
50-440 
50-424 
XPORTLIC 
XPORTLIC 
WASTE MGT 
CONTRACT 
XPORTLIC 
40-8857 
50-395 
CONTRACT 
XPORTLIC 
50-353 
CONTRACT 
71-727 
71-609 
CONTRACT 
50-206 
50-206 
CONTRACT 
XPORTLIC 
50-397 
50-275 
50-245 
50-346 
50-346 
50-269 
50-298 
50-298 
CONTRACT 
50-410 
50-281 
CONTRACT 
50-498 
50-410 
50-498 
50-498 


Q 

Q 

P 

P 

P 

F 

P 

P 
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254 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9109110291 

9109110292 

9109110293 

9109120004 

9109120009 

9109120016 

9109120026 

9109120055 

9109120072 

9109120076 

9109120078 

9109120061 

9109120084 

9109120087 

9109120090 

9109120098 

9109120099 

9109120111 

9109120116 

9109120120 

9109120123 

9109120124 

9109120126 

9109120132 

9109120133 

9109120135 

9109120150 

9109120159 

9109120162 

9109120165 

9109120169 

9109120176 

9109120188 

9109120189 

9109120190 

9109120193 

9109120194 

9109120200 

9109120202 

9109120204 

9109120207 

9109120210 

9109120211 

9109120221 

9109120227 

9109120248 

9109120250 

9109120253 

9109120256 

9109120260 

9109120263 

9109120265 

9109120267 

9109120271 

9109120272 

9109120279 

9109130009 

9109130010 

9109130013 

9109130016 

9109130017 

9109130021 

9109130022 

9109130035 

9109130036 

9109130038 

9109130042 

9109130045 

9109130047 

9109130052 

9109130053 

9109130054 

9109130055 

9109130058 

9109130059 

9109130068 

9109130069 

9109130076 

9109130082 

9109130063 

9109130095 

9109130104 

9109130112 

9109130118 

9109130120 

9109130122 

9109130131 

9109130137 

9109130140 

9109130159 

9109130163 

9109130168 

9109130180 

9109130185 

9109130192 

9109130198 

9109130208 

9109130213 

9109130217 

9109130218 

9109130220 


PRINCIPAL 

DOCUMENT 

9109110288 

9109110285 

9109110288 

9109120003 

9109120007 

9109120014 

9109120023 

9109120051 

9109120069 

9109120074 

9109120077 

9109120079 

9109120079 

9109120086 

9109120051 

9109120094 

9109120095 

9109120110 

9109120112 

9109120119 

9109120117 

9109120115 

9109120107 

9109120128 

9109120129 

9109120131 

9109120100 

9109120156 

9109120156 

9109120147 

9109120164 

9109120164 

9109120183 

9109120183 

9109120187 

9109120187 

9109120187 

9109120185 

9109120198 

9109120191 

9109120185 

9109120191 

9109120208 

9109120229 

9109120213 

9109120235 

9109120233 

9109120233 

9109120254 

9109120257 

9109120259 

9109120264 

9109120262 

9109120270 

9109120268 

9109120278 

9109130006 

9109130006 

9109130012 

9109130015 

9109130015 

9109130020 

9109120281 

9109130034 

9109130027 

9109130037 

9109130041 

9109130044 

9109130029 

9109130050 

9109130049 

9109130050 

9109130029 

9109130049 

9109130057 

9109130060 

9109130065 

9109130075 

9109230098 

9109130067 

9109130092 

9109130103 

9109130071 

9109130117 

9109130117 

9109130117 

9109130119 

9109130127 

9109130139 

9109130134 

9109130160 

9109130160 

9109130174 

9109130183 

9109130189 

9109130196 

9109130179 

9109130201 

9109130216 

9109130191 

9109130216 


DATE 

ISSUED 

91/09/04 

91/09/04 

91/09/04 

91/09/04 

91/08/22 

91/08/20 

91/09/07 

91/08/28 

91/08/29 

91/08/30 

91/09/05 

91/08/30 

91/08/30 

91/09/05 

91/08/28 

91/09/03 

91/09/02 

91/09/03 

91/09/10 

91/09/06 

91/08/07 

91/09/07 

91/09/03 

91/08/29 

91/09/04 

91/08/07 

91/08/22 

91/08/26 

91/08/26 

91/09/06 

91/08/21 

91/08/21 

91/09/04 

91/09/04 

91/09/05 

91/09/05 

91/09/05 

91/08/30 

91/08/30 

91/08/29 

91/08/30 

91/08/29 

91/09/03 

91/08/07 

91/08/07 

91/08/30 

91/08/30 

91/08/30 

91/09/04 

91/08/29 

91/08/30 

91/08/15 

91/09/04 

91/07/25 

91/08/30 

91/09/04 

91/09/03 

91/09/06 

91/08/30 

91/09/04 

91/09/04 

91/09/04 

91/09/04 

91/08/07 

91/08/20 

91/08/07 

91/08/07 

91/09/06 

91/08/30 

91/09/04 

91/08/30 

91/09/04 

91/08/30 

91/08/30 

91/08/29 

91/09/06 

91/09/09 

91/08/21 

91/09/12 

91/09/09 

91/08/28 

91/09/06 

91/06/27 

91/08/29 

91/08/29 

91/08/29 

91/09/06 

91/09/09 

91/08/26 

91/08/29 

91/09/10 

91/09/10 

91/08/08 

91/08/27 

91/08/29 

91/09/09 

91/09/09 

91/09/09 

91/09/09 

91/09/03 

91/09/09 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


50-250 

F 

9109130223 

9109130201 

XPORTUC 


9109130234 

9109130221 

50-250 

F 

9109130236 

9109130230 

50-361 

V 

9109130243 

9109130241 

50-263 

P 

9109130245 

9109130241 

CONTRACT 


9109130249 

9109130248 

CONTRACT 


9109160002 

9109160001 

50-321 

P 

9109160012 

9109160007 

50-289 

P 

9109160023 

9109160017 

CONTRACT 


9109160025 

9109160024 

50-346 

P 

9109160026 

9109160024 

WASTE MGT 


9109160028 

9109160016 

WASTE MGT 


9109160030 

9109160018 

REVIEW GR 

P 

9109160031 

9109160021 

50-321 

P 

9109160033 

9109160020 

50-245 

P 

9109160035 

9109160027 

CONTRACT 


9109160038 

9109160020 

10CFR 


9109160041 

9109160029 

CONTRACT 


9109160042 

9109160036 

CONTRACT 


9109160043 

9109160036 

XPORTLIC 


9109160048 

9109160018 

CONTRACT 


9109160053 

9109160046 

CONTRACT 


9109160054 

9109160047 

CONTRACT 


9109160058 

9109160056 

50-315 

F 

9109160078 

9109160071 

XPORTLIC 


9109160083 

9109160066 

50-298 

P 

9109160096 

9109160092 

50-528 

Q 

9109160099 

9109160090 

50-528 

Q 

9109160109 

9109160106 

70-27 


9109160113 

9109160110 

50-417 

A 

9109160115 

9109160110 

50-417 

A 

9109160118 

9109160116 

50-331 

P 

9109160128 

9109160126 

50-331 

P 

9109160129 

9109160126 

50-219 

P 

9109160147 

9109160141 

50-219 

P 

9109160155 

9109160149 

50-219 

P 

9109160162 

9109160152 

XPORTLIC 


9109160163 

9109160160 

50-244 

V 

9109160166 

91091601S3 


50-346 
XPORTLIC 
50-346 
50-255 
XPORTLIC 
XPORTUC 
50-220 
50-269 
50-269 
50-245 
50-364 
50-498 
50-275 
50-352 
CONTRACT 
CONTRACT 
50-354 
CONTRACT 
50-317 
CONTRACT 
50-346 
50-346 
XPORTLIC 
CONTRACT 
XPORTLIC 
CONTRACT 
XPORTLIC 
XPORTLIC 
CONTRACT 
50-324 
50-266 
50-321 
50-266 
50-324 
50-321 
REVIEW GR P 
50-89 Q 

CONTRACT 
50-528 


50-388 

50-29 

50-348 

50-89 

50-272 

40-8027 

40-8027 

40-8027 

50-269 

CONTRACT 

50-133 

FOIA 

50-327 

50-327 

CONTRACT 

FOIA 

CONTRACT 

50-313 

CONTRACT 

FOIA 

50-285 

PR 

50-285 


F 

P 

P 

Q 

Q 

P 


9109160170 

9109160183 

9109160213 

9109160222 

9109160228 

9109160230 

9109160233 

9109160236 

9109160237 

9109160242 

9109160246 

9109160247 

9109160248 

9109160259 

9109160264 

9109160271 

9109160274 

9109160277 

9109160278 

9109160288 

9109160291 

9109160295 

9109160297 

9109160298 

9109160300 

9109160305 

9109160326 

9109160327 

9109160335 

9109160337 

9109160336 

9109170004 

9109170011 

9109170013 

9109170019 

9109170022 

9109170029 

9109170031 

9109170033 

9109170035 

9109170041 

9109170043 

9109170052 

9109170053 

9109170054 

9109170057 

9109170064 

9109170070 

9109170077 

9109170079 

9109170096 

9109170099 

9109170103 

9109170107 

9109170114 

9109170121 

9109170122 

9109170130 

9109170134 

9109170141 

9109170152 

9109170160 


9109130191 

9109160175 

9109160211 

9109130191 

9109130191 

9109160227 

9109160227 

9109160227 

9109160227 

9109160001 

9109160244 

9109160244 

9109160241 

9109160257 

9109160263 

9109160270 

9109160273 

9109160272 

9109160275 

9109160287 

9109160290 

9109160286 

9109160275 

9109160289 

9109160266 

9109160303 

9109160325 

9109160325 

9109160329 

9109160328 

9109160329 

9109170002 

9109170009 

9109170009 

9109170017 

9109130024 

9109170025 

9109170025 

9109170025 

9109170028 

9109130067 

9109170040 

9109170050 

9109170046 

9109170046 

9109170051 

9109170056 

9109170066 

9109170073 

9109170073 

9109170088 

9109170090 

9109170100 

9109170100 

9109170106 

9109170106 

9109170115 

9109170117 

9109170125 

9109170137 

9109170146 

9109170154 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

91/09/09 

FOIA 

91/07/08 

CONTRACT 

91/09/06 

50-219 

91/09/05 

50-237 

91/09/05 

50-237 

91/09/06 

50-29 

91/09/05 

50-416 

91/08/29 

50-259 

91/09/03 

50-280 

91/09/05 

50-354 

91/09/05 

50-354 

91/08/29 

50-269 

91/08/28 

50-206 

91/08/23 

70-143 

91/09/05 

50-261 

91/08/19 

50-327 

91/09/05 

50-261 

91/08/28 

50-327 

91/08/28 

50-321 

91/08/28 

50-321 

91/08/28 

50-206 

91/09/06 

70-27 

91/08/26 

50-395 

91/09/05 

50-269 

91/08/16 

70-143 

91/08/22 

50-424 

91/09/06 

TOPREP 

91/09/09 

50-315 

91/09/06 

50-213 

91/09/08 

50-445 

91/09/06 

50-445 i 

91/09/09 

50-482 i 


91/09/05 

91/09/05 

91/08/14 

91/08/30 

91/08/30 

91/08/22 

91/08/29 

91/09/03 

91/08/30 

91/09/05 

91/09/03 

91/09/03 

91/09/10 

91/09/10 

91/09/10 

91/09/10 

91/09/05 

91/08/23 

91/08/23 

91/09/09 

91/08/21 

91/09/10 

91/09/06 

91/09/10 

91/08/19 

91/09/09 

91/09/11 

91/09/11 

91/09/10 

91/09/09 

91/09/11 

91/09/10 

91/09/09 

91/09/09 

91/09/09 

91/09/10 

91/08/12 

91/09/10 

91/09/13 

91/09/09 

91/09/09 

91/09/06 

91/09/05 

91/09/09 

91/09/09 

91/09/09 

91/09/06 

91/09/09 

91/08/08 

91/09/10 

91/08/28 

91/09/05 

91/09/06 

91/09/06 

91/09/05 

91/09/10 

91/09/10 

91/09/10 

91/09/11 

91/08/13 

91/08/13 

91/09/11 

91/09/11 

91/08/23 

91/09/11 

91/08/30 

91/09/13 

91/09/11 

91/09/05 


50-272 

50-272 

50-395 

50-413 

50-344 

50-390 

50-259 

PR 

50-269 

50-317 

PR 

PR 

40-7604 
40-7604 
40-7604 
40-7604 
50-416 
50-334 
50-334 
CONTRACT 
CONTRACT 
50-390 
50-354 
50-354 
50-275 
50-313 
71-5805 
71-9151 
50-295 
50-313 
50-219 
50-295 
50-304 
50-334 
50-334 
50-259 


50-259 

50-285 

40-6622 

40-6622 

50-344 

50-29 

50-344 

50-344 

50-344 

50-341 

50-29 

PT21 

50-341 

50-333 

50-334 

50-220 

50-245 

50-29 

50-263 

50-263 

50-186 

50-309 

TOPREP 

TOPREP 

50-295 

50-295 

50-334 

50-461 

50-272 

50-366 

50-482 

50-387 


STATE PRO G 


V 

H 

I 

I 

I 

Q 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 


Q 

Q 

Q 

P 

F 

P 

P 

Q 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

9109170164 

9109170156 

91/09/03 

50-286 

Q 

9109180246 

9109180236 

91/09/11 

50-348 

9109170167 

9109170149 

91/09/09 

WASTE MGT 


9109180247 

9109180244 

91/09/05 

50-458 

9109170172 

9109170161 

91/09/11 

50-482 

P 

9109180248 

9109180244 

91/09/05 

50-458 

9109170176 

9109170174 

91/09/09 

50-528 

P 

9109180269 

9109180268 

91/09/11 

50-416 

9109170180 

9109170174 

91/09/09 

50-528 

P 

9109190004 

9109190003 

91/09/10 

50-282 

9109170182 

9109170179 

91/08/14 

TOPREP 


9109190006 

9109190005 

91/09/11 

50-416 

9109170186 

9109170179 

91/08/14 

TOPREP 


9109190016 

9109190014 

91/09/13 

71-609 

9109170205 

9109170173 

91/09/12 

40-8768 


9109190018 

9109190017 

91/09/13 

71-611 

9109170216 

9109170208 

91/09/12 

40-8914 


9109190020 

9109190019 

91/09/13 

71-526 

9109170220 

9109170211 

91/09/13 

50-413 

R 

9109190023 

9109190022 

91/09/13 

71-275 

9109170225 

9109170218 

91/08/30 

50-286 

V 

9109190043 

9109190041 

91/06/25 

FOIA 

9109170227 

9109170211 

91/09/13 

50-413 

R 

9109190050 

9109190046 

91/09/12 

50-295 

9109170230 

9109170228 

91/09/06 

50-461 

P 

9109190051 

9109190045 

91/09/12 

50-456 

9109170237 

9109170236 

91/09/03 

50-10 

R 

9109190054 

9109190046 

91/09/12 

50-295 

9109170249 

9109170247 

91/09/11 

50-317 

P 

9109190062 

9109190060 

91/09/12 

50-237 

9109170252 

9109170247 

91/09/11 

50-317 

P 

9109190066 

9109190060 

91/09/12 

50-237 

9109170254 

9109170253 

91/09/10 

50-336 

R 

9109190070 

9109190059 

91/09/12 

50-282 

9109170255 

9109170253 

91/09/10 

50-336 

R 

9109190076 

9109190075 

91/09/16 

71-9035 

9109170264 

9109170262 

91/09/10 

50-348 

P 

9109190080 

9109190071 

91/09/12 

50-269 

9109170268 

9109170262 

91/09/10 

50-348 

P 

9109190081 

9109190079 

91/09/16 

71-9028 

9109170269 

9109170266 

91/09/13 

50-369 

R 

9109190085 

9109190083 

91/08/29 

50-387 

9109170274 

9109170266 

91/09/13 

50-369 

R 

9109190092 

9109190090 

91/09/16 

71-9027 

9109170276 

9109170273 

91/09/13 

50-528 

R 

9109190098 

9109190096 

91/09/10 

TOPREP 

9109170277 

9109170273 

91/09/13 

50-528 

R 

9109190114 

9109190086 

91/06/14 

50-244 

9109170278 

9109170273 

91/09/13 

50-528 

R 

9109190118 

9109190068 

91/08/14 

40-8502 

9109170298 

9109170297 

91/09/10 

50-456 

S 

9109190121 

9109190084 

91/08/14 

40-8904 

9109170299 

9109170297 

91/09/10 

50-456 

S 

9109190124 

9109190122 

91/09/17 

71-5926 

9109170306 

9109170303 

91/09/11 

50-410 

P 

9109190128 

9109190117 

91/08/20 

40-8902 

9109170311 

9109170309 

91/09/06 

50-327 

P 

9109190129 

9109190086 

91/06/14 

50-244 

9109170312 

9109170309 

91/09/06 

50-327 

P 

9109190137 

9109190132 

91/08/12 

40-1162 

9109170313 

9109170309 

91/09/06 

50-327 

P 

9109190139 

9109190086 

91/06/14 

50-244 

9109170315 

9109170314 

91/09/11 

50-269 

P 

9109190143 

9109190127 

91/08/28 

40-4492 

9109170316 

9109170302 

91/09/09 

50-269 

P 

9109190144 

9109190086 

91/06/14 

50-244 

9109170322 

9109170318 

91/09/06 

TOPREP 


9109190147 

9109190086 

91/06/14 

50-244 

9109170323 

9109170319 

91/09/13 

50-269 

R 

9109190149 

9109190086 

91/06/14 

50-244 

9109170326 

9109170319 

91/09/13 

50-269 

R 

9109190152 

9109190111 

91/09/10 

50-298 

9109170328 

9109170325 

91/09/10 

50-335 

P 

9109190153 

9109190086 

91/06/14 

50-244 

9109170331 

9109170325 

91/09/10 

50-335 

P 

9109190156 

9109190151 

91/08/14 

40-8857 

9109170334 

9109170332 

91/09/13 

50-317 

R 

9109190157 

9109190086 

91/06/14 

50-244 

9109170337 

9109170332 

91/09/13 

50-317 

R 

9109190159 

9109190086 

91/06/14 

50-244 

9109180004 

9109180003 

91/09/11 

50-255 

Q 

9109190169 

9109190164 

91/09/10 

71-728 

9109180008 

9109180007 

91/09/09 

70-734 


9109190174 

9109190166 

91/09/16 

50-382 

9109180011 

9109180009 

91/09/10 

50-298 

Q 

9109190176 

9109190172 

91/09/13 

40-8724 

9109180027 

9109180020 

91/09/11 

50-382 

S 

9109190182 

9109190180 

91/09/16 

71-9029 

9109180028 

9109180026 

91/09/06 

50-390 

A 

9109190190 

9109190187 

91/09/11 

71-607 

9109180029 

9109180025 

91/09/05 

40-8857 


9109190191 

9109190185 

91/09/16 

70-143 

9109180030 

9109180022 

91/09/06 

50-316 

P 

9109190194 

9109190185 

91/09/16 

70-143 

9109180041 

9109180022 

91/09/06 

50-316 

P 

9109190196 

9109190193 

91/09/13 

WASTE MGT 

9109180054 

9109180050 

91/09/12 

50-305 

Q 

9109190198 

9109190185 

91/09/16 

70-143 

9109180057 

9109180022 

91/09/06 

50-321 

P 

9109190202 

9109190086 

91/06/14 

50-244 

9109180060 

9109180022 

91/09/06 

FOIA 


9109190204 

9109190086 

91/06/14 

50-244 

9109180068 

9109180062 

91/09/13 

50-315 

P 

9109190207 

9109190086 

91/06/14 

50-244 

9109180070 

9109180061 

91/09/11 

50-322 

P 

9109190210 

9109190086 

91/06/14 

50-244 

9109180073 

9109180061 

91/09/11 

50-322 

P 

9109190213 

9109190209 

91/09/13 

50-333 

9109180074 

9109180069 

91/08/28 

40-8681 


9109190214 

9109190086 

91/06/14 

50-244 

9109180077 

9109180022 

91/09/06 

50-263 

P 

9109190217 

9109190086 

91/06/14 

50-244 

9109180086 

9109180061 

91/09/11 

50-322 

P 

9109190219 

9109190218 

91/09/17 

50-206 

9109180092 

9109180069 

91/08/28 

40-8681 


9109190221 

9109190218 

91/09/17 

50-206 

9109180103 

9109180096 

91/09/13 

71-377 


9109190232 

9109190229 

91/09/10 

50-170 

9109180107 

9109180069 

91/08/28 

40-8681 


9109190253 

9109190251 

91/09/16 

CONTRACT 

9109180108 

9109180088 

91/09/11 

50-269 

P 

9109190278 

9109190276 

91/09/16 

50-369 

9109180123 

9109180122 

91/09/13 

71-69 


9109190293 

9109190239 

91/09/11 

50-454 

9109180124 

9109180120 

91/09/10 

50-272 

P 

9109190294 

9109190239 

91/09/11 

50-454 

9109180129 

9109180128 

91/09/13 

71-725 


9109190296 

9109190239 

91/09/11 

50-454 

9109180131 

9109180118 

91/08/27 

40-8902 


9109200026 

9109200023 

91/09/11 

50-302 

9109180137 

9109180134 

91/09/13 

71-266 


9109200031 

9109200023 

91/09/11 

50-302 

9109180140 

9109180135 

91/09/12 

50-361 

P 

9109200032 

9109200029 

91/08/27 

40-8502 

9109180142 

9109180135 

91 /09/12 

50-361 

P 

9109200033 

9109200028 

91/09/03 

40-3453 

9109180146 

9109180144 

91/09/12 

40-8724 


9109200041 

9109200036 

91/08/23 

PR 

9109180148 

9109180136 

91/09/06 

50-499 

P 

9109200050 

9109200048 

91/09/18 

50-261 

9109180149 

9109180144 

91/09/12 

40-8724 


9109200056 

9109200054 

91/09/13 

50-269 

9109180159 

9109090260 

91/08/23 

COMMISSIO 

N 

9109200060 

9109200042 

91/09/12 

WASTE MGT 

9109180163 

9109180162 

91/09/13 

50-390 

A 

9109200072 

9109200064 

91/07/30 

CONTRACT 

9109180167 

9109180165 

91/07/30 

FOIA 


9109200078 

9109200076 

91/09/11 

COMMISSIO 

9109180169 

9109180168 

91/09/11 

50-317 

P 

9109200079 

9109200042 

91/09/12 

WASTE MGT 

9109180170 

9109180168 

91/09/11 

50-317 

P 

9109200081 

9109200065 

91/09/03 

40-8768 

9109180186 

9109180181 

91/09/12 

CONTRACT 


9109200083 

9109200068 

91/09/12 

50-498 

9109180187 

9109180182 

91/05/23 

FOIA 


9109200084 

9109200080 

91/09/09 

CONTRACT 

9109180193 

9109180192 

91/09/12 

WASTE MGT 


9109200085 

9109200042 

91/09/12 

WASTE MGT 

9109180199 

9109180182 

91/05/23 

FOIA 


9109200087 

9109200068 

91/09/12 

CONTRACT 

9109180201 

9109180198 

91/09/13 

WASTE MGT 


9109200092 

9109200042 

91/09/12 

WASTE MGT 

9109180203 

9109180182 

91/05/23 

FOIA 


9109200096 

9109200094 

91/09/12 

CONTRACT 

9109180207 

9109180194 

91/09/12 

50-324 

R 

9109200101 

9109200042 

91/09/12 

WASTE MGT 

9100180209 

9109180205 

91/09/13 

50-302 

Q 

9109200103 

9109200100 

91/08/12 

40-8943 

9109180210 

9109180194 

91/09/12 

50-324 

R 

9109200109 

9109200104 

91/09/12 

50-219 

9109180211 

9109180206 

91/09/06 

50-272 

K 

9109200112 

9109200042 

91/09/12 

WASTE MGT 

9109180213 

9109180194 

91/09/12 

50-324 

R 

9109200115 

9109200107 

91/09/12 

50-445 

9109180216 

9109180194 

91/09/12 

50-324 

R 

9109200120 

9109200042 

91/09/12 

WASTE MGT 

9109180217 

9109180214 

91/09/12 

50-424 

P 

9109200125 

9109200110 

91/09/12 

50-213 

9109180219 

9109180194 

91/09/12 

50-324 

R 

9109200126 

9109200104 

91 /09/12 

50-219 

9109180220 

9109180182 

91/05/23 

FOIA 


9109200127 

9109200042 

91/09/12 

WASTE MGT 

9109180222 

9109180194 

91/09/12 

50-324 

R 

9109200128 

9109200118 

91/08/09 

40-8786 

9109180223 

9109180218 

91/09/10 

50-368 

P 

9109200130 

9109200042 

91/09/12 

WASTE MGT 

9109180224 

9109180182 

91/05/23 

FOIA 


9109200134 

9109200042 

91/09/12 

WASTE MGT 

9109180227 

9109180218 

91/09/10 

50-368 

P 

9109200136 

9109200132 

91/09/13 

50-331 

9109180229 

9109180194 

91/09/12 

50-324 

R 

9109200141 

9109200132 

91/09/13 

50-331 

9109180231 

9109180182 

91/05/23 

FOIA 


9109200142 

9109200042 

91/09/12 

WASTE MGT 

9109180234 

9109180230 

91/09/12 

50-335 

P 

9109200148 

9109200042 

91/09/12 

WASTE MGT 

9109180237 

9109180194 

91/09/12 

50-324 

R 

9109200152 

9109200144 

91/09/06 

50-341 

9109180239 

9109180182 

91/05/23 

FOIA 


9109200155 

9109200137 

91/09/03 

CONTRACT 

9109180242 

9109180236 

91/09/11 

50-348 

P 

9109200156 

9109200042 

91/09/12 

WASTE MGT 


P 

P 

P 

P 

P 

P 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

K 


T 


T 

T 

T 

T 

T 

F 

T 

T 

T 

F 


T 

T 

T 

T 

P 

T 

T 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 


N 


Q 


P 

P 

Q 

P 


P 

P 


P 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


9109200161 

9109200162 

9109200166 

9109200169 

9109200170 

9109200173 

9109200177 

9109200184 

9109200187 

9109200190 

9109200191 

9109200193 

9109200207 

9109200213 

9109200217 

9109200219 

9109200225 

9109200241 

9109200244 

9109200253 

9109200256 

9109200272 

9109200273 

9109200286 

9109200287 

9109200291 

9109200301 

9109200303 

9109200306 

9109200308 

9109200311 

9109200317 

9109200318 

9109200322 

9109200328 

9109200344 

9109200348 

9109200349 

9109200351 

9109200353 

9109200355 

9109200356 

9109230002 

9109230004 

9109230009 

9109230011 

9109230015 

9109230017 

9109230019 

9109230022 

9109230023 

9109230033 

9109230034 

9109230036 

9109230038 

9109230041 

9109230042 

9109230046 

9109230047 

9109230049 

9109230050 

9109230055 

9109230061 

9109230063 

9109230067 

9109230072 

9109230083 

9109230087 

9109230089 

9109230092 

9109230097 

9109230101 

9109230106 

9109230107 

9109230111 

9109230112 

9109230115 

9109230116 

9109230122 

9109230124 

9109230125 

9109230127 

9109230128 

9109230143 

9109230152 

9109230162 

9109230163 

9109230164 

9109230180 

9109230181 

9109230182 

9109230183 

9109230185 

9109230187 

9109230188 

9109230191 

9109230195 

9109230199 

9109230201 

9109230210 

9109230215 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 

9109200042 

9109200144 

9109200042 

9109200168 

9109200158 

9109200168 

9109200168 

9109200179 

9109200183 

9109200185 

9109200163 

9109200176 

9109200200 

9109200208 

9109200212 

9109200216 

9109200221 

9109200237 

9109200240 

9109200251 

9109200248 

9109200176 

9109200269 

9109200281 

9109200174 

9109200285 

9109200292 

9109200296 

9109200304 

9109200305 

9109200299 

9109200315 

9109200316 

9109200313 

9109200325 

9109200338 

9109200123 

9109200342 

9109200332 

9109200350 

9109200350 

9109200342 

9109230001 

9109230003 

9109230007 

9109230008 

9109230012 

9109230014 

9109230018 

9109230021 

9109230020 

9109230031 

9109230027 

9109230031 

9109230027 

9109230027 

9109230035 

9109230027 

9109230043 

9109230043 

9109230037 

9109230052 

9109230060 

9109230027 

9109230066 

9109230027 

9109230071 

9109230086 

9109230081 

9109230090 

9109230027 

9109230071 

9109230027 

9109230096 

9109230105 

9109230103 

9109230027 

9109230079 

9109230120 

9109230121 

9109230119 

9109230117 

9109230119 

9109230027 

9109230149 

9109230158 

9109230159 

9109230156 

9109230175 

9109230027 

9109230176 

9109230176 

9109230175 

9109230178 

9109230184 

9109230184 

9109230027 

9109230190 

9109230190 

9109230208 

9109230208 


91/09/12 

91/09/06 

91/09/12 

91/08/29 

91/08/29 

91/08/29 

91/08/29 

91/09/12 

91/09/12 

91/09/12 

91/09/13 

91/09/05 

91/09/10 

91/09/13 

91/08/20 

91/09/17 

91/09/17 

91/09/17 

91/09/17 

91/09/17 

91/09/10 

91/09/05 

91/09/13 

91/09/16 

91/08/30 

91/07/29 

91/09/11 

91/09/13 

91/09/18 

91/09/12 

91/09/11 

91/09/18 

91/09/16 

91/09/12 

91/09/13 

91/09/12 

91/09/06 

91/08/28 

91/09/12 

91/09/09 

91/09/09 

91/08/28 

91/09/13 

91/09/10 

91/09/10 

91/09/11 

91/09/10 

91/09/12 

91/09/13 

91/09/12 

91/09/12 

91/09/12 

91/09/05 

91/09/12 

91/09/05 

91/09/05 

91/09/04 

91/09/05 

91/09/13 

91/09/13 

91/09/13 

91/09/20 

91/09/20 

91/09/05 

91/09/13 

91/09/05 

91/08/20 

91/09/19 

91/09/16 

91/09/19 

91/09/05 

91/08/20 

91/09/05 

91/09/12 

91/09/16 

91/09/17 

91/09/05 

91/09/16 

91/09/16 

91/09/13 

91/09/06 

91/08/18 

91/09/06 

91/09/05 

91/09/12 

91/09/12 

91/09/17 

91/09/19 

91/09/05 

91/09/05 

91/09/09 

91/09/09 

91/09/05 

91/09/12 

91/09/12 

91/09/12 

91/09/05 

91/09/11 

91/09/11 

91/09/13 

91/09/13 


SUBJECT 

CATEGORY 

WASTE MGT 
50-341 F 

WASTE MGT 
50-244 F 

CONTRACT 
50-244 F 

50-244 F 

70- 135 

CONTRACT 
50-322 U 

CONTRACT 
50-361 p 

CONTRACT 
CONTRACT 

71- 725 
CONTRACT 
CONTRACT 

72- 1006 

50-446 A 

50-498 P 

CONTRACT 
50-361 P 

CONTRACT 
50-206 P 

50-247 P 

NUREG 

50-289 P 

50-266 P 

71-520 

CONTRACT 

CONTRACT 

71-726 

50-369 P 

50-259 Q 

50-344 P 

CONTRACT- 
CONTRACT 
STATE PRO G 
50-255 P 

50-313 P 

50-313 P 

STATE PRO G 
50-346 Q 

50-219 Q 

50-245 Q 

50-309 P 

50-245 Q 

50-333 Q 

50-344 Q 

50-397 F 

50-369 p 

50-324 P 

PR 

50-324 p 

PR 

PR 

50-331 Q 

PR 

50-334 p 

50-334 p 

XPORTLIC 

71-723 

71-378 

PR 

CONTRACT 

PR 

40-4492 

71-6697 

40-7102 

71-9153 

PR 

40-4492 

PR 

50-260 Q 

CONTRACT 
CONTRACT 
PR 

CONTRACT 
50-410 P 

50-373 p 

50-275 p 

REVIEW GR P 
50-275 p 

PR 

50-275 Q 

50-413 Q 

50-254 p 

50-259 Q 

50-275 p 

PR 

50-498 p 

50-498 p 

50-275 P 

50-390 Q 

50-482 P 

50-482 P 

PR 

50-483 P 

50-483 P 

50-331 p 

50-331 p 


ENCLOSURE 


9109230216 

9109230223 

9109230233 

9109230237 

9109230238 

9109230240 

9109240004 

9109240005 

9109240021 

9109240022 

9109240023 

9109240025 

9109240050 

9109240058 

9109240059 

9109240063 

9109240065 

9109240067 

9109240070 

9109240089 

9109240094 

9109240095 

9109240096 

9109240099 

9109240103 

9109240107 

9109240133 

9109240137 

9109240155 

9109240157 

9109240172 

9109240175 

9109240180 

9109240194 

9109240207 

9109240214 

9109240223 

9109240226 

9109240235 

9109240253 

9109240260 

9109240265 

9109240269 

9109240276 

9109240280 

9109240281 

9109240288 

9109240290 

9109240298 

9109240301 

9109240302 

9109240303 

9109240306 

9109240331 

9109240346 

9109240355 

9109240360 

9109240363 

9109240369 

9109240374 

9109240377 

9109240381 

9109240383 

9109240392 

9109240395 

9109240399 

9109240400 

9109240405 

9109240409 

9109240410 

9109240412 

9109240423 

9109240436 

9109240440 

9109240447 

9109240449 

9109250009 

9109250012 

9109250015 

9109250016 

9109250017 

9109250019 

9109250020 

9109250021 

9109250023 

9109250024 

9109250026 

9109250030 

9109250031 

9109250033 

9109250034 

9109250041 

9109250043 

9109250046 

9109250047 

9109250053 

9109250058 

9109250060 

9109250063 

9109250066 

9109250069 


PRINCIPAL 

DOCUMENT 

9109230209 

9109230212 

9109230229 

9109230234 

9109230230 

9109230027 

9109240003 

9109240002 

9109230205 

9109240015 

9109240017 

9109240020 

9109240042 

9109240046 

9109240042 

9109240060 

9109240061 

9109240060 

9109240064 

9109240086 

9109240084 

9109240088 

9109240086 

9109240091 

9109240091 

9109240101 

9109240129 

9109240122 

9109240145 

9109240147 

9109240163 

9109240164 

9109240169 

9109240191 

9109240204 

9109240206 

9109240221 

9109240216 

9109240220 

9109240238 

9109240255 

9109240255 

9109240261 

9109240267 

9109240273 

9109190110 

9109240273 

9109240286 

9109240294 

9109240295 

9109240297 

9109240294 

9109240305 

9109240330 

9109240344 

9109240350 

9109240304 

9109240304 

9109240364 

9109240364 

9109240373 

9109240378 

9109240370 

9109240370 

9109240390 

9109180043 

9109240394 

9109180043 

9109240373 

9109180043 

9109240408 

9109240421 

9109240435 

9109240432 

9109240446 

9109240448 

9109250006 

9109250007 

9109250013 

9109250007 

9109250006 

9109250006 

9109250006 

9109250006 

9109250006 

9109250022 

9109250010 

9109250006 

9109250025 

9109250028 

9109250010 

9109250006 

9109250039 

9109250044 

9109250006 

9109250006 

9109250049 

9109250052 

9109250006 

9109250006 

9109250006 


91/08/22 

91/09/13 

91/09/06 

91/09/13 

91/09/16 

90/11/05 

91/09/12 

91/09/13 

90/10/02 

91/06/17 

91/09/10 

91/09/13 

91/09/03 

91/09/11 

91/09/03 

91/09/12 

91/09/10 

91/09/12 

91/09/11 

91/09/19 

91/09/06 

91/09/04 

91/09/19 

91/08/20 

91/08/20 

91/09/06 

91/09/20 

91/09/05 

91/09/17 

91 /09/12 

91/08/08 

91/09/20 

91/09/17 

91/09/19 

91/09/20 

91/08/30 

91/09/17 

91/09/12 

91/09/17 

91/09/13 

91/09/19 

91/09/19 

91/09/19 

91/09/13 

91/09/05 

91/09/16 

91/09/05 

91/09/12 

91/09/11 

91/09/11 

91/09/05 

91/09/11 

91/09/12 

91/09/18 

91/09/09 

91/08/29 

91/09/12 

91/09/12 

91/09/17 

91/09/17 

91/09/19 

91/09/05 

91/09/06 

91/09/06 

91/09/05 

91/09/04 

91/09/13 

91/09/04 

91/09/19 

91/09/04 

91/09/19 

91/09/12 

91/08/19 

91/09/10 

91/09/18 

91/09/13 

91/04/19 

91/09/04 

91/09/18 

91/09/04 

91/04/19 

91/04/19 

91/04/19 

91/04/19 

91/04/19 

91/09/13 

91/09/16 

91/04/19 

91/08/28 

91/09/05 

91/09/16 

91/04/19 

91/09/13 

91/09/16 

91/04/19 

91/04/19 

91/09/10 

91/09/16 

91/04/19 

91/04/19 

91/04/19 


SUBJECT 

CATEGORY 

CONTRACT 
CONTRACT 
CONTRACT 
50-335 C 

50-482 0 

PR 

50-387 Q 

50-482 p 

50-254 p 

CONTRACT 
50-424 Q 

50-57 Q 

50-369 Q 

50-327 V 

50-369 Q 

50-309 Q 

50-333 Q 

50-309 Q 

50-327 Q 

50-309 Q 

50-336 Q 

50-333 Q 

50-309 Q 

50-272 Q 

50-272 Q 

50-271 Q 

WASTE MGT 
50-324 Q 

50-456 p 

50-424 Q 

50-424 Q 

40-2678 

50-192 Q 

50-482 Q 

50-445 Q 

50-280 Q 

50-324 P 

50-334 Q 

50-266 Q 

50-269 Q 

71-5450 
71-5450 

50-267 Q 

50-269 Q 

50-390 Q 

71-9001 

50-390 Q 

50-289 Q 

50-219 Q 

50-269 Q 

50-390 Q 

50-219 Q 

50-334 Q 

50-261 p 

50-269 Q 

50-62 Q 

50-277 Q 

50-277 Q 

50-315 Q 

50-315 Q 

50-373 Q 

50-395 Q 

50-400 Q 

50-400 Q 

50-440 Q 

50-286 F 

50-259 P 

50-286 F 

50-373 Q 

50-286 F 

71-211 

50-440 p 

70-36 

50-289 Q 

CONTRACT 
50-206 Q 

FOIA 

50-317 P 

50-410 P 

50-317 p 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-250 Q 

CONTRACT 

FOIA 

50-254 V 

50-277 F 

CONTRACT 
FOIA 

CONTRACT- 

CONTRACT 

FOIA 

50-331 P 

50-443 Q 

CONTRACT 

FOIA 

FOIA 

FOIA 
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9109250072 

9109250061 

91/09/12 

CONTRACT 


9109250073 

9109250006 

91/04/19 

FOIA 


9109250074 

9109250006 

91/04/19 

FOIA 


9109250079 

9109250055 

91/09/18 

50-324 

P 

9109250082 

9109250006 

91/04/19 

50-346 

P 

9109250083 

9109250006 

91/04/19 

FOIA 


9109250089 

9109250006 

91/04/19 

FOIA 


9109250091 

9109250077 

91/09/13 

50-327 

Q 

9109250096 

9109250006 

91/04/19 

50-346 

P 

9109250099 

9109250006 

91/04/19 

FOIA 


9109250106 

9109250006 

91/04/19 

50-346 

P 

9109250108 

9109250080 

91/09/06 

CONTRACT 


9109250113 

9109250006 

91/04/19 

FOIA 


9109250118 

9109250107 

91/08/23 

CONTRACT 


9109250120 

9109250006 

91/04/19 

50-346 

P 

9109250121 

9109250114 

91/09/13 

50-373 

P 

9109250123 

9109250116 

91/09/13 

40-7102 


9109250124 

9109250006 

91/04/19 

FOIA 


9109250126 

9109250006 

91/04/19 

FOIA 


9109250129 

9109250125 

91/09/19 

40-8907 


9109250131 

9109250125 

91/09/19 

40-8907 


9109250134 

9109250130 

91/09/13 

CONTRACT 


9109250148 

9109250006 

91/04/19 

FOIA 


9109250150 

9109250135 

91/09/17 

CONTRACT 


9109250152 

9109250141 

91/09/12 

50-29 

P 

9109250153 

9109250006 

91/04/19 

50-346 

P 

9109250155 

9109250147 

91/09/05 

50-528 

G 

9109250164 

9109250158 

91/09/18 

50-346 

P 

9109250168 

9109250006 

91/04/19 

50-346 

P 

9109250173 

9109250006 

91/04/19 

50-346 

P 

9109250177 

9109250161 

91/07/25 

CONTRACT 


9109250184 

9109250006 

91/04/19 

50-346 

P 

9109250186 

9109250006 

91/04/19 

FOIA 


9109250187 

9109250180 

91/09/13 

CONTRACT 


9109250188 

9109250185 

91/09/13 

50-322 

G 

9109250189 

9109250006 

91/04/19 

FOIA 


9109250191 

9109250181 

91/09/16 

CONTRACT 


9109250194 

9109250006 

91/04/19 

50-346 

P 

9109250196 

9109250006 

91/04/19 

50-346 

P 

9109250197 

9109250190 

91/09/11 

CONTRACT 


9109250215 

9109250214 

91/09/19 

71-332 


9109250216 

9109250006 

91/04/19 

FOIA 


9109250218 

9109250217 

91/09/19 

71-516 


9109250220 

9109250219 

91/09/18 

WASTE MGT 


9109250221 

9109250006 

91/04/19 

FOIA 


9109250224 

9109250006 

91/04/19 

FOIA 


9109250226 

9109250006 

91/04/19 

50-346 

P 

9109250228 

9109250006 

91/04/19 

FOIA 


9109250230 

9109250006 

91/04/19 

FOIA 


9109250232 

9109250006 

91/04/19 

FOIA 


9109250234 

9109250006 

91/04/19 

FOIA 


9109250239 

9109250236 

91/09/17 

CONTRACT 


9109250240 

9109250006 

91/04/19 

50-346 

P 

9109250244 

9109250241 

91/09/18 

50-289 

P 

9109250248 

9109250243 

91/09/16 

CONTRACT 


9109250251 

9109250006 

91/04/19 

FOIA 


9109250257 

9109250246 

91/09/18 

50-333 

F 

9109250265 

9109250259 

91/09/17 

50-250 

P 

9109250270 

9109250267 

91/09/17 

REVIEW GR 

P 

9109250271 

9109250268 

91/09/16 

50-445 

P 

9109250274 

9109250006 

91/04/19 

FOIA 


9109250277 

9109250006 

91/04/19 

FOIA 


9109250278 

9109250006 

91/04/19 

FOIA 


9109250280 

9109250275 

91/09/10 

50-443 

Q 

9109250285 

9109250284 

91/09/20 

70-2941 


9109250287 

9109250284 

91/09/20 

70-2941 


9109260009 

9109260002 

91/09/16 

CONTRACT 


9109260015 

9109260010 

91/09/12 

50-368 

Q 

9109260016 

9109260002 

91/09/16 

CONTRACT 


9109260017 

9109260006 

91/09/01 

CONTRACT 


9109260027 

9109260026 

91/09/18 

CONTRACT 


9109260030 

9109260028 

91/09/19 

50-302 

P 

9109260042 

9109260040 

91/09/12 

WASTE MGT 


9109260048 

9109260044 

91/09/20 

WASTE MGT 


9109260053 

9109260044 

91/09/20 

WASTE MGT 


9109260072 

9109260019 

91/09/18 

50-206 

P 

9109260074 

9109260020 

91/09/19 

CONTRACT 


9109260078 

9109260075 

91/09/19 

50-344 

P 

9109260081 

9109260075 

91/09/19 

50-344 

P 

9109260083 

9109260079 

91/09/16 

CONTRACT 


9109260088 

9109260084 

91/09/18 

71-6581 


9109260091 

9109260087 

91/09/19 

50-346 

P 

9109260094 

9109260089 

91/09/17 

50-272 

P 

9109260103 

9109260100 

91/09/10 

50-275 

F 

9109260112 

9109260110 

91/09/19 

50-213 

P 

9109260114 

9109260113 

91/09/18 

50-327 

P 

9109260123 

9109260122 

91/09/20 

50-285 

R 

9109260124 

9109260089 

91/09/17 

50-272 

P 

9109260126 

9109260109 

91/09/18 

50-219 

P 

9109260138 

9109260130 

91/09/16 

50-413 

P 

9109260145 

9109260139 

91/09/12 

WASTE MGT 


9109260150 

9109260144 

91/09/20 

70-2917 


9109260154 

9109260144 

91/09/20 

70-2917 


9109260155 

9109260141 

91/06/13 

50-237 

P 

9109260156 

9109260151 

91/09/20 

WASTE MGT 


9109260157 

9109260146 

91/09/19 

CONTRACT- 


9109260160 

9109260158 

91/09/06 

REVIEW GR 

P 

9109260173 

9109200036 

91/08/23 

PR 


9109260200 

9109260194 

91/08/30 

70-3070 


9109260208 

9109260205 

91/09/19 

50-269 

1 

9109270005 

9109270003 

91/09/17 

50-272 

Q 
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9109270009 

9109270008 

91/09/19 

50-461 

Q 

9109270017 

9109270012 

91/09/17 

50-272 

Q 

9109270020 

9109260205 

91/09/19 

50-269 

1 

9109270031 

9109260205 

91/09/19 

50-269 

1 

9109270041 

9109200342 

91/08/28 

STATE PRO 

G 

9109270044 

9109270034 

91/09/20 

50-315 

Q 

9109270051 

9109270046 

91/09/18 

50-277 

Q 

9109270061 

9109270053 

91/09/13 

50-354 

Q 

9109270067 

9109270066 

91/08/02 

ACRS 


9109270072 

9109270063 

91/09/20 

50-247 

Q 

9109270073 

9109270068 

91/08/27 

ACRS 


9109270077 

9109270068 

91/08/27 

ACRS 


9109270082 

9109270080 

91/09/20 

50-206 

P 

9109270083 

9109270079 

91/09/23 

50-440 

Q 

9109270086 

9109270080 

91/09/20 

50-206 

P 

9109270089 

9109270087 

91/09/23 

50-483 

Q 

9109270098 

9109270093 

91/09/20 

WASTE MGT 


9109270100 

9109270093 

91/09/20 

WASTE MGT 


9109270105 

9109270099 

91/09/23 

50-186 

Q 

9109270108 

9109270095 

91/09/18 

50-483 

V 

9109270109 

9109270106 

91/09/G5 

50-275 

Q 

9109270124 

9109270120 

91/09/17 

50-322 

Q 

9109270133 

9109270114 

91/09/10 

50-325 

P 

9109270136 

9109270131 

91/09/23 

50-206 

P 

9109270138 

9109270135 

91 /08/23 

40-8681 


9109270140 

9109270137 

91/08/19 

PR 


9109270145 

9109270141 

91/09/23 

50-261 

P 

9109270154 

9109260212 

91/09/19 

71-5450 


9109270155 

9109260212 

91/09/19 

71-5450 


9109270160 

9109270158 

91/08/02 

PR 


9109270163 

9109270162 

91/08/06 

COMMISSIO 

N 

9109270165 

9109270157 

91/08/19 

50-344 

U 

9109270166 

9109270157 

91/08/19 

50-344 

U 

9109270174 

9109270168 

91/09/16 

50-482 

Q 

9109270184 

9109270182 

91/09/18 

CONTRACT 


9109270196 

9109270194 

91/09/20 

CONTRACT 


9109270200 

9109270198 

91/09/20 

50-280 

P 

9109270201 

9109270197 

91/09/16 

CONTRACT 


9109270202 

9109270178 

91/09/16 

50-269 

P 

9109270204 

9109270178 

91/09/16 

50-269 

P 

9109270209 

9109270206 

91/09/17 

CONTRACT 


9109270212 

9109270211 

91/09/16 

CONTRACT 


9109270214 

9109270208 

91/09/13 

CONTRACT 


9109270217 

9109270215 

91/09/20 

CONTRACT 


9109300004 

9109300002 

91/09/16 

50-305 

R 

9109300006 

9109300005 

91/09/24 

50-445 

Q 

9109300010 

9109300008 

91/09/18 

50-361 

V 

9109300019 

9109300013 

91/09/13 

CONTRACT 


9109300024 

9109300022 

91/09/20 

50-285 

P 

9109300025 

9109300022 

91/09/20 

50-285 

P 

9109300027 

9109300023 

91/09/10 

50-184 

Q 

9109300033 

9109300030 

91/09/16 

ORG 


9109300034 

9109300029 

91/09/23 

50-416 

Q 

9109300035 

9109300030 

91/09/16 

ORG 


9109300037 

9109300030 

91/09/16 

ORG 


9109300040 

9108160077 

91/08/08 

WASTE MGT 


9109300041 

9109300039 

91/09/17 

50-293 

Q 

9109300043 

9109300032 

91/09/13 

50-344 

P 

9109300044 

9109300039 

91/09/17 

50-293 

Q 

9109300045 

9109300042 

91/08/08 

PR 


9109300049 

9109300046 

91/09/13 

CONTRACT 


9109300050 

9109300048 

91/09/17 

50-277 

Q 

9109300052 

9108160272 

91/08/08 

WASTE MGT 


9109300057 

9109300056 

91/09/25 

71-25 


9109300061 

9109300059 

91/09/20 

50-247 

P 

9109300063 

9109300051 

91/09/13 

CONTRACT 


9109300065 

9109270119 

91/09/12 

50-443 

P 

9109300067 

9109300060 

91/09/13 

70-371 


9109300071 

9109300070 

91/09/20 

50-605 

A 

9109300077 

9109300072 

91/09/12 

50-327 

Q 

9109300079 

9109300076 

91/08/02 

PR 


9109300081 

9109300080 

91/09/25 

50-382 

P 

9109300086 

9109300083 

91/08/02 

PR 


9109300092 

9109300066 

91/08/19 

ORG 


9109300098 

9109300096 

91/09/20 

CONTRACT 


9109300100 

9109300054 

91/09/12 

50-293 

P 

9109300107 

9109300101 

91/08/29 

COMMISSIO 

N 

9109300113 

9109300054 

91/09/12 

50-293 

P 

9109300118 

9109300054 

91/09/12 

50-293 

P 

9109300125 

9109300123 

91/08/30 

PR 


9109300129 

9109300128 

91/08/08 

PR 


9109300138 

9109300121 

91/09/16 

CONTRACT 


9109300140 

9109300136 

91/09/19 

50-400 

P 

9109300141 

9109300136 

91/09/19 

50-400 

P 

9109300163 

9109300162 

91/09/23 

50-282 

U 

9109300168 

9109300165 

91/09/19 

50-423 

P 

9109300169 

9109300165 

91/09/19 

50423 

P 

9109300178 

9109300176 

91/09/26 

50-206 

P 

9109300185 

9109300181 

91/09/20 

CONTRACT 


9109300194 

9109090137 

91/09/04 

WASTE MGT 


9109300195 

9109090137 

91/09/04 

WASTE MGT 


9109300200 

9109300199 

91/09/20 

50461 

p 

9109300201 

9109300196 

91/09/18 

50-219 

P 

9109300204 

9109300152 

91/09/16 

50-206 

P 

9109300206 

9109300152 

91/09/16 

50-206 

P 

9109300218 

9109300216 

91/09/24 

50-254 

P 

9109300221 

9109300219 

91/09/26 

71-240 


9109300224 

9109300223 

91/09/26 

71-331 


9109300252 

9109300246 

91/08/28 

PR 


9109300260 

9109300258 

91/08/28 

PR 


9109300261 

9109300257 

91/08/08 

PR 
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9109300266 9109300264 




ACCESSION NUMBER 



DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

91/09/26 

71-256 

9109300269 

9109300267 

91/08/08 

PR 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub¬ 
stantive technical content that do not fall into other spe¬ 
cific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction 
permit application. 

3. Amendments and changes submitted by applicants 
and licensees. 

4. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre¬ 
solved design and construction issues. 

7. Meeting announcements and summaries of meet¬ 
ing discussions on issues of item 6. 

8. Correspondence regarding the utility Preliminaiy 
Safety Analysis Report (PSAR). 

9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na¬ 
tional Environmental Policy Act (NEPA), Water 
Quality Improvement Act, Water Pollution Con¬ 
trol Act, etc.). 


10. Construction Permit, amendments, and corre¬ 
spondence relating to the construction permit and 
related orders issued by the Office of Nuclear Re¬ 
actor Regulation (NRR show cause and modifica¬ 
tions) not involving the Atomic Safety Licensing 
and Appeal Board. 

11. Scheduling of license application submission or re¬ 
view. 

12. Environmental review information (other environ¬ 
mental documents are filed in Categories C, D, P, 
orR). 

13. Seismic qualification review teams (SQRT) reports 
and related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li¬ 
cense application. 

16. Amendments and changes submitted by applicants 
and licensees. 


17. Correspondence regarding the utility Final Safety 
Analysis Report (FSAR) and the Updated Final 
Safety Analysis Report (USAR). 


18. Correspondence and documentation on generic 
technical matters highlighted by an event at an¬ 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 
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19. Safety Evaluation Reports (SERs) on specific 21. Backup technical documents (e.g., topical reports) 

generic issues. submitted in support of the application. 

22. Proposed equipment failure/instructions. 

23. NRC’s changes in internal organizational struc- 

20. Reports of site visits. ture. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


All related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

, . „ l4 . * . . _ _./noAw\ i 3. Transmittal and acknowledgment letters. 

1. Preliminary Safety Analysis Report (PSAR) sub- 

mitted by utility (formerly called Hazards Sum¬ 
mary Report or Safety Analysis Report). 4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 


2. Amendments and supplements to the ER. 


3. Transmittal and acknowledgment letters. 


4. Information on scheduling of submittal or review 
of ER. 


5. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 


6. Federal Register notices citing the availability of 
items 1 and 2. 


7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu¬ 
tion control devices. 

NOTE: Other environmental documents are filed in 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 
FES), SUPPLEMENTS AND CORRESPONDENCE 


1. Draft and Final Environmental (Impact) State¬ 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, State, and local 
government agencies; organizations; and inter¬ 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Documents related to NRC review of environ¬ 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents submitted in connec¬ 
tion with above. 


8. Federal Register notices citing availability of items 

1 and 2. 


9. Reports of site visits to obtain information for the 
DES or FES. 


10. Meeting announcements or reports of meetings 
where the primary subject of discussion is the DES 
or FES. 


NOTE: Other environmental documents and corre¬ 
spondence are filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple¬ 
ments. 

4. . Federal Register notices citing availability of items 

1 and 2. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in pre¬ 

paring SER; responses to such requests. 


7. Meeting announcements or reports of meetings 
where the primary subject of discussion is the SER. 


8. Transmittal and acknowledgment letters. 


NOTE: Other documents dealing with specific safety- 
related issues arefiled in Categories A, P, or W, 
depending on the phase of the licensing 
process. 
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F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS 


All plans in this category are individual submissions. 
Emergency and Fire Protection Plans submitted as part 
of the licensing application are filed in this category. 

1. Fire Hazard Protection Plans and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Health Physics Program and its review. 

5. Emergency Plans. 


6. Correspondence relating to aforementioned plans. 


7. Supplements, changes, and revisions to plans. 


8. Correspondence and documentation relating to 
Appendix R of 10 CFR Part 50 (fire protection), 
guard training, emergency response centers, and 
emergency preparedness. 


9. Transmittal and acknowledgment letters. 


10. Meeting announcements and reports of meetings 
where the primary subject of discussion is related 
to the aforementioned plans and topics covered in 
item 8. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad¬ 
judicatory documentation, except for transcripts, brief¬ 
ings, and testimony, which are filed in CategoryT. Show- 
cause orders and modification orders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be¬ 
fore the Board) are filed in Categories Aand P. Exhibits 
to the proceedings (Hearings) are located in the PDR 
but are available upon request to the PDR from the 
Docketing and Service Branch, Office of the Secretary. 


1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Motions, briefs, arguments, statements, and re¬ 
lated correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, 
FES) to the Boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions 
resulting from item 8. 

NOTE: Since 1982, letters of concern, support, or op¬ 
position for all plants are filed in a General 
Public Comments folder. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bear¬ 
ing on the status of the application or license. Items that 
have no substantive technical content and administra¬ 
tive documents are included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests to applicants for additional copies of 
documents. 

5. Correspondence from the public requesting infor¬ 
mation about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 


7. Letters of support, concern, or opposition to the 
facility. 

8. Correspondence regarding the Local Public Docu¬ 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain¬ 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon¬ 
dence forwarded by Congressman to NRC for re¬ 
sponse. 

11. Resolutions passed by State and local governing 
bodies (e.g., town councils). 

NOTE: Since 1982, letters of concern, support, or op¬ 
position for all plants are filed in a General 
Public Comments folder. 


I. FINANCIAL INFORMATION 


This category contains all financial information except 
that submitted as part of the application or its amend¬ 
ments or relating to the imposition of civil penalties. 

1. Company annual reports, auditor statements, and 
stock prospectuses for all companies holding own¬ 
ership. 


2. Separately submitted financial information and re¬ 

lated correspondence. 


3. Transcripts and testimony before State commis¬ 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreements and amendments. 

2. Endorsements of insurance policies. 


3. Other correspondence regarding indemnity and in¬ 

surance matters. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 
ANALYSIS REPORTS (USAR), AND AMENDMENTS 


1. Final Safety Analysis Report (FSAR), (formerly 
called Final Hazards Summary Report), submitted 
by the utility. 


2. Updated Final Safety Analysis Report (USAR) 
submitted tty the utility and periodically updated to 
incorporate new information or modifications to 
the facility. 


3. Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of the 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 

6. Certificates of service to the FSAR and USAR. 


NOTE: All related correspondence falls in Category A 
or P. Emergency and Fire Protection Plans sub¬ 
mitted as part of the licensing application are 
filed in Category F. 


L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Lim¬ 
ited Work Authorizations (LWAs) whereby applicants 
can carry out limited site preparation and construction 
prior to the granting of a Construction Permit. 


1. Limited Work Authorizations (LWAs) and 
amendments 

2. Correspondence pertaining to work performed un¬ 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


1. Documents submitted as part of the application for sion is antitrust matters, 

a Construction Permit and Operating License 

entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. All antitrust proceeding documents, except for 
hearing transcripts, testimony, and briefings, which 

2. Correspondence where the primary topic of discus- are filed in Category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


This category contains word-for-word transcripts of hearings, testimony, and briefings in antitrust matters. Related 
correspondence falls in Category M. 
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O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


This category contains plant-specific documents per¬ 
taining to ACRS safety reviews. 

1. ACRS reports relating to facility license applica¬ 
tions. 


2. Announcement of ACRS meetings relating to fa¬ 
cility license applications, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings, relating to both facility license applications 
and safety-related matters. 

4. Technical correspondence, and memoranda to and 

from ACRS, including transmittal and acknowl¬ 
edgment letters relating to facility license applica¬ 
tions. 


NOTE: For generic and document-specific safety- 
related material, transcripts of ACRS subcom¬ 
mittee and full committee meetings, minutes, 
and ACRS reports (consultant, contract, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Application/Con¬ 
struction Stage (Category A) file for general technical 
items dated from the issuance of the operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend¬ 
ments, changes, and related correspondence. 

2. Show-cause and modification orders issued by 
NRR (not before the Board) for the operating li¬ 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2. 

5. Federal Register notices citing availability of item 1 
and the FSAR. 


6. Correspondence regarding the utility Final Safety 

Analysis Report (FSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an¬ 
nouncements or meeting summaries relating to 
Technical Specifications, the Operating License or 
technical issues arising after the issuance of the 
Operating License. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in polity that may affect plant op¬ 
eration or bear on the Operating License. 


9. Information on the Standard Review Plan (STP). 


10.' Results of surveys or tests conducted in accordance 
with the Technical Specifications (not periodic re¬ 
ports, which fall in Category R). 


11. Correspondence relating to NRC’s Systematic 
Evaluation Program (SEP). 
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12. Owner’s group meeting announcements and re¬ 
ports. 

13. Quality assurance information. 

14. Environmental matters (technical). 

15. Seismic qualification review team (SQRT) reports 
and related correspondence. 

16. Emergency core cooling system documents. 

17. Radioactive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19. Start-up test reports. 

20. Correspondence and documentation on generic 
technical matters highlighted by an event at an¬ 
other facility which may affect the subject facility 
not covered by an IE Bulletin. 

21. SERs on specific generic issues. 

22. Proposed equipment failure/instructions. 

23. Inservice testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis¬ 
mantle, and dispose of component parts. 

26. Changes in NRC’s internal organizational struc¬ 
ture. 


Q. INSPECTION REPORTS; OFFICE OF INSPECTION AND ENFORCEMENT 
RESPONSE TO BULLETINS, CIRCULARS AND INFORMATION NOTICES, CIVIL 
PENALTIES, AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. Responses to IE Bulletins (formerly called Regula¬ 

tory Operations (RO) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3. Responses by applicant to IE correspondence. 


4. Applicant’s determination of proprietary nature of 
Inspection Reports. 


5. Letters concerning areas of noncompliance. 


6. Pre-service and in-service inspections and proce¬ 
dures. 


7. Correspondence and orders relating to imposition 
and payment of civil penalties, including Notifica¬ 
tion of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and en¬ 
forcements that does not specifically relate to inci¬ 
dents or events as defined in Category S. 

9. Health physics inspections/appraisals. 

10. Emergency preparedness inspections/appraisals. 

11. Inspections and related correspondence from the 
International Atomic Energy Agency. 

12. Systematic Assessment of Licensee Performance 
(SALP). 
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13. Construction Appraisal Team/Construction As¬ 
sessment Team (CAT) reports. 

A. Integrated Design Inspection (IDI) reports. 

B. Independent Design Verification Program 
(ID VP) reports. 

14. Notice of significant licensee meetings. 


15. Performance Appraisal Team (PAT) reports. 

16. Licensee/Vendor interface inspections. 

17. Correspondence relating to items 12,13,14,15 and 
16. 

NOTE: For EE Bulletins and Information Notices, see 
I&E file series. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine na¬ 
ture. 

1. Monthly, semiannual, or annual operating reports 
(other than financial) for construction and operat¬ 
ing stages. 

2. Periodic environmental monitoring, effluent test¬ 
ing, or similar reports. 

3. Periodic personnel exposure reports. 


4. Periodic nonconformance reports (issued pursuant 

to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating log on plant systems 
core, plant status summary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains all materials relating to abnor¬ 
mal, unusual, reportable, or nonroutine occurrences or 
events. These include: 

1. All 24-hour, 10-day, 30-day, interim and final li¬ 
censee Event Reports (LERs) and follow-up corre¬ 
spondence (also called Incident Reports, Abnor¬ 
mal Occurrence Reports and Reportable 
Occurrences). 


2. Potential or possible reportable Deficiency Re¬ 
ports and related correspondence. 


3. Individual Personnel Exposure Reports. 


4. Construction Deficiency Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliminary Notification of Safeguards Events 
(PNs). 

6. Environmental Technical Specifications Violation 
Reports and Environmental Event Reports. 

7. Part 21 Reports or Defects and Noncompliance. 

8. Correspondence or other documents relating to 
items 1-7. 
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NOTE: For PNOs and PNSs, see I&E file series. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat¬ 
ters (Category V), and antitrust matters (Category N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and 
ASLAB. 

3. Commission meeting transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Corrections to above items. 

NOTE: Transcripts on specific dockets are also filed on 
ACRS and 9.21 files series. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1. Statements and testimony before Congress or be¬ 
fore bodies/committees appointed by the Execu¬ 
tive or Legislative Branches. 

2. Information supplied for the record of Congres¬ 
sional hearings. 

3. Correspondence to and from Congress and the Ex¬ 
ecutive Branch on other than constituent response 
matters. 


4. Correspondence to or from State Legislative bod- 
■ ies. 


NOTE: This category contains correspondence on sub¬ 
stantive matters. Routine responses to con¬ 
stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. formation bearing on licensing operators and 3. Correspondence pertaining to operator examina- 

snrtt engineers. tions. 

2. Power plant examination summary sheet. 
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W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Operating License 
Stage (Category P) file for general technical items from 
the order for termination of the operating license on¬ 
ward. 


1. Order granting authority to dismantle/decommis¬ 
sion. 


2. Technical documents submitted, such as: Decom¬ 
missioning Plan, Dismantling Plan, Environmental 


Report on Dismantling, Safety Analysis Report on 
Decommissioning. 

3. Documents relating to disposal of radioactive ma¬ 
terial and decontamination of the site. 

4. Other correspondence relating to decommission¬ 
ing. 

5. All documentation relating to the ongoing opera¬ 
tion of the plant, formerly filed in Category P. 


X. ONSITE STORAGE OF LOW-LEVEL WASTE 


1. License application, license, proposed amend¬ 
ments and amendments to store low-level waste at 
a commercial reactor. 

2. All related correspondence and reports. 


NOTE: These documents will also have a Nuclear Ma¬ 
terials Safety and Safeguards (NMSS) license 
or Docket-30 number associated with the 
Docket-50 number. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 


1. License applications, licenses, amendments and 
proposed amendments to possess power reactor 
spent fuel and other radioactive materials associ¬ 
ated with spent storage in an independent spent 
fuel storage installation. (Such spent fuel storage 
installations may be on a reactor site or at a sepa¬ 
rate site.) 


2. All related correspondence and reports to the 
above. 


NOTE: These documents will have an NMSS license 
and/or a Docket-72 number. For these instal¬ 
lations on a reactor site, the associated 
Docket-50 number also has been identified. 
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10 CFR 9.21—Commission Meeting Records 


Contains documentation pertaining to open and closed 

Commission meetings. 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification by the General Counsel on closed 
meetings. 

4. Commission Determination Statements signed by 
the Secretary regarding the public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unofficial and official transcripts or por¬ 
tions of transcripts of open and closed Commission 
meetings made publicly available in accordance 
with provisions of 10 CFR Part 9, the Sunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli¬ 
cable viewgraphs, staff papers, and staff correspon¬ 
dence. 

7. Staff Requirements Memoranda for open meet¬ 
ings; memoranda of record; record of votes of 
Commissioners on items under consideration at 
meetings. 


ACRS—Advisory Committee on Reactor Safeguards 


This category contains documents pertaining to safety- 
related areas reviewed by ACRS. ACRS serves as an in¬ 
dependent advisory committee to the Commission. 


1. ACRS reports relating to safety-related matters. 

2. Announcements of ACRS meetings relating to 
safety-related matters, including description of 
meeting agendas. 

3. Transcripts of ACRS subcommittee and full com¬ 
mittee meetings relating to both facility license ap¬ 
plications and safety-related matters. 

4. Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings related to both facility license applications and 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit¬ 
tee meetings relating to both facility license appli¬ 
cation and safety-related matters. 

6. ACRS consultant reports, comments and related 
correspondence relating to both facility license ap¬ 
plications and safety-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safety-related matters. 

8. General correspondence and related material 
about ACRS, but not authored by ACRS or its con¬ 
sultants. 
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NOTE: For Docket-specific technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM—NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category indude: 

1. Charters of each advisory committee. 

2. Meeting announcements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that are publicly available. 


5. Committee-related correspondence. 


COMMISSION—NRC Commissioner Correspondence 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis¬ 
sion. 


1. Incoming and outgoing Commission-level corre¬ 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap¬ 
pointment calendars of partidpating Commis-. 
sioner (placed in the PDR at the discretion of indi¬ 
vidual Commissioners). 


3. Speeches, interviews, and testimony given by Com¬ 
missioners at meetings, symposia, and Congres¬ 
sional hearings. 

4. Weekly Information Reports (SECY series num¬ 
ber) prepared by the Executive Director for Op¬ 
erations (EDO) for the Commissioners, providing 
a summary of key events and items of interest un¬ 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10 
CFR 9.21. For all other staff papers with a 
SECY series designation prepared for Com¬ 
mission review, see SECY file category. 


CONTRACT—NRC Contracts and Modifications 


Contains documentation pertaining to AEC and NRC 
contracts, grants, and Interagency Agreements. 
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1. Notification of contracts and grant execution, 2. Contractual documents and modifications to con- 
specifying contract number; project title; contrac- tracts, 

tor name; contract type; funding and period of per¬ 
formance. 


DISCLOSURE—Financial Disclosure Information 


Contains financial disclosure and conflict of interest information submitted by certain NRC employees in accordance 
with the Ethics in Government Act of 1978. 


FOIA—Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each is assigned a sequential identification num¬ 
ber based on the year that the request is made, so 
that 89-100 refers to the 100th FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re¬ 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions thereof released in response 
to FOIA requests made under FOIA appeals. 


GEN TECH IS —Generic Technical Issues 


Contains records pertaining to unresolved safety issues 
of a generic nature that are being analyzed by the NRC 
Office of Nuclear Reactor Regulation (NRR). 

1. Draft reports of action plans to accomplish generic 

tasks in the NRR program. 


2. Correspondence with industry and within NRC dis¬ 


cussing methodologies, analyses, the program and 
technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of Generic Technical Is¬ 
sues. 


I&E—Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices 
that are issued by the NRC Office of Inspection and En¬ 
forcement. These issuances describe some event that 
has occurred at a facility that may require some follow¬ 


up action by the licensee. Also included in this category 
are draft bulletins and information notices (I&E Misc), 
Preliminary Notifications of Events or Unusual Occur¬ 
rences (PNOs), Preliminary Notifications of Safeguards 
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Events or Unusual Occurrences (PNSs), and Notifica¬ 
tions of Significant Enforcement Actions (ENs). 

1. I&E Circulars, which describe an event at a li¬ 
censed facility and are informational in nature (dis¬ 
continued in 1981). 

2. I&E Information Notices, which are similar to cir¬ 
culars but are preliminary in nature and issued 
shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a li¬ 
censed facility and request all recipients to perform 
certain actions as a result of that event. 

4. Draft I&E Bulletins and Information Notices 
which are being considered for issuance, and re¬ 
lated comments and evaluations. 


5. Preliminary Notifications of Events or Unusual 
Occurrences (PNOs), which provide updated in¬ 
formation of an event of safety or public interest. 


6. Preliminary Notifications of Safeguards Events or 
Unusual Occurrences (PNSs), which provide early 
notice of events of possible safety significance. 


7. Notification of Significant Enforcement Actions 
(ENs), which provide information on a Notice of 
Violation and Proposed Imposition of Civil Penal¬ 
ties. 


NOTE: For utility responses to such issuances and re¬ 
lated correspondence, see Categories Q and S 
of file. 


MISC—Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG—Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatory, technical, and administra¬ 
tive issues of interest to staff, industry, other Govern¬ 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa¬ 
cilities preliminary to licensing actions. 


2. Results of analyses of general or specific problems 
of a regulatory or technical nature that are of inter¬ 
est to a major segment of the industry. 


3. Action and review plans, as well as guidance, for 
meeting NRC requirements. 


4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 

6. Management and program analysis reports. 

7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 

8. Administrative reports that are of interest to the 
staff, the industry, and the public. 

9. Correspondence from industry, government, and 
the public commenting on reports. 
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10. Internal NRC memoranda summarizing meetings NOTE: NUREG reports on specific plants or facilities 
or discussions pertaining to the contents of the re- are filed in Docket 50 Categories A, P, E, or D. 

ports. 


ORG—Organization File 


Contains correspondence with professional organiza¬ 
tions, Government agencies, and associations with 
which NRC is in contact; records other than Regulatory 
Guides that pertain to NRC’s activities in standards de¬ 
velopment; records pertaining to specific NRC offices; 
and emergency petitions not assigned Petition for 
Rulemaking (PRM) numbers that request the Commis¬ 
sion to take immediate action on some issue. 


1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
international bodies, such as the Atomic Industrial 
Forum and the International Atomic Energy 
Agency. 


2. Correspondence between NRC’s Office of Nu¬ 
clear Regulatory Research and other Government 


agencies in which both parties have joint regulatory 
responsibility; e.g., EPA has authority to control ail 
radioactive pollutants emitted into the air. 


3. Internal memoranda, correspondence between 
NRC and Congress, and other technical corre¬ 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Research in de¬ 
veloping standards. 


NOTE: For Regulatory Guides and comments on 
Regulatory Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file category. For petitions for 
rulemaking filed by the public to amend, re¬ 
scind or change an NRC regulation, see the 
PRM file category. 


PR—Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopt, amend, or repeal a Commission regulation. Pro¬ 
posed Rules (PRs) can be initiated as a result of a Com¬ 
mission directive; a staff proposal; or as a result of a 
Commission determination that sufficient grounds exist 
for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. 

1. Federal Register notice stating the terms or sub¬ 
stance of the proposed rule, or a specification of 
the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Draft and generic proposed rules and Federal Reg¬ 
ister notices (PR Misc.). 


4. Comments, statements, information, opinions, or 
arguments on the proposed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industry, organizations, 
and other parties for written interpretation of the 
PR. 


NOTE: For staff recommendations to the Commission 
on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.21 
file category. 
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PRM—Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside party to issue, amend or re¬ 
scind an NRC regulation. 


1. Petitions filed by any interested person or party to 

issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of the filing of the petition. 


3. Correspondence between NRC and the Petitioner 
relevant to the status and substance of the petition. 


4. Comments from the nuclear industry, professional 
associations, public interest groups, and others in 
favor of or in opposition to the PRM. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysis of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTE: For staff recommendations to the Commission¬ 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec¬ 
ommendations, see the 10 CFR 9.21 file cate¬ 
gory. 


PRO J—Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
full licensing responsibilities; and (2) Government- 
owned reactors for which NRC provides technical ex¬ 
pertise and occasional review. Both classes are identi¬ 
fied with a “P” prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

These files contain all documentation up until the time 
that the NRC considers the application and the Safety 
Analysis Report (PSAR) is submitted by the utility com¬ 
plete enough for staff review. The unit is then assigned a 
docket number and the file transferred to the 
Docket-50 series category. 

The documents are grouped together in categories, des¬ 
ignated by alphabetic characters. These are the same 
categories as those used for the Docket-50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon¬ 
dence discussing the completeness and ade¬ 
quacy of the Preliminary Safety Analysis Re¬ 
port (PSAR). 

3. Applicant Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 
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G. Adjudicatory Correspondence 

1. Motions, briefs, orders, etc., pertaining to 
pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related materials pertaining 
to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant quality as¬ 
surance program. 


2. Notices of deviations. 

3. Follow-up correspondence resolving devia¬ 
tions cited. 

2. Government-owned reactors 


Meeting summaries and technical correspondence be¬ 
tween NRC and other Government technical people re¬ 
lating to test reactors, critical experiments, and Depart¬ 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


PT 21—10 CFR Part 21 Deficiency Reports 


Deficiency reports submitted in compliance with Part 21 
of Title 10 of the Code of Federal Regulations. 


1. Reports by firms involved in the nuclear industry 
reporting noncompliance with NRC regulations or 
the existence of defects which could create a sub¬ 
stantial safety hazard. 


2. Correspondence pertaining to the NRC review of 
reports to assess the possibility of generic defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up 
actions taken by the Agency. 


QA 999—Quality Assurance Inspections 


Contains inspection reports of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test¬ 
ing, and follow-up correspondence. Each vendor is as¬ 
signed a docket number and is a part of the QA 999 se¬ 
ries. 


Vendors are defined as companies, both U.S. and for¬ 
eign, that are engaged in the design, manufacture, or 
testing of both nuclear components, or supplying serv¬ 
ices to the nuclear industry. The controlling criteria are 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo¬ 
nents for use in nuclear facilities and vendor/licen¬ 
see interface. 

2. Notices of deviation. 

3. Vendor corrective actions and other follow-up cor¬ 
respondence associated with resolution of inspec¬ 
tion findings. 

NOTE: For vendor licensee interface inspection from 
licensee’s view, see Docket 50 Category Q. 
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REGGD—Regulatory Guides 


Contains new and revised Regulatory Guides and re¬ 
lated correspondence. These guides describe to the in¬ 
dustry and to the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC regula¬ 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 


1. Federal Register notices announcing the issuance 
and availability of a proposed Regulatory Guide. 


2. Revised or newly issued Regulatory Guides. 


3. NRC value/impact assessment. 


4. Comments submitted by the nuclear industry and 
interested members of the public regarding a pro¬ 
posed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon¬ 
sible for standards development, see the Or¬ 
ganization (ORG) file category. Industry codes 
and standards cited in Regulatory Guides are 
available for reference use only in the NRC li¬ 
brary. 


RES—Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per¬ 
taining to research activities of the Commission. 


1. Technical letter reports provide information on the 
technical aspects of work by contractors or other 
government agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or final informal reports attached, or 
the technical information may be incorporated in 
the body of the letter. The form and frequency of 
reporting is specified in the Contract Statement of 
Work. 


a. Interim technical letter reports provide infor¬ 

mation on the technical aspects of the work at 
various stages and form a basis for develop¬ 
ment of the formal reports required by the 
contract. Interim technical letter reports may 
include, but are not limited to, informal (in¬ 
terim) progress reports, “quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safety analyses, experiment operating proce¬ 
dures, facility certification reports, and test 
results. 

b. Final technical letter reports are prepared to 
record the results of contract work that com¬ 
prises review and evaluation of the work of 
others or work to be used by the staff in the 
licensing and regulation process. These tech¬ 
nical letter reports are not followed by a for¬ 
mal report. 

2. Formal technical reports, which may be periodic pro¬ 
gress reports on long-term projects of final reports, 
are published in the NUREG/CR series. These re¬ 
ports are final products of research, original inves¬ 
tigations, or significant compilations of informa¬ 
tion, or they may be progress reports. 

3. Research Information Letters (RILs) summarize re¬ 
search information for staff use. They are prepared 
in the NRC Office of Nuclear Regulatory Re¬ 
search (RES). 
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4. Conference Proceeding s report the information pre¬ 
sented at conferences sponsored or co-sponsored 
by NRC. Sponsorship or co-sponsorship by NRC 
requires that the subjects covered be of interest 
and value to NRC. 


NOTE: For final reports of research conducted by con¬ 
tractors and conference proceedings, see 
NUREG reports series file. See also the 
WMRES file for research reports on disposal 
of high level waste. 


REVIEW GRP-Research Review Groups 


Contains records pertaining to the activities of internal 
and external Research Review Groups. Such groups 
provide a broad base of technical expertise to aid man¬ 
agement in reviewing research in defined technical ar¬ 
eas. They review and comment on research plans and 
predicted results of major experiments, the validity and 
applicability of research results; possible redirection of 
research projects; new research projects; and priorities 
within the technical areas covered by the Research Pre¬ 
view Group. 

1 . Agendas for quarterly Review Group meetings. 


3. Research plans and predicted results of major ex¬ 
periments and presentations by research contrac¬ 
tors. 


4. Comments on meetings from attendees, including 
representatives from contractors, universities, ven¬ 
dors, and other agencies. 


5. Internal memoranda relating to topics under dis¬ 
cussion. 


2 . Summary minutes of Review Group meetings rep¬ 

resenting views expressed, including dissenting 

views. 6 . Correspondence related to items 1 through 5. 


RM—Rulemakings 


Contains records pertaining to public hearings held on 3. Petitions, motions, testimony, and statements sub¬ 
proposed changes to the Commission’s regulations. mitted by parties to the hearings. 

Hearings are instituted at the discretion of the Commis¬ 
sion based on the importance and the magnitude of the 4 . Hearing Board orders and rulings, 
subject under consideration. 

5. Technical reports submitted as evidence in the pro- 

1. Designations of the presiding officer and any spe- ceedings. 

rial directions for the conduct of the hearing. 

6 . Reports, if any, of the special Board to the Com- 

2. Notifications of Hearing Board meetings. mission regarding the subject proceeding. 

SECY—Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re¬ 
approval of the Commission. They are assigned a SECY lating to policy formulation, 

report series code. 
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2. Rulemaking Issue Papers are used to present 
rulemaking activities of the Commission. 

3. Adjudicatory Issue Papers are used to present mat¬ 
ters relating to the granting, suspending, revoking 
or amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 


4. Information Papers are used to provide informa¬ 
tion to the Commission. Some (e.g., the weekly re¬ 
port of the Executive Director for Operations) pro¬ 
vide general information about agency activities 
without specific reference to policy formulation, 
rulemaking, or adjudication. 

These categories of staff papers maybe issued as one of 
the following: (a) a Commission Meeting paper to be 
discussed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discussion 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each other; (c) a Notation Vote paper 
which does not require interactive discussion among all 
Commissioners or formal vote in a meeting, thereby 
lending itself to a written notation process; (d) a Nega¬ 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (e) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a general practice, papers that are regularly released 
to the public include those that are the subject of discus¬ 
sion at a public meeting of the Commission and those 
that address unclassified matters pertaining to the ex¬ 
port and import of nuclear equipment and material. 

NOTE: For Weekly Information Reports prepared by 
the NRC Office of the Executive Director for 
Operations to the Commission providing a 
summary of key events and items of interest un¬ 
dertaken by staff and program offices, see the 
Commission Correspondence file. 


STATE PROG-State Programs 


Contains records that pertain to the Commission’s rela¬ 
tions with State Governments. Areas covered include: 
(1) the State Agreements Program, whereby States may 
assume certain of the NRC’s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co¬ 
operative activities regarding such functions as licensing 
and siting. 

1. Correspondence between and among NRC Office 

of Governmental and Public Affairs and State offi¬ 
cials, mostly State liaison officers and radiation 
control management health officials, regarding: 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio¬ 
active waste disposal, and transportation sur¬ 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement States in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work¬ 
shops and training programs on current matters of 
policy and regulations, i.e., decommissioning and 
radioactive waste disposal. 

3. State Legislative Reports (discontinued as of De¬ 
cember 1984). 


4. Agreement State Licensing Statistics Reports (dis¬ 
continued as of December 1984). 

NOTE: For specific uranium milling and minin g pro¬ 
jects in which the Agency is providing technical 
assistance to States, see the Projects series file 
category. 
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TOPREP—Topical and Vendor Reports and Correspondence 


Contains Topical Reports, generally of a technical ge¬ 
neric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vendor- 
related correspondence that is not docket-specific and 
documents generated by vendor-related Owner’s 
Groups are also included in this category. 


1. Topical reports, dealing with such technical mat¬ 
ters as specifications, testing, and safety that are 
submitted by architects, engineers and other ven¬ 
dors. 


2. Revisions, modifications, and amendments to 
Topical Reports. 


3. Correspondence between NRC and vendors per¬ 
taining to the review of submittals. 

4. Meeting agendas, summaries, minutes and corre¬ 
spondence pertinent to vendor activities, pro¬ 
grams, methodologies, and design criteria. 

5. Vendor-related Owner’s Group meeting an¬ 
nouncements, agendas, summaries, reports, and 
correspondence. 

NOTE: For reports submitted by utilities that are writ¬ 
ten by vendors on their behalf and that relate to 
docketed cases, see the categories for the dock¬ 
et series. 


WASH—AEC-Issued Formal Reports and Correspondence 


Formal reports that were issued by the U.S. Atomic En¬ 
ergy Commission (AEC) Headquarters staff which cany 
the WASH series code and correspondence pertaining 
to those reports. The WASH series, which consisted of 


administrative, scientific, and technical reports, ended 
in 1975 but correspondence is occasionally generated 
which refers to WASH reports. Post-1975 NRC-issued 
formal reports carry the NUREG series designation. 


WM—Waste Management Documents 


Contains records dealing with the activities of the NRC 
Division of High-Level Waste Management. Each topic 
has been assigned a unique number, prefixed by the let¬ 
ters “WM.” Documents in these files include: 

1. NRC and DOE prelicensing activities regarding 
the disposal of high-level waste in geologic reposi¬ 
tories, pursuant to the Nuclear Waste Policy Act of 
1982. 

a. Technical high-level waste site prelicensing 
documentation. 


b. Meeting agendas, minutes, and backup docu¬ 
ments of DOE/NRC meetings in which DOE 
presents information on its geologic explora¬ 
tion program to identify sites for nuclear 
waste repositories. 

c. Briefings by DOE on research being con¬ 
ducted on nuclear waste management. 

2 . NRC reviews of the site-by-site implementation of 
DOE’S program for uranium mill tailings remedial 
actions, pursuant to the Uranium Mill Tailings Ra¬ 
diation Control Act of 1978. 
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3. Correspondence and comments between NRC and 
the Environmental Protection Agency (EPA) per¬ 
taining to the high-level waste standard. 

4. NRC topical report reviews and associated corre¬ 
spondence. 


5. Correspondence from citizens and other non-gov¬ 
ernment organizations for the above items. 


NOTE: For contractor research on waste management 
activities, see the WMRES category. 


WMRES—Waste Management and Research Reports 


Contains interim and final reports, and correspondence 
between NRC and its contractors regarding prelicensing 
activities in the area of high-level disposal in geologic re¬ 
positories, including: 

1. Periodic contractor progress reports. 

2. Trip reports. 


3. Draft and final reports submitted for NRC review 
or information. 


4. Correspondence between NRC staff and contrac¬ 
tors related to technical questions or issues to be 
resolved. 


XPORTLIC—Export and Import Licenses 


Contains records relating to the issuance of licenses to 

export or import nuclear facilities and materials. 

1. License applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, reactors, nuclear facility com¬ 
ponents, or reactor materials. 

2. Correspondence between NRC and applicant or li¬ 
censee pertaining to the review or status of a pend¬ 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 
(e.g., U.S. Department of State) views. 

4. Review and findings of the Executive Branch on 
whether issuance of a license would be inimical to 
the common defense and security of the United 
States. 


5. Correspondence to and from foreign governments, 
international organizations, and members of the 
public. 


6 . Hearing records and decisions. 


7. Memoranda from the office of the Secretary to the 
Executive Director for Operations (EDO) regard¬ 
ing the Commission decision on issuance of a pro¬ 
posed license. 


8 . licenses, license amendments, and license renew¬ 
als for types specified in item 1. 

NOTE: For transcripts of Commission meetings and 
papers submitted for Commissioner considera¬ 
tion or information, see the 10 CFR 9.21 and 
SECY-series files. 
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